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COURT  DECISON. 

Matter  of  Berg  vs.  Board:— On  July  24,  1962,  the  Board  granted 
a  variance  on  the  application  reopened  and  restored  to  the  docket 
by  order  of  Court  in  regard  to  a  decision  of  the  Borough  Superin¬ 
tendent  under  Section  21  of  the  Zoning  Resolution  to  permit  in  a 
residence  use,  C  and  E-l  area  district,  the  erection  of  a  multiple 
dwelling  in  the  E-l  area  portion  of  the  plot  i  Calendar  Number  68- 
61-BZ  ;  Premises  2166  Matthews  Avenue,  east  side,  95.69  feet  south 
of  Pelham  Parkway  South,  Block  4323,  Lot  18,  Borough  of  The 
Bronx. 

At  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  Amsterdam 
ruled : 

“On  the  record  herein  submitted,  after  careful  and  painstaking 
examination  and  evaluation,  it  is  my  considered  opinion  that  re¬ 
spondents’  determination  in  granting  the  variance  was  not  un¬ 
reasonable,  arbitrary,  capricious  or  illegal.  Accordingly,  the  mo¬ 
tion  (to  vacate  the  order  of  certiorari,  dismiss  the  petition  and 
affirm  and  sustain  the  determination  of  the  Board)  is  granted 
in  its  entirety.  Settle  order.” 

(N.  Y.  Law  Journal,  June  10,  1963,  page  16) 


John  B.  Cincotta,  Chief  Clerk 


Office — 80  Lafayette 
York  13,  N.  Y. 


Street,  9th  Floor,  Manhattan,  New 


Telephone— 566,  Extension  5174. 
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New  Cases  Filed  up  to  June  25,  1963 
Calendar  No.  Dept.  Premises  Affected 

516-63-BZ — B.M. — 357  West  35th  Street,  north  side,  125 
feet  east  of  Ninth  Avenue,  Block  759,  Lot  8,  Borough  of 
Manhattan,  N.B. —  23-63,  re-rear  yard,  C-l  district. 


517-63-A — F.D. — Re:  packaging  of  combustible  material 
known  as  Lacquer  Specialities  Dye  Solution  in  1  gallon 
polythylene  containers,  containers  not  in  accordance  with 
Administrative  Code,  Decision. 


518-63-BZ — B.R. — 2865  Richmond  Avenue,  and  10  Yukon 
Avenue,  southeast  corner,  Block  2460,  Lot  98,  New 
Springville,  Borough  of  Richmond,  N.B.  243-47,  re-addi¬ 
tional  parking  space. 


519-63-BZ — B.M. — 1001-1015  Amsterdam  Avenue,  and 
165-175  West  109th  Street,  east  side,  from  Cathedral 
Parkway  to  West  109th  Street,  Block  1864,  Lot  1  and 
Part  of  Lot  9,  Borough  of  Manhattan,  N.B.  17-62,  re: 
special  permit,  electric  substation,  R7-2  district. 


520-63-BZ — B.B. — 2455-2465  Linden  Boulevard,  and  800- 
802  Logan  Street,  northwest  corner,  Block  4480,  Lot  28, 
Borough  of  Brooklyn,  NB.  510-63,  re  restaurant,  store, 
greenhouse,  sales  display,  side  and  front  yards,  in  R5 
district. 


521-63-A— F.D.— 150-160  49th  Street,  and  4902  Second 
Avenue,  south  side,  500  feet  west  of  49th  Street,  Block 
780,  Lot  1,  Borough  of  Brooklyn,  Decision,  re-Ransburg 
Electn-Air  Paint  Spray. 


522-63-A — F.D. — 394  Court  Street,  west  side,  60  feet 
south  of  Carroll  Street,  Block  356,  Lot  30,  Borough  of 
Brooklyn,  F.D.  Order  1249-3,  re-sprinkler  system. 


523-63-A — F.D. — 855  Rogers  Avenue,  southeast  corner 
ol  Snyder  Avenue,  Block  5111,  Lot  6,  Borough  of  Brook¬ 
lyn,  r.D.  Order  4503-2  decision  re-sprinkler  system. 


524-63-BZ— B.Bx. — 1283  Mace  Avenue,  north  side,  66 
feet  west  of  Wilson  Avenue,  Block  4468,  Lot  4,  Borough 
of  the  Bronx,  N.B.  698-5il,  re-one  family  dwelling  with- 
out  garage  space,  R5  district. 


525-63-A— -B.Bx. — 1283  Mace  Avenue,  north  side,  66  fei 
west  of  Wilson  Avenue,  Block  4468,  Lot  4,  Borough  < 
the  Bronx,  N.B.  698-51,  re-building  in  bed  of  mappe 
street. 

Restored  to  Docket 

481-48-BZ  Vol.  II — B.B. — 1320-1328  Atlantic  Avenu 
^  h^.200,feet  east  of  Nostrand  Avenue  and  131i 
1323  Pacific  Street  Block  1201,  Lot  12,  Borough  < 
Brooklyn,  Alt.  4530-52,  reopened  for  consideration  as  1 
extension  of  term  of  variance,  re-parking  and  storage  < 
motor  vehicles— residence  and  unrestricted  use  district 


154-57-BZ-B.M.-33-35  West  58th  Street,  north  side, 
270  feet  east  of  Avenue  of  The  Americas,  Block  1274, 
Borough  of  Manhattan,  Amendment  to 
Alt.  26-57,  reopened  for  consideration  as  to  extension  of 
term  of  variance,  re-parking  lot— restricted  retail  use  dis- 


RULES 

Arc  and  Gas  Welding  and  Oxygen 

Cutting  .  Nov.  27,  1956. 

Cements,  Air  Entraining  Portland, 

Rules  for  Approval  and  Use  of. .  April  12,  1955. 


Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  . Mar. 

Certificate  of  Occupancy,  approved 

^  form  . Dec. 
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Covering  .  Sept. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
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Exterior  Veneering  Materials, 

Rules  for  . Mar. 

Factory  Exit  Rules  .  Feb. 

Fire  Alarm  Rules  (Interior)  . May 

Fire  Drill  Rules  . June 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc.,  Rules  for  Testing  of  Jan. 

Hatchway  Protection  . June 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.280  of  The  Labor 

Law)  . May 

Insulating  Fibre  Board  Rules  ....  Mar. 

Oil  Burner  Rules  . June 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of .  May 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  .  Mar. 

Procedure,  Rules  of  . Jan. 

Smoking  in  Factories,  Rules  for. .  Apr. 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc . May 

Sprinkler,  Rules  . June 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  . .  Sept. 


15,  1955 — Vol.  40,  No.  11 
28,  1943— Vol.  28,  No.  52A 

10,  1962. 

3,  1937— Vol.  22,  No.  31 
8,  1962. 

15,  1955. 
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31,  1963 — Vol.  48,  No.  5 
5,  1928 — Vol.  13,  No.  23 


25,  1961 — Vol.  46,  No.  21 
25,  1952 — Vol.  37,  No.  13A 
1,  1962. 

27,  1954. 


20,  1960. 

17,  1963 — Vol.  48,  No.  3 
25,  1963— Vol.  48,  No.  17 

2,  1963 — Vol.  48,  No.  18 
29.  1937— Vol.  22,  No.  26 

3,  1946 — Vol.  31,  No.  36 


DESIGNATIONS:  B.- — Department  of  Buildings;  B.B. — Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan:  B.Q. — Department  of  Buildings,  Queens;  B.R. — 

Department  of  Buildings,  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department, 
and  M.  and  A. — Dept,  of  Marine  and  Aviation. 


1  ‘ 

JULY  9,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  July  9,  1963,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the  follow¬ 
ing  matters: 

298-63-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Ruth  H.  Green¬ 
berg,  owner;  Shell  Oil  Company,  lessee. 

SUBJECT — Application  April  5,  1963 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-211  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  erection  and 
maintenance  of  an  automotive  service  station  with  acces- 
sory  uses. 

PREMISES  AFFECTED' — 248-30  South  Conduit  Avenue, 
south  side,  228.42  feet  east  of  Hook  Creek  Boulevard, 
Block  13623,  Lot  22,  Rosedale,  Borough  of  Queens. 

371-63-BZ 

APPLICANT — Morton  S.  Cahn  for  Rose  Donza,  owner; 
American  Petrolux  Corporation,  lessee. 

SUBJECT — Application  April  30,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  the  rehabilitation  of  an  existing 
automotive  service  station  with  the  accessory  uses  of  minor 
auto  repairs  with  hand  tools,  lubrication,  sale  of  acces¬ 
sories,  non-automotive  car  wash  and  office  with  a  project¬ 
ing  business  sign. 

PREMISES  AFFECTED— 1770  Ralph  Avenue,  west  side, 
120  feet  south  of  Glenwood  Road,  Block  7979,  Lot  126, 
Borough  of  Brooklyn. 

397-63-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Dabin  Equities 
Corporation,  owner. 

SUBJECT — Application  May  9,  1963 — decision  of  the  Bor- 
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ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R8  district,  in  an  existing  three 
story  and  cellar  building  the  maintenance  of  doctors  of¬ 
fices  on  the  second  floor. 

PREMISES  AFFECTED— 2015  Grand  Concourse,  south¬ 
west  corner  of  Bush  Street,  Block  2808,  Lot  93,  Borough 
of  the  Bronx. 

398-63-A 

APPLICANT— Frederick  A.  Ketcher  for  Dabim  Equities 
Corporation,  owner. 

SUBJECT— Application  May  9,  1963— Appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re — stairway,  etc. 

PRFMISES  AFFECTED— 2015  Grand  Concourse,  south¬ 
west  corner  of  Bush  Street,  Block  2808,  Lot  93,  Borough 
of  the  Bronx. 

404-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Johnad  Realty 
Company,  owner. 

SUBJECT — Application  May  7,  1963 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412 — - of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  and  R6  district  the  en- 
largment  in  area  of  an  existing  auto  showroom  with  re¬ 
pairs  to  include  the  residential  portion. 

PREMISES  AFFECTED— 662  East  Fordham  Road,  south 
side,  50.96  feet  west  of  Cambreleng  Avenue,  Block  3091, 
Lot  22,  Borough  of  the  Bronx. 

409-63-BZ 

APPLICANT — Leonard  R.  Rothkrug  for  Samalex  Realty 
Corporation,  owner. 

SUBJECT — Application  May  14,  1963 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R5  district,  the  erection  of  a  16 
foot  wide  retail  store  between  two  existing  stores. 

PREMISES  AFFECTED— 8710  Avenue  L,  south  side,  68 
feet  east  of  East  87th  Street,  Block  8066,  Lot  39,  Borough 
of  Brooklyn. 

812-23-BZ — Vol.  II 

APPLICANT — Arthur  Paul  Hess  for  Chatham  Proper¬ 
ties,  Inc.,  owner. 

SUBJECT — Application  reopened  June  11,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
May  6,  1963,  and  amendment  of  the  resolution — decision 
of  the  Borough  Superintendent,  previously  granted  on  con¬ 
dition,  under  Section  7h  of  the  Zoning  Resolution,  permit¬ 
ting  in  the  residence  use  portion  of  a  lot  located  in  a  resi¬ 
dence  and  business  use  districts,  the  parking  and  storage 
of  motor  vehicles. 

PREMISES  AFFECTED— 1964  Belmont  Avenue,  east  side, 
101.35  feet  north  of  East  Tremont  Avenue  and  1967  Cro- 
tona  Avenue,  west  side,  100  feet  north  of  East  Tremont 
Avenue,  Block  3079,  Lot  47,  Borough  of  The  Bronx. 

693-58-BZ 

APPLICANT — Joseph  L.  Rosenberg  and  Isadore  S.  Jaffe, 
owners. 

SUBJECT — Application  reopened  June  11,  1963  for  consid¬ 
eration  as  to  extension  of  time  to  complete,  expired  March 
27,  1963— decision  of  the  Borough  Superintendent,  pre¬ 
viously  granted  on  condition,  under  Sections  7e  and  7h 
of  the  Zoning  Resolution,  permitting  in  a  residence  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  minor  auto  repairs  with  hand  tools 
only,  auto  washing,  office,  sales  and  the  parking  of  cars 
awaiting  service. 

PREMISES  AFFECTED— 132-08  20th  Avenue,  southeast 
corner  of  132nd  Street*  Block  4178,  Lot  22,  College  Point, 
Borough  of  Queens. 


23-58-BZ 

APPLICANT — Richard  E.  Bauman  for  76  Near  Second 
Corp.,  owner. 

SUBJECT— Application  reopened  June  11,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  10,  1963— decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  _7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  in 
an  existing  1  story  building  a  motor  vehicle  repair  shop 
limited  to  hand  tools  and  light  repairs  only,  excluding  all 
collision  work  and  reavy  chassis  and  similar  type  work 
and  requiring  a  permit  if  a  torch  is  to  be  used. 

PREMISES  AFFECTED— 343  East  76th  Street,  north 
side,  247  feet  east  of  2nd  Avenue,  Block  1451,  Lot  11, 
Borough  of  Manhattan. 

The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 


58-39-BZ 

APPLICANT— Crinnion  and  Crinnion  for  Anfred  Realty 
Corp.,  owner. 

SUBJECT— Application  reopened  May  21,  1963  for  consid¬ 
eration  as  to  extension  of  term  of  variance,  expires  May 
28,  1963— decision  of  the  Borough  Superintendent,  previ¬ 
ously  granted  on  condition,  under  Section  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  con- 
version  of  occupancy  of  a  building  to  a  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED— 135%  Webster  Avenue,  west 
side,  424.49  feet  north  of  East  169th  Street,  Block  2887, 
Lot  165,  Borough  of  The  Bronx. 

Hearing  closed — Laid  over  from  June  18,  1963,  to  July  9, 
1963,  for  inspection  and  decision. 


223-63-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Charles  Mottola, 
Lincolndale  Homes,  Inc.,  Mario  Avallone  and  Frank 
Calabro,  owners.  . 

SUBJECT— Application  March  13,  1963— decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  and  Cl-3  dis¬ 
trict,  the  relocation  and  reconstruction  of  an  automotive 
service  station  with  accessory  uses  including  automatic 

car  washing.  .  '  ,  , 

PREMISES  AFFECTED— 3217  White  Plains  Road,  north¬ 
west  corner  of  Burke  Avenue,  Block  4595,  Lots  42,  44, 
46  and  48,  Borough  of  The  Bronx. 

Hearing  closed — Laid  over  from  June  4,  1963,  to  June  18, 
1963,  for  inspection  and  decision ;  then  to  July  9,  1963,  for 
decision;  applicant  to  submit  revised  drawings. 


345-63-BZ 

APPLICANT— Max  Siegel  Associates  for  Bermark  Realty 
Corporation,  and  Rophyl  Realty  Corporation,  owners; 
Decorator  Garage  Corporation,  garage  lessee. 

SUBJECT— Application  April  22,  1963— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60  (3)  of  the.  Multiple 
Dwelling  Law  to  permit  in  a  Cl-5  and  R10  district,  for  a 
term  of  fifteen  years  the  use  of  transient  parking  for  the 
unused  and  surplus  tenants  spaces  in  an  existing  multiple 
dwelling  accessory  garage. 

PREMISES  AFFECTED— 966-974  First  Avenue,  401-411 
East  53rd  Street,  northeast  corner,  Block  1365,  Lot  1, 
Borough  of  Manhattan. 

Hearing  closed — Laid  over  from  June  25,  1963,  to  July  9, 
1963,  for  inspection  and  decision. 


346-63-A 

APPLICANT— Max  Siegel  Associates  for  Bermark  Realty 
Corporation,  and  Rophyl  Realty  Corporation,  owners ; 
Decorator  Garage  Corporation,  garage  lessee. 
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SUBJECT— Application  April  22,  1963— Filed  pursuant  to 
Section  60  of  the  Multiple  Dwelling  Law  re-transxent 
parking. 

PREMISES  AFFECTED— 966-974  First  Avenue,  401-411 
East  53rd  Street,  northeast  corner,  Block  1365,  Lot  1, 
Borough  of  Manhattan. 


392-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Caspar  Livoti, 
owner;  Noce  Funeral  Home,  lessee. 

SUBJECT— Application  May  7,  1963— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R6  district,  the  change  in 
occupancy  of  an  existing  theatre  building  to  a  funeral 
establishment. 

PREMISES  AFFECTED— 494  Seneca  Avenue,  southwest 
corner  of  Greene  Avenue,  Block  3433,  Lot  39,  Ridgewood, 
Borough  of  Queens. 

Hearing  closed — Laid  over  from  June  25,  1963,  to  July  9, 
1963,  for  inspection  and  decision. 


408-63-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  May  13,  1963 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-65  of  the  Zoning 
Resolution,  to  permit  in  a  R3-2  district,  the  construction 
of  a  two  story  and  cellar  enlargement  to  an  existing  tele¬ 
phone  exchange  building  that  encroaches  on  the  required 
front  and  rear  yards,  exceeds  the  floor  area  ratio,  has  less 
than  the  minimum  open  space,  encroaches  on  the  front  and 
rear  setbacks  and  increases  the  degree  of  non-compliance. 

PREMISES  AFFECTED— 118-15  115th  Avenue,  114-50 
Lefferts  Boulevard,  northwest  corner,  Block  11645,  Lot 
29,  Richmond  Hill,  Borough  of  Queens. 

Hearing  closed — Laid  over  from  June  25,  1963,  to  July  9, 
1963,  for  inspection  and  decision. 


299-63-BZ 

APPLICANT— Burke  and  Groh  for  Stephen  Oddo,  owner. 

SUBJECT — Application  April  8,  1963 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
funeral  establishment  with  owner’s  dwelling  on  the  second 
floor  and  the  maintenance  of  a  group  parking  facility 
with  entrances  within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 607-635  North  Conduit  Boule¬ 
vard,  northwest  corner  of  Sheridan  Avenue,  Block  4220, 
Lots  1,  5,  and  26,  Borough  of  Brooklyn. 

Hearing  closed — Laid  over  from  June  11,  1963,  to  June  25, 
1963,  for  inspection  and  decision,  then  to  July  9,  1963, 
for  decision;  applicant  to  submit  amended  drawings  with 
copies  to  objectors. 


275-56-BZ — Vol.  II 

APPLICANT — Reavis  &  McGrath  for  Harold  S.  Goetz, 
owner ;  Shell  Oil  Company,  lessee. 

SUBJECT — Application  reopened  and  restored  to  docket  by 
order  of  the  Court  December  18,  1962 — decision  of  the 
Borough  Superintendent,  under  Section  7e  of  the  Zoning 
Resolution,  to  permit  in  a  local  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
office,  sales,  car  wash  (non  automatic),  minor  repairs  and 
luboritorium. 

PREMISES  AFFECTED — 929  Manor  Road,  northeast 
corner  of  Lincoln  Street,  Block  700,  Lot  1,  Castleton  Cor¬ 
ners,  Borough  of  Richmond. 

Hearing  closed — Laid  over  from  May  21,  1963,  to  June  11, 
1963,  for  decision ;  applicant  to  submit  new  area  diagram ; 
then  to  June  25,  1963,  for  decision;  applicant  to  file  re¬ 
vised  plan  previously  requested;  then  to  July  9,  1963, 
for  decision;  at  request  of  the  applicant,  to  submit  radius 
diagram. 


233-63-BZ 

APPLICANT — Harry  Atkin  and  Associates  for  Don 
Becker  Associates,  Incorporated,  owner. 

SUBJECT — -Application  March  19,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R4  district,  the  erection  of 
a  two  family  dwelling  that  encroaches  on  the  required 
rear  yard. 

PREMISES  AFFECTED — 2982  Cross  Bronx  Expressway, 
south  side,  353.54  feet  east  of  Calhoun  Avenue,  Block 
5561,  Lot  18,  Borough  of  The  Bronx. 

Hearing  closed— Laid  over  from  May  28,  1963  to  June  11, 
1963,  for  inspection  and  decision;  then  to  June  25,  1963, 
for  decision  at  the  request  of  the  applicant;  applicant  to 
submit  additional  data ;  then  to  July  9,  1963,  to  await  letter 
from  the  City  Planning  Commission  an  dfor  decision. 


234-63-BZ 

APPLICANT — Harry  Atkin  and  Associates  for  Don 
Becker  Associates,  Incorporated,  owner. 

SUBJECT— Application  March  19,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R4  district,  the  erection  of 
a  one  family  dwelling  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED — 2984  Cross  Bronx  Expressway, 
south  side,  392.87  feet  east  of  Calhoun  Avenue,  Block  5561, 
Lot  19,  Borough  of  The  Bronx. 

Hearing  closed — Laid  over  from  May  28,  1963  to  June  11, 
1963,  for  inspection  and  decision;  then  to  June  25,  1963, 
for  decision  at  the  request  of  the  applicant;  applicant  to 
submit  additional  data;  then  to  July  9,  1963,  to  await  letter 
from  the  City  Planning  Commission  and  for  decision. 

MAX  H.  FOLEY,  Chairman. 


JULY  9,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  9,  1963,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the  follow¬ 
ing  matters: 


830-61-A 

APPLICANT — Gerbess  Realty  Corporation,  owner. 

SUBJECT — Application  June  2,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — sprin¬ 
kler  system. 

PREMISES  AFFECTED— 53  Bond  Street,  south  side,  90 
feet  west  of  the  Bowery,  Block  529,  Lot  35,  Borough  of 
Manhattan. 


776-61-A 

APPLICANT — Samuel  Rosenblum  for  Wallson  Realty 
Company,  owner. 

SUBJECT — Applicant  May  25,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — sprin¬ 
kler  system,  etc. 

PREMISES  AFFECTED— 20  Harrison  Street,  north  side, 
100  feet  2  inches  east  of  Greenwich  Street,  Block  181,  Lot 
6,  Borough  of  Manhattan. 


832-61-A 

APPLICANT — Daub  and  Daub  for  Kohner  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  May  26,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 155-157  Wooster  Street,  west 
side,  95  feet  south  of  West  Houston  Street,  Block  515, 
Lot  25,  Borough  of  Manhattan. 
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498-62-A 

APPLICANT — Leonard  F.  Rothkrug  for  Maria  Moos- 
burner,  owner. 

SUBJECT — Application  June  8,  1962 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re — Cellar  Apart¬ 
ment — Multiple  Dwelling.  Proposed  additional  Apartment 
in  rear,  re — ceiling  height — yards  less  than  60  feet  in 
depth. 

PREMISES  AFFECTED — 2830  Harrington  Avenue,  south 
side,  240.69  feet  east  of  Tremont  Avenue,  Block  5373, 
Lot  23,  Borough  of  The  Bronx. 


238-62-A 

APPLICANT — Otto  F.  Koehler,  Incorporated  for  Daniel 
B.  Lorey. 

OWNER  OF  ADJOINING  PROPERTY :  Stapleton  Iron 
Works,  owner. 

SUBJECT— Application  March  12,  1962— Revocation  of 
Certificate  of  Occupancy. 

PREMISES  AFFECTED’ — 354-360  Front  Street,  west  side, 
195  feet  north  of  Water  Street,  Block  491,  Lot  42,  Staple- 
ton,  Borough  of  Richmond. 


712-62-A 

APPLICANT — John  J.  Lynch  and  James  J.  Lyons  Jr.  for 
Reyhnol  Realty  Corporation,  owner;  Lester  Taylor,  In¬ 
corporated,  lessee. 

SUBJECT — Application  July  5,  1962 — Appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent — Review  of  a  decision 
of  the  Borough  Supt. — zoning  matter  and  Appeal  from  a 
decision  of  the  Borough  Superintendent  re — stairway. 

PREMISES  AFFECTED — 121  East  61st  Street,  north  side, 
195  feet  west  of  Lexington  Avenue,  Block  1396,  Lot  9, 
Borough  of  Manhattan. 


315-63-A 

APPLICANT — Lawrence  Israel  for  Sears  Roebuck  and 
Company,  owner. 

SUBJECT — Application  April  12,  1963 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re— installation  of 
gas,  tanks. 

PREMISES  AFFECTED— 2359-2389  Bedford  Avenue, 
east  side,  158  feet  3%  inches  south  of  Tilden  Avenue, 
Block  5135,  Lots  21,  23,  29  and  53,  Borough  of  Brooklyn. 


381-63-A 

APPLICANT — James  Whitford,  Jr.  for  Gerald  Graziano, 
owner. 

SUBJECT — Application  May  2,  1963 — Filed  pursuant  to 
Section  36  Art.  3  of  the  General  City  Law  re — building 
not  facing  legal  street. 

PREMISES  AFFECTED — 238  Merrill  Avenue,  south  side 
2335.01  feet  west  of  Richmond  Avenue,  Block  2223,  Lot 
188,  Bulls  Head,  Borough  of  Richmond. 


1332-61-A 

APPLICANT — Abraham  Grossman  for  54th  Street  Hold¬ 
ing  Corporation,  owner. 

SUBJECT — Application  August  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — sprin¬ 
kler  system. 

PREMISES  AFFECTED — 9-11  West  54th  Street,  north 
side,  225  feet  west  of  Fifth  Avenue,  Block  1270,  Lot  27, 
Borough  of  Manhattan. 


263-63-A 

APPLICANT — Goldwater  and  Flynn  for  Louis  J.  Rob¬ 
bins  and  Gertrude  Tamerin,  owners. 

SUBJECT — Application  March  27,  1963 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re — Class  3  con¬ 
struction  commercial  use. 


PREMISES  AFFECTED— 133-137  East  73  Street,  north¬ 
west  corner  of  Lexington  Avenue,  Block  1408,  Lots  15 
and  16,  Borough  of  Manhattan. 


347-63-A 

APPLICANT — Seymour  A.  Mitteldorf  for  Apollo  Op¬ 
erations,  Incorporated,  owner. 

SUBJECT — Application  April  22,  1963 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 243-251  West  125th  Street, 
north  side,  225  feet  east  of  8th  Avenue,  Block  1931, 
Lot  12,  Borough  of  Manhattan. 


774-61-A 

APPLICANT— Larry  Meltzer  for  Duncan  F.  Findley 
and  Joseph  Rubinstein,  owners. 

SUBJECT— Application  May  24,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 115-117  Worth  Street,  40-44 
Lafayette  Street,  northwest  corner,  Block  170,  Lot  12, 
Borough  of  Manhattan. 

806-61-A 

APPLICANT— Samuel  Garnett  for  162  West  18th  Street 
Corporation,  owner. 

SUBJECT— Application  May  19,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re 
Sprinkler  system. 

PREMISES  AFFECTED— 162-164  West  18th  Street, 
south  side,  75  feet  east  of  Seventh  Avenue,  Block  793, 
Lots  71  and  72,  Borough  of  Manhattan. 

605-62-A 

APPLICANT— Catholic  Youth  Organization  of  the 
Diocese  of  Brooklyn,  Incorporated,  owner. 

SUBJECT— Application  June  27,  1962— Appeal  from  an 
order  of  the  Fire  Commissioner  re — storage  of  liquefied 
chlorine. 

PREMISES  AFFECTED— 2720  Surf  Avenue,  south 
side,  entire  block,  West  27th  Street,  West  28th  Street 
and  Riegelmann  Boardwalk,  Block  7069,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 

142-63-A 

APPLICANT — Larry  Meltzer  for  Allgood  Realty  Cor¬ 
poration,  owner;  Smolowitz  Brothers,  lessee. 

SUBJECT— Application  February  18,  1963— Appeal  from 
a  decision  of  the  Borough  Superintendent,  re — Egress. 

PREMISES  AFFECTED — 910-912  Utica  Avenue,  west 
side,  200  feet  north  of  Snyder  Avenue,  Block  4464,  Lot 
23',  Borough  of  Brooklyn. 

286-63-A 

APPLICANT— Carson,  Lundin  and  Shaw  for  Thd 
Brooklyn  Savings  Bank,  owner. 

SUBJECT— Application  April  3,  1963— Appeal  from  a 
decision  of  the  Borough  Superintendent  re — wood 
veneer. 

PREMISES  AFFECTED— 203-211  Montague  Street, 
328-338  Fulton  Street,  northwest  corner,  162  President 
Street,  Block  244,  Lot  1,  Borough  of  Brooklyn. 

332-63-A 

APPLICANT— Philip  P.  Agusta  for  Gaspare  Gulatto, 
owner. 

SUBJECT— Application  April  17,  1963— Filed  pursuant 
to  Section  35,  Art.  3  of  the  General  City  Law  re — wall 
in  bed  of  mapped  street. 

PREMISES  AFFECTED— 90-33  Metropolitan  Avenue, 
northwest  corner  of  Trotting  Course  Lane,  Block  3177, 
Lot  29,  Forest  Hills,  Borough  of  Queens. 
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352-63-A 

APPLICANT — Irwin  Emerman  for  Benbar  Associates, 
Incorporated,  owner. 

SUBJECT — Application  April  25,  1963 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 505-507  West  Street,  north¬ 
east  corner  of  Jane  Street,  Block  642,  Lot  1,  Borough 
of  Manhattan. 

399-63-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Joseph 
Muccioli,  owner. 

SUBJECT — Application  May  9,  1963' — Review  of  a  deci¬ 
sion  of  the  Borough  Superintendent  re — Zoning  Matter 
— foundation  not  completed. 

PREMISES  AFFECTED— 28-32  Marginal  Street  West, 
west  side,  154  feet  11%  inches  north  of  Bushwick 
Avenue,  Block  3483,  Lot  32,  Borough  of  Brooklyn. 

458-63-A 

APPLICANT — Bernard  J.  Parodi  for  B.  J.  Homes,  n- 
corporated,  owner. 

SUBJECT — Application  May  29,  1963 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re — 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 106-21  76th  Street,  east  side, 
155.19  feet  north  of  Pitkin  Avenue,  Block  9126,  Lots 
103  and  105,  Ozone  Park,  Borough  of  Queens. 

MAX  H.  FOLEY,  Chairman. 


1312-61-A 

APPLICANT — Larry  Meltzer  for  83  Spring  Street  Cor¬ 
poration,  owner;  Dallek  Incorporated,  lessee. 

SUBJECT — Application  August  10,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 83  Spring  Street,  north  side, 
50  feet  west  of  Crosby  Street,  Block  497,  Lot  33,  Bor¬ 
ough  of  Manhattan. 


JULY  23,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  July  23,  1963,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the  follow¬ 
ing  matters: 

481-63-BZ 

APPLICANT — Helge  Westerman  for  Union  Hospital 
of  The  Bronx,  owner. 

SUBJECT — Application  June  7,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R7-2  district,  the 
construction  of  a  4  story  enlargement  to  an  existing 
hospital  without  the  required  rear  yard. 

PREMISES  AFFECTED— 260  East  188th  Street,  south 
side,  from  Tiebout  Avenue  to  Valentine  Avenue, 
Block  3147,  Lot  50,  Borough  of  the  Bronx. 

494-63-BZ 

APPLICANT — Anthony  J.  DePace  for  Very  Rev.  Msgr. 
Salvatore  Cafiero,  owner. 

SUBJECT — Application  June  12,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R4  district  the  en¬ 
largement  in  area  and  the  second  floor  addition  to  an 
existing  convent  that  encroaches  on  the  required  front 
yard. 

PREMISES  AFFECTED— 2306-2338  East  4th  Street, 
northwest  corner  of  Avenue  W,  Block  7155,  Lots  40, 
33,  36,  60,  62,  64  and  136,  Borough  of  Brooklyn. 


500-63-B2 

APPLICANT — Ferrenz  and  Taylor  for  St.  Margaret’s 
R.C.  Church,  owner. 

SUBJECT — Application  June  12,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-452  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  and  R4  district, 
the  maintenance  of  an  off  site  parking  facility  for  a 
proposed  church  and  rectory. 

PREMISES  AFFECTED— 5940  Riverdale  Avenue, 
southeast  corner  of  West  260th  Street,  Block  5871, 
Lots  546  and  547,  Borough  of  the  Bronx. 


516-63-BZ 

APPLICANT — Frederick  C.  Frost,  Jr.  and  Associates 
for  New  York  City  Dept,  of  Real  Estate,  owner. 

SUBJECT — Application  June  19,  1963' — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Ml-5  district,  the 
erection  of  a  three  story  and  cellar  building  for  use  as 
a  precinct  house  that  encroaches  on  the  required  rear 
Yard. 

PREMISES  AFFECTED— 357  West  35th  Street,  north 
side,  125  feet  east  of  Ninth  Avenue,  Block  759,  Lot  8, 
Borough  of  Manhattan. 


481-48-BZ  Vol.  II 

APPLICANT — Edward  Greenfield  for  Wingate  Service 
Station,  Inc.,  owner. 

SUBJECT — Application  reopened  June  25,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
May  20,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7h  of 
the  Zoning  Resolution,  permitting  in  the  vacant  residence 
use  district  portion  of  a  plot  located  in  a  residence  and 
unrestricted  use  district,  on  which  is  located  a  gaso¬ 
line  service  station,  the  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED — 1320-1328  Atlantic  Avenue, 
south  side.  200  feet  east  of  Nostrand  Avenue  and  1315- 
1323  Pacific  Street,  Block  1201,  Lot  12,  Borough  of 
Brooklyn. 


154-57-BZ 

APPLICANT — Mazza  and  Seccia  for  Properties  of  Cen¬ 
tral  Park  South,  Inc.,  owner. 

SUBJECT — Application  reopened  June  25,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
November  19,  1962 — decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7h  of  the  Zoning  Resolution,  permitting  in  a  restricted 
retail  use  district,  the  parking  and  storage  of  motor 
vehicles  of  the  pleasure  car  type  only. 

PREMISES  AFFECTED— 33-35  West  58th  Street, 
north  side,  270  feet  east  of  Avenue  of  The  Americas, 
Block  1274,  Lots  12  and  13,  Borough  of  Manhattan. 


602-57-BZ  Vol.  I 

APPLICANT — Robert  Gottlieb  for  Rose  Gscheidle, 
owner. 

SLTBJECT — Application  reopened  for  consideration  as  to 
extension  of  term  of  variance,  expired  March  25,  1963 
— decision  of  the  Borough  Superintendent,  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 2300  Story  Avenue,  south¬ 
east  corner  of  Havemeyer  Avenue,  Block  3698,  Lots  3 
and  6,  Borough  of  The  Bronx. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 
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1661-61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Peer¬ 
less  Management  Corporation,  owner. 

SUBJECT — Application  October  23,  1961 — decision  of 
the  Borough  Superintendent,  under  Sections  7f,  7h  and 
7i  of  the  Zoning  Resolution,  to  permit  in  a  retail  and 
residence  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  lubritorium,  minor  auto  re¬ 
pairs,  car  washing,  office,  sale,  storage  room,  and  the 
parking  and  storage  of  motor  vehicles  in  the  open 
area  with  a  ground  sign  for  a  temporary  term  of  years. 

PREMISES  AFFECTED— 35-34  to  35-42  (35-38  of¬ 
ficial)  Junction  Boulevard,  west  side,  200.08  feet  north 
of  37th  Avenue,  Block  1469,  Lot  21,  Astoria,  Borough 
of  Queens.  Laid  over  from  February  26,  1963  to  July 
23,  1963,  because  of  Board’s  present  lack  of  jurisdiction. 

1575-61-BZ 

APPLICANT — De  Rose  and  Cavalieri  for  Charlotte 
Parking  Corporation,  owner. 

SUBJECT — Application  October  17,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7h  of  the 
Zoning  Resolution  to  permit  in  a  residence  use  dis¬ 
trict,  the  maintenance  of  a  parking  lot  for  the  parking 
and  storage  of  more  than  five  motor  vehicles  for  a 
temporary  term  of  ten  years. 

PREMISES  AFFECTED— 831  Brady  Avenue,  north 
side,  50  feet  west  of  Muliner  Avenue,  Block  4297, 
Lots  3  and  5,  Borough  of  The  Bronx. 

Laid  over  from  February  26,  1963,  to  July  23,  1963, 
because  of  the  Board’s  present  lack  of  jurisdiction. 

1567- 61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Har¬ 
old  Hyman,  owner. 

SUBJECT — Application  September  26,  1961— decision 
of  the  Borough  Superintendent,  under  Section  7e  of 
the  Zoning  Resolution,  to  permit  in  a  residence  use 
district,  the  change  in  occupancy  of  an  existing  3 
story  building  from  public  garage  to  the  manufacture 
of  flashlights  and  batteries,  office,  storage  and  loading 
and  unloading  with  a  business  sign  for  a  temporary 
term  of  twenty  (20)  years. 

PREMISES  AFFECTED— 520-530  West  135  Street, 
south  side,  115  feet  east  of  Broadway,  Block  1988,  Lot 
53,  Borough  of  Manhattan. 

Laid  over  from  February  26,  1963,  to  July  23,  1963, 
because  of  the  Board’s  present  lack  of  jurisdiction. 

1568- 61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Harold 
Hyman,  owner. 

SUBJECT — Application  September  26,  1961 — Appeal 

from  a  decision  of  the  Borough  Superintendent  re — 
egress,  steel  stairs,  etc. 

PREMISES  AFFECTED— 520-530  West  135th  Street, 
south  side,  115  feet  east  of  Broadway,  Block  1988,  Lot 
53,  Borough  of  Manhattan. 

1857-61-BZ 

APPLICANT — Carl  H.  Salminen  for  Joseph  La  Bar- 
bera,  owner. 

.SUBJECT — Application  December  12,  1961 — decision  of 
Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use,  G-l 
area  district,  the  change  in  occupancy  from  a  one 
family  dwelling  to  a  two  family  dwelling,  the  existing 
open  terrace  encroaches  on  the  required  15  foot 
setback. 

PREMISES  AFFECTED— 227-50  Murdock  Avenue, 
south  side,  160  feet  west  of  Cross  Island  Parkway, 
Block  11248,  Lot  7,  Queens  Village,  Borough  of 
Queens. 

Laid  over  from  February  26,  1963,  to  July  23,  1963, 
because  of  the  Board’s  present  lack  of  jurisdiction. 


1934- 61-BZ 

APPLICANT — Burke  and  Groh  for  Clark  Carpet  Clean¬ 
ing  Company,  owner;  O/U/Contract:  Greenway  Hold¬ 
ing  Corp. 

SUBJECT — Application  December  14,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  retail  and  residence 
use,  D  and  E-l  area,  Class  V2  height  district,  the  erec¬ 
tion  of  a  fourteen  story  multiple  dwelling  that  en¬ 
croaches  on  the  required  setback  and  side  yards  does 
not  provide  a  yard  abutting  the  residence  district, 
exceeds  the  permitted  floor  area  in  the  E-l  district,  has 
less  than  the  required  parking  spaces  and  exceeds  the 
permitted  height. 

PREMISES  AFFECTED — 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 

Laid  over  from  February  26,  1963,  to  July  23,  1963, 
because  of  the  Board’s  present  lack  of  jurisdiction. 

1935- 61-A 

APPLICANT— Burke  and  Groh  for  Clark  Carpet  Clean¬ 
ing  Company,  owner;  O/U/Contract:  Greenway  Hold¬ 
ing  Corporation. 

SUBJECT— Application  December  14,  1961— Filed  per- 
suant  to  Section  310  of  the  Multiple  Dwelling  Law  for 
variation  of  Sections  4  and  26  sub  2  of  the  Multiple 
Dwelling  Law  re — height,  minimum  dimensions  of 
yard  or  courts. 

PREMISES  AFFECTED — 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 

1447-61-BZ 

APPLICANT— Burke  and  Groh  for  Jamaica  169th 
Street  Corporation,  owner. 

SUBJECT— Application  September  19,  1961— decision 
of  the  Borough  Superintendent,  under  Sections  7e  and 
21  of  the  Zoning  Resolution,  to  permit  in  a  residence 
use  C  area  district  on  a  plot  presently  occupied,  with 
a  frame  dwelling,  the  erection  of  a  one  story  building 
for  use  as  a  warehouse  and  office  with  parking  and 
unloading  area,  the  proposed  building  exceeds  the  per¬ 
mitted  area  coverage  and  encroaches  on  the  required 
rear  yard. 

PREMISES  AFFECTED— 170-10  93rd  Avenue,  south 
side,  75.06  feet  east  of  170th  Street,  Block  10219,  Lot  3, 
Jamaica,  Borough  of  Queens. 

Hearing  closed — Laid  over  from  November  20,  1962  to 
February  26,  1963,  for  possible  decision,  due  to  the 
Board’s  present  lack  of  jurisdiction;  then  to  July  23, 
1963,  because  of  the  Board’s  present  lack  of  jurisdic¬ 
tion. 

321-61-BZ — Vol.  II 

APPLICANT— Crinnion  and  Crinnion  for  Berg  Loc- 
majian,  owner. 

SUB  TECT— Application  reopened  October  17,  1961  as 
Volume  II — decision  of  the  Borough  Superintendent, 
under  Section  7h  of  the  Zoning  Resolution,  to  permit 
in  a  residence  use  district,  the  maintenance  of  a  park¬ 
ing  lot  for  the  parking  and  storage  of  more  than  five 
motor  vehicles  for  a  temporary  term  of  five  years. 

PREMISES  AFFECTED— 3317-3319  Perrv  Avenue, 
west  side,  450  feet  north  of  Holt  Place,  Block  3343, 
Lot  136,  Borough  of  The  Bronx. 

Hearing  closed — 'Laid  over  from  February  26,  1963,  to 
July  23,  1963,  because  of  the  Board’s  present  lack  of 
jurisdiction. 

215-61-BZ 

APPLICANT— Lama,  Proskauer  and  Prober  for  Gizella 
Brandwein,  owner. 

SUBJECT— Application  February  24.  1961— decision  of 
the  Borough  Superintendent,  under  Sections  7e  and  21 
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of  the  Zoning  Resolution,  to  permit  in  a  residence  use, 
B  area  district,  for  erection  of  a  one  story  building,  the 
entire  plot  which  is  in  excess  of  that  permitted  in  a  B 
area  district  for  occupancy  as  bowling  alley,  bar, 
restaurant,  kitchen,  snack  bar,  locker  rooms,  meeting 
rooms,  storage  room  and  accessory  rooms,  with  busi¬ 
ness  signs,  for  a  term  of  twenty-five  (25)  years. 

PREMISES  AFFECTED— 1740-1752  (1750  official) 

Sedgwick  Avenue,  east  side,  221.16  feet  north  of  West 
176th  Street,  Block  2880,  Lot  158,  Borough  of  The 
Bronx. 

Hearing  closed — Laid  over  from  February  26,  1963,  to 
July  23,  1963,  because  of  the  Board’s  present  lack  of 
Jurisdiction. 

857-47-BZ — Vol.  II 

APPLICANT — Lama,  Proskauer  and  Prober  for  Miled 
Properties,  Incorporated,  owner;  Socony  Mobil  Oil 
Company,  lessee. 

SUBJECT — Application  reopened  October  3,  1961  as 
Volume  II — decision  of  the  Borough  Superintendent 
under  Section  7 a  of  the  Zoning  Resolution,  to  permit 
in  a  residence  use  district,  the  reconstruction  and  ex¬ 
tension  in  area  of  an  existing  gasoline  service  station 
to  provide  lubrication,  minor  auto  repairs,  car  washing, 
store,  utility  room,  parking  storage  of  more  than  five 
motor  vehicles  on  the  open  area  with  a  business  sign 
and  ground  sign. 

PREMISES  AFFECTED— 2173  Grand  Concourse, 

west  side,  108.73  feet  north  of  East  181st  Street,  Block 
3162,  Lots  40,  41  and  43,  Borough  of  The  Bronx. 

Hearing  closed — Laid  over  from  February  26,  1963,  to 
July  23,  1963,  because  of  the  Board’s  present  lack  of 
jurisdiction. 

1555-61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Miled 
Properties,  Incorporated,  owner;  Mobil  Oil  Company, 
lessee. 

SUBJECT — Application  filed  July  25,  1961— appeal  from 
a  decision  of  the  Borough  Superintendent,  re — Gaso- 
line  Tanks. 

PREMISES  AFFECTED — 2173  Grand  Concourse,  west 
side,  180.73  feet  north  of  East  181st  Street,  Block 
3162,  Lots  40,  41  and  43,  Borough  of  The  Bronx. 

1442-61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Kinney 

Motors,  Incorporated,  owner. 

SUBJECT — Application  September  15,  1961 — decision 
of  the  Borough  Superintendent,  under  Section  7i  of 
the  Zoning  Resolution,  to  permit  in  a  business  use 
district  on  a  plot  presently  occupied  for  the  sale  and 
display  of  new  and  used  cars,  the  erection  of  a  one 
story  building  for  the  accessory  servicing  and  repair 
of  the  owners’  cars  with  hand  tools  only,  with  lubri- 
torium,  storage  room  and  office. 

PREMISES  AFFECTED— 2204-2216  Coney  Island 
Avenue,  923-937  Avenue  S,  northwest  corner,  Block 
6685,  Lots  49  and  53,  Borough  of  Brooklyn. 

Laid  over  from  February  26,  1963,  to  July  23,  1963, 
because  of  the  Board’s  present  lack  of  jurisdiction. 

529-40-BZ— Vol.  II 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Com¬ 
pany  and  Elvira  DeFalco,  owners. 

SUBJECT — Application  reopened  January  9,  1962  as 
Volume  II — decision  of  the  Borough  Superintendent, 
under  Section  7a  of  the  Zoning  Resolution,  to  permit 
in  a  business  use  district,  the  reconstruction  and  ex¬ 
tension  in  area  of  an  existing  gasoline  service  station 
with  accessory  uses  of  lubrication,  non-automatic  car 
washing,  office,  sale  of  accessories,  minor  repairs  with 
hand  tools  only,  safety  inspection  station  and  the  park¬ 
ing  and  storage  of  motor  vehicles  with  a  ground  sign. 


PREMISES  AFFECT  ED — d  788- 1804  Eastern  Parkway 
and  2131-2139  Bergen  Street,  northeast  corner,  Block 
1449,  Lots  43  and  47,  Borough  of  Brooklyn. 

Hearing  closed.  Laid  over  from  February  26,  1963,  to 
July  23,  1963,  because  of  the  Board’s  present  lack  of 
jurisdiction. 

1881-61-BZ 

APPLICANT— John  J.  Lynch  and  James  J.  Lyons,  Jr. 
for  P.B.G.  Realty  Incorporated,  owner. 

SUBJECT— Application  December  14,  1961— decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use,  E 
area  district,  the  erection  of  a  six  story  and  basement 
multiple  dwelling  that  exceeds  the  permitted  area 
coverage  and  floor  area  ratio  and  encroaches  on  the 

rpnmrpn  cpthp  Pk^ 

PREMISES  AFFECTED— 761-763  Astor  Avenue,  2301- 
2313  Wallace  Avenue,  northwest  corner,  Block  4348 
Lots  1  and  4,  Borough  of  The  Bronx. 

Laid  over  from  February  26,  1963,  to  July  23,  1963, 
because  of  the  Board’s  present  lack  of  jurisdiction. 

1920-61-BZ 

APPLICANT — Kenneth  W.  Milnes  for  Thomas  A.  Wet- 
lesen,  owner;  purchaser  under  contract;  New  York 
Telephone  Co.,  lessee. 

SUBJECT — Application  December  14,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7e  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  the  erection  of  a  one  story  equipment.  storage 
and  maintenance  garage  building  with  parking  and 
loading  and  unloading  in  the  open  area. 

PREMISES  AFFECTED— 31.1  Brielle  Avenue,  west 
side,  682  feet  south  of  Bradley  Avenue,  Block  1975, 
Lot  221,  Willowbrook,  Borough  of  Richmond. 

Laid  over  from  February  26,  1963,  to  July  23,  1963, 
because  of  the  Board’s  present  lack  of  jurisdiction. 

1914-61-BZ 

APPLICANT — Henry  C.  Brucker  for  David  and  Celia 
Kanes,  owner. 

SUBJECT — Application  December  13,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use  G-l 
area  district,  the  conversion  of  an  existing  one  family 
dwelling  to  a  two  family  dwelling. 

PREMISES  AFFECTED— 226-20  138th  Avenue,  south¬ 
west  corner  of  227th  Street,  Block  13140,  Lot  42, 
Laurelton,  Borough  of  Queens. 

Laid  over  from  February  26,  1963,  to  July  23,  1963, 
because  of  the  Board’s  present  lack  of  jurisdiction. 

1674-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  and  Herbst  and 
Rusciano  for  Nicholas  and  Elvira  Salatino,  owner; 
Sun  Oil  Company  Incorporated,  lessee. 

SUBJECT — Application  November  10,  1961 — decision  of 
the  Borough  Superintendent,  under  Sections  7e,  7 A 
and  21  of  the  Zoning  Resolution,  to  permit  in  a  local 
retail  use,  C  area  district,  the  erection  and  maintenance 
of  a  gasoline  service  station  with  accessory  minor  auto 
repairs,  non-automatic  car  wash,  lubritorium,.  office, 
sale  of  accessories,  signs  and  show  windows  within  75 
feet  of  a  residence  district  without  the  required  rear 
yard  for  a  temporary  term  of  15  years. 

PREMISES  AFFECTED— 6502-6506  14th  Avenue, 
southwest  corner  of  65th  Street,  Block  5754,  Lots  38 
and  40,  Borough  of  Brooklyn. 

Laid  over  from  February  26,  1963,  to  July  23,  1963, 
at  request  of  the  applicant;  because  of  the  Board’s 
present  lack  of  jurisdiction. 

1945-61-BZ 

APPLICANT — Burke  and  Groh  for  George  Caro, 
owner. 
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SUBJECT — Application  December  14,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use  G-l 
area  district,  the  conversion  of  an  existing  building 
from  a  one  family  to  a  two  family  dwelling. 

PREMISES  AFFECTED— 220-27  100th  Avenue,  north 
side,  200  feet  east  of  220th  Street,  Block  10785,  Lots 
56  and  58,  Queens  Village,  Borough  of  Queens. 

Laid  over  from  April  30,  1963,  to  July  23,  1963,  for 
decision  due  to  the  Board’s  present  lack  of  jurisdiction. 

MAX  H.  FOLEY,  Chairman. 


JULY  23,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon ,  July  23,  1963,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 

following  matters: 

305-63-A 

APPLICANT — Abraham  Grossman  for  Julius  Goldberg 
and  Sarah  Alter,  owners. 

SUBJECT — Application  April  10,  1963 — Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  177,  and  Section  34  subd.  6  of  the 
Multiple  Dwelling  Law  re — cellar  apartment. 

PREMISES  AFFECTED— 8  West  86th  Street,  south 
side,  150  feet  west  of  Central  Park  West,  Block  1199, 
Lot  39,  Borough  of  Manhattan. 

312-63-A 

APPLICANT — Samuel  Rosenblum  for  Ecole  Francaise, 
owner. 

SUBJECT — Application  April  11,  1963 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re — Class  3 
construction,  public  use  (school),  egress,  hallway,  etc. 

PREMISES  AFFECTED— 22  East  95th  Street,  south 
side,  98  feet,  9Vz  inches  east  of  Madison  Avenue,  Block 
1506,  Lot  6OV2,  Borough  of  Manhattan. 


330-63-A 

APPLICANT — Andrew  F.  Warren  for  Carbona  Prod¬ 
ucts  Company,  owner. 

SUBJECT — Application  April  17,  1963 — Packaging  of 
combustible  mixture  known  as  Carbona  Dry-Clean 
Rug  Powder  in  V2  gallon  and  1  gallon  glass  jars  (con¬ 
tainers)  not  in  accordance  with  Administrative  Code 
requirements. 

367-62-A 

APPLICANT — Michael  Canale  for  Canale  Chemical  Cor¬ 
poration,  owner. 

SUBJECT — Application  April  24,  1962 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of 
Combustible  Mixture  known  as  “Do-All”  in  one  quart 
and  one  gallon  Polyethylene  containers,  in  New  York 
City,  capacity  of  containers  not  in  conformity  with 
administrative  code  requirements. 

474-63-*A 

APPLICANT — Morris  J.  Junger  for  Nu-Color  Corpora¬ 
tion  of  America,  owner. 

SUBJECT — Application  June  5,  1963 — Packaging  of 
Fabric  spray  combustible  mixture  known  as  Fabric 
Spray  in  24  ounce  aerosol  containers,  contrary  to 
Administrative  Code  requirements. 

911-62-A 

APPLICANT — Chas  B.  Meyers  Associates  for  The 
Jewish  Hospital  of  Brooklyn,  Incorporated,  owner. 

SUBJECT — Application  September  27,  1962 — Appeal 

from  an  order  and  a  decision  of  the  Fire  Commissioner 
re — discontinue  use  of  fibreboard  tiles. 

PREMISES  AFFECTED— 533-561  Prospect  Place, 
north  side,  249  feet  east  of  Classon  Avenue,  Block 
1156,  Lots  1  and  21,  Borough  of  Brooklyn. 

MAX  HI.  FOLEY,  Chairman. 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  25,  1963,  10  A.M. 

Present,  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  June  11,  1963,  were 
approved  as  printed  in  the  Bulletin  of  June  20,  1963,  Vol. 
48,  No.  25. 

275-56-BZ — VoL  II 

APPLICANT — Reavis  &  McGrath  for  Harold  S.  Goetz, 
owner;  Shell  Oil  Company,  lessee. 

SUBJECT — Application  reopened  and  restored  to  docket 
by  order  of  the  Court  December  18,  1962 — decision  of 
the  Borough  Superintendent,  under  Section  7e  of  the 
Zoning  Resolution,  to  permit  in  a  local  retail  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline  service 
station,  office,  sales,  car  wash  (non  automatic),  minor 
repairs  and  lubritorium. 

PREMISES  AFFECTED — 929  Manor  Road,  northeast 
corner  of  Lincoln  Street,  Block  700,  Lot  1,  Castleton 
Corners,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  9,  1963,  at 
10  A.M.  for  decision;  at  request  of  the  applicant,  to 
submit  radius  diagram;  hearing  closed. 


233-63-BZ 

APPLICANT — Harry  Atkin  and  Associates  for  Don 
Becker  Associates,  Incorporated,  owners, 

SUB JECT— Application  March  19,  1963' — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R4  district,  the  erec¬ 
tion  of  a  two  family  dwelling  that  encroaches  on  the 
required  rear  yard. 

PREMISES  AFFECTED— 2982  Cross  Bronx  Express¬ 
way,  south  side,  353.54  feet  east  of  Calhoun  Avenue, 
Block  5561,  Lot  18,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Harry  Atkin. 

For  Opposition:  None. 

A.CTION  OF  BOARD— Laid  over  to  July  9,  1963,  at 
10  A.M.  to  await  letter  from  the  City  Planning  Com¬ 
mission  and  for  decision;  hearing  previously  closed. 


234-63-BZ 

APPLICANT- — Harry  Atkin  and  Associates  for  Don 
Becker  Associates,  Incorporated,  owner. 

SUBJECT — Application  March  19,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R4  district,  the  erec¬ 
tion  of  a  one  family  dwelling  that  encroaches  on  the 
required  rear  yard. 

PREMISES  AFFECTED— 2984  Cross  Bronx  Express¬ 
way,  south  side,  392.87  feet  east  of  Calhoun  Avenue, 
Block  5561,  Lot  19,  Borough  of  The  Bronx. 
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APPEARANCES— 

For  Applicant:  Harry  Atkin. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  9,  1963,  at 
10  A.M.  to  await  letter  from  the  City  Planning  Com¬ 
mission  and  for  decision;  hearing  previously  closed. 


299-63-BZ 

APPLICANT— Burke  and  Groh  for  Stephen  Oddo, 
owner.  .  . 

SUBJECT— Application  April  8,  1963,— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the 
erection  of  a  funeral  establishment  with  owner’s  dwell¬ 
ing  on  the  second  floor  and  the  maintenance  of  a  group 
parking  facility  with  entrances  within  50  feet  of  in¬ 
tersecting  streets. 

PREMISES  AFFECTED — 607-635  North  Conduit  Bou¬ 
levard,  northwest  corner,  of  Sheridan  Avenue,  Block 
4220,  Lots  1,  5,  and  26,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh. 

For  Opposition:  Edward  A.  Panzarella  and  Ida 
Innuse. 

ACTION  OF  BOARD— Laid  over  to  July  9,  1963,  at 
10  A.M.  for  decision;  applicant  to  submit  amended 
drawings  with  copies  to  objectors;  hearing  closed. 


345-63-BZ 

APPLICANT — Max  Siegel  Associates  for  Bermark 
Realty  Corporation,  and  Rophyl  Realty  Corporation, 
owners;  Decorator  Garage  Corporation,  garage  lessee. 

SUBJECT — Application  April  22,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law  to  permit  in  a  Cl-5  and  R10 
district,  for  a  term  of  fifteen  years,  the  use  of  transient 
parking  for  the  unused  and  surplus  tenants  spaces  in 
an  existing  multiple  dwelling  accessory  garage. 

PREMISES  AFFECTED— 966-974  First  Avenue,  401- 
411  East  53rd  Street,  northeast  corner,  Block  1365, 
Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  9,  1963,  at 
10  A.M.  for  inspection  and  decision  hearing  closed. 


346-63-A 

APPLICANT — Max  Siegel  Associates  for  Bermark 
Realty  Corporation  and  Rophyl  Realty  Corporation, 
owners;  Decorator  Garage  Corporation,  garage  lessee. 

SUBJECT — Application  April  22,  1963 — filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  trans¬ 
ient  parking. 

PREMISES  AFFECTED— 966-974  First  Avenue,  401- 
411  East  53rd  Street,  northeast  corner,  Block  1365,  Lot 
1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

ACTION  OF  BOARD — Laid  over  to  July  9,  1963,  at 
10  A.M.  for  inspection  and  decision;  hearing  closed. 


392-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Caspar  Li- 
voti,  owner;  Noce  Funeral  Home,  Lessee. 

SUBJECT — Application  May  7,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the 
change  in  occupancy  of  an  existing  theatre  building  to 
a  funeral  establishment. 

PREMISES  AFFECTED — 494  Seneca  Avenue,  south¬ 
west  corener  of  Greene  Avenue,  Block  3433,  Lot  39, 
Ridgewood,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Edward  T.  Crinnion. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  9,  1963,  at 
10  A.M.  for  inspection  and  decision;  hearing  closed. 


393-63-BZ 

APPLICANT— LaPierre,  Litchfield  and  Partners  for 
Methodist  Hospital  of  Brooklyn,  owner. 

SUBJECT— Application  May  3,  1963— decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  at  an 
existing  hospital,  the  erection  of  a  two  story  enlarge¬ 
ment  to  the  nurses  home  that  encroaches  on  the  re¬ 
quired  initial  setbacks. 

PREMISES  AFFECTED— 538-554  6th  Street,  west 
side,  from  7th  Avenue  to  8th  Avenue,  Block  1086,  Lot 
40,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Robert  L.  Niles. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  2,  1963,  at 
10  A.M.  for  decision;  applicant  to  submit  revised  draw¬ 
ings;  hearing  closed. 


408-63-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  May  13,  1963— decision  of  the 
Borough  Superintendent,  under  Section  73-65  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
construction  of  a  two  story  and  cellar  enlargement  to 
an  existing  telephone  exchange  building  that  en¬ 
croaches  on  the  required  front  and  rear  yards,  exceeds 
the  floor  area  ratio,  has  less  than  the  minimum  open 
space,  encroaches  on  the  front  and  rear  setbacks  and 
increases  the  degree  of  non-compliance. 

PREMISES  AFFECTED— U8-15  115th  Avenue,  114-50 
Lefferts  Boulevard,  northwest  corner,  Block  11645, 
Lot  29,  Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edward  B.  Cadley  and  Kenneth  E. 
Wheeler. 

For  Opposition:  Irmgard  Sereda  and  Mary  Kirchmer. 

ACTION  OF  BOARD — Laid  over  to  July  9,  1963,  at 
10  A.M.  for  inspection  and  decision;  hearing  closed. 

135-29-BZ  Vol.  II 

APPLICANT — Boris  W.  Dorfman  for  Lillian  Friedman, 
owner. 

SUBJECT— Application  reopened  May  28,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  3,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Sections.  7e, 
7h  and  7A  of  the  Zoning  Resolution,  permitting  in  a 
residence  and  business  use  districts,  the  sale  of  used 
cars  and  the  parking  and  storage  of  more  than  five 
motor  vehicles  with  an  entrance  to  premises  nearer  to 
residence  use  district  than  is  permitted. 

PREMISES  AFFECTED— 504-508  Remsen  Avenue, 
south  side,  60  feet  west  of  Ralph  Avenue,  Block  4685, 
Lots  11  and  12,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the 
request  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


183-48-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Glen  Oaks 
Shopping  Center  Realty  Co.,  owner. 
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SUBJECT — Application  reopened  May  28,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  gaso¬ 
line  service  station  use  only,  expires  June  29,  1963' — 
decision  of  the  Borough  Superintendent,  previously 
granted  on  condition,  under  Sections  7c  and  7e  of  the 
Zoning  Resolution,  permitting  the  extension  of  a  busi¬ 
ness  building  (stores,  bank  and  theatre)  from  a  retail 
use  district  into  a  residence  use  district;  and  permitting 
the  parking  of  more  than  5  motor  vehicles  in  the  re¬ 
tail  and  residence  use  districts;  and  permitting  in  the 
retail  use  portion,  the  maintenance  of  a  gasoline  service 
station  for  a  term  of  IS  years. 

PREMISES  AFFECTED— 256-31  to  258-15  Union 
Turnpike,  northwest  side  255th  Street  and  260th  Street, 
Block  8513,  Lot  2,  Bellerose,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTON— 

WHEREAS,  on  June  29,  1948,  this  application  was 
granted  by  the  Board  on  certain  conditions;  and 

WHEREAS,  the  Resolution  was  last  amended  on  No¬ 
vember  9,  1960;  and 

WHEREAS,  the  applicant  requested  reopening  of  this 
application  and  consideration  under  Section  11-411.  of 
the  Amended  Zoning  Resolution  as  to  extension  of  the 
term  of  variance  for  the  gasoline  service  station  use, 
which  expires  on  June  29,  1963;  and 

WHEREAS,  this  application  was  reopened  on  May 
28,  1963  and  set  for  hearing  on  June  25,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin;  and 

WHEREAS,  a  public  hearing  was  held  on  this  appli¬ 
cation  on  June  25,  1963  after  due  notice  by  publication 
in  the  Bulletin;  and 

WHEREAS,  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  April  5,  1963  acting  on  N.  B.  Applic.  No.  588- 
48,  reads: 

“1.  Extention  of  term  if  contrary  to  B.S.  &  A.  Cal. 
#183-48-BZ.”  and 

WHEREAS,  the  applicant  states  that  the  terms  and 
conditions  of  the  Resolution  have  been  complied  with ; 
that  the  present  zoning  district  designation  of  the  site  is 
C4-1,  and  that  conditions  within  the  affected  area  re¬ 
main  substantially  as  they  were  when  the  Board  last 
acted  on  this  application. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  amend  the  resolution  adopted  on  June  29, 
1948,  as  amended  through  November  9,  1960,  only  as  to 
the  term  of  the  variance,  so  that  as  amended  it  shall 
read: 

“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  amended  resolution,  to  permit  .  .  .  ;  that  other 
than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects;  and  that  a  new 
Certificate  of  Occupancy  shall  be  obtained.” 


564-52-BZ-Vol.  II 

APPLICANT — Burke  and  Groh  for  Douglaston  Golf 
Practice  Range,  Inc.,  lessee;  City  of  New  York,  owner. 

SUBJECT — Application  reopened  May  28,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
February  25,  1963  and  amendment  of  the  resolution — 
decision  of  the  Borough  Superintendent,  previously 
granted  on  condition,  under  Vol.  I,  under  Sections  7e 
and  7h  of  the  Zoning  Resolution,  permitting  in  a  re¬ 
sidence  and  local  retail  use  districts,  the  erection  and 
maintenance  of  a  miniature  golf  course,  golf  driving 
range,  baseball  batting  range  and  storage  shed,  and 


parking  of  customers’  cars;  and  amended  under  Vol. 
II,  permitting  the  premises  to  be  used  for  kiddy  park, 
miniature  golf  course,  baseball  batting  range,  ice  skat¬ 
ing  rink  for  use  in  winter  only,  train  ride,  and  an  in¬ 
crease  of  the  parking  area. 

PREMISES  AFFECTED— 229-01  to  230-21  (230-11  of¬ 
ficial  Northern  Boulevard,  north  side,  from  Alley 
Creek  to  231st  Street,  Block  8083,  part  of  Lot  25  (for¬ 
merly  Block  8083,  Lots  25,  35  and  99,  Block  8084,  Lots 
142  and  127,  Block  8085,  Lots  3  and  1),  Douglaston, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh. 

For  Opposition:  Gordon  W.  Paulsen. 

For  Administration:  Samuel  Bodian,  Park  Dept. 

ACTION  OF  BOARD — Resolution  amended  and  term 
of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

WHEREAS,  on  February  10,  1953,  this  application 
(Vol.  I)  was  granted  by  the  Board  on  certain  conditions; 
and 

WHEREAS,  the  Resolution  was  amended  on  April  7, 
1953,  under  Vol.  I,  for  a  term  of  five  years;  and 

WHEREAS,  the  Resolution  was  further  amended  on 
July  26,  1955,  under  Vol.  II,  and 

WHEREAS,  the  term  of  variance  was  extended  on 
February  25,  1958,  for  five  years;  and 

WHEREAS,  the  applicant  requested  reopening  of  this 
application  and  consideration  under  Section  11-411  of 
the  Amended  Zoning  Resolution  as  to  extension  of  the 
term  of  variance,  which  expired  on  February  25,  1963, 
and  an  amendment  of  the  resolution;  and 

WHEREAS,  this  application  was  reopened  on  May 
28,  1963  and  set  for  hearing  on  June  25,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin;  and 

WHEREAS,  a  public  hearing  was  held  on  this  appli¬ 
cation  on  June  25,  1963  after  due  notice  by  publication 
in  the  Bulletin;  and 

WHEREAS,  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  March  21,  1963  acting  on  Alt.  Applic.  No. 
781-52,  reads: 

#1.  Proposed  extension  of  Certificate  of  Occupancy 
is  contrary  to  B.S.A.  Cal.  No.  BZ-564/52.” 
and 

WHEREAS,  the  applicant  states  that  the  terms  and 
conditions  of  the  Resolution  have  been  complied  with, 
except  that  it  is  intended  to  replace  the  baseball  batting 
cage,  which  was  blown  down  in  a  windstorm  last  Octo¬ 
ber;  that  the  present  zoning  district  designation  of  the 
site  is  “park  property”;  that  conditions  within  the  af¬ 
fected  area  remain  substantially  as  they  were  when  the 
Board  last  acted  on  this  application;  and  that  the  present 
description  of  the  site  is  230-11  Northern  Boulevard, 
north  side,  between  Alley  Creek  and  231st  Street,  Block 
8083,  Lot  25. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  amend  the  resolution  adopted  on  February 
10,  1953,  as  to  the  term  of  the  variance,  so  that  as 
amended  it  shall  read: 

“granted  for  a  term  of  ten  (10)  years  from  the  date 
of  this  amended  resolution,  or  until  30  days  after 
notice  of  termination  is  served  by  either  party  on  the 
other  party,  that  is,  by  the  City  of  New  York  or  by 
the  lessee,  announcing  its  intention  to  so  terminate 
the  lease,  in  which  event  the  term  of  this  variance 
shall  end  simultaneously  with  the  end  of  the  lease 
agreement  and  to  further  provide  that  no  additional 
rides  shall  be  substituted  on  unoccupied  ground  with¬ 
out  filing  with  the  Board  of  Standards  &  Appeals ; 
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that  no  rides  shall  be  substituted  for  present  rides 
which  will  include  a  larger  area  than  the  rides  previ¬ 
ously  permitted  by  the  Board  of  Standards  &  Appeals; 
and  that  any  amendment  before  the  Board  of  Stand¬ 
ards  &  Appeals  shall  be  the  subject  of  notification  to 
the  surrounding  property  owners  and  the  Douglaston 
Civic  Association;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in 
all  respects;  and  that  a  new  Certificate  of  Occupancy 
shall  be  obtained.” 


788-56-BZ  Vol.  II 

APPLICANT — Crinnion  and  Crinnion  for  Louis  Dorf- 
man,  owner. 

SUBJECT— Application  reopened  May  28,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
April  22,  1963— decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7e  of 
the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  extension  of  an  existing  parking  lot  for  the 
sale  of  used  cars  by  the  addition  of  an  adjoining  lot. 
PREMISES  AFFECTED— 1947-1949  Bruckner  Boule¬ 
vard,  north  side,  252  feet  east  of  Virginia  Avenue, 
Block  3787,  Lots  50  and  51,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Robert  J.  Crinnion. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Foley.,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative;  .  0 

THE  RESOLUTION— 

WHEREAS,  on  April  22,  1958,  this  application  was 
granted  by  the  Board  on  certain  conditions;  and 

WHEREAS,  time  to  obtain  permit  and  complete  the 
work  was  extended  on  July  15,  1958;  and 

WHEREAS,  the  applicant  requested  reopening  of  this 
application  and  consideration  under  Section  11-411  of 
the  Amended  Zoning  Resolution  as  to  extension  of  the 
term  of  variance,  which  expired  on  April  22,  1963;  and 
WHEREAS,  this  application  was  reopened  on  May  28, 
1963  and  set  for  hearing  on  June  25,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin;  and 
WHEREAS,  a  public  hearing  was  held  on  this  ap¬ 
plication  on  June  25,  1963  after  due  notice  by  publica¬ 
tion  in  the  Bulletin;  and 

WHEREAS,  the  decision  of  the  Borough  Superin¬ 
tendent,  dated  May  16,  1963  acting  on  Alt.  Applic.  No. 
655-57,  reads: 

“1.  Proposed  extension  of  term  of  variance  beyond 
April  22,  1963  for  parking  &  selling  of  more  than 
5  automobiles  is  contrary  to  the  B.S.A.  Cal.  # 788- 
56-BZ,  Vol.  II,  and  must  be  referred  back  to  B.S.A. 
as  per  Sec.  11-411  of  Amended  Zoning  Resolution.” 

and 

WHEREAS,  the  applicant  states  that  the  terms  and 
conditions  of  the  Resolution  have  been  complied  with; 
that  the  present  zoning  district  designation  of  the  site 
is  C2-1,  and  that  conditions  within  the  affected  area  re¬ 
main  substantially  as  they  were  when  the  Board  last 
acted  on  this  application. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  22,  1958,  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read : 

“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  amended  resolution,  on  condition  that  no  cars  shall 
be  parked  on  the  sidewalk  at  any  time;  to  permit  .  .  .  ; 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects ;  and  that  a 
new  Certificate  of  Occupancy  shall  be  obtained.” 


994-57-BZ 

APPLICANT— Herbert  J.  Feuer  for  Frank  Infuso,  and 
Henry  Infuso,  owners. 

SUBJECT— Application  reopened  May  28,  1963  for  con- 
sideration  as  to  extension  of  term  of  variance,  expired 
June  24,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7h  of 
the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  parking  and  storage  of  motor  vehicles  of 
the  pleasure  car  tvpe  only. 

PREMISES  AFFECTED— 1627-1631  Undercliff  Ave¬ 
nue,  west  side,  349.8  feet  south  of  West  176th  Street, 
Block  2880,  Lot  129,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Herbert  J.  Feuer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative  .  0 

THE  RESOLUTION— 

WHEREAS,  o'A  June  24,  1958,  this  application  was 
granted  by  the  Board  on  certain  conditions;  and 

WHEREAS,  the  applicant  requested  reopening  of  this 
application  and  consideration  under  Section  11-411  of 
the  Amended  Zoning  Resolution  as  to  extension  of  the 
term  of  variance,  which  expired  on  June  24,  1963;  and 
WHEREx\S,  this  application  was  reopened  on  May 
28,  1963  and  set  for  hearing  on  June  25,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin;  and 
WHEREAS,  a  public  hearing  was  held  on  this  appli¬ 
cation  on  June  25,  1963  after  due  notice  by  publication  in 
the  Bulletin;  and 

WHEREAS,  the  decision  of  the  Borough  Superinten¬ 
dent,  dated  March  28,  1963  acting  on  Alt.  Applic.  No. 
1051-57,  reads: 

“1.  Proposed  extension  of  C.O.  25740  for  parking  for 
more  than  five  motor  vehicles  as  granted  under 
B.S.  &  A.  Cal.  #994-57  is  contrary  to  Section  11- 
411  of  Zoning  Resolution.” 

WHEREAS,  the  applicant  states  that  the  terms  and 
conditions  of  the  Resolution  have  been  complied  with; 
that  the  present  zoning  district  designation  of  the  site  is 
R7-1,  and  that  conditions  within  the  affected  area  remain 
substantially  as  they  were  when  the  Board  last  acted  on 
this  application. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  24,  1958,  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read : 

“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  amended  resolution,  to  permit  .  .  .  ;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certifi¬ 
cate  of  Occupancy  shall  be  obtained.” 


6-58-BZ 

APPLICANT — Frederick  A.  Ketcher  for  J.  Starr  Park¬ 
ing  Service,  owner. 

SUBJECT — Application  reopened  May  28,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  24,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7h  of 
the  Zoning  Resolution,  permitting  in  a  residence  use 
district  th  parking  and  storage  of  motor  vehicles  of  the 
pleasure  car  type  only. 

PREMISES  AFFECTED— 1039-1041  Boynton  Avenue, 
west  side,  300  feet  south  of  Watson  Avenue,  Block 
3714,  Lot  48,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

For  Opposition:  None. 
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ACTION  OF  BOARD — Term  of  variance  extended. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative :  .  0 


THE  RESOLUTION— 

WHEREAS,  on  June  24,  1958,  this  application  was 
granted  by  the  Board  on  certain  conditions;  and 

WHEREAS,  the  applicant  requested  reopening  of  this 
application  and  consideration  under  Section  11-411  of 
the  Amended  Zoning  Resolution  as  to  extension  of  the 
term  of  variance,  which  expired  on  June  24,  1963;  and 
WHEREAS,  this  application  was  reopened  on  May 
28,  1963  and  set  for  hearing  on  June  25,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin;  and 
WHEREAS,  a  public  hearing  was  held  on  this  appli¬ 
cation  on  June  25,  1963  after  due  notice  by  publication 
in  the  Bulletin;  and 

WHEREAS,  the  decision  of  the  Borough  Superinten¬ 
dent,  dated  February  11,  1963  acting  on  Alt.  Applic.  No. 
1169-57,  reads: 

“1.  The  proposed  extension  of  the  term  of  variance 
granted  by  the  Board  under  Cal.  6-58-BZ  must  be 
referred  to  the  Board  as  per  11-411  of  the  Zon. 

and 

WHEREAS,  the  applicant  states  that  the  terms  and 
conditions  of  the  Resolution  have  been  complied  with; 
that  the  present  zoning  district  designation  of  the  site 
is  R-6,  and  that  conditions  within  the  affected  area  re¬ 
main  substantially  as  they  were  when  the  Board  last 
acted  on  this  application. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  24,  1958,  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read : 

“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  amended  resolution,  to  permit  .  .  .  ;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.” 


41-58-BZ 

APPLICANT — Victor  E.  Block  for  John  Del  Vacchio, 
owner. 

SUBJECT — Application  reopened  May  28,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  24,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  maintenance  of  a  parking  lot  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 1365  Nelson  Avenue,  west 
side,  40  feet  north  of  West  170th  Street,  Block  2521, 
Lot  55,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

N  egative :  .  0 


THE  RESOLUTION— 

WHEREAS,  on  June  24,  1958,  this  application  was 
granted  by  the  Board  on  certain  conditions;  and 

WHEREAS,  time  to  obtain  permit  and  complete  the 
work  was  extended  on  February  16,  1960;  and 

WHEREAS,  the  applicant  requested  reopening  of  this 
application  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  a  five  year  extension 
of  the  term  of  variance,  which  expired  on  June  24,  1963; 
and 


WHEREAS,  this  application  was  reopened  on  May 
28,  1963  and  set  for  hearing  on  June  25,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin;  and  _ 

WHEREAS,  a  public  hearing  was  held  on  this  appli¬ 
cation  on  June  25,  1963  after  due  notice  by  publication 
in  the  Bulletin;  and 

WHEREAS,  the  decision  of  the  Borough  Superinten¬ 
dent,  dated  February  7,  1963  acting  on  Alt.  Applic.  No. 
1215-57,  reads: 

“1.  The  proposed  extension  of  the  variance  beyond 
June  24,  1963  granted  by  the  Board,  Cal.  41-58-BZ 
must  be  referred  to  the  Board  for  consideration  as 
per  Sect.  11-411  of  the  Zon.  Res.” 

and 

WHEREAS,  the  applicant  states  that  the  terms  and 
conditions  of  the  Resolution  have  been  complied  with; 
that  the  present  zoning  district  designation  of  the  site  is 
R7-1,  and  that  conditions  within  the  affected  area  remain 
substantially  as  they  were  when  the  Board  last  acted  on 
this  application. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  24,  1958,  as 
amended  on  February  16,  1960  only  as  to  the  term  of  the 
variance,  so  that  as  amended  it  shall  read: 

“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  amended  resolution,  to  permit  .  .  .  ;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects ;  and  that  a  new  Certi¬ 
ficate  of  Occupancy  shall  be  obtained.” 


254-63-BZ 

APPLICANT — Max  Siegel  Associates  for  Mildred  B. 
Simon  Garage,  owner;  301  East  66th  St.,  Garage  Cor¬ 
poration,  lessee. 

SUBJECT — Application  March  25,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  the 
Multiple  Dwelling  Law  to  permit  in  a  Cl-9  district, 
for  a  term  of  fifteen  years,  the  use  of  transient  park¬ 
ing  for  the  surplus  tenants  spaces  in  an  existing  multi¬ 
ple  dwelling  accessory  garage. 

PREMISES  AFFECTED— 1260-1274  Second  Avenue, 
east  side,  from  East  66th  Street  to  East  67th  Street, 
301  East  66th  Street,  300  East  67th  Street,  Block  1441, 
Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klein¬ 
ert,  Commissioner  Fox,  Commissioner  Becker  and 


- '  - #  ,  i  ^ 

Commissioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

WHEREAS,  a  public  hearing  was  held  on  this  ap¬ 
plication  on  June  11,  1963  after  due  notice  by  publication 
in  the  Bulletin;  laid  over  to  June  25,  1963  for  inspection 
and  decision,  hearing  closed;  and 

WHEREAS,  the  decision  of  the  Borough  Superinten¬ 
dent,  dated  March  18,  1963  acting  on  Alt.  Applic.  No. 
228-63,  reads: 

“A3.  Proposed  daily  transient  parking  within  an  acces¬ 
sory  garage  in  a  Class  A  M.D.  located  in  a  Cl-9 
district  is  contrary  to  Section.  36-461  of  the  Z.R.” 
WHEREAS,  the  premises  and  surrounding  area  were 
inspected  by  a  committee  of  the  Board;  and 

WHEREAS,  the  Borj-d  found  that  this  was  an  appro¬ 
priate  case  in  which  to  exercise  discretion  to  grant  under 
Section  60(3)  of  the  Multiple  Dwelling  Law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the  ap- 
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plication  be  and  it  hereby  is  granted  under  Section  60(3) 
of  the  Multiple  Dwelling  Law,  to  permit  in  a  Cl-9  district, 
for  a  term  of  fifteen  years,  the  use  of  transient  parking  for 
the  surplus  tenant  spaces  in  an  existing  multiple  dwelling 
accessory  garage,  on  condition  that  the  building  shall  con- 
form  to  drawings  filed  with  this  application  dated  March 
25,  1963,  2  sheets ;  that  the  vehicles  parked  in  transient 
parking  spaces  shall  be  pleasure  type  cars  only  and  shall  not 
exceed  35  in  number  in  addition  to  cars  parked  by  tenants 
and  cars  parked  on  a  monthly  basis ;  that  the  tenants  of 
this  apartment  house  may  recapture  any  of  the  space  de¬ 
voted  to  transient  parking  on  30  days’  notice  to  the  owner 
in  accordance  with  Section  60 (lb)  of  the  Multiple  Dwel ling 
Law;  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with;  that  sidewalk  and  curb  cut  shall  be  put 
in  condition  satisfactory  to  the  Highway  Department;  and 
that  the  garage  sign  shall  be  removed  from  the  adjacent 
building;  and  that  an  amended  Certificate  of  Occupancy 
shall  be  obtained  within  one  year  for  the  garage  portion  of 
the  building. 


255-63-A 

APPLICANT — Max  Siegel  Associate  for  Mildred  B. 
Simon  Garage,  owner;  301  East  66th  Street  Garage 
Corporation,  lessee. 

SUBJECT— Application  March  25,  1963— filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-tran¬ 
sient  parking. 

PREMISES  AFFECTED— 1260-1274  Second  Avenue, 
east  side,  from  East  66th  Street  to  East  67th  Street, 
301  East  66th  Street,  300  East  67th  Street,  Block  1441, 
Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE—  _  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  . .  0 

THE  RESOLUTION— 

WHEREAS,  the  decision  of  the  Borough  Superinten¬ 
dent,  dated  March  18,  1963  on  Alt.  Applic.  228-63,  reads: 
“A-2.  Proposed  daily  transient  parking  by  non-occu¬ 
pants  of  the  Multiple  Dwelling  within  an  acces¬ 
sory  garage  is  contrary  to  Sec.  60  Sub.  lb  of  the 
M.D.L.” 


and 

WHEREAS,  the  premises  were  inspected  by  a  com¬ 
mittee  of  the  Board,  which  recommended  that  the  ap¬ 
peal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superinten¬ 
dent,  dated,  March  18,  1963,  acting  on  Alt.  Applic.  228-63, 
Objection  No.  A2,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  60  of  the  Multiple 
Dwelling  Law  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  all  the  requirements  of  the  resolu¬ 
tion  adopted  by  the  Board  this  day  under  Cal.  No.  253-63- 
BZ  shall  be  complied  with. 


274-63-BZ 

APPLICANT — Max  Siegel  Associates  for  Jonat  Com¬ 
pany,  owner;  garage  lessee — Midtown  Garage  Corpora¬ 
tion. 

SUBJECT — Application  April  1,  1963 — decision  of  the 

Borough  Superintendent,  under  Section  60(3)  of  the 
Multiple  Dwelling  Law  to  permit  in  an  R7-2  and  Cl-9 
district,  for  a  term  of  ten  years,  the  addition  of  tran¬ 
sient  parking  for  the  unused  and  surplus  tenants  spaces 
within  an  existing  multiple  dwelling  accessory  garage. 

PREMISES  AFFECTED— 153-157  East  38th  Street, 
578-586  Third  Avenue,  northwest  corner,  Block  894, 
Lot  39,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Max  Siegel. 

For  Opposition:  None.  . 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE—  _  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  6 

Negative:  .  ® 

THE  RESOLUTION— 

WHEREAS,  a  public  hearing  was  held  on  this  appli¬ 
cation  on  June  4,  1963  after  due  notice  by  publication  in 
the  Bulletin;  and  laid  over  to  June  18,  1963  for  inspection 
and  decision;  applicant  to  submit  corrected  drawing; 
hearing  closed  then  to  June  25,  1963;  applicant  to  sub¬ 
mit  revised  drawings;  and 

WHEREAS,  the  decision  of  the  Borough  Superinten¬ 
dent,  dated  March  26,  1963  acting  on  Alt.  Applic.  No. 
329-63,  reads: 


“1.  Daily  transient  parking  in  a  garage  in  sub-cellar, 
cellar  &  basement  of  a  building  which  is  located 
partly  in  R-7-2  and  C-l-9  district  &  which  is  ap¬ 
purtenant  to  a  Class  “A”  Multiple  Dwelling  is  con¬ 
trary  to  Sect.  25-412  &  36-461  of  the  Zoning  Resolu¬ 
tion  which  prohibits  the  rental  of  such  garage  space 
for  any  period  of  less  than  one  month  by  non-occu¬ 


pants,”  and: 

WHEREAS,  the  premises  and  surrounding  area  were 
inspected  by  a  comittee  of  the  Board  and  revised  draw¬ 
ings  have  been  submitted;  and 

WHEREAS,  the  Board  found  that  this  was  an  appro¬ 
priate  case  in  which  to  exercise  discretion  to  grant  under 
Section  60  (3)  of  the  Multiple  Dwelling  Law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  Section  60(3) 
of  the  Multiple  Dwelling  Law,  to  permit  in  R7-2  and  Cl-9 
districts,  for  a  term  of  ten  years,  the  addition  of  transient 
parking  for  the  unused  and  surplus  tenants’  spaces  within 
an  existing  multiple  dwelling  accessory  garage,  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
application  dated  April  1,  1963,  one  sheet,  June  6,  1963,  2 
sheets  addition  and  June  20,  1963,  3  sheets  revised;  on  fur¬ 
ther  condition  that  the  vehicle  parked  in  the  transient  park¬ 
ing  space  shall  be  pleasure-type  vehicles  only,  and  shall  not 
exceed  33  in  number  in  addition  to  the  number  of  cars 
parked  by  tenants  of  the  building  and  cars  parked  on  a 
monthly  basis ;  that  the  tenants  of  this  apartment  house  may 
recapture  any  of  the  space  devoted  ot  transient  parking  on 
30  days’  notice  to  the  owner  in  accordance  with  Section  60 
(lb)  of  the  Multiple  Dwelling  Law;  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with;  and  that  an 
amended  Certificate  of  Occupancy  shall  be  obtained  within 
one  year  for  the  garage  portion  of  the  building. 


275-63-A 

APPLICANT — Max  Siegel  Associates  for  Jonat  Com¬ 
pany,  owner;  Midston  Garage  Corporation,  garage 
lessee. 

SUBJECT — Application  April  1,  1963- — filed  pursuant  to 
Section  60  of  the  Multiple  Dwelling  Law  re — transient 
parking. 

PREMISES  AFFECTED— 153-157  East  38th  Street, 
578-586  Third  Avenue,  northwest  corner,  Block  894, 
Lot  39,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

N  egative :  . . .  0 
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THE  RESOLUTION— 

WHEREAS,  the  decision  of  the  Borough  Superinten¬ 
dent,  dated  March  26,  1965  on  Alt.  Applic.  329-63,  reads: 

“A-2.  Daily  transient  parking  of  motor  vehicles  in  gar¬ 
age  sub-cellar,  cellar  &  basement  by  persons  other 
than  the  occupants  of  the  Multiple  Dwelling  which 
such  garage  service  is  prohibited  by  Sect.  60  Sub. 
1  paragraph  b  &  d  of  the  Multiple  Dwelling  Law.” 

and 

WHEREAS,  the  premises  were  inspected  by  a  com¬ 
mittee  of  the  Board,  which  recommended  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superinten¬ 
dent,  dated,  March  26,  1963,  acting  on  Alt.  Applic.  329-63, 
Objection  No.  A-2,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  60  of  the  Multiple 
Dwelling  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  all  of  the  requirements  of  the  re¬ 
solution  adopted  this  day  by  the  Board  under  Calendar 
Number  274-63-BZ  shall  be  complied  with. 


324-63-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  C  and 
B  Realty  Corporation  and  2851  Realty  Corporation, 
owners. 

SUBJECT — Application  April  12,  1963 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C8-2 
and  R5  district,  the  erection  of  a  two  story  enlarge¬ 
ment  to  an  existing  building  previously  granted  by  the 
Board  for  the  use  of  manufacture  of  auto  springs, 
minor  auto  repairs,  welding,  wheel  alignment,  brake 
testing  and  brake  lining,  the  proposed  enlargement  en¬ 
croaches  on  the  required  front  and  side  yards. 

PREMISES  AFFECTED — 2839-2851  Atlantic  Avenue, 
159-171  Schenck  Avenue,  northeast  corner,  Block  3949, 
Lots  1,  5  and  6,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

WHEREAS,  a  public  hearing  was  held  on  this  appli¬ 
cation  on  June  11,  1963  after  due  notice  by  publication 
in  the  Bulletin;  laid  over  to  June  25,  1963  for  inspection 
and  decision;  hearing  closed;  and 

WHEREAS,  th  decision  of  the  Borough  Superinten¬ 
dent,  dated  April  2,  1963  acting  on  Alt.  Applic.  No.  405- 
63,  reads: 

“1.  On  a  lot  located  partially  in  a  C8-2  district  and 
partially  in  an  R-5  district  the  proposed  enlarge¬ 
ment  (building  and  uses)  is  not  permitted  as  of 
right  and  is  contrary  to  previous  B.S.A.  Calendar 
#78-54-BZ  and  448-61-A  and  Sec.  52-22  &  Sec. 
52-41  Z.R. 

2.  Proposed  curb  cut  in  a  residence  district  for  com¬ 
mercial  use  is  not  permitted  as  of  right  contrary  to 
Z.  R.  22-00. 

3.  Parking  of  cars  awaiting  service  in  rear  yard  of 
residence  district  is  not  permitted  as  of  right  Sec. 
Z.  R.  22-00. 

4.  In  an  R-5  district  side  yards  would  normally  be 
required  Z.  R.  23.464. 

5.  In  an  R-5  district  front  yard  would  normally  be  re¬ 
quired  Z.  R.  23-45. 

6.  In  an  R-5  district  there  are  no  provisions  for  bulk 
loading  &  parking  requirements  of  proposed  en¬ 
largement  of  commercial  use.” 

and 


WHEREAS,  the  premises  and  surrounding  area  where 
inspected  by  a  committee  of  the  Board  which  recom¬ 
mended  that  the  application  be  granted  under  certain 
conditions;  and 

WHEREAS,  the  Board  found  that  this  was  an  ap¬ 
propriate  case  in  which  to  exercise  discretion  to  grant 
under  Section  11-412  of  the  Zoning  Resolution,  as  to  use, 
and  that  the  applicant  had  substantiated  a  basis  to  war¬ 
rant  exercise  of  discretion  to  grant  under  Section  72-21, 
and  is  therefore  entitled  to  relief,  as  to  area,  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and 
area  district  regulation  of  the  Zoning  Resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  Sections 
11-412  and  72-21,  to  permit  in  C8-2  and  R-5  districts,  the 
erection  of  a  two  story  enlargement  to  an  existing  building 
previously  granted  by  the  Board  for  the  use  of  manufacture 
of  auto  springs,  minor  auto  repairs,  welding,  wheel  align¬ 
ment,  brake  testing  and  brake  lining,  the  proposed  enlarge¬ 
ment  to  encroach  on  the  required  front  and  side  yards,  on 
condition  that  the  work  shall  conform  to  drawings  filed  with 
this  application  dated  April  12,  1963,  8  sheets,  except  that 
the  vehicular  door  opening  and  the  curb  cut  on  Schenck 
Avenue  at  the  new  extension  shall  be  omitted;  that  the  3 
foot  8  inch  pedestrian  door  opening  on  Schenck  Avenue  ad¬ 
jacent  to  the  north  lot  line  shall  be  omitted;  that  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with ;  and 
that  permit  shall  be  obtained,  work  completed  and  a  Certifi¬ 
cate  of  Occupancy  obtained  within  one  year  from  the  date 
of  this  resolution. 


Adjourned  11:25  A.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  25,  1963,  2  P.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein. 

985-40-SM-Vol.  I 

APPLICANT — National  Gypsum  Company,  owner. 
APPEARANCES— 

For  Applicant :  Donald  K.  Busch. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein _ 4 

Negative:  Commissioner  Fox _  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
985-40-SM  Vol.  I — Amendment  to  resolution  as  to  addi¬ 
tional  trade  names. 

National  Gypsum  Co.,  Buffalo,  New  York,  requested  that 
the  resolution  adopted  October  22,  1940  and  amended 
through  January  24,  1961  under  Calendar  Number  985-40- 
SM  be  reopened  and  amended  so  as  to  permit  the  approved 
material  to  be  marketed  under  additional  trade  names. 
USE:  Incombustible  acoustical  metal  pans. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  22,  1940  and 
amended  through  January  24,  1961  under  Calendar  Number 
985-40-SM  be  reopened  and  amended  so  as  to  permit  the 
approved  acoustical  metal  pan  to  be  marketed  by  the  follow¬ 
ing  named  companies  under  their  respective  trade  names : 
Elof  Hansson  Inc. — Hansopan ;  Wood  Conversion  Co. — Lo- 
Tone  Metal  Pan — United  States  Gypsum  Co. — Perfatone 
on  condition  that  the  requirements  of  the  resolution  adopted 
October  22,  1940  and  amended  through  January  24,  1961 
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under  Calendar  Number  98S-40-SM  Vol.  I  are  complied 
with. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

316-52-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 
APPEARANCES 

For  Applicant:  M.  A.  Gensler. 

ACTION  OF  THE  BOARD — Application  reopened  and 
resolution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein  ....  4 

Negative :  Commissioner  Fox  _  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
316-52-SM — Amendment  to  resolution  as  to  additional 
trade  name,  surface  details,  edge  detail  and  thickness. 

Armstrong  Cork  Company,  New  York,  requested  that 
the  resolution  adopted  March  23,  1954,  under  Calendar 
Number  316-52-SM  be  reopened  and  amended  so  as 
to  show  additional  trade  name,  surface  detail,  edge  de¬ 
tail  and  thickness. 

USE:  Incombustible  acoustical  tile. 

DESCRIPTION:  There  has  been  no  change  in  the 
basic  material  used  in  the  manufacture  of  the  tile.  The 
surface  details  refer  to  the  different  perforation  pat¬ 
terns  or  fissures  on  the  face  of  the  tile.  The  tiles  are  now 
furnished  with  either  square  edge,  kerfed  edge  or  tongue 
and  groove  edges.  The  tile  is  now  available  in  either 
%"  or  %"  thickness. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  March  23,  1954, 
under  Calendar  Number  316-52-SM  be  reopened  and 
amended  so  as  to  permit  the  use  of  Armstrong  Minatone 
Acoustical  Tile  also  known  as  Armstrong  Minatone 
Tile  faced  with  Mylar  and  Armstrong  Fashiontone  Tile 
with  various  perforation  patterns  or  fissures  and  in 
thickness  of  W  or  %"  and  with  edges  as  herein  described 
on  condition  that  the  requirements  of  the  resolution 
adopted  March  23,  1954,  under  Calendar  Number  316-52- 
SM  be  complied  with. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenariic, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

316-52-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 
APPEARANCES— 

For  Applicant:  M.  A.  Gensler. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  .  4 

Negative:  Vice  Chairman  Kleinert  .  1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
316-52-SM — Amendment  to  resolution  as  to  installation 
by  adhesive. 

Armstrong  Cork  Company,  requested  that  the  resolu¬ 
tion  adopted  March  23,  1954,  and  amended  June  25,  1963, 
under  Calendar  Number  316-52-SM  be  reopened  and 
amended  so  as  to  permit  the  approved  tiles  to  be  in¬ 
stalled  by  means  of  adhesive. 

DESCRIPTION:  There  has  been  no  change  in  the 
basic  material  of  the  tile  from  that  presently  approved. 
RECOMMENDATION :  On  the  basis  of  the  action 
taken  by  the  Board  under  Calendar  Number  669-59-GR, 
the  Committee  on  Test  recommends  that  the  resolution 
adopted  March  23,  1954,  and  amended  June  25,  1963 
under  Calendar  number  316-52-SM  be  reopened  and 
amended  so  as  to  permit  the  approved  tile  to  be  installed 
with  adhesive  on  condition  that  the  requirements  of  the 
rsolution  adopted  under  Calendar  Number  669-59-GR  be 
complied  with. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


489-54-SA 


APPLICANT — Delco  Appliance  Corporation,  owner. 
APPEARANCES— _ 

For  Applicant:  Michael  J.  Regan. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein  ..  4 

Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
489-54-SA — Amendment  to  resolution  as  to  additional 
models  and  trade  name. 

Delco  Appliance  Corporation,  Rochester,  New  York, 
requested  that  the  resolution  adopted  September  25, 
1956  and  amended  through  May  10,  1960,  under  Calendar 
Number  489-54-SA  be  reopened  and  amended  so  as  to 
include  additional  models  of  oil  burners. 
DESCRIPTION:  There  has  been  no  change  in  the 
construction  of  the  oil  burner  from  the  presently  ap¬ 
proved  burners.  The  approved  burners  were  identified 
as  Model  H-200  and  H-300  Series.  The  requested  burners 
are  the  same  designation  except  that  a  number  has  been 
added  as  a  suffix. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  September  25, 
1956  and  amended  through  May  10,  1960,  under  Calendar 
Number  489-54-SA  be  reopened  and  amended  so  as  to 
permit  the  following  approved  Delco  Oil  Burners  to  be 
marketed  by  Sears,  Roebuck  and  Co.  under  the  follow¬ 
ing  designations: 

Sears 

Delco  Model  No.  Roebuck  and  Co. 


H -200-3 
H-200-3 
H-200-3 
H-200-3 
H-200-3 
H-200-3 
H-200-4 
H-200-6 
H-300-3 


726-209 

726.210 

726.211 

726.212 

726.213 
726.598 
726.644 

726.214 
726.608 
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on  condition  that  the  requirements  of  the  resolution 
adopted  September  25,  1956  and  amended  through  May 
10,  1960  under  Calendar  Number  489-54-SA  be  complied 
with. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


511-54-SA 

APPLICANT — General  Electric  Company,  owner. 
APPEARANCES— 

For  Applicant:  William  W.  Weeks. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein  ..  4 

Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
511-54-SA — Amendment  to  resolution  as  to  additional 
dishwashers. 

General  Electric  Company,  New  York,  requested 
that  the  resolution  adopted  October  19,  1954  and  amended 
through  January  15,  1963,  under1  Calendar  Number  511- 
54-SA  be  reopened  and  amended  so  as  to  include  addi¬ 
tional  dishwashers. 

USE:  Automatic  dishwashers  (appliance).  (Portable 
Use  Only). 

DESCRIPTION:  The  requested  Model  SS^203  is  basic¬ 
ally  the  same  as  Model  SS-202,  approved  January  15, 
1963,  having  same  water  supply,  air  gap  and  drain 
loop  features  as  the  Model  ISS-202,  it  differs  only  as 
to  styling. 

The  Models  SD-203,  SD-303  and  SD-403  are  basically 
the  same  as  the  Models  SD-2'02,  SD-302  and  SD-402 
approved  by  the  Board  November  28,  1961. 

The  Model  SC-603  is  similar  to  the  SD  Series  except 
that  this  model  is  furnished  with  an  enclosure  shell, 
textolite  top  and  casters  for  portable  use.  This  model 
is  also  furnished  with  rubber  hose  connections  and 
faucet  adapter  for  connection  to  a  sink  faucet  in  place 
of  solid  hook-up  plumbing  as  used  on  the  SD  Series. 
The  requested  models  have  been  approved  by  the  Under¬ 
writers  Laboratories. 

RECOMMENDATION:  Th  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  October  19,  1954 
and  amended  through  January  15,  1963,  under  Calendar 
Number  511-54-SA  be  reopened  and  amended  so  as  to 
include  the  appliances  known  as  General  Electric  Dish¬ 
washers  Models  SS-203,  SD-203,  SD-303,  SD-403  and 
SC-603  on  condition  that  the  requirements  of  the 
resolution  adopted  October  19,  1954,  and  amended 

through  January  15,  1963  under  Calendar  Number 
511-54-SA  be  complied  with. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


504-55-SM 

APPLICANT — Security  Fire  Door  Co.,  owner 
APPEARANCES— 

For  Applicant:  M.  A.  Schweig  and  W.  H.  Stevens,  Tr. 
ACTION  OF  BOARD — Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative  : . "  .  g 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
504-55-SM— Security  Fire  Door  Co.,  St.  Louis,  Mo., 
filed  for  approval  of  the  material  known  as  Security 
Fire  Door  Co.,  Kalamein  Swing  Door  under  the  provi¬ 
sions  of  C26-610.0  Administrative  Building  Code.  The 
application  was  subject  for  dismissal  but  was  taken  off 
the  dismissal  calendar  at  the  request  of  the  applicant. 
USE:  One  and  one  half  hour  fire  resistive  8'-0r  x  8'-0" 
opening  protective  assembly,  (Kalamein). 
DESCRIPTION:  The  assembly  consist  of  a  pair  of 
doors.  Each  door  made  of  2''  x  6"  (1  9/16"  x  5  %") 
lumber  covered  with  26  gauge  steel  sheets  which  gives 
an  overall  thickness,  to  the  door  of  1  On  the  inside 
face  of  the  steel  plates,  1/16"  asbestos  is  cemented  to 
the  steel  by  means  of  silicate  of  soda. 

The  hardware  consists  of  four  (4)  V2"  steel  hinges 

secured  to  each  door  stile.  The  active  door  is  provided 
with  a  single  joint  lock  having  a  latch  bar  extending 
beyond  the  face  of  the  lock  case.  The  inactive  door 
is  provided  with  a  strike  plate  for  the  single  point  lock 
and  mortised  throw  bolts  extending  into  the  head  of  the 
frame  and  sill.  And  is  provided  with  Vs"  by  IV2"  steel 
astragal. 

The  construction  is  in  accordance  with  the  drawings 
contained  in  Underwriters  Laboratories  Report  R  1524 
which  is  on  file  with  and  part  of  the  record. 
INSPECTION  AN  DTEST:  A  pair  of  doors’  construc¬ 
ted  as  herein  described  was  tested  at  the  Underwriters 
9r*es  *n  accordance  with  the  requirements  of 
C26-610.0  Administrative  Building  Code  and  success¬ 
fully  met  the  requirements  of  a  one  and  one  half  hour 
fire  resistive  opening  protective  assembly. 

The  complete  report  Underwriters  Laboratories  R  1524 
is  on  file  with  and  is  part  of  the  record. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  material  known  as  Se- 
curity  Fire  Door  Co.,  Kalamein  Swing  Door  for  use 
in  New  York  City  with  steel  bucks  as  a  one  and  one 
half  hour  fire  resistive  opening  protective  assembly,  as 
.having  met  the  requirements  of  C26-610.0  Administra¬ 
te  Building  Code  on  condition  that  the  door  be  con¬ 
structed  as  herein  described  and  in  accordance  with  the 
drawings  contained  in  the  Underwriters  Laboratories 
Report  R  1524  and  further  that  the  requirements  of  the 
Rules  of  the  Board  covering  Inspection  of  Opening  Pro¬ 
tective  Assemblies  are  complied  with. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


505-55-SM 

APPLICANT — Security  Fire  Door  Co.,  owner 
APPEARANCES— 

For  Applicant:  M.  A.  Schweig  and  W.  H.  Stevens,  Jr. 
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ACTION  OF  BOARD — Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  .  4 

Negative:  Vice  Chairman  Kleinert  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
505-55-SM — Security  Fire  Door  Co.,  St.  Louis,  Mo., 
filed  for  approval  of  the  material  known  as  Security  Fire 
Door  Co.,  Fireproof  Dumbwaiter  Doors  under  the  pro¬ 
visions  of  C26-610.0  Administrative  Building  Code.  The 
application  was  subject  for  dismissal  but  was  taken  off 
the  dismissal  calendar  at  the  request  of  the  applicant. 
USE:  One  and  one  half  hour  fire  resistive  dumbwaiter 
doors. 

DESCRIPTION:  The  doors  consist  of  a  1.  biparting 
counter-balanced  door,  2.  a  slide-up  unit,  3.  bolted  access 
panel  and  a  pair  of  swinging  access  doors. 

The  doors  are  constructed  in  accordance  with  Draw¬ 
ings  9  through  24  contained  in  Underwriters  Laboratories 
Report  R  2317-2  which  is  on  file  with  and  is  part  of 
the  record. 

INSPECTION  AND  TEST:  The  doors  herein  de¬ 
scribed  were  tested  at  the  Underwriters  Laboratories  in 
accordance  with  the  requirements  of  C26-610.0  Admini¬ 
strative  Building  Code,  and  it  was  noted  that  all  doors 
except  the  swinging  access  door  showed  an  excessive 
rise  in  temperature.  The  complete  report  is  on  file  with 
and  is  part  of  the  record. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  material  known  as  Se¬ 
curity  Fire  Door  Co.,  Fireproof  Dumbwaiter  Doors  for 
,use  in  New  York  City  under  the  following  conditions: 
that  the  biparting  counter  balanced  door,  the  slide  up 
unit  and  bolted  access  panel  shall  not  be  used  in  open¬ 
ings  requiring  an  approved  fire  resistive  opening  pro¬ 
tective  assembly,  except  when  they  are  used  in  locations 
protected  by  an  approved  assembly.  It  is  further  re¬ 
commended  that  swinging  access  doors,  in  pairs,  as 
having  met  the  requirements  of  C26-610.0  Administrative 
Building  Code,  may  be  used  in  locations  requiring  a 
one  and  one  half  hour  fire  resistive  opening  protective 
assembly  on  condition  that  the  door  is  constructed  as 
herein  described  and  installed  in  steel  bucks  in  accord¬ 
ance  with  Drawings  R  2317-2  which  are  on  file  with  and 
are  part  of  the  record,  and  when  the  requirements  of  the 
Rules  of  the  Board  covering  Inspection  of  Opening  Pro¬ 
tective  Assemblies  are  complied  with. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1031-57-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 
APPEARANCES— 

For  Applicant:  M.  A.  Gensler. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein  ....  4 
Negative:  Commissioner  Fox  . . .  1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 
1031-57-SM — Amendment  to  resolution  as  to  additional 
sizes,  thickness,  face  pattern  and  additional  trade  name. 

Armstrong  Cork  Company,  New  York,  requested  that 
the  resolution  adopted  March  18,  1958,  under  Calendar 
Number  1031-57-SM  be  reopened  and  amended  so  as 
to  show  additional  trade  name,  thickness,  size  of  board 
and  face  pattern. 

USE:  Incombustible  acoustical  ceiling  board. 
DESCRIPTION:  There  has  been  no  change  in  the  basic 
material  used  in  the  manufacture  of  the  board.  The  face 
pattern  refers  to  the  different  perforation  pattern  or 
fissures  on  the  face  of  board.  The  board  is.  manufac¬ 
tured  in  a  thickness  of  %",  %"  and  %"  and  in  sizes  of 
24"  x  24",  24"  x  24"  and  24"  x  60".. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  March  18,  1958, 
under  Calendar  Number  1031-57-SM  be  reopened  and 
amended  so  as  to  permit  the  use  of  Armstrong  Mina- 
board  also  known  as  Armstrong  Minaboard  faced  with 
Mylar  and  Armstrong  Fashiontone  Acoustical  Panel 
with  various  perforation  patterns  or  fissures  in  thickness 
of  %"  and  %"  and  sizes  of  24"  x  24",  24"  x  48"  and 
24"  x  60"  on  condition  that  the  requirements  of  the  reso¬ 
lution  adopted  March  18,  1958,  under  Calendar  Number 
1031-57-SM  be  complied  with. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


518-58-SA 

APPLICANT — Market  Forge  Company,  owner. 

APPEARANCES— 

For  Applicant :  H'erculis  Limperis. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  . -- .  5 

Negative:  . 0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
518-58-SA — Amendment  to  resolution  as  to  additional 
models  of  Medi-Prep  Medicine  Station. 

Market  Forge  Co.,  Everett,  Mass.,  requested  that  the 
resolution  adopted  January  15,  1963,  under  Calendar 
Number  518-58-SA  be  reopened  and  amended  so  as  to 
include  additional  models  of  Medi-Prep  Medicine  Sta¬ 
tions. 

USE:  Storage  and  preparation  of  medicines  at  nurses 
stations  in  hospitals. 

DESCRIPTION:  There  has  been  no  changes  in  the 
construction  of  the  appliance.  The  only  difference  is  in 
the  catalogue  reference  number  and  the  width  of  the 
machin  ranging  from  48"  to  72". 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  January  15,  1963, 
under  Calendar  Number  518-58-SA  be  reopened  and 
amended  so  as  to  include  the  Models  MP-148,  MP-160, 
MP-172,  MP-248,  MP-260  and  MP-272  Medi-Prep 

Medicine  Station  on  condition  that  the  requirements  of  the 
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resolution  adopted  January  15,  1963,  under  Calendar  Num¬ 
ber  518-58- SA  are  complied  with. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


72-59-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 
APPEARANCES— 

For  Applicant:  M.  A.  Gensler. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
72-59-SM — Amendment  to  resolution  as  to  additional 
fire  resistive  floor  and/or  roof  construction. 

Armstrong  Cork  Company,  New  York  City,  requested 
that  the  resolution  adopted  June  2,  1959,  and  amended 
at  various  times  through  June  26,  1962  under  Calendar 
Number  72-59-SM  be  reopened  and  amended  so  as  to 
include  additional  size  boards  and  its  use  as  a  com¬ 
ponent  part  of  a  fire  resistive  floor  and  ceiling  construc¬ 
tion. 

USE:  The  assembly  affords  a  2  hour  fire  resistive  floor 
and  ceiling  construction. 

DESCRIPTION:  The  mineral  wool  acoustical  Ventilat¬ 
ing'  Fire  Guard  Lay-In  Units,  in  sizes  of  %"  x  23-%"  x 
47-%".  or  %"  x  23-%"  x  35-%"  or  %"  x  23-%"  x  23-%" 
used  in  conjunction  with  the  other  components  to  af¬ 
ford  a  2  hour  fine  resistive  floor  and/or  roof  construction 
in  the  same  as  the  presently  approved  %"  thick  board  Lay- 
In  Units. 

The  open  web  steel  bar  joist  are  spaced  in  accordance 
with  the  code  and  the  3.4  lb./ square  yard  metal  lath 
was  placed  on  top  of  the  joist  and  tied  to  each  joist. 
Concrete  was  poured  to  an  average  depth  of  3  inches. 

A  2'  x  4'  Fire  Guard  Metal  Grid  System  was  hung 
from  the  bottom  chords  of  the  joist.  The  Fire  Guard 
Lay-In  Units  were  placed  in  the  grid  system  so  that  all 
edges  rested  on  the  flanges  of  the  main  and  cross  tees. 
Recessed  light  fixtures  24"  x  48"  were  placed  in  the  grid 
and  supported  by  the  flanges  of  the  tees  and  protected 
on  top  with  Fire  Guard  Boards  but  the  ends  were  open. 
INSPECTION  AND  TEST:  The  floor/ceiling  con¬ 
struction  as  herein  described  was  tested  at  the  Under¬ 
writers’  Laboratories  under  the  provisions  of  C26-609.0 
Administrative  Building  Code  and  successfully  met  the 
requirements  of  a  2  hour  fire  resistive  floor  and/or 
.ceiling  construction.  The  complete  report  of  Under¬ 
writers’  Laboratories  4177-12  is  on  file  and  is  a  part 
of  the  record. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  June  2,  1959,  and 
amended  at  various  times  through  June  26,  1962,  under 
Calendar  Number  72-59-SM  be  reopened  and  amended 
so  as  to  include  the  construction  as  herein  described 
with  fire  resistive  rating  of  2  hours,  on  condition  that 
the  Fire  Guard  Metal  Grid  be  hung  from  the  bottom 
chords  of  the  bar  joist  with  strap  hangers  so  that  the 
distance  from  the  bottom  of  the  grid  is  not  over  3" 
from  the  bottom  chord  of  the  joist.  In  instances  where 


the  area  below  the  bar  joist  exceeds  3"  the  construction 
shall  be  1%"  carrying  channels  hung  by  straps  from 
the  lower  chord  of  the  joist,  and  from  these  channels 
the  grid  system  shall  be  supported  by  straps  not  to 
exceed  3"  from  the  bottom  of  the  channel  to  the  bottom 
of  the  grid,  and  further  that  when  lighting  fixtures  are 
used  in  conjunction  with  this  system,  the  fixture  shall 
not  exceed  8'-0"  sq.  ft.  >per  100'-0r'  sq.  ft.  of  ceiling  area 
and  that  all  other  conditions  of  the  resolution  adopted 
June  2,  1959,  and  amended  at  various  times  through 
June  26,  1962,  under  Calendar  Number  72-59-SM  be 
complied  with. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


46 7-60- SM 

APPLICANT — John  C.  Tyler  for  General  Foam  Plas¬ 
tics  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
467-60-SM — General  Foam  Plastics  Corporation,  Ports¬ 
mouth,  Va.,  filed  for  approval  of  the  material  known  as 
Gen  “A”  Foam  under  the  provisions  of  C26-191.0  Admini¬ 
strative  Building  Code. 

USE:  A  combustible  insulation  material. 

DESCRIPTION:  The  material  is  an  expanded  poly¬ 
styrene  foam  produced  by  expanding  polystyrene  ap¬ 
proximately  sixty  times  by  the  use  of  steam  and  pres¬ 
sure.  The  material  is  white  in  color  and  has  a  density 
of  one  pound  per  cubic  foot  and  has  a  “K”  value  of  0.24. 
The  material  is  available  in  thickness  from  one  inch 
through  twelve  inches. 

The  material  is  used  in  cold  storage  spaces  and  in 
masonry  construction  the  material  is  applied  to  the 
inside  surface  of  the  masonry  thereby  forming  a  base 
for  plaster. 

INSPECTION  AND  TEST:  Various  tests  were  con¬ 
ducted  by  Plastering  Development  Center  Lnc.,  and  by 
United  States  Testing  Company  Inc.  to  determine  the 
,'bond  strength  and  to  determine  if  the  material  complied 
with  Federal  and  Military  Specifications.  All  samples 
tested  complied  with  the  requirements  and  it  was  noted 
that  the  bond  strength  was  785  p.s.f.  The  complete 
reports  are  on  file  with  and  are  part  of  the  record. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  material  known  as  Gen 
“A”  Foam  as  manufactured  by  General  Foam  Plastics 
Corp.,  for  voluntary  installation  as  a  combustible  insula¬ 
tion  below  100°F  under  the  provisions  of  C26-191.0 
Administrative  Building  Code.  The  Committee  further 
recommends  the  approval  of  this  material  as  an  insulat¬ 
ing  material  which  may  be  applied  by  means  of  an 
approved  cold  setting  adhesive  or  mortar  to  the  inside 
surface  of  an  exterior  masonry  wall  without  applying 
furring  as  set  forth  under  C26-467.0.d  Administrative 
Building  Code  and  also  as  an  insulation  as  permitted 
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under  C2 6-632. g  Administrative  Building  Code.  Further 
this  material  may  be  used  as  combustible  insulation 
material  as  permitted  under  C26-619.0  and  as  a  roof 
insulation  under  026-680.2.2  Administrative  Building 
Code  on  condition  that  the  containers  or  cartons  in  which 
the  material  is  marketed  shall  be  labeled  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Calendar  Number  467-60-SM”. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


825-60-SM 

APPLICANT — National  Gypsum  Company,  owner. 
APPEARANCES— 

For  Applicant:  Donald  K.  Busch. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein  ..  4 

Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
825-60-SM — Amendment  to  resolution  as  to  additional 
trade  name. 

National  Gypsum  Company,  Buffalo,  New  York,  re¬ 
quested  that  the  resolution  adopted  April  2,  1963,  under 
Calendar  Number  825-60-SM  be  reopened  and  amended 
so  as  to  permit  the  approved  interior  panel  to  be  mar¬ 
keted  under  additional  trade  name. 

USE:  Incombustible  interior  panel  and  exterior  soffit 
panel. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  April  2’,  1963, 
under  Calendar  Number  825-60-SM  be  reopened  and 
amended  so  as  to  permit  the  approved  material  to  be 
marketed  by  the  following  named  companies  under 
their  respective  trade  names:  Armstrong  Cork  Co. — 
Armstrong  Perforated  Asbestos  Board;  Elof  Hansson 
Inc. — Hansonite;  Wood  Conversion  Co. — Lo-Tone  As¬ 
bestos  Board  and  United  States  Gypsum  Co. — U.S.G. 
Asbestos  Board  on  condition  that  the  requirements  of 
the  tesolution  adopted  April  2,  1963,  under  Calendar 
Number  825-60-SM  be  complied  with. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


899-60-SM 

APPLICANT — Joseph  Platzker  for  R.  O.  Bunnell 
Company,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Joseph  Platzker. 

ACTION  OF  BOARD — Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
899-60-SM — Joseph  Platzker  filed  for  R.  O.  Bunnell 
Company,  Inc.,  owner  Farmingdale,  L.I.,  N.Y.,  for  ap¬ 
proval  of  the  material  known  as  Wall-Crete  concrete 
blocks,  various  sizes  for  use  in  New  York  City  under 
the  provisions  of  C26-.191.0  and  C26-309.0  Administrative 
Building  Code  and  Masonry  Rules  of  the  Board. 

USE:  Load  bearing  concrete  masonry  units  to  be  used 
in  building  construction. 

DESCRIPTION:  These  load  bearing  concrete  blocks 
are  made  in  various  size  hollow  and  solid  blocks  as 
follows:  Hollow  6  x  8  x  18,  8  x  8  x  18,  10  x  8  x  18, 
12  x  8  x  18,  8  x  8  x  16,  21  x  8  x  16,  Solid  4  x  8  x  18, 

8  x  8  x  18  and  4  x  8  x  16. 

Upon  delivery  of  materials  at  a  receiving  point  at  the 
plant  a  bucket  conveyor  transports  sand  and  aggregates 
to  storage  bins.  The  scales  are  set  for  volume  by  weight 
of  each  material  from  storage  bins  into  the  hoppers. 
The  water  ratio  is  controlled  by  a  moisture  meter  which 
determines  the  correct  proportion  of  water  for  mix  by 
volume. 

The  mix  data  is  as  follows: 

Type  III  AE  cement  by  weight.  All  aggregates  by 
weight. 

Concrete  Mix — by  volume 
1  sack  cement 
1.20  cu.  ft.  sand 
5.35  cu.  ft.  Vs"  gravel 
5.5  gal.  water  per  sack  of  cement. 

The  materials  are  then  conveyed  to  a  mixer.  When 
this  material  is  thoroughly  mixed,  it  is  fed  into  a  chute 
which  in  turn  feeds  into:  a  Besser  machine.  The  freshly 
moulded  blocks  are  delivered  from  the  forming  machine 
“on  steel  plates  to  the  curing  racks.  The  curing  racks 
carrying  the  freshly  moulded  blocks  are  than  trans¬ 
ported  by  platform  truck  to  a  kiln.  No  block  is  removed 
from  the  kiln  before  24  hours  elapses.  Curing  is  done 
by  steam.  The  curing  is  controlled  for  the  length  of  time 
for  setting,  steam  baking  and  cooling. 

INSPECTION  AND  TEST:  The  data  submitted  was 
examined  by  Assistant  Architect  T.  W.  Farricker. 

Tests  in  accordance  with  the  requirements  of  the 
'Masonry  Rules  of  the  Board  were  conducted  at  Man¬ 
hattan  College  Testing  Laboratory,  New  York  City,  and 
successful  met  the  requirements  of  Section  C26-326.0 
with  the  following  results: 

6  x  8  x  18 — Hollow  Blocks  L.B. 

Compression 

(average  of  5  specimens) — 1408  p.s.i. 

Absorption  percent 

(average  of  5  speciments) —  5.5  lbs./cu.  ft. 

8  x  8  x  18 — Hollow  Blocks  L.B. 

Compression 

(average  of  5  specimens) — 1517  p.s.i. 

Absorption  percent 

(average  of  5  specimens) —  4.8  lbs./cu.  ft. 

10  x  8  x  18 — Hollow  Blocks  L.B. 

Compression 

(average  of  5  specimens) — 1677  p.s.i. 

Absorption  percent 

(average  of  5  specimens) —  4.3  lbs./cu.  ft. 

12  x  8  x  18: — Hollow  Blocks  L.B. 

Compression 

(average  of  5  specimens) — 1223  p.s.i. 

Absorption  percent 

(average  of  5  specimens) —  4.5  lbs./cu.  ft. 

8  x  8  x  16— Hollow  Blocks  L.B. 

Compression 

(average  of  5  specimens) — 1846  p.s.i. 
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Absorption  percent 

(average  of  5  specimens) —  5.5  lbs./cu.  ft. 

12  x  8  x  16 — Hollow  Blocks  L.B. 

Compression 

(average  of  5  specimens) — 1420  p.s.i. 

Absorption  percent 

(average  of  5  specimens) —  8.3  lbs./cu.  ft. 

4  x  8  x  18— Solid  Blocks  L.B. 

Compression 

(average  of  5  specimens) — 1982  p.s.i. 

Absorption  percent 

(average  of  5  specimens) — 7.67  lbs./cu.  ft. 

8  x  8  x  18 — Solid  Blocks  L.B. 

Compression 

(average  of  5  specimens) — 1732  p.s.i. 

Absorption  percent 

(average  of  5  specimens) —  6.4  lbs./cu.  ft. 

4  x  8  x  16 — Solid  Blocks  L.B. 

Compression 

(average  of  5  specimens) — 2376  p.s.i. 

Absorption  percent 

(average  of  5  specimens) — 9.15  lbs./cu.  ft. 

The  complete  report  is  on  file  with  and  is  part  of 
the  record. 

Under  Rule  5.3  of  the  Masonry  Rules,  the  allowable 
maximum  absorption  shall  not  exceed  15  pounds  of 
water  per  cubic  foot  of  concrete  nor  shall  the  moisture 
content  when  delivered  exceed  40  percent  of  the  total 
absorption  based  on  an  average  of  five  units  as  tested. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  material  known  as  Wall- 
Crete  concrete  blocks  of  various  sizes  as  above  listed 
for  use  in  New  York  City  as  described  herein  as  having 
met  the  requirements  of  th  Board’s  Rules  for  the  manu¬ 
facture,  testing  and  use  of  Concrete  Masonry  Units. 
The  Committee  on  Tests  recommends  approval  under 
Section  (C26-191.0  for  use  under  Section  C26-309.O 
Administrative  Building  Code.  The  approval  is  recom¬ 
mended  on  condition  the  the  Masonry  Rules  of  the 
Board  of  Standards  and  Appeals  be  complied  with,  and 
further  that  all  bills  of  lading  shall  be  stamped,  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  899-60-SM”. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


67-61-SM 

APPLICANT — Sloan  Valve  Company,  owner. 
APPEARANCES— 

For  Applicant:  P.  C.  Platt. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
67-61-SM — Amendment  to  resolution  as  to  additional 
vacuum  breakers. 

Sloan  Valve  Company,  Chicago,  Illinois,  requested 
that  the  resolution  adopted  June  27,  1961,  under  Calendar 
Number  67-61-SM  be  reopened  and  amended  so  as  to 
include  additional  models  of  vacuum  breakers. 


USE:  Vacuum  breaker  for  prevention  of  back  syphonage. 
DESCRIPTION:  The  Board  has  approved  the  Model 
V-360-A  vacuum  breaker  in  %"  size.  The  request  is  for 
the  additional  sizes  of  V2"  and 

The  Model  V-370-A  is  the  same  as  the  Model  V-360-A 
except  it  is  of  the  angle  type. 

INSPECTION  AND  TEST:  Details  of  construction 
were  examined  by  Assistant  Engineer  John  A.  Darts, 
and  both  models  have  been  approved  by  the  Cities  of 
Chicago  and  Detroit. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  June  27,  1961, 
under  Calendar  Number  67-61-SM  be  reopened  and 
amended  so  as  to  include  the  Sloan  Vacuum  Breakers 
Models  V-360-A  and  V-370-A  in  sizes  of  and 

%"  on  condition  that  the  requirements  of  the  resolution 
adopted  June  27,  1961,  under  Calendar  Number  67-61-SM 
be  complied  with. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1630-61-SA 

APPLICANT — Automatic  Range  Company,  Inc.,  owner. 
APPEARANCES— 

For  Applicant:  Arthur  Rose. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein  ....  4 

Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1630-61-SA — Automatic  Range  Company,  Inc.,.  Brook¬ 
lyn,  New  York,  requested  that  the  resolution  adopted 
December  12,  1961  and  amended  January  15,  1963,  under 
Calendar  Number  1630-61-SA  be  reopened  and  amended 
so  as  to  include  additional  models  of  Royal  Rose  and 
Brookline  gas  ranges  with  ovens  under  the  provisions 
of  Article  12,  Chapter  26,  Administrative  Building  Code 
and  the  Multiple  Dwelling  Law. 

DESCRIPTION:  The  new  models  are  similar  to  the 
previously  approved  models  but  have  appearance  im¬ 
provements,  an  additional  type  of  top  burner  and  in  the 
36  inch  size  ranges  a  wider  oven. 

In  addition  to  the  original  cast  iron  burners,  optional 
burners  will  now  be  available  having  aluminum  or  steel 
caps,  aluminum  heads,  with  porcelain  enameled  steel 
venturi  tubes.  The  rating  of  all  front  burners  has  been 
increased  to  12,000  B.T.U.  per  hour  from  9,000  B.T.U., 
the  rear  burners  remain  at  9,000  B.T.U.  per  hour. 

The  ovens  of  the  36  inch  size  ranges  have  been  wid¬ 
ened  from  16  inches  to  19  inches  reducing  the  width 
of  the  adjoining  storage  compartment  3  inches.  The 
same  burner  is  used  for  the  oven  but  rated  at  17,000 
B.T.U.  per  hour  instead  of  16,000  B.T.U.  as  in  the 
previously  approved  models. 

The  prefix  Cl  will  be  used  to  signify  cast  iron  top 
burners. 

The  prefix  E  will  indicate  the  installation  of  an  electric 
clock. 

Other  prefixes  such  as  CT,  P,  T,  Y  and  SC  will  be 

used  to  show  color  of  doors  when  not  white  porcelain 
enamel. 
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Size 

Previously 
Approved 
Basic  Models 

Basic  New 
Series  No. 

20  inch 

(a)  82A31 

(a)  22A 

(b)  231 

(b)  22 

30  inch 

(c)  8211 

(a)  83A31 

(c)  X22 
(a)  23A 

(b)  331  (b)  23 

36  inch 

center  burners 

(c)  X8311 
(a)  86A31 

(c)  X23 

(a)  26A 

(b)  631 

(b)  26 

36  inch 
divided  top 

(c)  X8611 
(a)  88A31 

(c)  X26 
(a)  28 A 

(b)  831 

(b)  28 

Model  Numbers 

(a)  22A31,  22A031, 
22A33,  22A033, 
22A34,  22A034 

(b)  2231,  22031, 

2232,  22032, 

2233,  22033, 

2234,  22034 

(c)  X2211 

(a)  23A31,  23A031, 
23A32,  23A032, 
23A34,  23A034 

(b)  2331,  23031, 
2332,  23032, 
2334,  23034 

(c)  X2311 

(a)  26A31,  26A031, 
26A32,  26A032, 
26A34,  26A034 

(b)  2631,  26031, 
2632,  26032, 
2634,  26034 

(c)  X261'l 

(a)  28A31,  28A031, 
28A32,  28A032, 
28A34,  28A034 

(b)  2831,  28031, 
2832,  28032, 
2834,  28034, 


RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  December  12, 
1961,  and  amended  January  15,  1963,  under  Calendar 
Number  1630-61-SA  be  reopened  and  amended  so  as  to 
include  the  additional  models  of  Royal  Rose  and  Brook¬ 
line  gas  ranges  with  ovens  as  listed  in  this  report  on 
condition  that  the  requirements  of  the  resolution  adopted 
December  12,  1961  and  amended  January  15,  1963  under 
Calendar  Number  1630-61-SA  be  complied  with. 


(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenariic, 

Assistant  Engineer. 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


138-62-SM 


APPLICANT — The  R.  C.  Mahon  Company,  owner. 
APPEARANCES— 

For  Applicant:  W.  R.  Webster. 

ACTION  OF  BOARD — Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker 

and  Commissioner  Klein  .  3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
138-62-SM — R.  C.  Mahon  Company,  Detroit,  Michigan, 
filed  for  approval  of  the  material  known  as  R.  C.  Mahon 
Company  Fire  Rated  Non-Load  Bearing  Wall  under 
the  provisions  of  C26-446.0,  C26-671.0  and  C26-672.0 
Administrative  Building  Code. 

USE:  A  two  hour  and  three  hour  fire  resistive  non-load 
bearing  wall  and  for  use  as  panel,  apron,  spandrel  walls 
and  bulkhead  and  penthouses  enclosures. 


DESCRIPTION  :  TYPE  1— Steel  Faced  ( Both  Faces )  — 
Two  Hour  Wall  Underwriters  Report — 4008-2-3. 
MATERIALS : 

A.  Interior  and  Exterior  Steel  Units — 18  gauge  mini¬ 
mum,  l'-O"  wide  with  1  %"  deep  male  and  female  flanges 
at  edges.  Finish — plain  steel  prime  painted  or  galvanized 
steel. 

B.  Gypsum  Board — %"  thick-Underwriters  labelled 
and  approved  by  the  Board. 

C.  Subgirts— %"  x  1%"  x  2'-0"  steel  flats. 

D.  Impaling  Clips — Stainless  Steel. 

E.  Welding  Clips — 18  gauge  galvanized. 

CONSTRUCTION : 

The  firewall  is  assembled  at  the  job  site  under  direct 
supervision  of  the  manufacturers  in  the  following  man¬ 
ner: 

1.  The  inside  unit  (18  gauge  steel)  is  installed  by  direct 
welding  or  through  welding  clips  to  supporting  struc¬ 
tural  steel  frame  at  bottom,  top  and  all  intermediate 
supports  on  l'-O"  centers. 

2.  Succeeding  inside  units  installed  in  the  same  man¬ 
ner  and  vertical  interlock  (male-female)  of  adjacent 
units  button  punched  2  feet  on  center. 

3.  Impaling  clips  for  supports  of  gypsum  board  are 
then  welded  to  vertical  interlock  on  one  foot  centers 
horizontally  and  four  foot  centers  vertically. 

4.  Four  layers  of  %"  gypsum  board  are  then  forced 
on  impaling  clips  with  joints  of  each  layer  offset  by 
l'-O". 

5.  Horizontal  subgirts  are  then  placed  over  protruding 
ends  of  the  impaling  clips,  and  welding  thereto  at  every 
contact  point  forming  a  continuous  secondary  support 
across  width  of  assemblies. 

6.  The  exterior  units  (18  gauge  steel)  are  then  at¬ 
tached  to  subgirt  by  means  of  galvanized  steel  welding 
clips  hooked  over  male  rib  of  unit  and  welded  thereto.  The 
female  rib  of  adjacent  unit  is  then  placed  over  male  unit 
and  button  punched  vertically  at  2'-0"  centers. 

TYPE  II —  Steel  Faced  ( Both  Faces ) — Three  Hour  Wall 
Underwriters  Report  4008-4. 

MATERIALS :  Same  as  for  Type  1 
CONSTRUCTION : 

Same  as  for  Type  1  except  that  under  “step  4”- — • 
Five  layers  of  %"  gypsum  board  are  installed  in  the 
same  manner  as  described  in  “step  4”. 

TYPE  III — Aluminum  and  Steel  Faced — Two  Hour  Wall 
Underwriters  Report  4008-6. 

MATERIALS : 

A.  Interior  and  Exterior  Units — Interior — 18  gauge 
prime  painted  or  galvanized  steel,  l'-O"  wide  with  IVT' 
deep  male  and  female  ribs.  Exterior — 16  (B  &  S)  gauge 
aluminum  with  1%"  deep  male  and  female  ribs. 

B.  Gypsum  Board — Same  as  for  Type  1. 

C.  Subgirts — %"  x  1”  x  lO'-O"  long  horizontally  and 
Vs"  x  IV2"  x  lO'-O"  long  vertically. 

D.  Impaling  Clips — Same  as  for  Type  1. 

E.  Welding  Clips — Same  as  for  Type  1. 

F.  Bar  Retainers — Vs"  x  IV2"  x  4%"  long  steel. 

CONSTRUCTION: 

The  firewall  is  assembled  at  the  job  site  under  direct 
supervision  of  the  manufacturers  in  the  following  man¬ 
ner: 

1.  The  inside  unit  (18  gauge  steel)  is  installed  by 
direct  welding  or  through  welding  clips  to  supporting 
structural  steel  at  bottom,  top  and  intermediate  struc¬ 
tural  steel  supports  l'-O"  on  center. 

2.  Succeeding  inside  sheets  are  installed  in  the  same 
manner  and  vertical  interlocks  (male-female)  of  adja- 
cnt  units  button  punched,  2'-0"  on  center. 

3.  Impaling  Clips  for  support  of  gypsum  board  are 
then  welded  to  vertical  interlock  one  foot  on  center 
horizontally  and  four  foot  on  center  vertically. 

4.  Five  layers  of  gypsum  board  are  forced  on  impaling 
clips  with  joints  of  each  layer  offset  by  l'-O". 
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5.  Bar  retainers  are  then  welded  to  impaling  clips  and 
vertical  subgirts  welded  to  sides  of  bar  retainers  and 
horizontal  subgirts  welded  to  vertical  subgirts. 

6.  Exterior  units — 16  (B&S)  GA  aluminum  are  then 
secured  to  horizontal  subgirts  by  means  of  galvanized 
steel  welding  clip  hooked  over  male  rib  of  aluminum 
exterior  unit  and  welded  to  horizontal  subgirt.  Each 
successive  female  rib  of  aluminum  facing  unit  is  placed 
over  male  unit  and  button  punched  vertically  2'-0"  on 
center. 

Weathering  of  panels  is  accomplished  by  flashings 
at  panel  jambs,  sill,  head  and  caulking  of  female  joint 
of  panels. 

INSPECTION  AND  TEST:  The  applicant  has  submit¬ 
ted  reports  of  fire  tests  as  conducted  by  the  Under¬ 
writers  Laboratories  and  Structural  tests  as  conducted 
by  Detroit  Testing  Laboratories  under  the  provisions 
of  C26^591.0  and  C26-592.0  Administrative  Building 
'Code. 

Details  of  construction  were  inspected  by  Commis¬ 
sioner  Joseph  B.  Klein  at  Kearny,  N.J. 

Types  I  and  III  successfully  met  the  requirements  of 
a  two  hour  fire  resistive  construction. 

Type  II  successfully  met  requirements  of  a  three 
hour  fire  resistive  construction. 

The  structural  tests  conducted  by  Detroit  Testing 
Laboratories  Inc.,  and  submitted  by  applicant  show  that 
the  computed  load  to  cause  1/180  deflection  would  be 
43.2  p.s.f.  whereas  actual  test  load  to  cause  same  deflec¬ 
tion  was  53.0  p.s.f. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  material  known  as  R.  C. 
Mahon  Company  Fire  Rated  Non-Load  Bearing  Wall 
for  use  in  New  York  City  under  the  following  conditions, 
Types  I,  II  and  III  as  a  two  hour  fire  resistive  non 
load  bearing  wall  for  use  as  panel,  apron  and  exterior 
spandrel  walls  in  buildings  not  exceeding  two  stories 
in  height  and  as  permitted  under  Section  C26-446.0,  for 
bulkheads  and  penthouse  enclosures  as  permitted  under 
Sections  C26-671.0  and  C26-672.0  of  the  Administrative 
Building  Code  and  as  further  limited  by  this  approval, 
and  further  all  plans  submitted  to  the  Department  of 
Buildings  showing  the  proposed  use  of  this  construction 
shall  be  labelled,  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  the  City  of  New  York  under 
Calendar  Number  138-62-SM”. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


159-62-SA 

APPLICANT — Henry  Waterman  and  Bro.  Corporation, 
owner. 

APPEARANCES— 

For  Applicant:  John  De  Luca. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
159-62-SA — Amendment  to  resolution  as  to  addition  of 
pilot-shield  cover  on  approved  gas  range. 


Henry  Waterman  and  Bro.,  Corporation,  New  York, 
at  the  request  of  New  York  City  Housing  Authority 
requested  that  the  resolution  adopted  November  20, 
1962,  under  Calendar  Number  159-62-SA  be  reopened 
and  amended  so  as  to  permit  the  addition  of  a  pilot 
shield  cover  welded  to  the  standard  top  burner  aeration 
pan. 

USE:  Domestic  gas  range. 

DESCRIPTION:  There  has  been  no  change  in  the 
range  except  the  welding  of  the  pilot  shield  cover  to 
the  top  burner  aeration  pan  to  prevent  spillover  from 
reaching  the  pilot  light  and  extinguishing  same. 
INSPECTION  AND  TEST:  Tests  were  conducted  by 
the  Brooklyn  Union  Gas  Co.,  in  accordance  with  ASA 
Standards  Z21.1  1962  and  it  was  found  that  with  the 
plate  weld  on  the  range  still  complied  with  the  combus¬ 
tion  test  requirements  of  the  specification. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  November  20, 
1962,  under  Calendar  Number  159-62-SA  be  reopened 
and  amended  to  permit  the  Waterman  Gas  Range 
Model  21D-2MP  to  be  altered  by  the  addition  of  the 
pilot  shield  cover  on  condition  that  all  other  requirements 
of  the  resolution  adopted  November  20,  1962,  under 
Calendar  Number  159-62-SA  be  complied  with. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


259-62-SA 

APPLICANT — The  Brewda  Company  for  American 
Permac,  Inc.,  owner. 

APPEARANCES— 

For  Applicant :  Morris  Kweller. 

ACTION  OF  BOARD  —  Application  reopened  and 
resolution  amended  in  accordance  with  the'"  report 
and  recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
259-62-SA — Amendment  to  resolution  as  to  use  under 
Calendar  Number  958-47-SR. 

The  Brewda  Co.,  for  American  Permac  Inc.,  requested 
that  the  resolution  adopted  May  22,  1962,  under  Calendar 
Number  259-62-SA  be  reopened  and  amended  so  as  to> 
permit  the  approved  dry  cleaners  to  be  installed  in 
accordance  with  the  requirements  of  Calendar  Number 
958-47-SR. 

USE:  Dry  cleaning  equipment  using  perchlorethylene 
as  the  solvent. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  22,  1962,  under 
Calendar  Number  259-62SA  be  reopened  and  amended 
so  as  to  permit  the  use  of  the  approved  equipment  to 
be  installed  in  accordance  with  the  requirements  of  the 
resolution  adopted  under  Calendar  Number  958-47-SR 
on  condition  that  all  other  requirements  of  the  resolu¬ 
tion  adopted  May  22,  1962,  under  Calendar  Number 
259-62-SA  be  complied  with. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
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hereby  amend  the  above  cited  resolution  in  accordance  with 


the  above  report. 


(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 


763-62-SA 

APPLICANT— Tokheim  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  A.  P.  Lapsansky. 

ACTION  OF  BOARD— Appliance  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox, 
Commissioner  Becker  and  Commisisoner  Klein....  4 

Negative:  . . .  ^ 

Not  voting:  Vice  Chairman  Kleinert  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
763-62-SA — Tokheim  Corporation,  New  York,  N.  Y., 
filed  for  approval  of  the  appliance  known  as  Tokheim 
Models  448-A-SB  and  452-A-SB  with  suffixes  SB,  TP, 
RC,  B,  P,  PEH  and  WNC  Blending  Type  Gasoline 
Dispensing  Pumps  and  Model  321  and  323  Blenders  under 
the  provisions  of  Section  09-69. C  Administrative  Code. 
USE:  For  blending  gasoline  motor  fuels  of  different 
octane  ratings  at  motor  vehicle  refueling  stations. 
DESCRIPTION:  The  purpose  of  the  “Blender”  is 
to  take  a  low  octane  grade  of  gasoline,  and  a  higher 
octane  grade  of  gasoline,  and  to  blend  them  into  a 
third,  intermediate  octane  grade  of  gasoline,  in  a  range 
of  mixtures  of  from  a  one  to  one  ratio  up  to  a  nine 
to  one  ratio.  The  ratio  of  the  mixture  is  accomplished 
by  means  of  gearing,  and  change  gears  are  provided 
making  it  possible  for  the  oil  company  to  change  the 
composition  of  the  blended  product  from  the  original 
setting,  if  desired,  to  any  blend  within  the  range  of  up 
to  a  nine  to  one  ratio.  After  the  desired  blended  grade 
of  gasoline  to  be  dispensed  through  the  unit  has  been 
set  by  installation  of  the  proper  gearing,  this  assembly 
is  sealed.  The  seal  must  be  broken  to  change  the  gearing, 
and  the  seal  offers  protection  against  tampering,  by  un¬ 
authorized  persons,  with  the  blending  mechanism  after 


it  has  been  set  by  the  oil  company. 

The  Model  448-A-SB  Suction  Type  Island  Blender 
is  the  same  as  the  Model  448-A-2-TWIN  Computer 
Pump  previously  approved,  except  that  the  Model  448- 
A-SB  is  equipped  with  only  one  computer  device  which 
indicates  the  total  liquid  measured  by  the  two  measuring 
units  and  the  computed  price  for  the  blend. 


By  means  of  shafts  and  gearing,  the  rotation  of  the 
two  measuring  unit  output  shafts  is  accumulated  and 
totaled  into  a  single  output  drive  shaft  to  the  computer 
device.  The  blended  product  is  dispensed  through  one 
hose  and  one  nozzle. 


The  two  measuring  unit  outlets  are  connected  to  a 
blending  valve  which  regulates  the  flow  of  each  measur¬ 
ing  unit.  By  means  of  a  secondary  inter-connecting 
gearing  system  the  measuring  units  can  be  set  to 
measure  in  a  fixed  ratio,  one  to  the  other.  In  this  fixed 
ratio  gearing  system  is  an  arrangement  whereby  if  the 
measured  flow  of  one  measuring  unit  gets  out  of.  ratio 
with  the  other,  the  blending  valve  is  quickly  activated 
to  adjust  the  flow  rate  through  each  measuring  unit 
to  produce  the  exact  measurement  for  which  each  is 
set.  When  the  two  separately  measured  liquids  pass 
through  their  blending  valve  to  the  single  outlet,  to 


which  the  hose  is  connected,  they  mix  and  blend  from 
this  point  onward.  The  blend  ratio  can  be  changed  by 
installing  the  appropriate  gear  in  this  secondary  drive 
linkage  system,  which  will  automatically  adjust  the 
blending  valve  to  control  the  flow  rate  through  each 
measuring  unit  to  produce  the  exact  requirement  by  each 
measuring  unit. 

In  addition  to  the  computer  totalizers,  a  separate 
non-reset  totalizing  register  is  connected  to  each  measur¬ 
ing  unit  to  record  gallonage  throughout  of  each  product 
for  purposes  of  accounting  and  inventory. 

The  outward  appearance  of  the  blender  pump,  Model 
448-A-SB,  is  exactly  the  same  as  the  Model  448-A 
Computer  Pump,  previously  Approved  under  Calendar 
Number  436-58-SA,  with  one  hose,  one  nozzle,  one 
motor  switch  and  computer  reset  operating  lever,  and 
one  computer  device. 

Flow  rate  of  blended  product  is  approximately  Fifteen 
(IS)  G.P.M.  under  normal  installation  conditions. 

The  Model  452-A-SB  Suction  Pump  Island  Blender 
is  the  same  as  the  Model  448-A-SB  described  above, 
except  that  it  is  equipped  with  fluorescent  lighting.  The 
outward  appearance  is  the  same  as  the  Model  452-A 
Computer  Pump,  previously  Approved  under  Calendar 
Number  436-58-SA. 

The  Model  448-A-RC — B  is  an  Island  Dispensing  Pedestal 
Blender  only,  arranged  for  remote  control  operation 
connected  to  remote  submerged  pumps  in  the  supply 
tanks,  or  to  surface  type  remote  control  pumping  units. 
The  internal  construction  incorporates  two  measuring 
units,  one  for  each  product  to  be  blended.  A  fully 
hydraulic  pressure  balancing  valve  is  manifolded  across 
the  two  inlet  supply  lines  to  automatically  balance  the 
inlet  pressure  to  the  measuring  units  in  the  blender. 
Strainer  screens  are  built  in  the  balancing  valve  mani¬ 
fold  inlets,  together  with  check  valves  and  thermal 
pressure  relief  valves. 

In  addition  to  the  computer  totalizers,  the  two  measur¬ 
ing  units  have  the  same  totalizing  registers,  computer 
drive  mechanism,  and  blending  valve  controls  as  on 
the  Model  448-A-SB  Suction  Pump  Island  Blender 
previously  described  and  the  system  functions  in  a 
similar  manner.  In  addition,  a  pilot-operated  hydraulic 
control  valve  is  installed  on  the  outlet  side  of  the 
blender  valve  by  flanged  connection.  The  hose  is  screwed 
into  a  flanger  connection  outlet  from  the  hydraulic 
control  valve. 

The  outward  appearance  of  the  Model  448-A-RC-B 
is  exactly  the  same  as  the  Model  448-A-RC  Dispensing 
Pedestal,  previously  approved  under  Calendar  Number 
436-58-SA,  with  one  hose,  one  nozzle,  one  motor  switch 
and  computer  reset  operating  lever,  and  one  computer 
device. 

The  Model  Number  452-A-RC-B  Island  Dispensing 
Pedestal  Blender  only  is  the  same  as  the  Model  448- 
A-RC-B  Island  Dispensing  Pedestal  Blender,  described 
above,  except  it  is  equipped  with  fluorescent  lighting. 
The  outward  appearance  is  the  same  as  the  Model  452-A 
Computer  Pump  previously  Approved  under  Calendar 
Number  436-58-SA. 

The  Suffix  “SB”  indicates  the  unit  is  a  Suction  Type 
Island  Blender  and  Dispensing  Pump. 

The  Suffix  “TP”  indicates  the  unit  is  equipped  with 
a  Ticket  Printer,  in  addition  to  the  Computer  device. 

The  Suffix  “RC”  indicates  the  unit  is  an  Island 
Dispensing  Pedestal  only,  arranged  for  remote  control 
operation  connected  to  remote  submerged  pumps  in  the 
supply  tanks,  or  to  surface  type  remote  control  pumping 
units. 

The  Suffix  “B”  indicates  the  unit  is  equipped  with 
a  Blending  system,  as  described  herein. 
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The  Suffix  “P”  indicates  the  unit  is  equipped  with 
Glass  Advertising  Panels. 

The  Suffix  “PEH”  indicates  the  unit  is  equipped  with 
Porcelain  Enameled  Housings. 

The  Suffix  “WNC”  indicates  the  unit  is  equipped 
with  Wheel  Type  Non- Computer  registers,  instead  of 
with  Computing  devices. 

MODEL  323  ABOVE  GROUND  REMOTE  CON¬ 
TROL  BLENDER 

The  Model  323  Above  Ground  Remote  Control 
Blender  is  designed  for  installation  near  the  supply 
tanks  for  use  in  conjunction  with  standard  types  of 
Island  Dispensing  Pedestals  (such  as  Models  448-RC, 
452-RC  and  455-RC  previously  approved)  connected  to 
remote  Submerged  Pumps  in  the  supply  tanks.  One 
Model  323  Above  Ground  Remote  Control  Blender 
can  supply  blended  product  to  several  standard  type 
Island  Dispensing  Pedestals. 

The  Model  323  Above  Ground  Remote  Control 
Blender  contains  the  same  pressure  balancing  valve 
inlet  manifold  as  on  the  Model  448-A-RC-B  Island 
Dispensing  Pedestal  Blender  previously  described.  How¬ 
ever,  the  pressure  balancing  valve  inlet  manifold  is 
located  in  the  top  section  of  the  chassis  and  connected 
to  the  inlet  side  of  the  two  measuring  units.  The  two 
measuring  units  are  inter-connected  with  the  same 
gearing  and  blending  valve  system  as  described  above 
for  the  Model  448-A-SB  Suction  Type  Island  Blender 
to  establish  and  maintain  the  desired  ratio  of  exact 
measurement  of  the  two  products  to  be  blended  and 
each  measuring  unit  has  a  totalizing  register.  The  out¬ 
let  side  of  each  measuring  unit  is  connected  to  the  top 
section  mounted  blender  valve,  the  single  outlet  of 
which  has  a  2''  discharge  flange.  At  this  point  the  two 
products  are  mixed  to  form  the  blend.  The  two  lx/4" 
Inlets,  and  the  2"  outlet  connection  are  piped  down 
to  the  bottom  area.  The  chassis  assembly  is  enclosed 
in  a  sheet  metal  housing.  The  front  and  back  housing 
panels  can  be  readily  removed  to  make  installation  or 
for  service.  Gate  Valves  should  be  installed  in  the 
two  supply  lines  to  these  Blender  units  to  permit 
servicing. 

MODEL  321  ABOVE  GROUND  SUCTION  TYPE 

REMOTE  CONTROL  BLENDERS 

The  Model  321  Above-Ground  Suction  Type  Remote 
Control  Blender  contains  all  the  components  furnished 
in  the  Model  323  Above  Ground  Remote  Control  Blender, 
and  in  addition,  is  equipped  with  two  (2)  Yz  H.P., 
115/230  Volt,  Single  Phase,  60l  Cycle  A.C.  Motors, 
and  two  (2)  suction  type  Combined  Rotary  Pump  and 
Air  Eliminators.  The  chassis  assembly  is  enclosed  in 
a  sheet  metal  housing,  and  the  front  and  back  housing 
panels  can  be  readily  removed  to  make  installation  or 
for  service.  Flow  rate  of  product  is  approximately  15 
G.P.M.  under  normal  installation  conditions. 

INSPECTION  AND  TEST:  All  data  was  examined  by 
Assistant  Engineer  George  F.  Sklenarik. 

The  Models  448-A-SB  and  452-A-SB  with  aforemen¬ 
tioned  suffixes  have  been  tested  and  approved  by  Under¬ 
writers  Laboratories  file  MH  1895. 

The  Models  321  and  323  have  been  tested  and  ap¬ 
proved  by  Underwriters  Laboratories  file  MH  6769. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Tokheim 
Models  448-A-SB  and  452-A-SB  with  suffixes  SB,  TP,  RC, 
B,  P,  PEH  and  WNC  Blending  Type  Gasoline  Dispens¬ 
ing  Pump  and  Models  321  and  32 3  Blender  for  use  in 
New  York  City  in  accordance  with  this  report  and 
Section  C19-69.C  of  the  Administrative  Code  provided 
each  appliance  shall  bear  a  label,  permanently  affixed, 
reading,  “Approved  by  the  Board  of  Standards  and 


Appeals  for  use  in  New  York  City  under  Calendar 
Number  763-62-SA”. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  applicance  in  occordance  with  the  above 
report. 


778-62-SM 

APPLICANT — Coast  Foundry  and  Manufacturing 
Company,  owner;  Charles  L.  Kramer,  agent. 
APPEARANCES— 

For  Applicant:  Charles  L.  Kramer. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and 

Commissioner  Klein  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
778-62-SM— Coast  Foundry  and  Manufacturing  Compa¬ 
ny,  La  Verne,  California,  filed  for  approval  of  the 
material  known  as  1B2  Master  Anti  Syphon  Ballcock 
under  the  provisions  of  the  Submerged  Inlet  Rules  of 
the  Board. 

USE:  Anti  syphon  ballcock. 

DESCRIPTION:  The  Model  1B2  is  basically  the  same 
as  the  Model  1B1  approved  by  the  Board  May  9,  1961, 
under  Calendar  Number  417-60-SM  with  the  following 
exceptions: 

The  lever  arm  is  of  Delrin  instead  of  brass,  the 
hush  tube  is  of  Cycolac  which  is  a  acrylonitrile-buta¬ 
diene-styrene  thremoplastic  resin,  there  are  two  Cycolac 
supply  tubes  instead  of  one  copper,  the  outer  tube 
serves  as  a  protection  for  the  main  supply  tube  and  is 
so  affixed  to  the  shank  that  there  is  no  possibility  of 
breakage  and  consequent  leak  where  the  supply  tube 
meets  the  shank,  the  piston  is  of  Delrin  instead  of  brass. 
INSPECTION  AND  TEST:  Details  of  construction 
were  examined  by  Assistant  Engineer  John  A.  Darts, 
and  it  was  noted  that  the  construction  would  insure,  a 
sufficient  gap  between  the  level  of  the  tank  and  dis¬ 
charge  in  compliance  with  the  Submerged  Inlet  Rules. 
The  appliance  has  been  approved  by  the  City  of  Los 
Angeles. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  material  known  as 
Coast  Foundry  and  Manufacturing  Co.,  1B2  Master 
Anti  Syphon  Ballcock  for  use  in  New  York  City  under 
the  provisions  of  C26-P277.0  Administrative  Building 
Code  and  the  Submerged  Inlet  Rules  of  the  Board  on 
condition  that  the  appliance  bear  a  label,  permanently 
affixed,  reading,  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  778-62-SM”. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 
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816-62-SA 

APPLICANT— Gilbert  and  Barker  Mfg.  Company, 

owner;  William  Keay,  agent. 

APPEARANCES— 

For  Applicant:  William  Keay. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and 

Commissioner  Klein  .  5 

Negative:  .  ® 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
816-62-SA— Gilbert  and  Barker  Mfg.  Co.,  West  Spring- 
field,  Mass.,  filed  for  approval  of  the  appliance  known 
as  Gilbarco  High  Pressure  Atomizing  Oil  Burners, 
Models  BD-30-13  and  CD-30-33  under  the  provisions  of 
the  Oil  Burner  Rules  of  the  Board. 

USE:  Conversion  type  oil  burners. 

DESCRIPTION:  The  Model  BD-30-13  oil  burner  is 
designed  with  a  firing  range  of  0.65  gallons  per  hour 
minimum  and  2.25  gallons  per  hour  maximum  of  No.  2 
fuel  oil. 

The  controls  consist  of  a  stack  mounted  combustion 
control,  a  line  voltage  limit  control  and  low  voltage 
operating  control  such  as  aquastat  and  thermostat. 

In,  the  event  of  flame  failure  on  start  the  combustion 
control  will  lock  out  in  90  seconds  providing  a  complete 
shut  down  of  the  burner.  The  same  sequence  occurs 
is  there  is  an  ignition  failure  on  a  normal  start  of  the 
equipment.  The  oil  burner  operates  on  intermittent 
ignition. 

The  Model  BD-30-13  is  equipped  with  a  115  volt 
60  cycle  AC  split  phase  Vs  H.P.  1750  r.p.m.  motor  with 
a  built  in  thermal  overload.  The  motor  drives  the 
fan  which  provides  combustion  air  and  it  also  drives 
a  Sundstrand  fuel  pump  which  delivers  oil  to  the  nozzle, 
The  combustion  head  assembly  includes  the  oil  tube, 
combustion  head,  electrodes,  nozzle  and  air  tube. 

The  Model  CD-30-33  oil  burner  is  similar  to  the 
Model  BD-30-13  but  has  a  “Gilbarco  Economy  Clutch” 
in  place  of  the  flexible  rubber  coupling  used  on  the 
Model  BD-30-13  between  the  motor  and  fuel  unit.  The 
clutch  by  its  action  provides  a  stream  of  air  prior  to 
ignition  of  the  fuel  oil  and  continues  the  air  flow 
several  seconds  after  the  oil  burner  has  shut  down. 
INSPECTION  AND  TEST:  All  details  submitted  were 
examined  by  Assistant  Engineer  George  F.  Sklenarik. 

The  Models  CD -30-33  and  BD-30-13  were  tested 
and  approved  by  Underwriters  Laboratories  file  MP  163. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  appliance  known  as 
Gilbarco  High  Pressure  Atomizing  Oil  Burner,  Models 
BD-30-13  and  CD-30-33  for  use  in  New  York  City 
in  accordance  with  this  report  and  the  Oil  Burner 
Rules  of  the  Board  provided  that  each  burner  shall 
bear  a  label,  permanently  affixed,  reading,  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Calendar  Number  816-62-SA”. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


36-63-SM 

APPLICANT— Dura-Vent  Corporation,  owner;  Jean 
R.  Darche,  agent. 

APPEARANCES—  ^  .  , 

For  Applicant:  Jean  R.  Darche  and  John  R.  Jacklich. 
ACTION  OF  BOARD — Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Committee 
on  Test. 

THE  VOTE—  .  . 

Affirmative :  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and 

Commissioner  Klein  .  5 

Negative:  . . .  ® 

THE  RESOLUTION—  . 

Whereas,  the  report  of  a  Committee  on  Test  reads:  _ 
36-63-SM  —  Dura-Vent  Corporation,  Redwood  City, 
California,  filed  for  approval  of  the  material  known 

as  Dura- Vent  Top  under  the  provisions  of  C26-696.0.C.3 
Administrative  Building  Code. 

USE:Vent  termination  for  Type  B  vents. 

DESCRIPTION:  The  tops  are  manufactured  for  round 
or  oval  type  gas  vents.  The  rounds  are  manufactured 
in  sizes  from  3”  to  24"  and  the  ovals  are  4  and  5  . 

The  tops  are  constructed  of  aluminum  alloy  3003 
and  the  minimum  thickness  of  any  of  the  components 
is0.016". 

The  components  for  the  3"  to  12"  rounds  and  4  and 
5"  ovals  consists  of  a  cap  and  sleeve.  The  components 
for  the  sizes  14"  to  24"  consists  of  a  cap  spot  welded 
or  riveted  to  5  legs,  outer  shield  riveted  to  legs,  sleeve 
provided  with  female  type  and  coupling  also  riveted  to 
is  0.016". 

INSPECTION  AND  TEST:  Details  of  construction 
were  examined  by  Assistant  Engineer  John  A.  Darts. 
The  cap  has  been  approved  by  the  UnderwritersLabor- 
atories  under  File  MH  6357.  The  applicant  has  sub¬ 
mitted  a  report  of  test  conducted  by  Smith-Emery  Co. 
to  show  that  the  cap  complies  with  the  requirements  of 
the  City  f  Ls  Angeles.  The  cmplete  reprt  is  on  file 
with  and  is  part  of  the  record. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  material  known  as  Dura- 
Vent  Top  when  constructed  as  herein  described  and  in 
accordance  with  Drawing  25-2GSA  which  is  on  file 
with  and  is  part  of  the  record  for  voluntary  use  in 
New  York  City  as  a  vent  cap  as  permitted  under  C26- 
696.0. C.3  Administrative  Building  Code  on  condition 
that  the  cap  bear  a  label,  permanently  affixed,  reading, 
“Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number 
36-63-SM”. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


75-63-SM 

APPLICANT — United  States  Plywood  Corporation, 
owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Committee 
on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
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Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
75-63-SM — United  States  Plywood  Corp.,  New  York, 
filed  an  application  for  approval  of  the  material  known 
as  U.S.  Plywood  1%  Hour  Weldwood  Fire  Door  under 
the  provisions  of  C26-610.0  Administrative  Building 
Code. 

USE:  One  and  one  half  hour  fire  resistive  opening 
protective  assembly. 

DESCRIPTION:  The  door  is  a  single  swing  wood 
composite  fire  door  intended  for  openings  4'-0"  x  7'-0" 
and  is  1%"  in  thickness.  The  door  incorporates  in¬ 
combustible  core,  fire  retardant  treated  edge  banding 
and  untreated  wood  face  veneers.  The  hardware  consists 
of  three  444"  high  full  mortise  type  hinges  and  cylindrical 
type,  single,  point  latch  having  a  latch  bolt  which 
projects  %"  from  its  face. 

The  construction  is  in  compliance  with  details  given 
in  Underwriters  Laboratories  Report  R  2876-32  which 
is  on  file  with  and  is  part  of  the  record. 
INSPECTION  AND  TEST:  A  door  constructed  as 
herein  described  was  tested  at  the  Underwriters 
Laboratories  in  accordance  with  the  requirements  of 
C26-610.0  Administrative  Building  Code  and  successfully 
met  the  requirement  of  a  one  and  one  half  hour  fire 
resistive  opening  protective  assembly.  The  report  is  on 
file  with  and  is  part  of  the  record. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  material  known  as  U.S. 
Plywood  1%  Hour  Weldwood  Fire  Door  for  use  in 
New  York  City  as  a  one  and  one  half  hour  fire  resistive 
protective  assembly  as  having  met  the  requirements 
of  C26-610.0  Administrative  Building  Code  on  condi¬ 
tion  that  the  door  is  constructed  as  herein  described 
and  installed  with  steel  bucks  and  in  accordance  with 
the  Underwriters  Report  R  2876-32,  and  further  that 
the  requirements  of  the  Rules  of  the  Board  covering 
Inspection  of  Opening  Protective  Assemblies  is  complied 
with. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


106-63-SM 

APPLICANT — William  Wallace  Company,  owner. 
APPEARANCES— 

For  Applicant:  H.  E.  Sweatt. 

ACTION  OF  BOARD — Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  the  Com¬ 
mittee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads. 
106-63-SM — William  Wallace  Company,  Belmont,  Cali¬ 
fornia,  filed  for  approval  of  the  material  known  as 
William  Wallace  Vent  Cap  (Belmont  Top)  under  the 
provisions  of  C26-696.0.  C.3  Administrative  Building 
Code. 

USE:  Vent  termination  for  Type  B  gas  vents. 


DESCRIPTION :  The  cap  in  size  3"  to  12"  I.D.  is 
made  of  0.018  aluminum  except  for  the  band  which  is 
0.016  galvanized  steel. 

INSPECTION  AND  TEST:  Details  of  construction 
were  examined  by  Assistant  Engineer  John  A.  Darts. 
The  cap  has  been  approved  by  the  Underwriters  Labo¬ 
ratories  under  File  MH  2848.  The  applicant  has  sub¬ 
mitted  a  report  of  test  conducted  by  Smith-Emery  Co. 
to  show  that  the  cap  complies  with  the  requirements 
of  the  City  of  Los  Angeles.  The  complete  report  is 
on  file  with  and  is  part  of  the  record. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  material  known  as 
William  Wallace  Vent  Cap  (Belmont  Top)  when 
constructed  as  herein  described  and  in  accordance  with 
Drawing  25-20SA  which  is  on  file  with  and  is  part 
of  the  record  for  voluntary  use  in  New  York  City  as 
a  vent  cap  as  permitted  under  C26-696.0.C.3  Ad¬ 
ministrative  Building  Code  on  condition  that  the  cap 
bear  a  label,  permanently  affixed,  reading,  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Calendar  Number  106-63-SM”. 

(Sgd.)  William  A.  Nolan, 

Director 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


183-63-SM 

APPLICANT — Kravet  Fabrics,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  THE  BOARD — Material  approved  in 
accordance  with  the  report  and  recommendation  of 
Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  . . .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
183-63-SM — Kravet  Fabrics  Incorporated,  New  York 
City,  filed  for  approval  of  the  material  known  as  Kravet 
Patterns  6230'  and  6165  under  the  provisions  of  the 
Flameproofing  Rules  of  the  Board. 

USE:  Flameproof  fabrics  to  be  used  in  places  of  public 
assembly. 

DESCRIPTION:  The  fabrics  are  manufactured  of 
Rovana  and  Verel,  both  synthetic  fibres,  the  Rovana 
being  manufactured  by  Dow  Chemical  and  the  Verel 
by  Eastern  Chemical.  The  pattern  numbers  refer  to 
the  finish  design  pattern. 

INSPECTION  AND  TEST:  Samples  of  both  patterns 
were  tested  at  Better  Fabrics  Testing  Bureau  and 
the  results  showed  that  there  was  no  flashing,  flaming 
or  glow  in  the  Pattern  6165.  There  was  no  flashing, 
an  average  of  1  second  flaming  and  2.7  seconds  of 
glow;  all  well  within  the  Flameproofing  Requirements, 
on  the  Pattern  6230.  The  complete  reports  are  on  file 
with  and  are  part  of  the  record. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  material  known  as 
Kravet  Patterns  6230  and  6165  for  voluntary  use  in 
New  York  City  as  a  drapery  fabric  for  use  in  places 
of  public  assembly  and  special  occupancy  structures 
under  the  provisions  of  09-161.1  Administrative  Code 
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on  condition  that  all  installations  comply  with  the 
requirements  of  the  Rules  of  the  Board  adopted  under 
Calendar  Number  294-40-SR  covering  Flameproof  Fab¬ 
rics,  and  further  that  all  cartons  in  which  the  material 
is  marketed  shall  be  labeled,  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  183-63-SM  . 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 

John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 

report. 


211-63-SM 

APPLICANT — W.  R.  Hedrick  for  Hart  and  Cooley 
Manufacturing  Company,  owner. 

APPEARANCES— 

For  Applicant:  Richard  C.  Smeenge.  _ 

ACTION  OF  BOARD:  Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Committee 
on  Test. 

THE  VOTE—  .  .  _  „ 

Affirmative:  Chairman  Foley,  Commissioner  box,  Com¬ 
missioner  Becker  and  Commissioner  Klein  — •••••••  4 

Negative:  Vice  Chairman  Kleinert  . . . .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
211-63-SM— Hart  and  Cooley  Manufacturing  Company, 
Holland,  Michigan,  filed  for  approval  of  the  material 
known  as  Metlcap  3RC,  4RC,  5RC,  6RC  and  10RC  under 

-  •  r'9A_^OA_n  r  X  Administrative  BuildinST 
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184-63-SA 

APPLICANT — Acme  National  Refrigeration  Company, 
Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Committee 
on  Test. 

T  H  E  V  O  T  E 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Comissioner  Becker  and  Commissioner  Klein .  4 

Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION—  .  .  , 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
184-63-SA— Acme  National  Refrigeration  Company,  inc., 
New  York,  filed  for  approval  of  the  appliance  known 
as  the  Acme  Ice  Cube  Maker  1CM63  under  the  provi¬ 
sions  of  Article  18,  Chapter  19,  Administrative  Code. 

USE:  Ice  cube  maker. 

DESCRIPTION:  The  appliance  is  a  small  electric 
freezer  for  manufacturing  ice  cubes. 

The  water  enters  the  ice  cube  maker  unit  through 
a  2"  air  gap.  The  maximum  number  of  cubes  that  can 
be  made  at  one  time  is  60,  and  as  soon  as  the  60  cubes 
are  frozen,  the  freezer  automatically  cuts-off. 

The  compressor  used  in  the  freezer  section  is  a 
y6  H.P.  Tecumseh  and  the  refrigerant  is  6  ozs.  ot  K  1Z. 
INSPECTION  AND  TEST:  Details  of  construction 
were  examined  by  Assistant  Engineer  John  A.  Darts. 
The  appliance  has  been  approved  by  the  Underwriters 
Laboratories  under  SA  3889,  a  copy  of  the  approval 
is  on  file  with  and  is  part  of  the  record. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  appliance  known  as 
Acmei  Ice  Cube  Maker  1CM63  for  voluntary  use  in 
New  York  City  when  installed  in  accordance  with  the 
requirements  of  Article  18,  Chapter  19,  Administrative 
Code,  and  further  that  all  electrical  work  shall  comply 
with  the  requirements  of  the  Electrical  Code  of  the 
City  of  New  York  and  each  appliance  shall  bear  a  label, 
permanently  affixed,  reading,  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  184-63-SA”. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


Code.. 

USE:  Vent  termination  for  Type  B  gas  vents. 
DESCRIPTION:  The  caps  consists  of  the  following 

assemblies:  . 

Connecting  collar  made  of  either  .018  aluminum 
coated  steel  or  .020"  aluminum,  this  collar  engages  the 
male  end  of  the  top  pipe  with  a  IW  lap  joint.  Lock  ring 
fabricated  into  a  rigid  rolled  shape  from  .018"  steel. 
Body  fabricated  from  .025"  aluminum.  Brackets,  attached 
to  body  to  support  the  dome,  fabricated  „  from  .  .040" 
aluminum.  The  dome  is  fabricated  from  .025  aluminum. 
INSPECTION  AND  TEST:  Details  of  construction 
were  examined  by  Assistant  Engineer  John  A.  Darts. 
The  applicant  has  submitted  a  report  of  test  conducted 
by  Smith  Emery  Co.  to  show  that  the  cap  complies 
with  the  requirements  of  the  City  of  Los  Angeles. 
The  complete  report  is  on  file  with  and  *s  part  of  the 
record. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  material  known  as 
Metlcap  3RC,  4RC,  5RC,  6RC  and  10RC  Vent  Cap 
when  constructed  as  herein  described  and  in  accordance 
with  Drawings  9978-A  and  10091-A  which  are  on  file 
with  and  are  part  of  the  record,  for  voluntary  use  in 
New  York  City  as  a  vent  cap  as  permitted  under  C26- 
696.0.C.3  Administrative  Building  Code  on  condition 
that  the  cap  bear  a  label,  permanently  affixed,  reading, 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Calendar  Number  211- 
63-SM”. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


355-63-SA 

APPLICANT — Mitchell  Dairies,  Incorporated  for  C.  S. 
Y.  Turbo  Refrigerating  Company,  owner;  Wisner 
Manufacturing  Company,  and  David  Snow,  agents. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Committee 
on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
3S5-63-SA — C.S.Y.  Turbo  Refrigerating  Co.,  Chicago, 
Illinois,  filed  for  approval  of  the  appliance  known  as 
Turbo  Plate  Ice  Maker  Model  BF-16  SC  under  the 
provisions  of  Chapter  19,  Article  18,  Administrative 
Code  and  the  Submerged  Inlet  Rules  of  the  Board. 
USE:  Ice  making  machine. 

DESCRIPTION:  In  operation,  the  ice  is  formed  on 
plate,  or  as  it  is  called  the  Tubed  Sheet  Evaporator, 
with  gravity  fed  water  and  the  ice  is  harvested  by 
gravity  fed  pure  tap  water  flowing  on  the  back  sides 
of  the  plate.  The  ice  remains  dry,  drops  by  gravity,  is 
cracked  and  binned. 

Phe  thickness  of  the  ice  is  controlled  by  a  timer 
and  ranges  in  thickness  from  %"  to  %"  and  when  the 
ice  is  formed,  the  unit  goes  on  “water  defrost”  and 
when  this  occurs  the  ice  sheet  is  loosened  and  drops 
to  the  bin.  When  the  ice  is  cut,  the  ice  passes  over 
an  expanded  metal  trough  through  which  small  particles 
of  ice  and  any.  moisture  drops.  This  trough  contains  a 
heater  pipe  which  melts  any  accumulation  and  keeps  the 
trough  clear. 

The  compressor  is  a  40  H.P.  coupled  and  are  Worth¬ 
ington  heavy  duty  and  the  drive  with  a  coupling  of 
the  spline  inter  gear  type.  This  permits  removal  of 
either  the  drive  motor  or  compressor  without  disturb¬ 
ing  the  other. 

The  refrigerant  charge  is  36  lbs.  of  R.  22  and  the 
condenser-receiver  is  equipped  with  a  relief  valve  set 
m  accordancewith  Article  18,  Chapter  19  Administrative 
Code. 

INSPECTION  AND  TEST:  Details  of  construction 
were  examined  by  Assistant  Engineer  John  A.  Darts. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  appliance  known  as 
Turbo  Plate  Ice  Maker  Model  BP-1'6  SC  for  voluntary 
use  in  New  York  City  when  installed  in  accordance  with 
the  requirements  of  Article  18  Chapter  19  Administrative 
Code,  and  when  installed  with  an  approved  vacuum 
breaker  and  check  valve  and  further  that  the  electrical 
work  shall  comply  with  the  requirements  of  the  Electrical 
Code  of  the  City  of  New  York,  and  the  appliance  bear 
a  label,  permanently  affixed,  reading,  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  355-63-SA”.  And  further 
that  all  waste  shall  be  discharged  in  a  legal  manner  in 
accordance  with  the  Administrative  Building  Code. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenariic, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


374-63-SM 

APPLICANT  —  General  Products 
owner;  F.  C.  McGready,  agent. 
APPEARANCES— 

For  Applicant:  Frank  C.  McGready. 


Company, 


Inc., 


ACTION  OF  BOARD — Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Committee 
on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox, 
Commissioner  Becker  and  Commissioner  Klein....  4 
Negative:  Vice  Chairman  Kleinert  _  1 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
374-63-SM — General  Products  Company,  Inc.,  Fredericks¬ 
burg,  Va.,  filed  for  approval  of  the  material  known 
as  Air-Jet  Jet  Cap  under  the  provisions  of  C26-696.0  C3 
Administrative  Building  Code. 

USE:  Vent  termination  for  Type  B  gas  vents. 

DESCRIPTION:  The  caps  range  in  size  from  3"  to 
12  ,  are  manufactured  of  .025"  and  .032"  aluminum  with 
aluminized  steel  supporting  struts. 

INSPECTION  AND  TEST:  Details  of  construction 
were  examined  by  Assistant  Engineer  John  A.  Darts. 
The  cap  has  been  approved  by  the  Underwriters  Labo¬ 
ratories  MH  6512  A.  The  applicant  has  submitted  a 
report  of  test  conducted  by  Smith  Emery  Co.,  to  show 
that  the  cap  complies  with  the  requirements  of  the 
City  of  Los  Angeles.  The  complete  report  is  on  file 
with  and  is  part  of  the  record. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  material  known  as  Air- 
Jet  Jet  Cap  when  constructed  as  herein  described  for 
voluntary  use  in  New  York  City  as  a  vent  cap  as 
permitted  under  C26-696.0.C.3  Administrative  Building 
Code  on  condition  that  the  cap  bear  a  label,  permanently 
affixed,  reading,  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  374-63-SM”. 

(Sgd.)  Solomon  Sheer, 

Acting  Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenariic, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


635-61-A 

APPLfCANT-George  Fuchs  for  Estate  of  Jacob  Bernstein 
(Shirley  Blau,  Executrix),  owner. 

Application  May  8,  1961 — Appeal  from  an  or¬ 
der  and  a  decision  of  the  Fire  Commissioner  re — sprinkler 
decision  of  Borough  Superintendent  re — egress 
PR§MI^?  AFFECTED — 40  Great  J ones  StreeTnorth 
side,  2o0  feet  east  of  Lafayette  Street,  Block  531,  Lot  51, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Goerge  Fuchs. 

For  Administration :  Lieut.  John  P.  Manf  redi  Fire  Dent 

TH?  VOTE-  BOARD-APPeal  panted  on’  condS 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klein¬ 
ert,  Commissioner  Fox,  Commissioner  Becker  and 

Commissioner  Klein  _ _ _ _ _ _  c 

Negative :  .  . . . .  a 

THE  RESOLUTION—  . . * . * . . ~  U 

WHEREAS,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  19,  1961  and  May  3,  1961  on  Violation 
Order  No.  487126,  reads: 

1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  building. 

Chapter  C19-161.0  Administrative  Code  ” 

and 

ioSrH,?RE^S,’  the  Board  at  its  Public  hearing  of  May  21, 
1963  allowed,  the  applicant  to  include  objection  of  the  Bor- 

A°ngA  Srperoo^nlent  Manhattan,  dated  May  16,  1963  on 
Ait.  Applic.  2253-61,  which  reads  as  follows : 

1.  A  fire  escape  shall  not  be  accepted  as  a  required  means 
of  egress  under  section  271  of  Labor  Law  in  a  build¬ 
ing  exceeding  6  stories  in  height.  Proposed  exist  is 
also  contrary  to  rule  1.0  of  the  Board  of  Stand  ” 

and 

WHEREAS,  the  premises  was  inspected  by  a  committee 
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of  the  Board  which  recommended  granting  the  appeal  under 

iiiMSIsSlii 

61°bTlndSi?hernebyndis  modified  and  that  the  appeal  be  and 
ft hereby is  granted  on  condition  that  the  buddmgshaUcon- 
orm  to  drawings  field  with  this  application  dated  May  8, 

egress  from  the  fire  escape. 

APPLICANT— Samuel  Rosenblum  for  24-26  Harrison  St. 
QTmiFrT10An0nUcation  May  23,  1961-Appeal  from  an 

^ border ^  ncTa^ ieciskm.0 of  the  Fire  Commissioner  re-sprink- 

ppfmiIts'  AFFECTED— 24-26  Harrison  Street,  north 
side  47  feet  10%  inches  east  of  Greenwich  Street,  oc 
181  Lot  41,  Borough  of  Manhattan 

appearances— 

f£  iPdPSJoreLku0t?ejS  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

T  AffiSv’C  Chairman  Foley,  Vice  Chairman  Kleinert 

and  Commissioner  Becker  . .  ^ 

Negative:  Commissioner  Fox  . """"""  1 

Absent :  Commissioner  Rlein  . 

IrlfSi?  iti 

OpreevidNe°an0awro»edS  automatic  dry  sprinkler  system 
throughout  the  entire  building 
Chapter  C19-161.0  Adm.  Code. 

iSfwhS  r=ndel  appeaTuS 

on  condition  that  the  building  shall  conform  to q  dra^irgS 
filed  with  this  application  dated  May  7,  1963,  one  sneer, 
and  that  a  thermostatic  fire  alarm  system  with  cen  tal  of¬ 
fice  connection  shall  be  installed  throughout  the  building. 

844-61-A 

APPLICANT— S.  Mantis  and  Company,  Incorporated,  les¬ 
see  •  Mary  A.  L.  DeMerlemont  Est.,  owner. 

SUBJECT— Application  June  6,  1961— Appeal  from  an 

^  order  and  a  decision  of  the  Fire  Commissioner  re— spnnk- 

P  REMISES  AFFECTED— 558  Broadway  east  side,  97.11 
feet  south  of  Prince  Street,  94-96  Crosby  Street,  Bloc 
497,  Lot  15,  Borough  of  Manhattan. 

APPEARANCES—  ,  _  , . T 

For  Applicant:  Hyman  A.  Hochman  and  Gerald  Levy. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOAD — Appeal  granted  on  condition. 

THE  VOTE _ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein 
Negative:  Commissioner  Fox  -  1 


THE  RESOLUTION—  .  .  ,  .  r 

WHEREAS,  the  order  and  decision  of  the  Fne  Commis¬ 
sioner,  dated  March  23,  1961  on  Violation  Order  No.  499372 

read.s  i  •  • 

“1.  Provide  an  approved  automatic  sprinkler  system  in 

cellar.” 

and 

WHEREAS,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  granting  the  appeal  under 
certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  23,  1961,  acting  on  Viol.  Order  No 
499372,  Objection  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  conform  to  drawings  filed  with  this  ap¬ 
peal  dated  May  10,  1963,  4  sheets ;  and  that  a  thermostatic 
fire  alarm  system  with  central  office  connection  shall  be  in¬ 
stalled  in  the  cellar  of  the  building. 


891-61-A  a 

APPLICANT — John  H.  Thatcher  for  Y.M.C.A.  of  Greater 

New  York,  owner.  . 

SUBJECT— Application  June  5,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 95-103  Meserole  Avenue  1050- 
1060  Lorimer  Street,  northeast  corner,  Block  2596,  Lx>t  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  H.  Thatcher 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

VOTE _ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  n 

Negative :  - - - - 

THE  RESOLUTION—  .  .  .  _ 

WHEREAS,  the  order  and  decision  of  the  hire  Commis¬ 
sioner,  dated  January  17,  1961  and  May  9,  1961  on  Order 

No.  0276-1,  reads :  .  ,  , 

“1.  Extend  existing  sprinkler  system  to  include  coverage 
of  3rd  and  4th  floor  corridors,  09-161.0,  Admin. 

Code.” 

and 

WHEREAS,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  granting  under  certain 
conditions. 

Resolved ,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  17,  1961  and  May  9,  1961  acting  on 
Order  #0276-1  Objection  No.  1,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  building  shall  conform  to  drawings  filed  with 
this  appeal  dated  June  5,  1961,  6  sheets;  and  that  the  present 
interior  fire  alarm  system  shall  have  a  central  office  con¬ 
nection. 

893-61-A 

APPLICANT— Daub  and  Daub  for  Muriel  Weinstein  and 
Dorothy  F.  Kempner,  owners. 

SUBJECT— Application  June  8,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re— sprink¬ 
ler  system. 

PREMISES  AFFECTED— 298  Broadway,  east  side,  73.0 
%  feet  south  of  Duane  Street,  Block  154,  Lot  5,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Gerald  M.  Daub. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  _  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
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Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  _ _ _ _  0 

THE  RESOLUTION— 

WHEREAS,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  24,  1961  and  June  2nd,  1961  on  Vio¬ 
lation  Order  No.  494436,  reads  : 

“1.  You  are  hereby  ordered  to  provide  an  approved  auto¬ 
matic  sprinkler  system  throughout  the  premises  of  298 
Broadway  including  the  cellar  and  sub-cellar  by  order 
of  the  Fire  Commissioner  pursuant  to  Authority  of 
Chap.  19-161.  of  the  Administrative  Code.” 

and 

WHEREAS,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  granting  under  certain 
conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  24,  1961  and  June  2,  1961,  acting  on 
Viol.  Order  #494436,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  .this  appeal  dated  June  8,  1961,  13  sheets;  on  further 
condition  that  the  occupancy  shall  be  limited  to  one  tenant 
per  floor ;  that  a  thermostatic  fire  alarm  system  with  central 
office  connection  shall  be  installed  throughout  the  building; 
and  that  the  perforated  pipe  system  shall  be  maintained  in 
the  cellar  and  subcellar  to  the  satisfaction  of  the  Fire  Com¬ 
missioner. 


894-61-A 

APPLICANT — Daub  and  Daub  for  Twenty  Fulton  Street, 
Corporation,  owner. 

SUBJECT— Application  June  8,  1961 — Appeal  from  an  or¬ 
der  and  a  decision  of  the  Fire  Commissioner  re — sprinkler 
system. 

PREMISES  AFFECTED — 20  Fulton  Street,  196-198  Front 
Street,  southwest  corner,  Block  74,  Lot  23,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Gerald  M.  Daub. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
\CTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  . . . . . . .  5 

Negative :  _ _ _ _ J’ _ ™  0 


THE  RESOLUTION— 

WHEREAS,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  16,  1961  on  Violation  Order  No.  484944, 
reads : 

‘  1.  Install  approved  automatic  sprinkler  system  through¬ 
out  building  in  accordance  with  09-161.0  of  Admin¬ 
istrative  Code.” 

and 

WHEREAS,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  granting  under  certain 
conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  16,  1961,  acting  on  Viol.  Order  #484944, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  filed  with  this  appeal 
dated  June  8,  1961,  3  sheets;  and  that  an  approved  automatic 
fire  alarm  system  with  central  offiffice  connection  shall  be  in¬ 
stalled  throughout  the  building. 


896-61-A 

APPLICANT — Hudson  and  Manhattan  Railroad  Company 
(Herman  T.  Stichman,  Trustee),  owner. 

SUBJECT — Application  June  9,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — sprink¬ 
ler  system. 


PREMISES  AFFECTED — 54-56  Dey  Street,  north  side, 
74.1  feet  east  of  Greenwich  Street,  Block  81,  Lot  12,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  L.  Robert  Driver,  Jr. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative :  _ * _ . _ _  0 

THE  RESOLUTION— 

WHEREAS,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  7,  1961  and  May  12,  1963  on  Viola¬ 
tion  Order  No.  489287,  reads : 

“1.  Provide  approved  automatic  sprinkler  system  through¬ 
out  the  building. 

Chapter  09-161. 0  Administrative  Code.” 

and 

WHEREAS,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  granting  the  appeal  under 
certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  7,  1961  and  May  12,  1963,  acting  on 
Viol.  Order  #489287,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  appeal  dated  June  9,  1961,  8  sheets;  that  the 
sprinkler  system  shall  be  maintained  in  the  cellar  storage 
areas  to  the  satisfaction  of  the  Fire  Commissioner;  that  an 
approved  automatic  fire  alarm  system  with  central  office 
connection  shall  be  installed  throughout  the  building;  and 
that  sprinkler  heads  off  the  domestic  water  supply  shall  be 
provided  in  the  carpenter  shop  on  the  third  floor. 


1359-61-A 

APPLICANT — Hurley  and  Hughes  for  Hattie  Abraham, 
owner. 

SUBJECT — Application  August  17,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — sprink- 
ler  system. 

PREMISES  AFFECTED— 131  Essex  Street,  114  Riving- 
ton  Street,  northeast  corner,  Block  411,  Lot  68,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Frank  Farinella. 

For  Administration  :  Lieut.  John  P.  Manfredi,  Fire  Dept. 


ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  _ _ _ _  0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

THE  RESOLUTION— 


_  WHEREAS,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  20,  1961  and  July  18,  1961  on  Viola¬ 
tion  Order  No.  489163,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  entire  building. 

Chapter  C19-161.0  Administrative  Code.” 
and 

WHEREAS,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  occupancy  and 
the  conditions  found  at  the  building. 

_  Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  20,  1961  and  July  18,  1961,  acting  on 
Viol.  Order  #489163,  Objection  No.  1,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


1736-61-A 

APPLICANT — Philip  P.  Agusta  for  Clara  Strocchia,  own¬ 
er. 
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SUBJECT — Application  November  21,  1961 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re — storage  of 
non-combust.  in  frame  building. 

PREMISES  AFFECTED — 66  Jackson  Street,  south  side, 
150  feet  east  of  Lorimer  Street,  Block  2747,  Lot  12,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES—  _ 

For  Applicant:  Philip  P.  Agusta. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  . - .  5 

Negative:  _ _ _ _ _  0 

THE  RESOLUTION— 


WHEREAS,  the  decision  of  the  Borough  Superintendent, 
dated  April  12,  1963  on  Alt.  Applic.  2861-61,  reads : 

“1.  Proposed  change  of  use — a  frame  building  from  resi¬ 
dence  to  commercial  occupancy  is  contrary  to  4.2.1  of 
the  Building  Code.” 

WHEREAS,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  12,  1963,  acting  on  Alt.  Applied  2861/61,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  conform  to  drawings  filed  with  this  appeal,  dated  No¬ 
vember  21,  1961,  5  sheets;  and  that  an  automatic  sprinkler 
system  shall  be  installed  throughout  the  first  floor. 


191-62-A 

APPICANT — Henry  Sandig  for  220  East  50th  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  February  23,  1962 — Appeal  from  a 
decision  of  the  Borough  Superintendent;  re  Tutoring 
Studios. 

PREMISES  AFFECTED — 220  East  50th  Street,  south 
side,  213  feet  IV2  inches  east  of  Third  Avenue,  Block  1323, 
Lot  41,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Henry  Sandig  and  Frank  A.  Wortmann. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  . .  4 

Negative:  Vice  Chairman  Kleinert  . . . . .  1 

THE  RESOLUTION— 


WHEREAS,  the  decision  of  the  Borough  Superintendent, 
dated  February  15.  1962  on  Alt.  Applic.  2144-61,  reads: 

“1.  Tutoring  studies  is  a  public  use  and  is  not  permitted 
above  second  story  as  per  C26-254.0  A.C.” 

and 

WHEREAS,  the  premises  was  inspected  by  a  commit¬ 
tee  of  the  Board  which  recommended  granting  the  appeal 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  February  15,  1962,  acting  on  Alt.  Applic.  2144-61, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  filed  with  this  appeal 
dated  May  7,  1963,  10  sheets ;  on  further  condition  that  a 
fire  escape  with  a  drop  ladder  at  the  first  story  shall  be 
constructed  on  the  front  of  the  building;  and  that  a  sprink¬ 
ler  system  with  central  office  connection  shall  be  installed 
throughout  the  halls  and  stair  halls. 


212-62-A 

APPLICANT — Charles  M.  Spindler  for  Henrietta  E. 
Logeman,  owner. 

SUBJECT — Application  February  27,  1962 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re — egress,  Ceil¬ 
ings,  door  etc. 


PREMISES  AFFECTED — 633  Bergen  Street,  north  side, 

95  feet  west  of  Vanderbilt  Avenue,  Block  1137,  Lot  59, 

Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - -  5 

Negative:  . .  0 

THE  RESOLUTION— 

WHEREAS,  the  decision  of  the  Borough  Superintendent, 
dated  February  8,  1962  on  Alt.  Applic.  2187-61,  reads: 

“1.  Provide  2  legal  means  of  egress  directly  to  street  from 
1  and  2  floor  as  per  sec.  270  of  the  Labor  Law. 

2.  Ceilings  of  1  and  2  floor  to  be  fire-retarded  as  per  Sec. 
272  of  the  Labor  Law. 

3.  Door  swinging  into  adjacent  property  is  an  encroach¬ 
ment  on  the  adjacent  property  and  therefore  not  ac¬ 
ceptable.” 

and 

WHEREAS,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  Borough  Superintendent, 
dated  February  8,  1962,  acting  on  Alt.  Applic.  2187-61,  Ob¬ 
jection  Nos.  1,  2  and  3,  and  that  the  appeal  be  and  it  hereby 
is  granted,  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  February  27,  1962,  3 
sheets ;  that  a  one  hour  fire  retarded  ceiling  shall  be  pro¬ 
vided  over  the  first  floor ;  and  that  the  doors  between  the 
factory  and  the  stair  hall  on  the  first  floor  shall  be  fireproof 
self-closing. 


326-62-A 


APPLICANT — Abraham  Grossman  for  217  Centre  Corpor¬ 
ation,  owner. 

SUBJECT — Application  April  5,  1962 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner,  re — sprink¬ 
ler  system,  and  a  decision  of  the  Borough  Superintendent, 
re —  second  means  of  egress. 

PREMISES  AFFECTED— 217-219  Centre  Street,  west 
side,  80  feet,  1  inch  south  of  Grand  Street,  Block  234, 
Lot  15,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Abraham  Grossman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant  as  to  the  order  and  decision  of  the  Fire 
Commissioner,  dated  December  27,  1960  and  March  14, 
1962,  acting  on  Violation  Order  No.  426627,  Objection 
No.  1. 
and 

Appeal  granted  on  condition  as  to  decision  of  the  Bor¬ 
ough  Superintendent. 


THE  VOTE — To  withdraw  on  order  and  decision  of  the 
Fire  Commissioner. 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ 5 

Negative:  _ 0 

THE  VOTE — To  grant  decision  of  the  Borough  Superin¬ 
tendent. 

Affirmative :  Chairman  Foley,  Vice  Chairman  Klein¬ 
ert,  Commissioner  Fox,  Commissioner  Becker  and 

Commissioner  Klein  _ _  5 

Negative :  _ _ _ 0 

THE  RESOLUTION— 

WHEREAS,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  December  27,  1960  and  March  14,  1962  on  Vio¬ 
lation  Order  No.  426627,  reads : 
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“1.  Pursuant  to  the  authority  of  Fire  Commissioner  and 
by  virtue  of  Sec.  09-161.0  of  the  Adm.  Code  you  are 
hereby  ordered  to  provide  an  approved  automatic 
sprinkler  system  throughout  the  entire  building.” 

and 

WHEREAS,  the  decision  of  the  Borough  Superintendent, 
dated  March  8,  1962  on  Alt.  Applic.  1484-61,  reads : 

“C-l  Provide  2  required  means  of  egress  as  per  Sec.  271 
of  Labor  Law.  Outside  fire-escape  on  a  building  more 
than  6  stories  in  height  is  not  acceptable  as  a  required 
means  of  egress.” 

and 

WHEREAS,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  Borough  Superintendent, 
dated  March  8,  1962,  acting  on  Alt.  Applic.  1484-61,  Ob¬ 
jection  No.  C-l,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  April  5,  1962,  10 
sheets ;  on  further  condition  that  the  proposed  fire  escape 
shall  be  constructed  between  this  building  and  the  building 
at  153  Lafayette  Street  in  accordance  with  the  drawings ; 
that  both  buildings  shall  be  sprinklered  throughout;  and 
that  both  buildings  shall  remain  in  the  same  ownership. 


327-62-A 

APPLICANT — Abraham  Grossman  for  217  Centre  Cor¬ 
poration,  owner. 

SUBJECT — Application  April  5,  1962 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner,  re — 
Sprinkler  System  and  a  decision  of  the  Borough  Superin¬ 
tendent,  re —  second  means  of  egress. 

PREMISES  AFFECTED — 153-155  Lafayette  Street,  south 
side,  80  feet,  1  inch  south  of  Grand  Street,  Block  234,  Lot 
15,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Abraham  Grossman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant  as  to  the  order  and  decision  of  the  Fire 
Commissioner,  dated  January  6,  1961  and  March  9,  1962, 
acting  on  Violation  Order  No.  482824,  Objection  No.  1. 
i  and 

Appeal  granted  on  condition  as  to  decision  of  the  Bor¬ 
ough  Superintendent. 

THE  VOTE— To  withdraw  on  order  and  decision  of  the 
Fire  Commissioner. 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . 5 

Negative :  _ 0 

THE  VOTE — To  grant  decision  to  the  Borough  Superin¬ 
tendent. 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . 5 

Negative:  . 0 

THE  RESOLUTION— 

.  WHEREAS,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  6,  1961  and  March  9,  1962  on  Viola¬ 
tion  Order  No.  482824,  reads : 

“1.  Pursuant  to  the  authority  of  the  Fire  Comm,  and  by 
Virtue  of  Sec.  09-161 .0  of  the  Admin.  Code,  you  are 
hereby  ordered  to  provide  an  approved  automatic 
sprinkler  system  throughout  the  entire  building.” 
and 

WHEREAS,  the  decision  of  the  Borough  Superintendent, 
dated  March  8,  1962  on  Alt.  Applic.  1483-61,  reads : 

‘‘C-l  Provide  2  required  means  of  egress  as  per  Sec.  271 
of  Labor  Law.  Outside  fire  escape  on  a  building 
more  than  6  stories  in  height  is  not  acceptable  as  a 
required  means  of  egress.” 


WHEREAS,  the  premises  were  inspected  by  a  commit¬ 
tee  of  the  Board,  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  Borough  Superintendent, 
dated  March  8.  1962,  acting  on  Alt.  Applic.  1483-61,  Ob¬ 
jection  No.  C-l,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  April  5,  1963,  10 
sheets ;  on  further  condition  that  the  proposed  fire  escape 
shall  be  constructed  between  this  building  and  the  building 
at  217  Centre  St.,  in  accordance  with  the  drawings;  that  a 
sprinkler  system  shall  be  installed  throughout  both  build¬ 
ings  ;  and  that  both  buildings  shall  remain  in  the  same  own¬ 
ership. 


1004-62-A 

APPLICANT — William  B.  Liohtner  for  Israel  Katz, 
owner. 

SUBJECT— Application  October  30,  1962 — Filed  pursuant 
to  Section  36  Art  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 1356  William  Court,  northwest 
corner  of  Right-of-Way,  Block  15622,  Lot  80,  Far  Rock- 
away,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  B.  Lichtner. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klein¬ 
ert,  Commissioner  Becker  and  Commissioner  Klein _  4 

Negative :  Commissioner  Fox  . . .  1 

THE  RESOLUTION— 

WHEREAS,  the  decision  of  the  Borough  Superintendent, 
dated  October  18,  1962  on  N.  B.  Applic.  575-62,  reads: 

“1.  The  proposed  two  story  and  cellar  frame,  two  family 
dwelling  is  not  accessible  from  and  does  not  face  upon 
a  mapped  street  and  therefore,  the  location  of  same  is 
contrary  to  Article  3,  Section  36  of  the  General  City 
Law.” 

and 

WHEREAS,  this  application  has  been  considered  by  the 
Board  which  finds  that  there  is  ground  to  grant  the  applica¬ 
tion  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  October  18,  1962,  acting  on  N.B.  Applic.  575-62,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
appeal  dated  October  30,  1962,  5  sheets  and  May  8,  1963,  one 
sheet;  that  a  sidewalk,  curb,  curb  cut  and  paving  to  the 
center  of  the  street  in  front  of  this  dwelling  shall  be  pro¬ 
vided  by  the  owner  in  accordance  with  the  Standards  of 
the  Highway  Department;  that  a  Certificate  of  Occupancy 
shall  be  obtained ;  and  that  the  wording  of  this  Resolution 
shall  appear  on  the  face  of  that  Certificate. 


1121-62-A 

APPLICANT — Reliable  Machine  Works,  Incorporated, 
lessee  for  Samuel  Friedman,  owner. 

SUBJECT — Application  December  13,  1962 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re — install  Electro- 
Static  Spray  Painting  System. 

PREMISES  AFFECTED — 230-236  Eagle  Street,  south 
side,  175  feet  west  of  Provost  Street,  Block  2506,  Lots  19 
and  21,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  E.  J.  Shapiro  and  Merwin  Lewis. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  - ♦ -  0 

THE  RESOLUTION— 

WHEREAS,  the  decision  of  the  Fire  Commissioner, 
dated  November  20,  1962  on  Account  S-635SS3,  reads : 
“Permission  to  install  a  Ransburg  No.  2  Process  Electro- 
Static  Spray  Painting  System  at  the  above  premises,  please 
be  advised  that  your  request  is  denied  for  reason  that  such 
installations  must  be  approved  by  the  Board  of  Standards 
and  Appeals  for  these  specific  premises.” 
and 

WHEREAS,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  granting  the  appeal  under 
certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  November  20,  1962,  acting  on  Acct.  S-635553,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  paints  used  in  this  process 
shall  be  those  with  a  flashpoint  of  not  less  than  100°  F.  and 
that  the  building  in  which  they  are  used  shall  conform  to 
drawings  filed  with  this  appeal  dated  April  24,  1963,  4 
sheets;  that  other  appliances  used  in  connection  with  the 
paint  spraying  system  shall  be  of  approved  types ;  and  that 
the  layout  shall  be  as  approved  by  the  Department  of 
Buildings. 

1145-62- A 

APPLICANT — Schaefer  and  Atkin  for  Phi  Epsilon  Pi 
Fraternity,  Inc.,  owner. 

SUBJECT — Application  December  27,  1962 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re — Class  4 
frame  building,  change  of  use,  live  load,  enclose  cellar 
stairs 

PREMISES  AFFECTED — 2309  Glenwood  Road,  north 
side,  100  feet  east  of  East  23rd  Street,  Block  5244,  Lot  4, 
Borough  of  Brookyn. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

For  Opposition:  Benjamin  Diamond  and  Bert  Joyce. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klein¬ 
ert,  Commissioner  Fox,  Commissioner  Becker  and 


Commissioner  Klein  _ _ _  5 

Negative:  _ _ _ 0 

THE  RESOLUTON— 


WHEREAS,  the  decision  of  the  Borough  Superintendent, 
dated  December  20,  1962  on  Alt.  Applic.  567-62,  reads: 

“1.  Propose  change  of  use  of  a  frame  dwellling  class  IV 
to  a  ‘fraternity  club’  is  contrary  to  Sec.  C26-248.0  and 
Sec.  C26-254.0  of  the  Adm.  Code. 

2.  Live  Load  for  change  of  use  from  dwelling  to  club 
contrary  to  C26-344.0  of  the  Adm.  Code. 

3.  Cellar  stair  to  be  enclosed  as  per  Sec.  6.4.1.8.1  of  the 
Adm.  Code.” 

and 

WHEREAS,  the  premises  was  inspected  by  a  committee 
of  the  Board,  additional  drawings  have  been  submitted  and 
the  committee  has  recommended  granting  under  certain  con¬ 
ditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  December  20,  1962,  acting  on  Alt.  Applic.  567-62, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  Items 
No.  2  and  3  of  the  decision  of  the  Borough  Superintendent 
shall  be  complied  with ;  on  further  condition  that  the  build¬ 
ing  shall  conform  to  drawings  filed  with  this  appeal  dated 
April  16,  1963,  2  sheets  and  June  21,  1963,  3  sheets;  that  a 
resident  caretaker  shall  occupy  the  second  floor  at  all  times  ; 
that  the  hours  of  use  by  the  fraternity  shall  be  limited  to 
11  P.M.  on  weekdays  and  12  P.M.  on  weekends;  that  the 


occupancy  shall  not  exceed  74  at  any  one  time ;  that  two 
two  and  a  half  gallon  soda  acid  fire  extinguishers  shall  be 
maintained  on  the  first  floor;  that  sprinkler  heads  shall  be 
provided  in  the  boiler  room  and  kitchen  fed  from  the  de- 
mestic  water  supply. 


218-63-A 

APPLICANT — Arthur  Levine  for  David  B.  Rosen  and 
Myrtle  Rosen  and  Dorothy  Koehl,  owners. 

SUBJECT — Application  March  13,  1963 — Review  of  De¬ 
cision  of  the  Borough  Superintendent  re — zoning  matter. 
PREMISES  AFFECTED — 1012  Nameoke  Street,  northeast 
corner  of  Cornaga  Avenue,  Block  1556,  Lot  1,  Far  Rock- 
away,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant : Arthur  Levine. 

For  Administration:  Erlin  Karlsen,  Dept,  of  Buildings. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _  5 

THE  RESOLUTION— 

WHEREAS,  the  decision  of  the  Borough  Superintendent, 
dated  March  4,  1963  on  Alt.  Applic.  1995-62,  reads : 
“lM-Proposed  use  of  existing  non-complying  open'  spaces 
for  open  parking  is  contrary  to  Sec.  11-112,  Sec.  23- 
142,  Sec.  25-64  Amended  Z.R. 

NOTE:  Only  50%  of  required  open  spaces  on  any  zoning 
lot  may  be  used  for  drive-ways  and  open  acces¬ 
sory  off  street  parking  spaces.  Sec.  25-64 
Amended  Z.R.  Min.  open  space  ratio  required  in 
an  R-5  district  is  62.0  Sec.  23-142  Z.R.” 

and 

WHEREAS,  this  application  and  the  data  submitted  have 
been  examined  by  the  Board  which  found  reason  to  grant 
the  application. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  March  4,  1963,  acting  on  Alt.  Applic.  1995-62, 
Objection  No.  1M,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  and  figures  shall  conform  to  drawings  filed  with 
this  appeal  dated  March  13,  1963,  one  sheet. 


797-61-A 

APPLICANT — Daub  and  Daub  for  W.  Wirt  Wickes  and 
Son  Incorporated,  owner. 

SUBJECT — Application  May  26,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — sprink- 
ler  system. 

PREMISES  AFFECTED — 8-10  Gouverneur  Lane,  north 
side,  60.8  feet  east  of  Front  Street,  Block  35,  Lots  11  and 
12,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant.  None. 

ACTION  OF  BOARD — Appeal  unthdrawn  at  the  request 
of  the  applicant. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  _ * _ _ _  0 


798-61-A 

APPLICANT — Daub  and  Daub  for  W.  Wirt  Wickes  and 
Son,  Incorporated,  owner. 

SUBJECT — Application  May  26,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — Sprink¬ 
ler  system. 

PREMISES  AFFECTED — 6  Gouverneur  Lane,  north  side, 
63.3  feet  west  of  South  Street,  Block  35,  Lot  10,  Bor¬ 
ough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  _ _ _  0 


274-62-A 

APPLICANT — Harry  H.  Fine  for  Active  Steel  Drum 
Company,  owner. 

SUBJECT — Application  March  27,  1962 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — dis¬ 
continue  use  of  Gas-fired  drying  ovens. 

PREMISES  AFFECTED — 52-30  34th  Street,  northwest 
corner  of  Starr  Avenue,  Block  301,  Lot  1,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative:  _ _ _ _ _  0 


608-62-A 

APPLICANT — Morris  Kweller  for  East  Park  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  June  26,  1962 — Review  of  a  deci¬ 
sion  of  the  Borough  Superintendent  re — zoning  matter. 
PREMISES  AFFECTED — 292  Livonia  Avenue,  south  side, 
25  feet  east  of  Osborn  Street,  Block  3592,  Lot  18,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Morris  Kweller. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative:  _ _ _ _ _ _ _  0 


793-62-A 

APPLICANT — Abraham  Grossman  for  New  Yorker  Tow¬ 
ers,  owners. 

SUBJECT — Application  August  10,  1962 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — sprin¬ 
kler  system,  and  decision  of  the  Borough  Superintendent 
re — live  load,  etc. 

PREMISES  AFFECTED — 481-497  Eighth  Avenue,  north¬ 
west  corner  of  West  34th  Street,  Block  758,  Lot  37,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Abraham  Grossman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE — To  withdraw. 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
and  Commissioner  Becker  . 

Negative :  Commissioner  Fox 
Absent:  Commissioner  Klein  . 


PREMISES  AFFECTED — 1011  Neilson  Street,  northwest 
comer  of  Comaga  Avenue,  Block  1556,  Lots  63  and  59, 
Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Arthur  Levine. 

For  Administration:  Erlin  Karlsen,  Dept,  of  Buildings. 
ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE — To  withdraw. 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  _  0 


WHEREAS,  the  Building  Department  has  stated  that 
their  objection  in  this  case  will  be  withdrawn; 

Resolved,  that  the  appeal  as  to  the  decision  of  the  Bor¬ 
ough  Superintendent,  dated  March  4,  1963  on  Alt.  Applic. 
477-62,  Objection  is  withdrawn. 


694-61-A 

APPLICANT — Nathan  Lubroth  for  P  and  J  Braun  Assoc. 
Incorporated,  owner. 

SUBJECT— Application  May  9,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — sprink¬ 
ler  system. 

PREMISES  AFFECTED — 36  Walker  Street,  north  side, 
50.3  feet  east  of  Church  Street,  Block  194,  Lot  14,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative  .-  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  _ _ _ _ _ _  o 


914-61-A 

APPLICANT — Joseph  Lau  for  Helen  Mazor,  owners. 
SUBJECT — Application  June  16,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — sprink¬ 
ler  system. 

PREMISES  AFFECTED — 343  Broadway,  west  side,  56 
feet  south  of  Leonard  Street,  Block  173,  Lot  29,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Marvin  J.  Hyman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  July  16,  1963,  at  2 
P.M.  for  revised  drawings  and  inspection  and  decision; 
hearing  closed. 

1332-61-A 

APPLICANT— Abraham  Grossman  for  54th  Street  Hold¬ 
ing  Corporation,  owner. 

SUBJECT— Application  August  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — sprink- 
ler  system. 

PREMISES  AFFECTED — 9-11  West  54th  Street,  north 
side,  225  feet  west  of  Fifth  Avenue,  Block  1270,  Lot  27, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  July  9,  1963,  at  2 
1  P.M.  for  drawing  to  be  submitted,  inspection  and  deci- 
1  sion;  hearing  closed. 


219-63-A 

APPLICANT — Arthur  Levine  for  David  B.  Rosen  and 
Myrtle  Rosen  and  Dorothy  Koehl,  owners. 

SUBJECT — Application  March  13,  1963 — Review  of  a  De¬ 
cision  of  the  Borough  Superintendent  re — zoning  matter. 


127-62-A 

APPLICANT — Joseph  Lau  for  Helen  Mazor,  owner. 
SUBJECT — Application  filed  January  25,  1962 — Appeal 

from  an  order  and  a  decision  of  the  Fire  Commissioner, 
re — Sprinkler  system. 


MINUTES 


PREMISES  AFFECTED— 345-347  Broadway  and  92-94 
Leonard  Street,  south  west  corner,  Block  173,  Lot  27, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Martin  J.  Hyman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD' — Laid  over  to  July  16,  1963,  at  2 
P.M.  for  revised  drawings  and  inspection  and  decision; 
hearing  closed. 


613-62-A 

APPLICANT— Albert  Melniker,  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT— Application  June  27,  1962— Med  pursuant  to 
Section  36  of  the  General  City  Law  re— erection  of  build¬ 
ing  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 28  Preston  Avenue,  southwest 
corner  of  Ogden  Street,  Block  5324,  Lot  228,  Annadale, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD— Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


614-62-A 

APPLICANT— Albert  Melniker,  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT— Application  June  27,  1962— Med  pursuant  to 
Section  36  of  the  General  Cty  Law  re— erection  of  build¬ 
ing  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 32  Preston  Avenue,  west  side, 

41.50  feet  south  of  Ogden  Street,  Block  5324,  Lot  230, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


615-62-A 

APPLICANT— Albert  Melniker,  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT— Application  June  27,  1962— Med  pursuant  to 
Section  36,  General  City  Law  re— erection  of  building  not 
fronting  on  legal  street. 

PREMISES  AFFECTED — 36  Preston  Avenue,  west  side, 

80.50  feet  north  of  Oakdale  Avenue.  Block  5324,  Lot  233, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


616-62-A 

APPLICANT — Albert  Melniker,  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT — Application  June  27,  1962— Med  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of  build¬ 
ing  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 40  Preston  Avenue,  west  side, 

41.50  feet  north  of  Oakdale  Street,  Block  5324,  Lot  234, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


617-62-A 

APPLICANT — Albert  Melniker,  for  Omnia  Properties, 
Inc.,  owner. 


SUBJECT— Application  June  27,  1962— filed  pursuant  to 
Section  36,  General  City  Law  re— erection  of  building  not 
fronting  on  legal  street. 

PREMISES  AFFECTED— 44  Preston  Avenue,  northwest 
corner  of  Oakdale  Street,  Block  5324,  Lot  236,  Annadale, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Meliker. 

ACTION  OF  BOARD— Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


618-62-A 

APPLICANT— Albert  Melniker,  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT— Application  June  27,  1962— filed  pursuant  to 
Section  36  of  the  General  City  Law  re— erection  of  build¬ 
ing  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 12  Ogden  Street,  south  side, 
100  feet  west  of  Preston  Avenue,  Block  5324,  Lot  224, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


619-62-A 

APPLICANT— Albert  Melniker,  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT— Application  June  27,  1962— filed  pursuant  to 
Section  36,  of  the  General  City  Law  re— erection  of  build¬ 
ing  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 16  Ogden  Street,  south  side, 
144  feet  west  of  Preston  Avenue,  Block  5324,  Lot  222, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD— Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


620-62-A 

APPLICANT— Albert  Melniker,  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT— Application  June  27,  1962— filed  pursuant  to 
Section  36,  General  City  Law  re— erection  of  building  not 
fronting  on  legal  street. 

PREMISES  AFFECTED— 20  Ogden  Street,  south  side, 
188  feet  west  of  Preston  Avenue,  Block  5324,  Lot  220, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


621-62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Inc.  owner. 

SUBJECT— Application  June  27,  1962— filed  pursuant  to 

Section  36  of  the  General  City  Law  re— erection  of  building 
not  fronting  on  legal  street. 

PREMISES  AFFECTED— 24  Ogden  Street,  south  side, 
232  feet  west  of  Preston  Avenue,  Block  5324,  Lot  218 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 
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625- 62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Incorporated,  owner. 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re — building 
not  facing  legal  street. 

PREMISES  AFFECTED —  7  Fingal  Street,  north  side, 

64.48  feet  west  of  Arden  Avenue,  Block  5393,  Lot  24, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Abert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 

626- 62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Incorporated,  owner. 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  facing  legal  street. 

PREMISES  AFFECTED — 11  Fingal  Street,  north  side, 

106.48  feet  west  of  Arden  Avenue,  Block  5393,  Lot  26, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 

627- 62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Incorporated,  owner. 

SUBJECT — Application  June  28,  1962— Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re — building 
not  facing  legal  street. 

PREMISES  AFFECTED — 556  Oakdale  Street,  south  side, 
66.07  feet  west  of  Arden  Avenue,  Block  5393,  Lot  13, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


628-62-A 

APPLICANT — Albert  Melniker,  (General  power  of  attor¬ 
ney  for  the  owners). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  Ant  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 560  Oakdale  Street,  south  side, 
107.07  feet  west  of  Arden  Avenue,  Block  5393,  Lot  10, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


629-62-A 

APPLICANT — Albert  Melniker,  (General  Power  of  Attor¬ 
ney  for  the  Owners). 

SUBJECT — Application  June  28,  1962 — -Filed  pursuant  to 
Section  36  Art  3  of  the  General  City  Law  re — building 
not  facing  legal  street. 

PREMISES  AFFECTED — 8  Edwin  Street,  south  side, 
61.87  feet  west  of  Arden  Avenue,  Block  5395,  Lot  14, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


630-62-A 

APPLICANT — Albert  Melniker,  (General  Power  of  Attor¬ 
ney  for  the  Owners). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
section  36  of  the  General  City  Law  re — building  not  fac¬ 
ing  legal  street. 

PREMISES  AFFECTED— 12  Edwin  Street,  south  side, 
105.87  feet  west  of  Arden  Avenue,  Block  5395,  Lot  11, 
Annadale,  Borough  of  Richmond. 

APPEARANCE— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


631-62-A 

APPLICANT — Albert  Melniker  (General  Power  of  Attor¬ 
ney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  Art  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 18  Edwin  Street,  south  side, 
145  feet  east  of  Harold  Avenue,  Block  5395,  Lot  9,  Anna¬ 
dale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


632-62-A 

APPLICANT— Albert  Melniker  for  Albert  Melniker, 
(General  Power  of  Attorney  for  the  Owner). 

SUBJECT— Application  June  28,  1962— Filed  pursuant  to 
Section  36  Art  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 22  Edwin  Street,  south  side, 
100  feet  east  of  Harold  Avenue,  Block  5395,  Lot  6,  Anna¬ 
dale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


633-62-A 

APPLICANT — Albert  Melniker  for  Albert  Melniker, 
(General  Power  of  Attorney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — -building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 26  Edwin  Street,  south  side,  55 
feet  east  of  Harold  Avenue,  Block  5395,  Lot  4,  Annadale, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


634-62-A 

APPLICANT — Albert  Melniker  (General  Power  of  Attor¬ 
ney  for  the  Owner). 

SUBJECT — Application  June  28,  1962— Filed  pursuant  to 
Section  36  Art  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 32  Edwin  Street,  southeast  cor¬ 
ner  of  Harold  Avenue,  Block  5395,  Lot  1,  Annadale,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 
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635-62-A 

APPLICANT — Albert  Melniker  (General  Power  of  Attor¬ 
ney  for  the  Owner). 

SUBJECT— Application  June  28,  1962— Filed  pursuant  to 
Section  36  Art  3  of  the  General  City  Law  re — building 
not  facing  legal  street. 

PREMISES  AFFECTED— 545  Sycamore  Street,  north 
side,  55  feet  east  of  Harold  Avenue,  Block  5395,  Lot  35, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


636-62-A 

APPLICANT — Albert  Melniker,  (General  Power  of  At¬ 
torney  for  the  Owners). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 541  Sycamore  Street,  north 
side,  102  feet  east  of  Harold  Avenue,  Block  5395,  Lot  32, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Alfred  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


637-62- A 

APPLICANT — Albert  Melniker,  (General  Power  of  At¬ 
torney  for  the  Owners). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  Art  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 537  Sycamore  Street,  north 
side,  152.36  feet  west  of  Arden  Avenue,  Block  5395,  Lot 
30,  Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — -Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


638-62-A 

APPLICANT — Albert  Melniker,  (General  Power  of  At¬ 
torney  for  the  Owners). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re — building 
fronting  legal  street. 

PREMISES  AFFECTED — 531  Sycamore  Street,  north 
side,  106.36  feet  west  of  Arden  Avenue,  Block  5395,  Lot 
27,  Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


639-62-A 

APPLICANT — Albert  Melniker,  (General  Power  of  At¬ 
torney  for  the  Owners). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  Art  3  of  the  General  City  Law  re — building 
not  fronting  on  legal  street. 

PREMISES  AFFECTED — 527  Sycamore  Street,  north 
side  60.36  feet  west  of  Arden  Avenue,  Block  5395,  Lot  25, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


640-62-A 

APPLICANT— Albert  Melniker,  (General  Power  of  At¬ 
torney  for  the  owner). 

SUBJECT— Application  June  28,  1962— Filed  pursuant  to 
Section  36  Art  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 551  Sycamore  Street,  northeast 
corner  of  Harold  Avenue,  Block  5395,  Lot  37,  Annadale, 
Borough  of  Richmond. 

APPEARANCE^ — 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


645-62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construction 
Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 124  Flagg  Place,  east  side, 
1167.58  feet  south  of  Four  Corners  Road,  Block  887,  Lot 
72,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


646-62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construction 
Corporation,  owner. 

SUBJECT— Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFF E CT ED — 1 26  Flagg  Place,  east  side, 
167.58  feet  south  of  Four  Corners  Road,  Block  887,  Lot 
71,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


647- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construction 
Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 128  Flagg  Place,  east  side, 

226.37  feet  south  of  Four  Comers  Road,  Block  887,  Lot 
70,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 

648- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construciton 
Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 130  Flagg  Place,  east  side, 

1250.37  feet  south  of  Four  Corners  Road,  Block  887,  Lot 
68,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 
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649- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construction 
Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 132  Flagg  Place,  east  side, 

1274.37  feet  south  of  Four  Corners  Road,  Block  887,  Lot 
67,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 

650- 62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construction 
Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 134  Flagg  Place,  east  side, 

1298.37  feet  south  of  Four  Corners  Road,  Block  887,  Lot 
66,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 

65 1- 62- A 

APPLICANT — Albert  Melniker  for  Winrock  Construction 
Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 136  Flagg  Place,  east  side, 

1322.37  feet  south  of  Four  Corners  Road,  Block  887,  Lot 
65,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 

652- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construction 
Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 138  Flagg  Place,  east  side, 

1346.37  feet  south  of  Four  Corners  Road,  Block  887,  Lot 
64,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


653-62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construction 
Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 140  Flagg  Place,  east  side, 

1370.37  feet  south  of  Four  Corners  Road,  Block  887,  Lot 
63,  Dongan  Hills,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


654- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construction 
Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 142  Flagg  Place,  east  side, 

1394.37  feet  south  of  Four  Corners  Road,  Block  887,  Lot 
62,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 

655- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construction 
Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 144  Flagg  Place,  east  side, 

1418.37  feet  south  of  Four  Corners  Road,  Block  887,  Lot 
61,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


656- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construction 
Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 146  Flagg  Place,  east  side, 

1442.37  feet  south  of  Four  Corners  Road,  Block  887,  Lot 
60,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 

657- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construction 
Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 148  Flagg  Place,  east  side, 

1466.37  feet  south  of  Four  Corners  Road,  Block  887,  Lot 
59,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 

658- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construction 
Corporation,  owner. 

SUBJECT— Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 150  Flagg  Place,  east  side, 

1490.37  feet  south  of  Four  Corners  Road,  Block  887,  Lot 
58,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 
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659- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construction 
Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 152  Flagg  Place,  east  side, 

1514.37  feet  south  of  Four  Corners  Road,  Block  887,  Lot 
57,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 

660- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construction 
Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 154  Flagg  Place,  east  side, 

1538.37  feet  south  of  Four  Comers  Road,  Block  887,  Lot 
56,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


66 1- 62- A 

APPLICANT — Albert  Melniker  for  Winrock  Construction 
Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 156  Flagg  Place,  east  side, 

1562.37  feet  south  of  Four  Corners  Road,  Block  887,  Lot 
55,  Dongan,  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD- — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 

662- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construction 
Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 158  Flagg  Place,  east  side, 

1586.37  feet  south  of  Four  Corners  Road,  Block  887,  Lot 
54,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


663-62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construction 
Corporation,  owner. 

SUBJECT— Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 160  Flagg  Place,  east  side, 

1610.37  feet  south  of  Four  Corners  Road,  Block  887,  Lot 
53,  Dongan  Hills,  Borough  of  Richmond. 
APPEARANCES — 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


664- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construction 
Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 162  Flagg  Place,  east  side, 

1634.37  feet  south  of  Four  Corners  Road,  Block  887,  Lot 
52,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melnicker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 

665- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construction 
Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 164  Flagg  Place,  east  side, 

1658.37  feet  south  of  Four  Corners  Road,  Block  887,  Lot 
51,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melnicker. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  further  confer¬ 
ence  with  the  Borough  Superintendent. 


263-63-A 

APPLICANT— Goldwater  and  Flynn  for  Louis  J.  Robbins 
and  Gertrude  Tamerin,  owners. 

SUBJECT — Application  March  27,  1963 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re — Class  3  con¬ 
struction  commercial  use. 

PREMISES  AFFECTED— 133-137  East  73rd  Street, 
northwest  corner  of  Lexington  Avenue,  Block  1408,  Lots 
15  and  16,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Louis  R.  Colman  and  Paul  Wechsler. 

ACTION  OF  BOARD — Laid  over  to  July  9,  1963,  at  2 
P.M.  for  applicant  to  correct  drawings  and  for  inspection 
and  possible  decision  ;  hearing  closed. 


381-63-A 

APPLICANT — James  Whitford,  Jr.  for  Gerald  Graziano, 
owner. 

SUBJECT — Application  May  2,  1963 — Filed  pursuant  to 
Section  36  Art  3  of  the  General  City  Law  re — building 
not  facing  legal  street. 

PREMISES  AFFECTED — 238  Merrill  Avenue,  south  side, 
2335.01  feet  west  of  Richmond  Avenue,  Block  2223,  Lot 
188,  Bulls  Head,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Phyllis  Bascom. 

ACTION  OF  BOARD — Laid  over  to  July  9,  1963,  at  2 
P.M.  at  request  of  the  applicant. 


361-37-BZ-Vol.  IV 

APPLICANT — Humble  Oil  and  Refining  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  May  15, 
1963 — decision  of  the  Borough  Superintendent;  previous¬ 
ly  granted  on  condition,  under  Sections  7f  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  business  use  distrct, 
for  a  term  of  twenty  years,  the  erection  and  maintenance 
of  a  gasoline  service  station,  auto  washing,  lubritorium, 
office,  sale  of  auto  accessories,  minor  repairs  with  hand 
tools  only;  and  the  continuance  of  the  present  parking  lot 
which  is  a  conforming  use — previously  denied  and  re¬ 
stored  to  the  Docket  for  new  hearing  by  order  of  the 
Court,  December  13,  1960. 
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PREMISES  AFFECTED— 91-11  Roosevelt  Avenue,  north 
side  between  91st  and  92nd  Street,  Block  1479,  Lot  38, 
Jackson  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ 5 

Negative:  _ * . . .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  IV,  on  April  18,  1961  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  May  IS,  1962;  and 
Whereas,  the  resolution  was  amended  on  July  17,  1962; 
a  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
;  hereby  amend  the  resolution  adopted  on  April  18,  1961,  as 
amended  through  July  17,  1962,  only  as  to  the  time  to  ob- 
t  tain  permits  and  complete  the  work,  so  that  as  amended  this 
i  portion  of  the  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed  within 
one  year  from  the  date  of  this  amended  resolution ;  and 
that  a  Certificate  of  Occupancy  shall  be  obtained”.  (N.B. 
773/59) 


:361-37-BZ-Vol.  IV 

APPLICANT — Humble  Oil  and  Refining  Company,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Sections 
7f  and  7i  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district,  for  a  term  of  twenty  years,  the  erection 
and  maintenance  of  a  gasoline  service  station,  auto  wash¬ 
ing,  lubritorium,  office,  sale  of  auto  accessories,  minor  re¬ 
pairs  with  hand  tools  only;  and  the  continuance  of  the 
present  parking  lot  which  is  a  conforming  use-previously 
denied  and  restored  to  the  Docket  for  new  hearing  by 
order  of  the  Court,  December  13,  1960. 

PREMISES  AFFECTED — 91-11  Roosevelt  Avenue,  north 
side  between  91st  and  92nd  Street,  Block  1479,  Lot  38, 
Jackson  Heights,  Borough  of  Queens. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant  for  the  substitution  of  a  split  sap¬ 
ling  fence  for  the  brick  wall  required  by  the  resolution. 

ITHE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  _ _ _  0 


472-37-BZ-Vol.  IV 

APPLICANT — Lama,  Proskauer  and  Prober  for  246  Sears 
Road  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution  decision  of  the  Borough  Superin¬ 
tendent;  previously  granted  on  condition;  under  Section 
7e  of  the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  reconstruction  of  an  existing  gasoline  service 
station,  lubritorium,  auto  laundry  and  office  and  extend 
the  uses  to  include  minor  auto  repairs,  sales  of  accessor¬ 
ies,  parking  and  storage  of  motor  vehicles  and  the  in¬ 
crease  of  the  area  of  the  plot,  for  a  term  of  twenty  (20) 
years. 

PREMISES  AFFECTED — 2765-2773  Cropsey  Avenue  and 

184-196  28th  Avenue,  northeast  corner,  Block  6915,  Lot  44, 
Borough  of  Brooklyn. 

APPEARANCES — 

For  Applicant:  James  E.  Vassalotti. 


ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Comissioner  Fox,  Commisisoner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  . . . .  0 

THE  RESOLUTION: 

Whereas,  this  application  was  granted  by  the  Board 
as  Vol.  IV,  on  March  14,  1961,  on  certain  conditions;  and 
Whereas,  the  resolution  was  last  amended  on  October 
10,  1961;  and 

WHEREAS,  the  time  to  obtain  permits  and  complete 
the  work  was  last  extended  on  April  30,  1963. 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution, 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  14,  1961, 
as  amended  through  April  30,  1963,  by  adding  thereto : 
“that  a  portion  of  the  existing  accessory  building  may 
be  retained  and  the  gasoline  service  station  may  be  re¬ 
constructed  substantially  as  shown  on  revised  drawings 
of  proposed  conditions  marked  Received  May  17,  1963, 
one  sheet  and  Received  June  20,  1963  one  sheet,  on 
condition  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects”. 
(N.B.  1355/60) 


929-60-BZ 

APPLICANT — Carl  H.  Salminen  for  Melvin  F.  Wolf- 
sont,  owner;  Turtle  Bay  Trading  Corporation,  lessee. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  May  22, 
1963 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7c  of  the  Zoning 
Resolution,  permitting  in  a  business  and  retail  use  district, 
the  use  of  more  than  the  permitted  5%  of  floor  area  for 
manufacturing  in  the  retail  portion  of  the  plot. 

PREMISES  AFFECTED — 150-11  14th  Avenue,  north  side, 
100  feet  east  of  150th  Street,  Block  4518,  Lot  56,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  Nelson. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative :  _ _ _  Q 


THE  RESOLUTION: 

Whereas,  this  application  was  granted  by  the  Board 
on  May  16,  1961  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  May  22,  1962;  and 

Whereas,  the  applicant  requested  a  further  extension 
of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  16,  1961,  as 
amended  on  May  22,  1962,  only  as  to  the  time  to  obtain 
permits  and  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed  within 
one  year  from  the  date  of  this  amended  resolution;  and 
that  a  Certificate  of  Occupancy  shall  be  obtained”.  (Alt. 
1836/60) 


163-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Stanton  Man¬ 
agement,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  June  5, 
1963 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7c  of  the 


817 


MINUTES 


Zoning  Resolution,  permitting  in  a  restricted  retail 
and  residence  use  district,  the  erection  and  maintenance 
of  a  retail  supermarket  with  accessory  signs  and  customer 
and  employee  parking. 

PREMISES  AFFECTED — 710  Soundview  Avenue,  north¬ 
east  corner  of  Seward  Avenue,  Block  3597,  Lots  5  and 
10,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE: 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative  :  - - -  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  May  23,  1961  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  June  5,  1962;  and 
Whereas  the  applicant  requested  a  further  extension 
of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  23,  1961,  as 
amended  on  June  5,  1962,  only  as  to  the  time  to  obtain  per¬ 
mits  and  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed  within 
one  year  from  the  date  of  this  amended  resolution ;  and 
that  a  Certificate  of  Occupancy  shall  be  obtained”.  (N.B. 
1372/60) 


167-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  L.  M.  T.  Realty 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition,  under 
Section  7e  and  21  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  D-l  area  district,  the  erection  of  a 
retail  store  and  sign,  within  the  limitations  prescribed 
for  a  local  retail  zone,  occupying  more  than  the  permitted 
area,  without  a  5  foot  side  yard  and  with  accessory 
parking  and  loading  in  required  setbacks,  all  for  a 
temporary  term  of  25  years. 

PREMISES  AFFECTED — 9520  Seaview  Avenue,  south 
side,  68  feet,  10%  inches  west  of  East  96th  Street,  Block 
8318,  Lot  6,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE: 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

THE  RESOLUTION?  ~ 

Whereas,  this  application  was  granted  by  the  Board 
on  June  27,  1961  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  July  10,  1962;  and 

Whereas,  the  applicantion  request  a  further  extension 
of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  27,  1961,  as 
amended  on  July  10,  1962,  only  as  to  the  time  to  obtain  per¬ 
mits  and  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed  within 
one  year  from  the  date  of  this  amended  resolution;  and 
that  a  Certificate  of  Occupancy  shall  be  obtained”.  (N.B. 
82/61) 


1772-61-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  H.  N.  F. 
Realty  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  June  26, 
1963 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7a  and  7c  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district, 
the  reconstruction  of  an  existing  gasoline  service  station 
with  lubrication,  non-automatic  car  wash,  office,  inspec¬ 
tion  station,  auto  repairs  with  hand  tools  only  and 
parking  of  more  than  five  motor  vehicles  with  entrance 
gate  between  gas  station  and  parking  lot. 

PREMISES  AFFECTED— 139-10  to  139-14  Springfield 
Boulevard,  southwest  corner  of  139th  Avenue,  Block 
13029,  Lot  37,  Springfield,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Leon  Komondorea. 

ACTION  OF  BOARD1 — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE: 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . 5 

Negative  :  _ _  0 

THE  RESOLUTION: 

Whereas,  the  application  was  granted  by  the  Board 
on  June  26,  1962  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  February  19, 
1963 ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  26,  1962,  as 
amended  on  February  19,  1963,  only  as  to  the  time  to  ob¬ 
tain  permits  and  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed  within 
in  one  year  from  the  date  of  this  amended  resolution;  and 
that  a  Certificate  of  Occupancy  shall  be  obtained”.  (N.B. 
5517/61) 


1746-61-BZ 

APPLICANT — Albert  Melniker  for  Glover-Hylan  Corp¬ 
oration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  May  22, 
1963 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7 A  of  the  Zoning 
Resolution,  permitting  in  a  retail  use  D  area  district, 
the  construction  of  a  retail  store  building  within  15  feet 
of  a  residence  use  district. 

PREMISES  AFFECTED— 4126  Hylan  Boulevard,  6 

Glover  Street,  southeast  corner,  Block  5310,  Lot  7,  Great 
Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE: 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ 5 

Negative :  _ 0 

THE  RESOLUTION : 

Whereas,  this  application  was  granted  by  the  Board 
on  May  22,  1962  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  22,  1962,  only 
as  to  the  time  to  obtain  permits  and  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
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MINUTES 


“that  permit  shall  be  obtained  and  work  completed  within 
one  year  from  the  date  of  this  amended  resolution;  and 
that  a  Certificate  of  Occupancy  shall  be  obtained”.  (N.B. 
1284/61) 


1930-61-BZ 

APPLICANT — Burke  and  Groh  for  Hub  Bar  Building 
Corporation,  owner;  A  and  R  Garage,  lessee. 

SUBJECT — Application  for  consideration  —  reopening 
for  amendment  of  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  7c  of  the  Zoning  Resolution,  permitting  in 
business  and  residence  use  district,  the  change  in  use 
of  an  existing  one  story  building  from  garage  to  retail 
supermarket,  locker  room  and  office. 

PREMISES  AFFECTED— 246-252  West  109th  Street, 
southwest  corner  of  Broadway,  Block  1880,  Lot  61, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Robert  T.  Groh. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE — 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  _  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  _  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  October  16,  1962,  on  certain  conditions ;  and 
Whereas,  the  applicant  requsted  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  16,  1962,  by 
adding  thereto: 

“that  in  the  event  the  owner  desires  to  eliminate  one  of 
the  stores  along  the  Broadway  frontage  and  include  this 
area  within  the  supermarket,  and  to  redesign  the  front 
of  the  building  facing  West  109th  Street,  such  changes 
shall  _  be  permitted  substantially  as  shown  on  revised 
drawings  of  proposed  conditions  marked  Received  May 
16,  1963,  2  sheets,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects”  (Alt.  2023/61) 


481-48-BZ-Vol.  II 

APPLICANT — Edward  Greenfield  for  Wingate  Service 
Station,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  20, 


1963 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  the  vacant  residence  use  district 
portion  of  a  plot  located  in  a  residence  and  unrestricted 
use  district,  on  which  is  located  a  gasoline  service  station, 
the  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 1320-1322  Atlantic  Avenue, 
south  side,  200  feet  east  of  Nostrand  Avenue  and  1315- 
1323  Pacific  Street,  Block  1201,  Lot  12,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Edward  Greenfield. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  July  23,  1963  at  10  A.M.,  to  consider  extension 
of  the  term  of  variance,  requiring  a  new  decision  of  the 
Borough  Superintendent  and  photographs,  which  have 
been  filed,  and  two  publications  in  the  Bulletin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Charman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative:  -  0 


154-57-BZ 

APPLICANT — Mazza  and  Seccia  for  Properties  of  Cen¬ 
tral  Park  South,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November 
19,  1962— decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  restricted  retail  use  dis¬ 
trict,  the  maintenance  of  a  parking  lot  for  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 33-35  West  58th  Street,  north 
side,  270  feet  east  of  Avenue  of  The  Americas,  Block  1274, 
Lots  12  and  13,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Eugene  M.  Seccia. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  July  23,  1963  at  10  A.M.,  to  consider  extension 
of  the  term  of  variance,  requiring  a  new  decision  of  the 
Borough  Superintendent  and  photographs,  which  have 
been  filed,  and  two  publications  in  the  Bulletin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ 1 _ 5 

Negative:  - - - 0 


Adjourned  3:45  P.M. 


James  P.  Mulroy,  Secretary 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each — add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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COURT  DECISION 

Matter  of  Meskouris  vs.  Foley:— On  May  15,  1962,  the  Board 
gi  anted  a  variance,  based  on  a  decision  of  the  Borough  Superin¬ 
tendent,  under  Sections  7e  and  21  of  the  Zoning  Resolution  to  per¬ 
mit  in  a  residence  use,  G-l  area  district,  the  erection  of  a  one 
story  and  cellar  building  with  supermarket  on  first  floor  and  ac¬ 
cessory  storage  in  cellar,  business  signs,  curb  cuts,  loading  and  un¬ 
loading,  parking  of  patrons’  and  employees’  cars  in  the  open  area 
and  within  the  required  open  spaces  in  a  G-l  area  district,  for  a 
term  of  twenty-five  years;  Calendar  Number  311-61-BZ ;  Premises 
198-19  to  198-27  (198-01  to  198-43  official)  47th  Avenue,  46-28  to 
46-50  Francis  Lewis  Boulevard,  northwest  corner,  and  197-36  to 
46th  Road,  Block  5555,  Lot  1,  Flushing,  Borough  of  Queens. 

A  certiorari  proceeding  was  brought  to  review  the  determination 
of  the  respondents,  constituting  the  Board  of  Standards  and  Ap¬ 
peals. 

At  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  Crawford 
affirmed  the  determination  of  the  Board  and  dismissed  the  order  of 
certiorari. 

(N.Y.  Law  Journal,  June  25,  1963,  page  13) 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  July  2,  1963. 

Cal.  No.  Dept.  Premises  Affected 

526-63-SA — Brooklyn  Blower  Direct  Gas-Fired  make  up 
air  heater  manufactured  by  Brooklyn  Blower  and  Pipe 
Corp.,  Applicanee. 


527-63-A — B.  Bx. — 500  Walton  Avenue  and  475  Grand 
Concourse,  southeast  corner,  Block  2346,  Lot  32  Borough 
of  The  Bronx,  Alt.  282-63,  re — Class  One  Construction — 
proposed  use  of  wood  stud  partitions. 


528-63-A — F.D. — 66-02  Metropolitan  Avenue,  southeast 
corner  of  65th  Lane,  Blocks  3605-3667,  Middle  Vil¬ 
lage,  Borough  of  Queens,  F.D.  Decision,  re — permit  for 
smoking  in  factory. 


529-63-BZ — B.Bx. — 1619  East  174th  Street,  center  of 
superblock  bounded  by  Bronx  River  Avenue  and  Harrod 
Avenue,  Block  3886,  Lot  2,  Borough  of  The  Bronx,  N.B. 
228-63,  re — proposed  community  center,  floor  area,  more 
than  one  building  on  a  lot  in  R6  district. 


530-63-A — F.D. — 49  Murray  Street,  north  side,  150  feet 
west  of  Church  Street,  Block  133,  Lot  9,  Borough  of 
Manhattan,  F.D.  Order  3473-2  and  Decision,  re — Sprink¬ 
ler  System. 


531-63-A — F.D. — 1887-1901  Guerlain  Street,  1572-1580 
White  Plains  Road  1561-1567  Unionport  Road,  north 
side,  block  front,  Block  3952,  Lots  23  and  33,  Borough 
of  The  Bronx,  F.D.  Order  552-3  and  Decision,  re — 
Sprinkler  System. 


532-63-A — F.D.  2847  West  21st  Street,  east  side,  260  feet 
north  of  Mermaid  Avenue,  Block  7018,  Lot  64,  Borough 
of  Brooklyn,  F.D.  Order  2645-3  and  Decision  re — Sprink¬ 
ler  System. 


540-63-BZ— B.M.— 324-336  East  104th  Street,  315-325 
East  103rd  Street  Block  1675,  Lot  11,  Borough  of  Man¬ 
hattan,  NB  34-63,  re — provide  rear  yard. 


541-63-A — B.M. — 71-75  West  125th  Street,  north  side,  85 
feet  east  of  Lenox  Avenue,  Block  1723,  Lot  5,  Borough 
of  Manhattan,  E.S.  76-63,  Review  of  decision  of  the  Bor¬ 
ough  Superintendent  on  Zoning  matter,  re — Electrical 
Signs. 


542-63-A — F.D. — 878-882  Atlantic  Avenue,  south  side,  260 
feet  west  of  Underhill  Road,  Block  1122,  Lots  21,  22  and 
23,  Borough  of  Brooklyn,  F.D.  Order  4821-2  and  Deci¬ 
sion,  re — Sprinkler  System. 


543-63-A — B.M. — 15  West  37th  Street,  north  side,  325 
feet  west  of  Fifth  Avenue,  Block  837,  Lot  29,  Borough 
of  Manhattan,  Alt.  714-63,  re — Concrete  floor  slabs,  live 
load  in  excess. 


544-63-A — B.Bx. — 2800  Baychester  Avenue,  northeast 
corner  of  Hutchinson  River  Parkway,  Block  5141,  Lot 
75,  Borough  of  The  Bronx,  BN  229-63,  re — Appeal  from 
a  decision  of  the  Borough  Superintendent  re — size  and 
use  of  tents. 

Restored  to  Docket 

423-60-BZ — B.B. — 1028-1040  Utica  Avenue,  west  side,  100 
feet  south  of  Tilden  Avenue,  Block  4734,  Lot  11,  Bor¬ 
ough  of  Brooklyn,  Amendment  to  Alt.  1215-60,  re — re¬ 
opened  for  consideration  as  to  extension  of  time  to  com¬ 
plete,  re — in  a  business  use  district  construction  of  an 
extension  to  an  existing  building,  etc. 


122-58-BZ — B.M. — 434-444  West  25th  Street,  south  side, 
230  feet  east  of  10th  Avenue,  Block  722,  Lots  58-64,  in¬ 
clusive,  Borough  of  Manhattan,  Amendment  to  Alt.  105- 
58,  reopened  for  consideration  as  to  extension  of  term  of 
variance,  re — in  a  residence  use  district,  use  of  vacant 
land  for  a  parking  lot. 


533-63-A — F.D. — 548-550  Union  Street,  south  side,  90  feet 
west  of  Third  Avenue,  Block  440,  Lot  29,  Borough  of 
Brooklyn,  F.D.  Order  5704-2  and  Decision,  re — Sprinkler 
System. 


850-57-BZ — B.Bx. — 2360-2368  Prospect  Avenue,  east  side, 
70  feet  south  of  East  187th  Street,  Block  3114,  Lots  52 
and  54,  Borough  of  The  Bronx,  Alt.  31-57,  re— in  a  resi¬ 
dence  use  district,  parking  and  storage  of  vehicles. 


534-63-SM — W.  D.  Allen  Fire  Line  Angle  Valves, 
Models  170U-171U,  manufactured  by  W.  D.  Allen  Man¬ 
ufacturing  Co.,  Material. 


535-63-SM — Yali  Pumice  manufactured  by  Lava  Limited, 
Material. 


536-63-A — F.D. — 2296-2298  Third  Avenue,  193  East  125th 
Street,  southwest  corner,  Block  1773,  Lot  37,  Borough 
of  Manhattan,  F.D.  Order  127-3  and  Decision,  re — 
Sprinkler  System. 


537-63-SM — Dispo  Curtain  Media,  manufactured  by  Shei¬ 
la  Forshee,  Material. 


538-63-A — F.D. — 753-9  7th  Avenue,  154-66  West  50th 
Street,  southeast  corner,  Block  1002,  Lot  61,  Borough  of 
Manhattan,  F.D.  Order  445-3  and  Decision,  re — Sprinkler 
System. 


539-63-A — F.D. — 96  Union  Street,  south  side,  122  feet 
west  of  Columbia  Street,  Block  241,  Lot  25,  Borough  of 
Brooklyn,  F.D.  Order  1160-3  and  Decision,  re — Sprinkler 
System. 


RULES 

Arc  and  Gas  Welding  and  Oxygen 

Cutting  .  Nov. 

Cements,  Air  Entraining  Portland, 

Rules  for  Approval  and  Use  of..  April 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  .  Mar. 

Certificate  of  Occupancy,  approved 

form  . _ . Dec. 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  .  Dec. 

Concrete  Rules  (Hydrated  Lime).  Aug. 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  ...  Aug. 
Dry  Cleaning  Establishments,  Rules 

Covering  . Sept. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . July 

Exterior  Veneering  Materials, 

Rules  for  . Mar. 

Factory  Exit  Rules  .  Feb. 

Fire  Alarm  Rules  (Interior)  . May 

Fire  Drill  Rules  .  June 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc.,  Rules  for  Testing  of  Jan. 

Hatchway  Protection  . June 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.280  of  The  Labor 

Law)  . May 

Insulating  Fibre  Board  Rules  ....  Mar. 
Oil  Burner  Rules  . June 


27,  1956. 

12,  1955 

15,  1955 — Vol.  40,  No.  11 

28,  1943 — Vol.  28,  No.  52A 

10,  1962. 

3,  1937 — Vol.  22,  No.  31 
8,  1962. 

15,  1955. 

20,  1962. 

11,  1952— Vol.  37,  No.  11A 
22,  1955. 

1963. 

20,  1963— Vol.  48,  No.  25 

31,  1963 — Vol.  48,  No.  5 
5,  1928 — Vol.  13,  No.  23 


25,  1961— Vol.  46,  No.  21 
25,  1952— Vol.  37,  No.  13A 
1,  1962. 
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Opening  Protective  Assemblies, 

Rules  for  Inspection  of .  May  27,  1954. 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  .  Mar.  20,  1960. 

Procedure,  Rules  of  . Jan.  17,  1963 — Vol.  48,  No.  3 

Smoking  in  Factories,  Rules  for..  Apr.  25,  1963 — Vol.  48,  No.  17 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc . May  2,  1963 — Vol.  48,  No.  18 

Sprinkler,  Rules  . June  29,  1937 — Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  ..  Sept.  3,  1946 — Vol.  31,  No.  36 

DESIGNATIONS:  B. — Department  of  Buildings;  B.B.- — Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan:  B.Q. — Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings,  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department, 
and  M.  and  A. — Dept,  of  Marine  and  Aviation. 


JULY  16,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  16,  1963,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the  following 
matters : 

268-63-BZ 

APPLICANT — Henry  Nordheim  for  Loraine  C.  Marra, 
owner;  Gabriel  Gandolfo,  lessee. 

SUBJECT — Application  March  28,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  and  R5  district, 
the  extension  of  an  existing  parking  lot  into  the  R5 
district  for  a  term  of  five  years. 

PREMISES  AFFECTED — 2048  Westchester  Avenue, 
south  side,  192.61  feet  west  of  Olmstead  Avenue,  2051 
Newbold  Avenue,  Block  3805,  Lots  27,  28,  29  and  57, 
Borough  of  The  Bronx. 


396-63-BZ 

APPLICANT — Associated  Architects  and  Engineers 
per:  Simon  Breines  for  City  of  New  York — Dept,  of 
Public  Works. 

SUBJECT — Application  April  30,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the 
Zoning  Resolution,  to  permit  in  a  R8  district,  at  an 
existing  hospital,  the  erection  of  a  new  building  that 
encroaches  on  the  required  tower  setback. 

PREMISES  AFFECTED— 462  First  Avenue,  southeast 
corner  of  30th  Street,  Block  958,  Lot  1,  Borough  of 
Manhattan. 


407-63-BZ 

APPLICANT — Otto  J.  and  Warren  A.  Sambach  for  M. 

Potash,  Incorporated,  owner. 

SUBJECT — Application  May  9,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  district,  the  en¬ 
largement  in  area  by  erecting  a  second  story  and  ex¬ 
tension  of  the  retail  store  area  of  the  first  story  store 
previously  granted  by  the  Board. 

PREMISES  AFFECTED— 41-25  102nd  Street,  north¬ 
east  corner  of  42nd  Avenue,  Block  1976,  Lot  10,  Corona, 
Borough  of  Queens. 


438-63-BZ 

APPLICANT— John  J.  Schlick  for  St.  Clare’s  Hospital, 
owner. 

SUBJECT — Application  May  21,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-63  of  the 
Zoning  Resolution,  to  permit  in  a  R8  district,  the  en¬ 
largement  in  the  floor  area  of  an  existing  hospital  that 
will  increase  the  degree  of  non-compliance. 

PREMISES  AFFECTED— 408-414  West  52nd  Street, 
south  side,  100  feet  west  of  Ninth  Avenue,  Block  1061, 
Lot  37,  Borough  of  Manhattan. 


439-63-A 

APPLICANT — John  J.  Schlick  for  St.  Clare’s  Hospital, 
owner. 

SUBJECT — Application  May  21,  1963 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re — fire  tower 
and  standpipe. 

PREMISES  AFFECTED— 408-414  West  52nd  Street, 
south  side,  100  feet  west  of  Ninth  Avenue,  Block  1061, 
Lot  37,  Borough  of  Manhattan. 


465-63-BZ 

APPLICANT — Herman  J.  Jessor  for  Mutual  Redevel¬ 
opment  Houses,  Incorporated,  owner;  Pen  South  Park¬ 
ing,  Incorporated,  lessee. 

SUBJECT — Application  June  3,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  a  R8  district,  the 
use  of  transient  parking  for  the  excess  tenants  spaces 
in  an  existing  multiple  dwelling  accessory  garage  with 
roof  parking. 

PREMISES  AFFECTED — 333  West  26th  Street,  north 
side,  246.75  feet  west  of  Eighth  Avenue,  Block  751,  Lot 
part  of  Lot  1,  Borough  of  Manhattan. 


466-63-A 

APPLICANT — Herman  J.  Jessor  for  Mutual  Redevel¬ 
opment  Houses,  Incorporated,  owner;  Pen  South  Park¬ 
ing,  Incorporated,  lessee. 

SUBJECT — Application  June  3,  1963 — Filed  pursuant  to 
Section  60  of  the  Multiple  Dwelling  Law,  re — transient 
parking. 

PREMISES  AFFECTED— 333  West  26th  Street,  north 
side,  246.75  feet  west  of  Eighth  Avenue,  Block  751,  Lot 
part  of  Lot  1,  Borough  of  Manhattan. 


1888-61-BZ— Vol.  II 

APPLICANT — Burke  and  Groh  for  Linda  Parker, 
owner. 

SUBJECT — Application  reopened  May  21,  1963  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent,  under 
Section  7a  of  the  Zoning  Resolution,  to  permit  in  a 
residence  use  district,  on  a  plot  presently  occupied  as 
a  restaurant,  bar  and  patron  parking,  the  reconstruc¬ 
tion  to  provide  a  one  story  and  cellar  building  for  use 
as  restaurant,  bar,  cocktail  lounge  and  catering '-hall 
with  patron  parking  in  the  open  area. 

PREMISES  AFFECTED— 93-10  23rd  Avenue,  south 
west  corner  of  94th  Street,  Block  1087,  Lot  1,  East 
Elmhurst,  Borough  of  Queens. 


437-63-BZ 

APPLICANT — Frank  Randazzo  for  Marie  A.  Viteritti, 
owner. 

SUBJECT — Application  May  22,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the 
maintenance  of  a  one  family  home  that  encroaches  on 
the  required  front  yard. 

PREMISES  AFFECTED— 7415  Avenue  V,  north  side, 
55  feet  west  of  Royce  Street,  Block  8434,  Lot  4,  Bor¬ 
ough  of  Brooklyn. 


550-52-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Alfred  John¬ 
son,  owner. 

SUBJECT — Application  reopened  June  18,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
May  13,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Sections  7e,  7h 
and  7i  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  addition  of  motor  vehicle  repairs, 
painting  and  spraying,  sale  and  display  of  new  and  used 
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cars,  parking  of  cars  waiting  to  be  serviced  and  the 
parking  and  storage  of  motor  vehicles  to  existing  auto 
laundry  and  one  car  garage,  brake  testing,  body,  radia¬ 
tor  and  fender  straightening,  greasing,  battery  charg¬ 
ing  and  ignition.  ,  . 

PREMISES  AFFECTED— 2346-2350  Nostrand  Avenue, 
west  side,  180  feet  north  of  Avenue  J.  Block  7593,  Lots 
73  and  75,  Borough  of  Brooklyn. 


903-25-BZ — Vol.  II 

APPLICANT— Martin  J.  Simon  for  Owen  S.  Gendel- 
man,  owner. 

SUBJECT— Application  reopened  June  18,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
May  12,  1963— decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7f  of 
the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  use  of  a  two  story  and  basement  building 
as  a  garage  for  more  than  5  motor  vehicles. 

PREMISES  AFFECTED— 823-829  Classon  Avenue, 
east  side,  47  feet  north  of  Lincoln  Place,  Block  1178, 
Lot  3,  Borough  of  Brooklyn. 


530-41-BZ— Vol.  II 

APPLICANT— Lama,  Proskauer  and  Prober  for  Anna 
Scardino,  owner. 

SUBJECT— Application  reopened  June  18,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
May  18,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7f  of 
the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  maintenance  of  a  gasoline  service  station, 
lubritorium,  motor  vehicle  repair  shop,  minor  repairs 
only  and  office. 

PREMISES  AFFECTED— 85-42  to  85-44  57th  Avenue 
and  57-02  to  57-10  Van  Horn  Street,  southeast  corner, 
Block  2882,  Lots  10  and  11,  Elmhurst,  Borough  of 
Queens. 

The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 


178-63-BZ 

APPLICANT— T.  R.  Galloway  for  Consolidated  Edison 
Company  of  New  York  Incorporated,  owner. 

SUBJECT— Application  February  28,  1963— decision  of 
the  Borough  Superintendent,  under  Section  73-14  of 
the  Zoning  Resolution,  to  permit  in  a  R4  district,  the 
maintenance  of  an  outdoor  electric  unit  sub  station. 

PREMISES  AFFECTED— 79-04  151st  Avenue,  south 
side,  20  feet  east  of  79th  Street,  Block  11426,  Lot  2, 
Howard  Beach,  Borough  of  Queens. 

Hearing  closed — Laid  over  from  May  7,  1963,  to  May  14, 
1963,  for  hearing  at  the  request  of  the  objectors;  then 
to  May  28,  1963  for  continued  hearing  and  decision; 
applicant  may  file  additional  drawing  or  rendering 
showing  proposed  landscaping  in  detail;  then  to  June 
18,  1963,  for  decision;  applicant  to  submit  additional 
drawing;  then  to  July  16,  1963,  for  decision;  applicant 
to  submit  amended  plans  and  amended  application. 


291-63-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Ruth- 
bert  Real  Estate  Corporation,  owner. 

SUBJECT — Application  April  4,  1963 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73- 
212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  the  reconstruction  of  an  existing  automotive  ser¬ 
vice  station  with  accessory  uses  including  lubritorium, 
storage  room,  minor  auto  repairs,  non-automatic  car 
washing,  office,  sale  of  accessories  and  the  parking  of 
cars  awaiting  service  and  with  a  projecting  business 
sign. 


PREMISES  AFFECTED— 179-15  to  179-27  (179-21  of¬ 

ficial)  Linden  Boulevard,  115-50  to  115-60  180th  Street, 
northwest  corner,  Block  10314,  Lot  44,  St.  Albans,  Bor- 


ough  of  Queens.  _ 

Hearing  closed — Laid  over  from  June  4,  1963,  to  June  18, 
1963,  for  inspection  and  decision;  then  to  July  16,  1963, 
f nr  Hprision.  at  the  reauest  of  the  applicant. 


1845-61-BZ 

APPLICANT— DeRose  and  Cavalieri  for  Charlotte 
Parking  Corporation,  owner.  .  . 

SUBJECT— Application  December  12,  1961— decision  of 
the  Borough  Superintendent,  under  Section  7e  of  the 
Zoning  Resolution,  to  permit  in  a  local  retail  and  resi¬ 
dence  use  district,  the  maintenance  of  non-transient 
parking  lot  for  more  than  five  motor  vehicles  for  a 
term  of  ten  years. 

PREMISES  AFFECTED— 950-966  Summit  Avenue  and 
161-169  West  162nd  Street,  northeast  corner,  Block 
2524,  Lots  33,  36,  38  and  39,  Borough  of  The  Bronx. 

Hearing  closed — Laid  over  from  July  2,  1963,  to  July 
16,  1963  for  inspection  and  decision. 


1889-61-BZ 

APPLICANT— Morton  S.  Cahn  for  Bianca  Pinchiroli, 
owner.  ... 

SUBJECT— Application  December  12,  1961— decision  of 
the  Borough  Superintendent,  under  Sections  7c  and  21 
of  the  Zoning  Resolution,  to  permit  in  a  local  retail 
and  residence  district,  the  maintenance  of  an  accessory 
parking  lot  for  an  existing  restaurant. 

PREMISES  AFFECTED— 166-20  Northern  Boulevard, 
southwest  corner  of  167th  Street,  Block  5397,  Lot  19, 
Flushing,  Borough  of  Queens. 

Hearing  closed — Laid  over  from  July  2,  1963,  to  July  16, 
1963,  for  inspection  and  decision. 


1904-61-BZ 

APPLICANT — Charles  M.  Spindler  for  Michael  P. 
Riley,  owner. 

SUBJECT— Application  December  13,  1961— decision  of 
the  Borough  Superintendent,  under  Sections  7e,  7f  and 
7 A  of  the  Zoning  Resolution,  to  permit  in  a  business 
and  residence  use  district,  the  change  in  occupancy 
from  stone  yard  to  gasoline  service  station,  lubrication, 
non-automatic  car  washing,  office,  sale  of  accessories, 
minor  auto  repair  with  hand  tools  only,  safety  inspec¬ 
tion  and  the  parking  and  storage  of  motor  vehicles 
with  a  ground  sign  and  with  business  entrances  within 
75  feet  of  a  resident  district. 

PREMISES  AFFECTED— 48-02  to  48-16  Laurel  Hill 
Boulevard,  southeast  corner  of  48th  Street,  Block  2306, 
Lot  17,  Long  Island  City,  Borough  of  Queens. 

Hearing  closed — Laid  over  from  July  2,  1963,  to  July  16, 
1963,  for  inspection  and  decision. 


1913-61-BZ 

APPLICANT — Charles  M.  Spindler  for  Augusta  Lane, 
owner. 

SUBJECT — Application  December  13,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7f  of  the 
Zoning  Resolution,  to  permit  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  non-automatic  car  wash,  office,  sale  of  ac¬ 
cessories,  minor  auto  repairs  with  hand  tools,  safety  in¬ 
spection  station  and  the  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED— 35-17  to  35-31  (32-25  offi¬ 
cial)  Junction  Boulevard,  east  side,  157.75  feet  south  of 
35th  Avenue,  Block  1737,  Lot  49,  Jackson  Heights, 
Borough  of  Queens. 

Hearing  closed — Laid  over  from  July  2,  1963,  to  July 
16,  1963,  for  inspection;  applicant  to  amend  basis  of 
Zoning  Resolution,  because  of  Board’s  lack  of  jurisdic¬ 
tion  under  Section  7f. 
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1938-61-BZ 

APPLICANT — Hadyn  H.  Craigwell  for  Rose  Asch, 
owner. 

SUBJECT — Application  December  14,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7e  of  the 
Zoning  Resolution,  to  permit  in  a  local  retail  use  dis¬ 
trict,  in  an  existing  three  story  and  cellar  building,  the 
change  in  occupancy  from  stores  and  apartments  to 
theatre  on  the  first  floor,  school  on  the  second  floor 
and  the  third  floor  to  remain  residential. 

PREMISES  AFFECTED— 1234  Castle  Hill  Avenue, 
east  side,  43.07  feet  north  of  Ellis  Avenue,  Block  3822, 
Lot  3,  Borough  of  The  Bronx. 

Hearing  closed — Laid  over  from  July  2,  1963,  to  July 
16,  1963,  for  inspection  and  decision. 


1940-61-BZ 

APPLICANT — Louis  Lieberman  for  Herbert  Soloway, 
owner. 

SUBJECT — Application  December  14,  1961 — decision  of 
the  Borough  Superintendent,  under  Sections  7f  and  21 
of  the  Zoning  Resolution,  to  permit  in  a  business  use 
district,  the  change  in  occupancy  of  an  existing  one 
story  building  from  a  food  processing  plant  to  a  gar¬ 
age  for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 351  South  4th  Street,  north 
side,  150  feet  west  of  Hooper  Street,  Block  2437,  Lot 
31,  Borough  of  Brooklyn. 

Hearing  Closed — Laid  over  from  July  2,  1963,  to  July  16, 
1963,  for  inspection  and  decision. 


270- 63-BZ 

APPLICANT — Nathan  Hale  Gardens,  Incorporated, 
owner. 

SUBJECT — Application  March  28,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-451  of  the 
Zoning  Resolution,  to  permit  in  R6  district,  the  main¬ 
tenance  of  an  off-site  parking  facility  for  a  multiple 
dwelling  without  the  proper  screening. 

PREMISES  AFFECTED — 3245-3247  Irwin  Avenue, 
west  side,  416  feet  north  of  West  232nd  Street,  Block 
3406  (5759)  Lot  394,  Borough  of  The  Bronx. 

Hearing  closed — Laid  over  from  July  2,  1963,  to  July  16, 
1963,  for  inspection  and  decision. 

271- 63-BZ 

APPLICANT — Kingsbridge  Housing  Corporation,  own¬ 
er. 

SUBJECT — Application  March  28,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-451  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  the  main¬ 
tenance  of  an  off-site  parking  facility  for  a  multiple 
dwelling  without  the  proper  screening. 

PREMISES  AFFECTED— 3445  Kingsbridge  Avenue, 
southwest  corner  of  West  236th  Street,  Block  3406 
(5761),  Lot  43,  Borough  of  The  Bronx. 

Hearing  closed — Laid  over  from  July  2,  1963,  to  July  16, 
1963,  for  inspection  and  decision. 

427-63-BZ 

APPLICANT — Lama,  Prokauer  and  Prober  for  Cupid 
Diaper  Service,  owner. 

SUBJECT — Application  May  16,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-42  of  the 
Zoning  Resolution,  to  permit  in  a  Ml-1  and  Cl-2  dis¬ 
trict,  the  erection  of  a  one  story  enlargement  to  an 
existing  laundry  building  extending  into  the  Cl-2  dis¬ 
trict. 

PREMISES  AFFECTED— 129-01  to  129-19  (129-09  of¬ 
ficial)  Jamaica  Avenue,  86-45  to  86-57  127th  Street, 
northeast  corner,  Block  9281,  Lot  52,  Richmond  Hill, 
Borough  of  Queens. 

Hearing  closed — Laid  over  from  July  2,  1963,  to  July 
16,  1963,  for  inspection  and  decision. 


436-63-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Nester  Hold¬ 
ing  Corporation,  owner;  Rayco  Auto  Seat  Covers  In¬ 
corporated,  lessee. 

SUBJECT — Application  May  20,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  C4-1  district,  at  an 
existing  automotive  service  station  with  accessory  uses 
previously  granted  by  the  Board,  the  enlargement  in 
area  and  extension  of  the  uses  to  include  motor  vehicle 
repair  shop  with  oxy-actylene  torch  limited  to  installa¬ 
tion  of  shock  absorbers,  mufflers,  brakes  and  with 
wheel  alignment. 

PREMISES  AFFECTED — 2591-2613  Atlantic  Avenue, 
62-74  Sheffield  Avenue,  northwest  corner,  and  53-69 
Georgia  Avenue,  Block  3668,  Lot  36,  Borough  of 
Brooklyn. 

Hearing  closed — Laid  over  from  July  2,  1963,  to  July  16, 
1963,  for  inspection  and  decision. 

MAX  H.  FOLEY,  Chairman 


JULY  16,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  July  16,  1963,  at  2  o’clock  at  80  Lafay¬ 
ette  Street  9th  floor,  New  York  13,  N.  Y.,  on  the  follow¬ 
ing  matters : 

1738-61-SA 

APPLICANT — Ramset  Fastening  System,  Olin  Mathie- 
son  Chemical  Corp.,  owner — fastening  tool. 


735-61-A 

APPLICANT — Charles  M.  Shapiro  for  27-30  Realty 
Company,  owner;  Gleitsman’s  Incorporated,  lessee. 

SUBJECT — Application  May  18,  1961 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re — Electrostatic 
Spray  Booths. 

PREMISES  AFFECTED — 27-50  First  Street,  west  side, 
202  feet  north  of  Astoria  Boulevard,  Block  490,  Lot  11, 
Astoria,  Borough  of  Queens. 


127-62-A 

APPLICANT — Joseph  Lau  for  Helen  Mazor,  owner. 

SUBJECT — Application  filed  January  25,  1962 — Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner, 
re — Sprinkler  system. 

PREMISES  AFFECTED— 345-347  Broadway  and  92-94 
Leonard  Street,  south  west  corner,  Block  173,  Lot  27, 
Borough  of  Manhattan. 


676-61-A 

APPLICANT — Sixty  Four  Reade  Corporation,  owner. 

SUBJECT — Application  May  5,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 64  Reade  Street,  north  side, 
130  feet  west  of  Broadway,  Block  150,  Lot  5,  Borough 
of  Manhattan. 


679-61-A 

APPLICANT — Jacob  Fisher  and  Donald  D.  Fisher  for 
Martin  Schreiber,  owner. 

SUBJECT — Application  May  12,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system,  and  a  decision  of  the  Borough  Super¬ 
intendent. 

PREMISES  AFFECTED— 8  Harrison  Street,  north 
side,  97  feet  8  inches  west  of  Hudson  Street,  Block 
181,  Lot  1,  Borough  of  Manhattan. 
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715-61-A 

APPLICANT — Minnie  Warshaw  for  Hemur  Corpora¬ 
tion,  owner. 

SUBJECT — Application  May  19,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 140  Baxter  Street,  west  side, 
125  feet  north  of  Hester  Street,  208  Centre  Street, 
Block  235,  Lots  5,  22,  Borough  of  Manhattan. 


738-61-A 

APPLICANT — Minnie  Warshaw  for  Centre-Baxter 
Realty  Corporation,  owner. 

SUBJECT — Application  May  19,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 138  Baxter  Street,  west  side, 
100  feet  north  of  Hester  Street,  206  Centre  Street, 
Block  235,  Lot  4,  Borough  of  Manhattan. 


795-61-A 

APPLICANT — Robert  Teichman  for  Morris  Moskowitz, 
owner. 

SUBJECT — Application  May  29,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 


818-61-A 

APPLICANT — Larry  Meltzer  for  Frank  Tracy  Incor¬ 
porated,  owner. 

SUBJECT — Application  June  1,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 202-204  Centre  Street,  east 
side,  75  feet,  4  inches  north  of  Hester  Street,  213-215 
Hester  Street,  Block  235,  Lot  1,  Borough  of  Manhat¬ 
tan. 


937-61-A 

APPLICANT — Samuel  Carr  for  23  Water  Street  Cor¬ 
poration,  owner. 

SUBJECT — Application  June  20,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 230  Water  Street,  west  side, 
25  feet  north  of  Beekman  Street,  Block  98,  Lot  15, 
Borough  of  Manhattan. 


938-61-A 

APPLICANT — Samuel  Carr  for  228  Water  Street  Cor¬ 
poration,  owner. 

SUBJECT — Application  June  20,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 228  Water  Street,  northwest 
corner  of  Beekman  Street,  Block  98,  Lot  16,  Borough 
of  Manhattan. 


574-62-A 

APPLICANT — Hal  Korek  for  Lionel  R.  Bauman,  et  al, 
owner;  McKenzie  Service,  Incorporated  and  City 
Stores  Company,  lessees. 

SUBJECT — Application  June  15,  1962 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re — Certificate 
of  Occupancy  and  use  of  exit  locks. 

PREMISES  AFFECTED— 321-351  West  Street,  south¬ 
west  corner  of  West  Houston  Street,  532-582  Wash¬ 
ington  Street  and  74  Clarkson  Street,  Block  596,  Lot 
1  and  Block  600,  Lot  1,  Borough  of  Manhattan. 


720-62-A 

APPLICANT — Larry  Meltzer  for  Edca  Realy  Corpora¬ 
tion,  owner;  Ever-Nu  Metal  Products  Incorporated, 
lessee. 

SUBJECT — Application  July  11,  1962 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
paint  spraying. 

PREMISES  AFFECTED— 471-479  20th  Street,  north 
side,  150  feet  west  of  Prospect  Park  West,  Block  888, 
Lot  52,  Borough  of  Brooklyn. 


251-63-A 

APPLICANT — Peter  S.  Gluck  for  Arthur  and  Leon 

Busiello,  owners;  Earl  Scheib  of  Williamsburg,  Incor- 
porated  lessee. 

SUBJECT — Application  March  25,  1963 — Review  of  a 
decision  of  the  Borough  Superintendent  re — Zoning 
Matter — Certificate  of  Occupancy. 

PREMISES  AFFECTED— 6102-6106  Eighth  Avenue, 
southwest  corner  of  61st  Street,  Block  5794,  Lot  33, 
Borough  of  Brooklyn. 


303-63-A 

APPLICANT — Leonard  F.  Rothkrug  for  Fraydun 
Realty  Corporation,  owner. 

SUBJECT — Application  April  9,  1963 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re — rear  yard, 
change  in  use,  egress,  tabular  height,  etc.,  Class  3 
construction. 

PREMISES  AFFECTED— 884-886  Third  Avenue,  west 
side,  60  feet  5  inches  south  of  East  54th  Street,  Block 
1308,  Lots  37  and  138,  Borough  of  Manhattan. 


338-63-A 

APPLICANT — St.  Francis  Xavier  Roman  Catholic 
Church,  owner. 

SUBJECT— Application  April  18,  1963— Review  of  a 
decision  of  the  Borough  Superintendent  re — Zoning 
Matter. 

PREMISES  AFFECTED— 736  President  Street,  north 
side,  217  feet  6  inches  west  of  7th  Avenue,  Block  957, 
Lot  17,  Borough  of  Brooklyn. 


433-63-A 

APPLICANT — Leonard  F.  Rothkrug  for  Sovereign 
Operating  Corporation,  owner. 

SUBJECT— Application  May  21,  1963— Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re — Zoning  Mat¬ 
ter. 

PREMISES  AFFECTED— 46  Chester  Place,  southeast 
corner  of  Cebra  Avenue,  Block  579,  Lot  51,  Stapleton, 
Borough  of  Richmond. 


434-63-A 

APPLICANT — Leonard  F.  Rothkrug  for  Sovereign 
Operating  Corporation,  owner. 

SUBJECT — Application  May  21,  1963 — Review  of  a  de¬ 
cision  of  the  Borough  Superintendent,  Zoning  Matter. 

PREMISES  AFFECTED— 48  Chester  Place,  southeast 
corner  of  Cebra  Avenue,  Block  579,  Lot  51,  Stapleton, 
Borough  of  Richmond. 


435-63-A 

APPLICANT — Al  Andujar  for  Texaco,  Incorporated, 
owner. 

SUBJECT — Application  May  17,  1963 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
fuel  oil  tanks. 

PREMISES  AFFECTED — 400  Truxton  Street,  south 
side,  425  feet  west  of  Oak  Point  Avenue,  Block  2771, 
Lot  45,  Borough  of  The  Bronx. 
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802-61- A 

APPLICANT — Solon  S.  Kane  for  78-80  Beekman  Street 
Corporation,  owner. 

SUBJECT — Application  May  31,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 78-80  Beekman  Street,  north 
side,  164  feet  east  of  Cliff  Street,  Block  99,  Lot  7,  Bor¬ 
ough  of  Manhattan. 


1209-61-A 

APPLICANT — Bernard  J.  Gillroy  for  Samstan  Realty, 
Incorporated,  owner;  Maxwell  Lumber  Company, 
lessee. 

SUBJECT — Application  July  27,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 510-512  West  24th  Street, 
south  side,  175  feet  west  of  Tenth  Avenue,  Block  695, 
Lots  45  and  46,  Borough  of  Manhattan. 


7-62-A 

APPLICANT — Frank  J.  Pignata,  Jr.,  owner. 

SUBJECT — Application  January  4,  1962 — filed  pursuant 
to  Section  36  General  City  Law  re — building  not  fac¬ 
ing  legal  street. 

PREMISES  AFFECTED — 22  Divine  Street,  north  side, 
189.24  feet  west  of  Whitaker  Place,  Block  3286,  Lot  36, 
Dongan  Hills,  Borough  of  Richmond. 


588-62-A 

APPLICANT — Seymour  A.  Mitteldorf  for  Fergang 
Holding  Company,  owner;  Anthony  Marotta,  lessee. 

SUBJECT — Application  June  14,  1962 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re — stairs  in 
front  of  building. 

PREMISES  AFFECTED — 80  Water  Street,  west  side, 
70  feet  1%  inches  north  of  Old  Slip  (Hanover  Square), 
Block  31,  Lot  39,  Borough  of  Manhattan. 


820-62-A 

APPLICANT — Warren  A.  Sambach  for  Greater  New 
York  Terminal,  owner. 

SUBJECT — Application  August  24,  1962 — Appeal  from 
an  order  of  the  Fire  Commissioner  re — buried  tanks. 

PREMISES  AFFECTED — Steinway  Street  northeast 
corner  of  Berien  Boulevard,  Block  813  and  814,  Lots 
27,  28,  51  and  56,  Long  Island  City,  Borough  of 
Queens. 


168-63-A 

APPLICANT — Larry  Meltzer  for  Habmar  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  February  26,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent,  re — Change 
in  use. 

PREMISES  AFFECTED — 2190-2200  Folin  Street,  east 
side,  292.23  feet  south  of  East  182nd  Street,  Block  3143, 
Lot  43,  Borough  of  The  Bronx. 

MAX  H.  FOLEY,  Chairman. 


JULY  23,  1963  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  23,  1963,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the  following 
natters : 

i03-55-SM 

APPLICANT— Security  Fire  Door  Company,  owner  a 
T%  hour  fipe  resistive  opening  protective  assembly. 


298-58-SM 

APPLICANT — Pontiac  Millwork  Company,  owner  — 
wood-cored  door,  non-fire  resistive  rated  and  incom¬ 
bustible  core,  1  hour  fire-rated. 

1489-61-SM 

APPLICANT — Contrex  Company,  owner  —  light  dif¬ 
fusing  plastic. 

229-62-SM 

APPLICANT — Del  Val  Consumer  Products,  Inc.,  owner 
— flameproofing  compound. 

339-62-SA 

APPLICANT — Hoyt  Manufacturing  Corporation,  own- 
er — high  pressure  steam  laundry  drying  tumblers. 

747-62-SA 

APPLICANT — Peter  S.  Gluck  for  Nordsen  Corporation, 
owner — heated  paint  airless  spray  system. 

786-62-SM 

APPLICANT — Monsanto  Chemical  Company,  owner — 
plastic  panel  for  various  uses. 

808-62-SA 

APPLICANT — Charles  M.  Shapiro  &  Sons  for  Hoskin- 
son,  Ltd.,  owner — packaged  incinerator  for  either  in¬ 
door  or  outdoor  installation. 

896-62-SA 

APPLICANT — Janitrol  Division,  Midland  Ross  Cor¬ 
poration,  owner — warm  air  heating  furnaces. 

1032-62-SM 

APPLICANT  Powhatan  Brass  &  Iron  ^Vorks,  owner 
— pressure  reducing  valve. 

1150-62-SM 

APPLICANT — Piolite  Plastics  Corporation,  owner  _ 

plastic  light  diffuser. 

44-63-SM 

APPLICANT — Picone  Bros.  Builders  Suppliers,  Inc. 
for  Lehigh  Building  Block  Company,  owner — concrete 
masonry  units— Cinders  or  Waylite  as  the  aggregate. 

413-63-SA 

APPLICANT  Reliance  Instrument  Manufacturing 
Corp.,  owner  —  smoke  detector  for  heating  boilers. 

526-63-SA 

APPLICANT — Charles  M.  Shapiro  &  Sons  for  Brook¬ 
lyn  Blower  &  Pipe  Corporation — owner — gas-fired 
heater. 

MAX  H.  FOLEY,  Chairman. 


SEPTEMBER  10,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  September  10,  1963  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the  fol¬ 
lowing  matters : 

423-60-BZ 

APPLICANT — Paul  Feldman  for  Rugby  Auto  Service, 
owner. 

SUBJECT— Application  reopened  July  2,  1963  for  con¬ 
sideration  as  to  extension  of  time  to  complete,  expired 
March  7,  1962 — decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Section  7i 
of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  construction. of  an  extension  to  an  existing 
building  and  extend  the  present  automobile  repair  shop 
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to  include  such  welding  as  is  necessary  in  connection 
with  minor  auto  repairs. 

PREMISES  AFFECTED— 1028-1040  Utica  Avenue, 
west  side,  100  feet  south  of  Tilden  Avenue,  Block  4784, 
Lot  11,  Borough  of  Brooklyn. 


122-58-BZ 

APPLICANT— Cyril  Hyman  for  Berno  Realty  Corp., 

owner.  .  „  , 

SUBJECT — Application  reopened  July  2,  1968  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
October  28,  1963— decision  of  the  Borough  Superinten¬ 
dent  previously  granted  on  condition,  under  Section 
7h  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  the  use  of  vacant  land  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  of  the 
pleasure  car  type  only.  OP  , 

PREMISES  AFFECTED— 434-444  West  25th  Street, 
south  side,  230  feet  east  of  10th  Avenue,  Block  722, 
Lots  58-64  inclusive,  Borough  of  Manhattan. 


850-57-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Jack  Romita, 
owner. 

SUBJECT — Application  reopened  July  2,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  10,  1963— decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7h  of 
the  Zoning  Resolution,  permitting  in  a  retail  and  resi¬ 
dence  use  district,  on  the  residential  portion  of  the  plot 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  of  the  pleasure  care  type  only. 

PREMISES  AFECTED— 2360-2368  Prospect  Avenue, 
east  side,  70  feet  south  of  East  187th  Street,  Block 
3114,  Lots  52  and  54,  Borough  of  The  Bronx. 

MAX  H.  FOLEY,  Chairman. 


SEPTEMBER  10,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon'  September  10,  1963,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  \ork  13,  N.  Y.,  on  the 
following  matters : 

377-61-A-Vol.  II 

APPLICANT — Morris  Kweller  for  Benjamin  Schaffer, 

owner.  . 

SUBJECT — Application  reopened  July  3,  1962  as  Vol. 

II _ re  Appeal  from  an  order  and  a  decision  of  the 

Fire  Commissioner  re  Sprinkler  System. 

PREMISES  AFFECTED— 2  Hudson  Street,  northeast 
corner  of  Chambers  Street,  Block  140,  Lot  1,  Borough 
of  Manhattan. 


837-61-A 

APPLICANT — A.  L.  Seiden  for  Graycliff  Realty  Corp¬ 
oration  and  Naomi  K.  Raber,  owners. 

SUBJECT— Application  June  1,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 171-173  Canal  Street,  north 
side,  41  feet  10  Vs  inches  west  of  Elizabeth  Street, 
Block  204,  Lot  30,  Borough  of  Manhattan. 

843-61-A 

APPLICANT — Broadfrank  Company  for  Mark  Ten- 
nenbaum,  Emil  Tanner  and  Leo  Beller,  owners. 

SUBJECT— Application  June  6,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 359  Broadway,  west  side,  54 
feet  31/ 2  inches  south  of  Franklin  Street,  Block  174, 
Lot  33,  Borough  of  Manhattan. 

854-61-A 

APPLICANT— A.  L.  Seiden  for  Estate  of  John  I.  Gil¬ 
len,  deceased  and  Estate  of  James  S.  Maher,  deceased 
owners. 

SUBJECT— Application  June  7,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 421-423  West  14th  Street, 
north  side,  349  feet,  6  inches  east  of  10th  Avenue, 
Block  712,  Lot  part  of  lot  14,  Borough  of  Manhattan. 

860-61-A 

APPLICANT— A.  L.  Seiden  for  Estate  of  John  J.  Gillen, 
deceased  and  Estate  of  James  S.  Maher,  deceased, 
owners. 

SUBJECT— Application  June  8,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 425  West  14th  Street,  north 
side,  328  feet,  11  inches,  east  of  10th  Avenue,  Block 
712,  Lot  part  of  lot  14,  Borough  of  Manhattan. 

871-61-A 

APPLICANT— A.  L.  Seiden  for  Estate  of  John  J.  Gillen, 
deceased  and  Estate  of  James  S.  Maher,  deceased, 
owners. 

SUBJECT— Application  June  12,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 427  West  14th  Street,  north 
side,  308  feet,  4  inches  east  of  10th  Avenue,  Block  712, 
part  of  lot  14,  Borough  of  Manhattan. 

858-61-A 


814-61-A 

APPLICANT — A.  L.  Seiden  for  Saltway  Realty  Corp¬ 
oration,  owner. 

SUBJECT— Application  May  29,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 185-187  Canal  Street,  99 
Mott  Street,  northwest  corner,  Block  205,  Lot  30,  Bor¬ 
ough  of  Manhattan. 

834-61-A 

APPLICANT— Robert  Teichman  for  Filman  Realty 
Company  c/o  Henry  J.  Kohlman  (Co-owner). 

SUBJECT— Application  May  26,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 122  West  21st  Street,  south 
side,  272  feet  west  of  Avenue  of  the  Americas,  Block 
796,  Lot  53,  Borough  of  Manhattan. 


APPLICANT— Bon  Gail  Corporation,  owner;  St.  Marks 
Baths,  Incorporated  lessee. 

SUBJECT— Application  June  7,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system,  doors  and  arches. 

PREMISES  AFFECTED— 6  St.  Marks  Place,  south 
side,  100  feet  east  of  Third  Avenue,  Block  463,  Lot  12, 
Borough  of  Manhattan. 

870-61-A 

APPLICANT— Robert  Teichman  for  Nuzel  Realty 
Corporation,  owner. 

SUBJECT— Application  June  9,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 142  Duane  Street,  south 
side,  124  feet  3%  inches  west  of  Church  Street,  Block 
146,  Lot  18,  Borough  of  Manhattan. 
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883- 61-A 

APPLICANT — Sidney  M.  Moskowitz  for  Mae  Pollet, 
owner. 

SUBJECT — Application  June  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 190  William  Street,  east 
side,  102  feet,  3  inches,  south  of  Frankfort  Street,  Block 
103,  Lot  5,  Borough  of  Manhattan. 

884- 61-A 

APPLICANT — A.  L.  Seiden  for  Marbak  Trading  Com¬ 
pany,  owner. 

SUBJECT — Application  June  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 258-260  Bowery,  west  side, 
252  feet,  814  inches  north  of  Prince  Street,  Block  507, 
Lot  34,  Borough  of  Manhattan. 

907-61-A 

APPLICANT — Irwin  Emerman  for  Abraham  Rosenthal, 
owner. 

SUBJECT — Application  June  15,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 113  Hester  Street,  north 
side,  67.5  feet  west  of  Eldridge  Street,  Block  306,  Lot 
38,  Borough  of  Manhattan. 

939-61-A 

APPLICANT— H.  E.  Horwood  for  Olga  L.G.  Conkling 
and  Muriel  Van  H.  Versluys,  owners. 

SUBJECT — Application  June  20,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 450  Broadway,  east  side,  104 
feet  3  inches  south  of  Grand  Street,  Block  232,  Lot  8, 
Borough  of  Manhattan. 

941-61-A 

APPLICANT — Samuel  Rosenblum  for  Franjer  Realty, 
Incorporated,  owner. 

SUBJECT — Application  June  20,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 41  and  43  Bond  Street, 
south  side,  239  feet  8  inches  west  of  Bowery,  Block 
529,  Lots  29  and  30,  Borough  of  Manhattan. 


942-61-A 

APPLICANT— H.  E.  Horwood  for  Gustav  F.  Herbst 
and  Fred  P.  Herbst,  owners. 

SUBJECT — Application  June  20,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 678  Broadway,  east  side,  57 
feet,  6  inches  south  of  Great  Jones  Street,  Block  530, 
Lot  5,  Borough  of  Manhattan. 

949-61-A 

APPLICANT — The  New  York,  New  Haven  and  Hart¬ 
ford  Railroad  Company,  owner;  Morrelli  Bros.,  lessee. 

SUBJECT — Application  June  21,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
slandpipe  system. 

PREMISES  AFFECTED— Pier  39,  East  River,  foot 
of  Montgomery  Street,  Block  none,  Lot  none,  Borough 
of  Manhattan. 

955-61-A 

APPLICANT — A.  L.  Seiden  for  Charles  M.  Seiden, 
owner. 

SUBJECT — Application  June  21,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 100  Chambers  Street,  south 
side,  25  feet  east  of  Church  Street,  Block  135,  Lot  16, 
Borough  of  Manhattan. 

157-62-A 

APPLICANT — 877  Second  Avenue  Corporation,  owner: 
Newel  Art  Galleries,  lessee. 

SUBJECT — Application  February  6,  1962 — Appeal  from 
orders  of  the  Fire  Commissioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 877  2nd  Avenue,  northwest 
corner  of  East  47th  Street,  Block  1320,  Lot  29,  Bor¬ 
ough  of  Manhattan. 

1105-62-A 

APPLICANT — 318  West  75th  Street  Corporation, 

SUBJECT — Application  December  10,  1962 — Filed  pur¬ 
suant  to  Section  310  of  the  Multiple  Dwelling  Law  for 
a  variance  of  Sections  34  and  177  of  the  Multiple 
Dwelling  Law  re-cellar  apartment. 

PREMISES  AFFECTED— 318  West  75th  Street,  south 
side,  58  feet  west  of  Riverside  Drive,  Block  1184,  Lot 
100,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman. 


MINUTES 


REGULAR  MEETING 
TUESDAY  MORNING,  JULY  2,  1963,  10  A.M. 

Present,  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis- 
loner  Klein. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
>n  Tuesday  morning  and  afternoon  June  18,  1963,  were 
ipproved  as  printed  in  the  Bulletin  of  June  27,  1963,  Vol. 
8,  No.  26. 


621-61-BZ 

APPLICANT — Schaefer  and  Atkin  for  Henry  Wilkens 
owner. 

SUBJECT — Applicant  October  26,  1961 — decision  of  the 
Borough  Superintendent,  under  Sections  7e  and  21  of 
the  Zoning  Resolution,  to  permit  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  motor  repairs  and  auto 
washing  (non-automatic). 


PREMISES  AFFECTED— 55  East  233rd  Street,  north¬ 
east  corner  of  Napier  Avenue,  Block  3365,  Lot  1,  Bor¬ 
ough  of  the  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  24, 
1963,  at  10  A.M.  for  hearing;  applicant  to  be  notified 
to  send  out  20-day  notices. 


1686-61-BZ 

APPLICANT — James  S.  Mclnerney  for  Fregold  Realty 
Corporation,  owner. 

SUBJECT — Application  November  13,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7c  of  the 
Zoning  Resolution,  to  permit  in  a  business  and  resid¬ 
ence  use  district,  the  maintenance  of  a  parking  lot  ac¬ 
cessory  to  an  existing  supermarket  with  night  parking 
for  local  residents. 
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MINUTES 


PREMISES  AFFECTED— 940  East  181st  Street,  south 
side,  170  feet  west  of  Vyse  Avenue,  931  to  941  East 
180th  Street,  Block  3128,  Lot  35,  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant: 

For  Opposition: 

ACTION  OF  BOARD — Laid  over  to  September  24, 
1963,  at  10  A.M.  for  hearing;  applicant  to  be  notified  to 
send  out  20-day  notices. 


1737-61-BZ 

APPLICANT — Albert  Melniker  for  Alfred  Miniaci, 
owner. 

SUBJECT — Application  November  21,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7e  of  the 
Zoning  Resolution,  to  permit  in  a  local  retail  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline  service 
station  with  accessory  uses. 

PREMISES  AFFECTED— 6800  Hylan  Boulevard,  670 
Page  Avenue,  southwest  corner,  Block  7780,  Lot  68, 
Tottenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  September  24, 
1963,  at  10  A.M.  for  determination  as  to  Board’s  juris¬ 
diction  and  possible  decision;  hearing  closed. 


1845-61-BZ 

APPLICANT — DeRose  and  Cavalieri  for  Charlotte 
Parking  Corporation,  owner. 

SUBJECT — Application  December  12,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7c  and  21 
•of  the  Zoning  Resolution,  to  permit  in  a  residence  use 
•district,  the  maintenance  of  non-transient  parking  lot 

i  for  more  than  five  motor  vehicles  for  a  term  of  ten 
years.  .  , 

PREMISES  AFFECTED — 950-966  Summit  Avenue  and 
161-169  West  162nd  Street,  northeast  corner,  Block 
2524,  Lots  33,36,38  and  39,  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant:  George  J.  Cavalieri. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  16,  1963,  at 
10  A.M.  for  inspection  and  decision;  hearing  closed. 


1861-61-BZ 

APPLICANT — Albert  Melniker  for  Harbor  View,  In¬ 
corporated,  owner. 

SUBJECT — Application  December  12,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use,  E-2 
district,  the  erection  of  a  six  story  multiple  dwelling. 

PREMISES  AFFECTED — 2  Sherman  Avenue,  1  Hen¬ 
drick’s  Avenue,  northwest  corner,  Block  28,  Lot  157, 
Now  Brighton,  Borough  of  Richmond. 

APPEARANCES—  .  , ,  „  „ 

For  Applicant:  Albert  Melniker  and  Harold  F.  Goetz. 
For  Opposition:  John  J.  Turvey,  Isabel  B.  Gaylord, 
Paul  C.  Gaylord,  Evan  H.  Coombs,  Dorothy  L.  Joseph 
and  Charles  Eisele. 

ACTION  OF  BOARD — Laid  over  to  September  24, 
1963,  at  10  A.M.  for  determination  as  to  Board’s  juris¬ 
diction  and  possible  decision;  applicant  to  submit  state¬ 
ment;  hearing  closed. 


1864-61-BZ 

APPLICANT — Albert  Melniker  for  Sharove  Develop¬ 
ers,  Incorporated,  owner. 

SUBJECT — Application  December  12,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  business  and  retail 
use  district,  the  erection  and  maintenance  of  a  gasoline 
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service  station,  lubritorium,  minor  motor  repairs  with 
hand  tools,  sale  of  accessories  and  the  parking  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 2540  Richmond  Terrace,  1 
Winant  Street,  southeast  corner,  Block  1149,  Lot  36, 
Mariners  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  Walter  Stojanonski. 

ACTION  OF  BOARD— Laid  over  to  September  24, 
1963,  at  10  A.M.  for  inspection  and  decision;  hearing 
closed. 


1889-61-BZ 

APPLICANT — Morton  S.  Cahn  for  Bianca  Pinchiroli, 
owner. 

SUBJECT — Application  December  12,  1961 — decision  of 
the  Borough  Superintendent,  under  Sections  7c  and  21 
of  the  Zoning  Resolution,  to  permit  in  a  local  retail  and 
residence  use  district,  the  maintenance  of  an  accessory 
parking  lot  for  an  existing  restaurant. 

PREMISES  AFFECTED— 166-20  Northern  Boulevard, 
southwest  corner  of  167th  Street,  Block  5397,  Lot  19, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

For  Opposition:  John  Kelley. 

ACTION  OF  BOARD— Laid  over  to  July  16,  1963,  at 
10  A.M.  for  inspection  and  decision;  hearing  closed. 


1904-61-BZ 

APPLICANT — Charles  M.  Spindler  for  Michael  P. 
Riley,  owner. 

SUBJECT — Application  December  13,  1961 — decision  of 
the  Borough  Superintendent,  under  Sections  7c,  7f  and 
7 A  of  the  Zoning  Resolution,  to  permit  in  a  business 
and  residence  use  district,  the  change  in  occupancy 
from  stone  yard  to  gasoline  service  station,  lubrication, 
non-automatic  car  washing,  office,  sale  of  accessories, 
minor  autor  repair  with  hand  tools  only,  safety  inspec¬ 
tion  and  the  parking  and  storage  of  motor  vehicles 
with  a  ground  sign  and  with  business  entrances  within 
75  feet  of  a  resident  district. 

PREMISES  AFFECTED— 48-02  to  48-16  Laurel  Hill 
Boulevard,  southeast  corner  of  48th  Street,  Block  2306, 
Lot  17,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES—  ^  „  >T  , 

For  Applicant:  B.  J.  Amato,  F.  McNamara  and  M.  r. 

For  ^Opposition :  Henry  A.  Fisher,  Philip  LoDato,  Jen¬ 
nie  LoDato,  Mary  Kevany,  Eileen  Dellentash,  Anna 
Karson,  Helen  Nemeth,  Robert  Berger,  John  Mau- 
ero,  Joseph  Massaro,  John  Granahaw,  John  O  Con¬ 
nell,  Patrick  Galligan,  Assunto  Dianda  and  Agnes 
Hentschel. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1963,  at 
10  A.M.  for  inspection  and  decision;  hearing  closed. 


1913-61-BZ 

APPLICANT— Charles  M.  Spindler  for  Augusta  Lane, 
owner.  ...  e 

SUBJECT— Application  December  13,  1961— decision  of 
the  Borough  Superintendent,  under  Section  7f  of  the 
Zoning  Resolution,  to  permit  in  a  retail  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion,  lubritorium,  non-automatic  car  wash,  office,  sale 
of  accessories,  minor  auto  repairs  with  hand  tools, 
safety  inspection  station  and  the  parking  and  storage 
of  motor  vehicles. 

PREMISES  AFFECTED— 35-17  to  35-31  (35-25  offi¬ 
cial)  Junction  Boulevard,  east  side,  157.75  feet  south  of 
35th  Avenue,  Block  1737,  Lot  49,  Jackson  Heights, 
Borough  of  Queens. 


MINUTES 


APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Opposition:  Ernest  Ivnauss,  Aledine  Grassi  and 
Mary  A.  Porto. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1963,  at 
10  A.M.  for  inspection  and  decision;  applicant  to 
amend  basis  of  Zoning  Resolution,  because  of  Board’s 
lack  of  jurisdiction  under  Section  7f;  hearing  closed. 


1933-61-BZ 

APPLICANT — Hadyn  H.  Craigwell  for  Rose  Asch, 
owner. 

SUBJECT — Application  December  14,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7e  of  the 
Zoning  Resolution,  to  permit  in  a  local  retail  use  dis¬ 
trict,  in  an  existing  three  story  and  cellar  building,  the 
change  in  occupancy  from  stores  and  apartments  to 
theatre  on  the  first  floor,  school  on  the  second  floor 
and  the  third  floor  to  remain  as  existing. 

PREMISES  AFFECTED— 1234  Castle  Hill  Avenue, 
east  side,  43.07  feet  north  of  Ellis  Avenue,  Block  3822, 
Lot  3,  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant:  H.  H.  Craigwell. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  16,  1963,  at 
10  A.M.  for  inspection  and  decision;  hearing  closed. 


1 940-6 1-BZ 

APPLICANT — Louis  Lieberman  for  Herbert  Soloway, 
owner. 

SUBJECT — Application  December  14,  1961 — decision  of 
the  Borough  Superintendent,  under  Sections  7f  and  21 
of  the  Zoning  Resolution,  to  permit  in  a  business  use 
district  the  change  in  occupancy  of  an  existing  one 
story  building  from  a  food  processing  plant  to  a  gar¬ 
age  for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 351  So.  4th  Street,  north 
side,  150  feet  west  of  Hooper  Street,  Block  2437,  Lot 
31,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  16,  1963,  at 
10  A.M.  for  inspection  and  decision;  hearing  closed. 


270-63-BZ 

APPLICANT — Nathan  Hale  Gardens,  Incorporated, 
owner. 

SUBJECT — Application  March  28,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-451  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the 
maintenance  of  an  off-site  parking  facility  for  a  multi¬ 
ple  dwelling  without  the  proper  screening. 

PREMISES  AFFECTED— 3245-3247  Irwin  Avenue, 
west  side,  416  feet  north  of  West  232nd  Street,  Block 
3406  (5759)  Lot  394,  Borough  of  the  Bronx. 
APPEARANCES— 

For  Applicant:  William  I.  Weisberg  and  Randolph 
Allen. 

For  Opposition:  Charles  J.  Redmond,  Jr.,  Amelia  Pa- 
terno  and  Mrs.  C.  J.  Redmond. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1963,  at 
10  A.M.  for  inspection  and  decision;  hearing  closed. 


271-63-BZ 

APPLICANT — Kingsbridge  Llousing  Corporation,  own¬ 
er. 

SUBJECT- — Application  March  28,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district  the 
maintenance  of  an  off-site  parking  facility  for  a  multi¬ 
ple  dwelling  without  the  proper  screening. 


PREMISES  AFFECTED — 3445  Kingsbridge  Avenue, 
southwest  corner  of  West  236th  Street,  Block  3406 
(5761),  Lot  433,  Borough  of  the  Bronx. 
APPEARANCES— 

For  Applicant:  William  I.  Weisberg  and  Randolph 
Allen. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  16,  1963,  at 
10  A.M.  for  inspection  and  decision;  hearing  closed.' 


340-63-BZ 

APPLICANT — Max  Siegel  Associates  for  333  East  69th 
Street  Corporation,  owner;  — 333  Garage  Corporation, 
lessee. 

SUBJECT — Application  April  19,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  a  C2-8  and  R8 
district,  for  a  term  of  fifteen  years,  the  use  of  transient 
parking  for  the  unused  and  surplus  tenants  spaces  in 
an  existing  multiple  dwelling  accessory  garage. 

PREMISES  AFFECTED— 325-339  East  69th  Street, 
north  side,  99  feet,  2  inches  west  of  First  Avenue, 
Block  1444,  Lot  15,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

For  Opposition:  John  H.  McChord,  Jr. 

ACTION  OF  BOARD — Laid  over  to  October  8,  1963, 
at  10  A.M.  for  decision  at  the  request  of  the  appli¬ 
cant;  hearing  previously  closed. 


341-63-A 

APPLICANT — Max  Siegel  Associates  for  333  East  69th 
Street  Corporation,  owner;  333  Garage  Corporation, 
garage  lessee. 

SUBJECT — Application  April  19,  1963 — Filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-transient 
parking. 

PREMISES  AFFECTED— 325-339  East  69th  Street, 
north  side,  99  feet,  2  inches  west  of  First  Avenue, 
Block  1444,  Lot  15,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

ACTION  OF  BOARD — Laid  over  to  October  8,  1963, 
at  10  A.M.  for  decision  in  conjunction  with  Cal.  No. 
340-63-BZ;  hearing  previously  closed. 


427-63-BZ 

APPLICANT— Lama,  Prokauer  and  Prober  for  Cupid 
Diaper  Service,  owner. 

SUBJECT — Application  May  16,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-42  of  the 
Zoning  Resolution,  to  permit  in  an  Ml-1  and  Cl-2  dis¬ 
trict,  the  erection  of  a  one  story  enlargement  to  an 
existing  laundry  building  extending  into  the  Cl-2  dis¬ 
trict. 

PREMISES  AFFECTED— 129-01  to  129-19(129-09  offi¬ 
cial)  Jamaica  Avenue,  86-45  to  86-57  127th  Street, 
northeast  corner,  Block  9281,  Lot  52,  Richmond  Hill, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  Eileen  F.  Devlin,  Aaron  Lipper, 
^  Henry  Schroeder,  Dorothy  A.  Holland,  Rose  T. 
Warsaw,  Helene  Dorr,  Marguerite  Staab,  Beatrice 
Mantei,  Jacob  Dorr,  Joseph  &  Maria  Barbuto,  Helen 
Rothel,  Ann  Bisantis,  Rose  Pastore,  Robert  Love 
and  Rose  Anastasio. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1963,  at 
10  A.M.  for  inspection  and  decision;  hearing  closed. 


436-63-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Nester  Hold¬ 
ing  Corporation,  owner;  Rayco  Auto  Seat  Covers  In¬ 
corporated,  lessee. 


/ 
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MINUTES 


SUBJECT— Applicant  May  20,  1963— decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  C4-1  district,  at  an 
existing  automotive  service  station  with  accessory  uses, 
previously  granted  by  the  Board,  the  enlargement  in 
area  and  extension  of  the  uses  to  include  motor 
vehicle  repair  shop  with  oxy-acetylene  torch  limited  to 
installation  of  shock  absorbers,  mufflers,  brakes  and 
with  wheel  alignment. 

PREMISES  AFFECTED— 2591-2613  Atlantic  Avenue, 
62-74  Sheffield  Avenue,  northwest  corner,  and  53-69 
Georgia  Avenue,  Block  3668,  Lot  36,  Borough  of 
Brooklyn. 

APPEARA.NCES — 

For  Applicant:  Frederick  Ketcher. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1963,  at 
10  A.M.  for  inspection  and  decision;  hearing  closed. 


1481-22-BZ  Vol.  II 

APPLICANT — Austin,  Burns,  Appell  and  Smith  for 
Howard  A.  Appell,  et  al,  owners. 

SUBJECT — Application  reopened  June  4,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
April  15,  1963 — decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Section  7e 
of  the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  continuance  of  a  restaurant  on  the  1st 
story  of  an  existing  building. 

PREMISES  AFFECTED— 8502-8518  4th  Avenue, 
southwest  corner  of  85th  Street,  Block  6034,  Lot  41 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frederick  W.  Appell. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  on  February  20,  1923,  this  application  (Vol.  I) 
was  granted  by  the  Board  on  certain  conditions ;  and 
Whereas,  the  Resolution  was  amended  on  January  6, 
1925,  under  Vol.  I,  permitting  use  of  the  corner  store  as 
a  bank ;  and 

Whereas,  the  Resolution  was  amended  under  Vol.  II  on 
June  14,  1938  permitting  the  use  of  the  corner  store  to  be 
changed  to  restaurant,  for  a  term  of  five  years ;  and  further 
amended  on  April  4,  1944,  permitting  an  exit  door  on  85th 
Street,  for  the  purpose  of  complying  with  the  requirements 
of  Local  Law  29;  and 

Whereas,  the  term  of  variance  was  last  extended  under 
Vol.  II  on  April  15,  1958,  for  five  years:  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
amended  Zoning  Resolution  as  to  a  ten  year  extension  of 
the  term  of  variance,  which  expired  on  April  15,  1963 ;  and 
Whereas,  this  application  was  reopened  on  June  4,  1963 
and  set  for  hearing  on  July  2,  1963  at  10  A.M.,  requiring 
a  new  decision  of  the  Borough  Superintendent,  photographs 
and  two  publications  in  the  Bulletin ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  2,  1963  after  due  notice  by  publication  in  the  Bulle¬ 
tin  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  8,  1963  acting  on  Alt.  Applic.  No.  6159-38, 
reads : 

“1.  The  above  application  was  subject  to  a  term  variance 
of  5  years  expiring  April  15,  1963  under  B.S.A.  Cal. 
#  1481-22-BZ  Vol.  II  adopted  4/28/53  Bui.  18,  Vol. 
38.  Therefore  as  per  Sec.  11-34  of  the  Amended  Zon¬ 
ing  Resolution  the  above  application  is  referred  back 
to  the  Board  of  Standards  &  Appeals.” 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  20,  1962, 
as  amended  through  April  15,  1958,  only  as  to  the  term  of 
the  variance,  so  that  as  amended  it  shall  read: 

“granted  for  a  term  of  ten  (10)  years  from  the  date  of 
this  amended  resolution,  to  permit  .  .  .  J  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects ;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained.” 


558-24-BZ  Vol.  IV 

APPLICANT — Lama,  Proskauer  and  Prober  for  Anjel 
Realty  Corp.,  owner. 

SUBJECT — Application  reopened  June  4,  1963  for  consid¬ 
eration  as  to  extension  of  term  of  variance,  expired  May 
13,  1963— decision  of  the  Borough  Superintendent,  previ¬ 
ously  granted  on  condition,  under  Section  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
addition  of  outside  parking  of  motor  vehicles  to  existing 
storage  garage. 

PREMISES  AFFECTED — 21-23  Lenox  Road,  north  side, 
166  feet  east  of  Flatbush  Avenue,  Block  5064,  Lot  106, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox'  Commissioner  Becker  and  Com¬ 


missioner  Klein  . . .  5 

Negative:  • . .  0 


THE  RESOLUTION— 

Whereas,  on  May  12,  1953,  this  application  (Vol.  IV) 
was  granted  by  the  Board  on  certain  condition;  and 

Whereas,  the  term  of  variance  was  last  extended  on  May 
13,  1958  for  five  years;  and 

Whereas  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
amended  Zoning  Resolution  as  to  extension  of  the  term  of 
variance,  which  expired  on  May  13,  1963 ;  and 
„  Whereas,  this  application  was  reopened  on  June  4  1963 
and  set  for  hearing  on  July  2,  1963  at  10  A.M.,  requiring 
a  new  decision  of  the  Borough  Superintendent,  photographs 
and  two  publications  in  the  Bulletin;  and 

nn  Tniv^iofii  plibllc  hearing  was  held  on  this  application 
on  July  2,  196o  after  due  notice  by  publication  in  the  Bulle¬ 
tin  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  17,  1963  acting  on  Alt.  Applic.  No  206-51 
reads:  ’ 


“1.  Proposed  amendment  to  extend  term  of  variance  for 
garage  for  more  than  5  motor  vehicles  and  outside 
parking  of  motor  vehicles  granted  under  B.S.A.  Cal. 
#558-24-BZ  is^  referred  back  to  Board  of  Standards 
and  Appeals.  Formerly  located  in  a  residence  district, 
now  located  partially  in  an  R7-1  and  partially  in  a 
Cl -3  mapped  in  R7-1.” 

and 


Whereas,  the  applicant  states  that  the  terms  and  condi¬ 
tions  of  the  Resolution  have  been  complied ;  that  the  present 
zoning  district  designation  is  Cl-3  for  that  portion  of  the 
site  within  150  feet  of  Flatbush  Avenue  (which  is  almost 
the  entire  portion  of  the  site  affected  by  this  variance)  and 
R7-1  for  the  balance  of  the  site,  which  is  occupied  by  the 
garage;  that  conditions  within  the  affected  area  remain  sub¬ 
stantially  as  they  were  when  the  Board  last  acted  on  this 
application. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1953,  as 
amended  through  May  13,  1958,  only  as  to  the  term  of  the 
variance,  so  that  as  amended  it  shall  read : 

“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  amended  resolution,  to  permit  .  .  .  ;  that  other  than 
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as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained.” 


14-58-BZ 

APPLICANT— Lama,  Proskauer  and  Prober  for  Sherman 
Firsty,  owner. 

SUBJECT — Application  reopened  June  4,  1963  for  consid¬ 
eration  as  to  extension  of  term  of  variance,  expires  July 
8,  1963 — decision  of  the  Borough  Superintendent,  previ¬ 
ously  granted  on  condition,  under  Section  7 h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  local  retail  use  district,  the 
parking  and  storage  of  motor  vehicles  of  the  pleasure  car 
type  only. 

PREMISES  AFFECTED — 1268  Shakespeare  Avenue,  east 
side,  100.3  feet  south  of  West  169th  Street,  Block  2506, 
Lot  85,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox'  Commissioner  Becker  and  Com¬ 


missioner  Klein  . .  5 

Negative:  .  5 


THE  RESOLUTION— 

Whereas,  on  July  8,  1958,  this  application  was  granted 
by  the  Board  on  certain  conditions  and ; 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  a  five  year  extension  of 
the  term  of  variance,  which  expired  on  July  8,  1963  ;  and 

Whereas,  this  application  was  reopened  on  June  4,  1963 
and  set  for  hearing  on  July  2,  1963  at  10  A.M.,  requiring 
a  new  decision  of  the  Borough  Superintendent,  photographs 
and  two  publications  in  the  Bulletin ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  2,  1963  after  due  notice  by  publication  in  the  Bulle¬ 
tin  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  19,  1963  acting  on  Alt.  Applic.  No.  1204-57 
reads : 

“1.  Proposed  use  of  the  lot  located  in  an  R7-1  district 
as  a  parking  lot  for  pleasure  vehicles  after  July  8, 
1963  is  contrary  to  Sec.  22-00  Zon.  Res.  and  B.S.A.  14- 
58-BZ  and  is  hereby  denied.” 

and 

Whereas,  the  applicant  states  that  the  terms  and  condi¬ 
tions  of  the  Resolution  have  been  complied  with ;  that  the 
present  zoning  district  designation  of  the  site  is  R7-1,  and 
that  conditions  within  the  affected  area  remain  substantially 
as  they  were  when  the  Board  last  acted  on  this  application. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  8,  1958,  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read ; 

“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  amended  resolution,  to  permit  .  .  .  ;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained.” 


211-58-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Louis  Fayne, 
owner. 

SUBJECT — Application  reopened  June  4,  1963  for  consid¬ 
eration  as  to  extension  of  term  of  variance,  expires  July 
29,  1963 — decision  of  the  Borough  Superintendent,  previ¬ 
ously  granted  on  condition,  under  Section  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
parking  of  motor  vehicles  of  the  pleasure  car  type  only. 


PREMISES  AFFECTED— 726-730  West  187th  Street, 
south  side,  100  feet  west  of  Bennett  Avenue,  Block  2180, 
Lot  190,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Frederick  A.  Ketcher. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox'  Commissioner  Becker  and  Com¬ 


missioner  Klein  . . .  5 

Negative  :  .....* . . .  0 


THE  RESOLUTION— 

Whereas,  on  July  29,  1958,  this  application  was  granted 
by  the  Board  on  certain  conditions  and ; 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term  of 
variance,  which  expires  on  July  29,  1963;  and 

Whereas,  this  application  was  reopened  on  June  4,  1963 
and  set  for  hearing  on  July  2,  1963  at  10  A.M.,  requiring  a 
new  decision  of  the  Borough  Superintendent,  photographs 
and  two  publications  in  the  Bulletin ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  2,  1963  after  due  notice  by  publication  in  the  Bulle¬ 
tin  ;  and 

Wiifreas,  the  decision  of  the  Borough  Superintendent, 
dated  January  28,  1963  acting  on  Alt.  Applic.  No.  1674-58, 
reads : 

“1.  Referred  back  to  B.S.A,  for  extension  of  term  of 
variance.” 

Whereas,  the  applicant  states  that  the  terms  and  condi¬ 
tions  of  the  Resolution  have  been  complied  with ;  that  the 
present  zoning  district  designation  of  the  site  is  R7-2;  that 
conditions  within  the  affected  area  remain  substantially  as 
they  were  when  the  Board  last  acted  on  this  application,  ex¬ 
cept  that  a  multiple  dwelling  has  been  constructed  on  Lot 
371,  Block  2180. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  29,  1958,  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read : 

“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  amended  resolution,  to  permit  .  .  .  ;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained.” 


1591-61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Milliken 
Estates,  owner. 

SUBJECT — Application  October  11,  1961 — decision  of  the 
Borough  Superintendent,  under  Sections  7e,  7f  and  7i  of 
the  Zoning  Resolution,  to  permit  in  a  retail  use  district, 
the  erection  of  two  buildings,  Building  A  to  be  occupied 
as  an  automobile  showroom  with  offices  on  the  second 
floor  and  Building  B  to  be  occupied  as  a  gasoline  service 
station  with  accessory  uses  including  automatic  car  wash¬ 
ing  and  with  a  ground  sign  for  a  term  of  twenty  years. 

PREMISES  AFFECTED— 750-754  St.  Nicholas  Avenue, 
east  side,  489  feet  8  inches  south  of  150th  Street,  Block 
2053,  Lot  44,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox'  Commissioner  Becker  and  Com¬ 


missioner  Klein  . . . . .  5 

Negative:  . . .  0 
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1862-61-BZ 

APPLICANT — Albert  Melniker  for  David  S.  Cohen, 
owner. 

SUBJECT — Application  December  12,  1961 — decision  of  the 
Borough  Superintendent,  under  Section  21  of  the  Zoning 
Resolution,  to  permit  in  an  E-l  and  G-l  area  district,  the 
erection  of  a  six  story  multiple  dwelling. 

PREMISES  AFFECTED — 945-959  Hylan  Boulevard,  north 
side,  446.13  feet  west  of  Fingerboard  Road,  Block  3231, 
Lot  85,  Grasmere,  Borough  of  Richmond. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox'  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . .  5 

Negative  :  . - . * .  0 


2S9-63-BZ 


APPLICANT — Max  Siegel  Associates  for  Lexington 
Apartments  Company,  owner;  East  68th  Street  Garage 
Holding  Corporation,  Garage  lessee. 

SUBJECT — Application  April  4,  1963 — -decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60  (3)  of  the  Multiple 
Dwelling  Law  to  permit  in  a  C6-4  and  R7-2  district,  for 
a  term  of  fifteen  years,  the  use  of  transient  parking  for 
the  unused  and  surplus  tenants  spaces  in  an  existing  multi¬ 
ple  dwelling  accessory  garage. 

PREMISES  AFFECTED— 150  East  61st  Street,  775  Lex¬ 
ington  Avenue,  southeast  corner,  Block  1395,  Lot  50, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

For  Opposition  :  Robert  Goldstein. 

ACTION  OF  BOARD — Application  granted  on  condition. 

TFIE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox'  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . . . . .  5 

Negative  :  . . . — . ! .  0 


TFIE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  18,  1963  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  July  2,  1963  for  inspection  and  decision; 
hearing  closed ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  25,  1963  acting  on  Alt.  Applic.  No.  280-63, 
reads : 


“A2.  Proposed  daily  transient  parking  by  non  occupants 
within  an  existing  accessory  sub-cellar  and  cellar  gar¬ 
age  located  partly  in  C6-4  and  R7-2  (Residence)  Dis¬ 
trict  in  a  Class  “A”  Multiple  Dwelling  is  contrary 
to  Article  II  Chapter  5  Section  412  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  inspected 
by  a  committee  of  the  Board  which  recommended  granting 
under  certain  conditions. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  Section  60  (3) 
of  the  Multiple  Dwelling  Law,  to  permit  in  C6-4  and  R7-2 
districts,  for  a  term  of  fifteen  years,  the  use  of  transient 
parking  for  the  unused  and  surplus  tenant  spaces  in  an 
existing  multiple  dwelling  accessory  garage,  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
applicatio  ndated  April  4,  1963,  3  sheets;  on  further  condi¬ 
tion  that  the  vehicles  parked  in  the  triensient  parking  space 
shall  be  pleasure-type  cars  only,  and  shall  not  exceed  35  in 
number  in  addition  to  the  number  of  cars  parked  by  tenants 
of  the  building  and  cars  parked  on  a  monthly  basis ;  that 
the  tenants  of  this  apartment  house  may  recapture  any  of 
the  spaces  devoted  to  transient  parking  on  30  days’  notice 


to  the  owner  in  accordance  with  Section  60(lb)  of  the 
Multiple  Dwelling  Law ;  that  the  two  signs  now  on  the  front 
of  the  building  shall  be  removed  and  the  only  sign  permitted 
shall  be  of  metal  lettering  with  the  letters  attached  to 
the  wall  over  the  garage  entrance ;  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with ;  and  that  an 
amended  Certificate  of  Occupancy  shall  be  obtained  for  the 
garage  portion  of  the  building. 


290-63-A 

APPLICANT — Max  Siegel  Associates  for  Lexington 
Apartments  Company,  owner ;  East  68th  Street  Garage 
Holding  Corporation,  Garage  lessee. 

SUBJECT — Application  April  4,  1963 — Filed  pursuant  to 
Section  60  of  the  Multiple  Dwelling  Law  re-transient 
parking. 

PREMISES  AFFECTED— 150  East  61st  Street,  775  Lex¬ 
ington  Avenue,  southeast  corner,  Block  1395,  L-ot  50,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox'  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . . 5 

Negative:  . . .. — _  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  27,  1963  on  Alt.  Applic.  280-63-,  reads: 

“Al.  Proposed  daily  transient  parking  by  non-occupants  of 
the  multiple  dwelling  with  an  accessory  garage  is 
contrary  to  Article  3  Section  60  Subd.  1  (b)  and  (d) 
of  the  Multiple  Dwelling  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decison  of  the  Borough  Superintendent, 
dated  March  27,  1963,  acting  on  Alt.  Applic.  280-63,  Ob¬ 
jection  No.  A-l,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  60  of  the  Multiple 
Dwelling  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  all  of  the  requirements  of  the 
resolution  adopted  this  day  by  the  Board  under  Calendar 
Number  289-63-BZ  shall  be  complied  with. 


356-63-BZ 

APPLICANT — Joseph  Mitchell  for  Maiden  Lane  Service 
Station,  Inc.,  owner. 

SUBJECT — Application  April  25,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C6-6  district,  at  an 
existing  automotive  service  station,  the  enlargement  in 
area  of  the  accessory  building. 

PREMISES  AFFECTED— 151-157  Maiden  Lane,  northeast 
corner  of  Front  Street,  Block  72,  Lot  7,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Joseph  Mitchell. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox'  Commissioner  Becker  and  Com¬ 
missioner  Klein  . - . .  5 

Negative:  . . 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  18,  1963  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  laid  over  to  July  2,  1963  for  inspection  and  decision; 
applicant  to  submit  additional  drawings ;  hearing  closed ;  and 
Whereas,  the  decsion  of  the  Borough  Superintendent, 
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dated  April  22,  1963  acting  on  Alt.  Applic.  No.  115-63, 
reads : 

“Cl.  Increasing  the  area  thru  structural  alteration  of  a 
building  occupied  by  a  non-conforming  use  is  con¬ 
trary  to  Section  52-22  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  conditions;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-211  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  Section  73-211, 
to  permit  in  a  C6-6  district,  at  an  existing  automotive  ser¬ 
vice  station,  the  enlargement  in  area  and  height  of  the  ac¬ 
cessory  building  on  condition  that  the  work  shall  conform 
to  drawings  filed  with  this  application  dated  April  25,  1963, 
1  sheet  and  June  21,  1963,  4  sheets;  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with;  and  that  per¬ 
mit  shall  be  obtained,  work  completed  and  a  Certificate  of 
Occupancy  shall  be  obtained  within  one  year  from  the  date 
of  this  Resolution. 


393-63-BZ 

APPLICANT — LaPierre,  Litchfield  and  Partners  for  Meth¬ 
odist  Hospital  of  Brooklyn,  owner. 

SUBJECT — Application  May  3,  1963 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-641  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  at  an  existing 
hospital,  the  erection  of  a  two  story  enlargement  to  the 
nurses  home  that  encroaches  on  the  required  initial  set- 
back  s 

PREMISES  AFFECTED — 538-554  6th  Street,  west  side, 
from  7th  Avenue  to  8th  Avenue,  Block  1086,  Lot  40,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Robert  L.  Niles. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  . . .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  25,  1963  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  July  2,  1963  for  decision  applicant  to 
submit  revised  drawings;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  10,  1963  acting  on  Alt.  Applic.  No.  568-63, 
reads : 

“1.  Provide  15'  setback  at  wide  street  (8th  Ave.)  and  20' 
setback  at  narrow  street  (7th  Street)  as  per  Sec.  24- 
522  Z.R.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  conditions ;  and 

W hereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-641  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  Section  73-641,  to  per¬ 
mit  in  an  R-6  district,  at  an  existing  hospital,  the  erection 
of  a  three  story  enlargement  to  the  nurses  home  that  en¬ 
croaches  on  the  required  setbacks  on  condition  that  the  work 
shall  conform  to  drawings  filed  with  this  application  dated 
May  3,  1963.  11  sheets;  that  all  other  laws,  rules  and  regu¬ 


lations  applicable  shall  be  complied  with ;  and  that  permit 
shll  be  obtained,  work  completed  and  a  Certificate  of  Occu¬ 
pancy  obtained  within  one  year  from  the  date  of  this  Reso¬ 
lution. 


Adjourned  12:40  P.M. 

James  P.  Mulroy,  Secretary 
REGULAR  MEETING 

TUESDAY  AFTERNOON,  JULY  2,  1963,  2  P.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein. 

145-49-A 

APPLICANT — Reverend  Peter  D.  Duhart,  owner. 
SUBJECT— Application  for  consideration  —  reopening 
for  extension  of  term  of  variance  which  expired  June 
13,  1963 — Appeal  from  a  decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  for 
a  term  of  years. 

PREMISES  AFFECTED  —  535  West  159th  Street, 
north  side,  300  feet  west  of  Amsterdam  Avenue,  Block 
2118,  Lot  52,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Rev.  Peter  D.  Duhart. 

ACTION  OF  BOARD — Application  reopened  and  term 
of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  . - .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  June  7,  1949,  on  certain  conditions;  and 

Whereas  the  term  of  variance  was  last  extended  on 
June  13,  1961 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  7,  1949,  as 
amended  through  June  13,  1961  only  as  to  the  term  of  the 
variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  two  years  from  the  date  of 
this  amended  resolution,  to  permit  .  .  .  ;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects ;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained.” 

(Alt.  743/52) 


564-53-A 

APPLICANT — Satterlee,  Warfield  and  Stephens  for 
Farrand  Optical  Company,  owner. 

SUBJECT — Application  for  consideration  —  reopening 
for  extension  of  term  of  variance  which  expired  May 
13,  1963 — Appeal  from  a  decision  of  the  Borough 
Superintendent;  previously  granted  on  condition. 
PREMISES  AFFECTED — 4401  Bronx  Boulevard, 

west  side,  260.51  feet  north  of  Nereid  Avenue,  Block 
5065,  Lot  601,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Charles  F.  Brennan,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  term 
of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  . . .  5 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  September  20,  1955,  on  certain  conditions;  and 
Whereas,  the  term  of  variance  was  extended  on  May  13, 
1958;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance, 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  20, 
1955,  as  amended  on  May  13,  1958  only  as  to  the  term  of 
the  variance,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  read : 


“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com- 
plied  with  in  all  respects ;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained.”  , 

(N.  B.  614/53) 


482-54-A-Vol.  II 

APPLICANT— Alfred  Rader  for  195-197  William  Street 


Corporation,  owner. 

SUBJECT  —  Application  reopened  May  8,  1962  as 
Volume  II — Appeal  from  a  decision  of  the  Borough 
Superintendent,  re-  Egress  and  Skylight. 

PREMISES  AFFECTED— 195  William  Street,  west 
side,  103.9%  feet  south  of  Frankfort  Street,  Block  102, 
Lot  12.  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfred  Rader. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein  ....  4 

Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  18,  1961  on  Alt.  Applic.  941-61,  reads: 


“L  Cellar  egress  inadequate  as  per  Sec.  6. 1.2. 2.1.  } 

2.  Omission  of  skylight  contrary  to  C26-641.0  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board,  which  recommended  that  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  18,  1961,  acting  on  Alt  Applic.  941-61,  Ob- 
j action  No.  1  and  2,  be  and  it  hereby  is  Modified  and  that 
ttir>  ^Dpeal  be  and  hereby  is  granted  on  condition  that  the 
b’-ilding  shall  conform  to  drawings  filed  with  this  applica¬ 
tion  dated  December  19,  1961,  one  sheet:  and  that  all  other 
laws,  rules  and  regulations  applicable  shall  be  complied  with. 


662-61-A 

APPLICANT  —  Samuel  Carr  for  Eisner  Realty  Corp¬ 
oration,  owner. 

SUBJECT— Application  May  10,  1961  —  Appeal  from 
an  order  and  a  decision  of  .the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 96-98  Prince  Street,  south 
side,  25  feet  3  inches  east  of  Mercer  Street,  Block  499, 
Lot  18.  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Carr,  Alex  Eisner  and  Frank 
L.  Cioffi. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker,  and  Commissioner  Klein  .  4 

Negative :  Commissioner  Fox  . . .  1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 


sioner,  dated  May  2,  1961  on  Violation  Order  No.  495342, 
reads : 

“1.  Provide  an  approved  wet  pipe  automatic  sprinkler 
system  for  entire  bldg. 

Chapter  C19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  granting  the  appeal  under 
certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  2,  1961,  acting  on  Violation  Order 
#495342,  Objection  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
appeal  dated  May  10,  1961,  2  sheets  and  April  22,  1963, 
6  sheets ;  that  the  cellar  stair  shall  be  enclosed  with  a 
masonry  partition  and  the  entire  elevator  shaft  shall  be 
enclosed  in  fire-retarded  partitions,  using  metal  studs  and 
that  a  thermostatic  fire  alarm  system  shall  be  installed 
throughout  the  building  with  central  office  connection. 


698-61-A 

APPLICANT — Samuel  Carr  for  Eisner  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  May  10,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 100  Prince  Street  south  side, 
71  feet  2  inches  west  of  Mercer  Street,  Block  499, 
Lot  17,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Carr  and  Alex  Eisner. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Becker  and  Commissioner  Klein  .  4 

Negative :  Commissioner  Fox  .  1 

THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  2,  1961  on  Violation  Order  No.  495343, 
reads : 

”1.  Provide  an  approved  wet  pipe  automatic  sprink¬ 
ler  system  for  entire  building. 

Chapter  19-161.0  Administrative  Code.”  and 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  granting  the  appeal  under 
certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner  dated  May  2,  1961,  acting  on  Violation .  Order 
#495343,  Objection  No.  1  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
appeal  dated  May  10,  1961,  2  sheets  and  April  22,  1963,  3 
sheets ;  that  the  cellar  stair  shall  be  enclosed  with  a  mason¬ 
ry  partition  ;  that  the  elevator  shaft  and  stair  shall  be  en¬ 
closed  in  fire-retarded  partitions  using  metal  studs ;  that 
a  thermostatic  fire  alarm  system  with  central  office  connec¬ 
tion  shall  be  installed  throughout  the  building  which  may 
be  combined  with  the  system  to  be  installed  in  96-98  Prince 
Street,  required  by  the  Board  under  Cal.  No.  662-61-A. 


733-61-A 

APPLICANT — A.  L.  Seiden  for  Estate  of  Samuel  J. 
Silberman  and  Amicus  Realty  Corporation,  owner. 

SUBJECT — Application  May  17,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED —  125-131  Canal  Street  and 
45  Chrystie  Street,  northwest  corner,  Block  3*03,  Lot 
35,  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  A.  L.  Seiden. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

^W-FION  OF  BOARD — Appeal  denied. 

1HE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Chairman  holey,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and 
Commissioner  Klein  .  c 

THE  RESOLUTION—  .  5 

.  Whereas  the  order  and  decision  of  the  Fire  Commis¬ 
si  'kted  January  25,  1961  and  April  17,  1961  on  Viola- 
tion  Order  No.  487628,  reads : 

"1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  entire  Building.  Chapter  C19-161 0 
of  Administrative  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  de¬ 
nied  because  ot  the  use  and  occupancy  found  at  the  building 
Ke  solved,  that  the  order  and  decision  of  the  Fire  Com- 
missioner,  dated  January  25,  1961  and  April  17,  1961,  acting 
on  Violation  Order  No.  487628,  Objection  No.  1,  be  and 
it  lereby  is  affirmed  and  that  the  application  be  and  it 
hereby  is  denied. 


8S0-61-A 

APPLICANT-Behrer  Holding  Corporation,  owner; 
„  P^rer-Mason  Company,  Incorporated,  lessee. 
SCBJEC1—  Application  May  18,  1961—  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
spnnkler  system. 

PREMISES  AFFECTED — 81  Beekman  Street,  west 
side,  140  feet  north  of  Cliff  Street,  Block  94,  Lot  27 
Borough  of  Manhattan.  ’ 

APPEARANCES— 

For  Applicant:  Charles  M.  McCarty 

F°DeptdminiStrati°n:  LieUt  J°hn  P'  Manfredi>  Fire 

—  CTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  .  q 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and 
Commissioner  Klein  .  c 

THE  RESOLUTION— 

.  WheReas  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  14,  1961  and  April  20,  1961  on  Viola¬ 
tion  Order  No.  489941,  reads: 

P  the°buihran  approved  sPrinkler  system  throughout 

Chapter  C19-161.0  Admin.  Code.” 
and 

nERFAS’  u-Su premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  de¬ 
nied  because  of  conditions  found  at  the  building. 

l\e  solved,  that  the  decision  and  order  of  the  Fire  Com- 
missioner  dated,  January  14,  1961  and  April  20,  1961,  acting 
on  Violation  Order  No.  489941,  Objection  No.  1,  be  and 

hereby^ ts  denied  that  the  application  be  and  * 


898-61-A 

APPLICANT— Daub  and  Daub  for  Samuel  J.  Stern 
owner.  J  ’ 

SUBJECT— Application  June  9,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

pREMISES  AFFECTED — 133  Mercer  Street,  west 
side  7L9  feet  south  of  Prince  Street,  Block  499,  Lot 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Daub. 


FDeiffidininiStrati°n:  LieUt  J°hn  P*  Manfredi>  Fire 

THEIOVOTE— 0ARD_ APPCal  granted  011  condition. 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  L 

Negative:  .  a 

THE  RESOLUTION— .  0 

.  Whereas  the  order  and  decision  of  the  Fire  Commis- 

oX’^^l^'rfds1:961  1%1  «  Vi°'a‘”" 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  entire  building. 

C.19-161.0  Administrative  Code” 

and 

1  v,«V  rERF^S^  thie  premises  vere  inspected  by  a  committee  of 
the  board  and  the  committee  recommended  granting  the 
appeal  under  certain  conditions. 

Resolved,  that  the  decision  and  order  of  the  Fire  Com¬ 
missioner  dated  April  27,  1961  and  May  23,  1961,  acting 
on  Violation  Order  No.  483274,  Objection  No.  1,  be  and  5 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  application  dated  June  9,  1961 
5  sheets;  that  the  perforated  pipe  system  shall  be  main- 
tainedm  the  cellar  and  subcellar  to  the  satisfaction  of  the 
hire  Commissioner;  that  a  thermostatic  fire  alarm  system 
with  central  office  connection  shall  be  installed  through¬ 
out  the  building;  that  the  stairhall  shall  be  properly  illu¬ 
minated;  that  the  fireproof,  self-closing  doors  leading  to 
stairs  shall  be  put  in  good  repair;  and  that  the  7th  floor 

combustible  £3“*  ^  ^  re<1Uiring  3  Fire  D'par‘™"‘ 


1470-61-A 

APPLICANT— Abraham  Fisher  for  Beredam  Realty 
Corp.,  owner.  y 

SUBJECT— Application  September  13,  1961  —  Anneal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISE5  AFFECTED  _  45-51  Lispenard  Street, 

j°rfth26SldR  175  Church  Street,  Block  21o| 

Lot  26,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

F°DeAtdminiStrati°n:  LieUt  J°hn  R  Manfredi,  Fire 

denied' 

Affirmative:  .  n 

Negative  :  Chairman  Foley,  Vice  Chairman"  Kieinert" 
Commissioner  fox,  Commissioner  Becker  and 
Commissioner  Klein  r 

THE  RESOLUTION—  .  5 

.  Whereas  the  order  and  decision  of  the  Fire  Commis- 
sioner,_  dated  February  15,  1961  and  August  21,  1961  on 
Violation  Order  No.  493456,  reads :  ’ 

“1*  Frovide  an  approved  automatic  sprinkler  system 
throughout  building. 

C.19-161.0  Administrative  Code” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 

n;!r1  K  d  Which  ^.commended  that  the  application  be  de¬ 
nied  because  of  conditions  found  at  the  building. 

Kesohed,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated,  February  15,  1961  and  August  21,  1961, 
acting  on  Violation  Order  #493456,  Objection  No  1  be 

Unher,ebye,v/e„S/,r”,?'<  ^  ttat  the  applicatio"  be  a"d 


1986-61- A 

Af^LrnSAwTrSinieteACh  Company  Incorporated,  lessee, 
tor  10o  v\  est  End  Avenue  Corporation,  owner. 
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SUBJECT— Application  December  20,  1961  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
egress,  exits,  fireproof  passage,  etc. 

PREMISES  AFFECTED— 106  West  End  Avenue,  east 
side,  50  feet  north  of  64th  Street,  Block  1156,  Lot  4, 
Borough  of  Manhattan. 

APPEARANCES—  ,  T  ,  _ 

For  Applicant:  Nathan  Lubroth  and  Joseph  Seiden. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Becker  .  4 

Negative:  Commissioner  Klein  .  1 

THE  RESOLUTION—  . 

WRereas,  the  decision  of  the  Borough  Superintendent, 

dated  November  28,  1961  on  Alt.  Applic.  752-61,  reads: 
“C-3  Building  fails  to  meet  requirements  of  Sect.  271 
of  the  Labor  Law  in  the  following  respects:  (1) 
That  the  cellar  floor  which  is  used  as  a  factory 
is  not  provided  with  two  exits  as  required  by 
Sect.  271  subdivision  1-a,  (2)  That  the  fire  escape 
on  the  rear  of  the  building  does  not  lead  directly 
to  the  street  through  a  fireproof  passage  on  the 
first  floor  as  required  by  Section  271,  subdivision 
1-c.” 

and 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  Borough  Superintendent, 
dated  December  21,  1961,  acting  on  Alt.  Applic.  1118/61, 
Objection  No.  1,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  application  dated  January  3,  1962, 
7  sheets ;  that  an  approved  sprinkler  system  shall  be  in¬ 
stalled  throughout  the  building ;  that  windows  and  doors 
on  the  line  of  the  fire  escape  shall  be  put  in  good  condi¬ 
tion  ;  that  the  fire  escape  shall  be  painted  and  extended 
to  the  roof;  and  that  the  occupancy  of  all  floors  shall  be 
limited  to  the  capacity  of  the  primary  means  of  egress. 


295-62-A 

APPLICANT— Harry  Kirshbaum  for  102  Canal  Street 
Realty  Corporation,  owner. 

SUBJECT— Application  March  30,  1962— Appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  Certif¬ 
icate  of  Occupancy.  . 

PREMISES  AFFECTED— 102  Canal  Street,  south  side, 
25  feet  east  of  Forsythe  Street,  29  Forsythe  Street, 
Block  292,  Lots  11  and  13,  Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant:  Harry  Kirshbaum. 
a  rTTHW  nrr  RDARP — Anneal  granted 


r*n«nif  i  An 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  Borough  Superintendent, 
dated  November  28,  1961,  acting  on  Alt.  Applic.  752-61, 
Objection  No.  C-3,  and  that  the  appeal  be  and  it  hereby 
is  granted'  on  condition  that  the  building  shall  conform 
to  drawings  filed  with  this  application  dated .  March  26, 
1963,  14  sheets;  that  the  wood  door  at  the  stair  enclosure 
on  the  first  floor  shall  be  removed,  leaving  only  the  fire¬ 
proof,  self-closing  door  at  this  location;  that  the  wood¬ 
working  shop  at  the  first  floor  entrance  driveway  shall  be 
removed  and  that  area  kept  clear ;  that  paint  on  the  prem¬ 
ises  shall  be  stored  in  approved  cabinets;  that  all  fireproof 
self-closing  doors  in  the  building  shall  be  kept  in  proper 
condition;  and  that  all  other  laws,  rules  and  regulations 
applicable  shall  be  complied  with. 


THE  VOTE—  .  .  . 

Affirmative  i  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein....  4 
Negative :  Commissioner  Fox  . . .  1 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  19,  1962  on  B.N.  Applic.  2082-61,  reads: 

“a.  Existing  single  rung  iron  ladders  with  hatches 

to  roof. 

b.  First  floor  enclosure  to  Cellar  Stairs  to  be  filled 
between  studs  with  Rock  Wool  and  Fire  Code  60 
on  stair  side. 

c.  Existing  metal  ceilings  of  factory  floors  (2nd  and 

3rd).  ,  ie 

d.  One  existing  skylight  over  stairs  less  than  15 

square  feet.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


50-62-A 

APPLICANT— Daub  and  Daub  for  3  West  4th  Street 
Realty,  owner. 

SUBJECT— Application  January  3,  1962  —  Appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  second 
means  of  egress. 

PREMISES  AFFECTED — 699  Broadway  and  1-7  West 
4th  Street,  north  west  corner,  Block  546,  Lot  40, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Daub. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  21,  1961  on  Alt.  Applic.  1118-61,  reads: 

“1.  Reconsideration  requested  to  accept  the  fire  escape 
from  9  story  building  as  2nd  means  of  exit  for  the 
easterly  section  of  the  building.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  Borough  Superintendent, 
dated  March  19,  1962,  acting  on  B.N.  App.  2082/61,  Objec¬ 
tion  Nos.  a,  b,  c  and  d,  and  that  the  appeal  be  and  it  hereby 
is  granted,  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  application  dated  March  30,  1962,  8 
sheets;  that  a  thermostatic  fire  alarm  system  with  central 
office  connection  shall  be  installed  throughout  the  building. 


305-62-A 

APPLICANT— Saul  Goldsmith  for  Samco  Realty  Corpo¬ 
ration,  owner. 

SUBJECT— Application  April  3,  1962— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  openings 
between  floors. 

PREMISES  AFFECTED  —  140-162  Provost  Street, 
56-66  Paidge  Avenue,  southeast  corner,  Block  2491, 
Lot  201,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Saul  Goldsmith. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commssoner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  2,  1962  on  Amend.  Misc.  Applic.  1868-59,  reads : 

“23.  In  a  270  Labor  Law  bldg,  vertical  openings  be¬ 
tween  floors  are  required  to  be  protected  in  ac¬ 
cordance  with  LL  272  &  5  omission  of  required 
partitions  not  acceptable.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  Borough  Superintendent, 
dated  April  2,  1962,  acting  on  Amend.  Misc.  App.  1868-59, 
Objection  No.  23,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  application  dated  June  26,  1963,  4 
sheets;  that  all  other  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


488-62-A 

APPLICANT  —  Herman  E.  Horwood  for  Mongolia 
Importng  Company,  Incorporated,  owner. 

SUBJECT — Application  May  25,  1962 — Appeal  from 
an  order  of  the  Fire  Commissioner  re-  sprinkler 
system  and  Appeal  from  a  decision  of  the  Borough 
Superintendent  re-  Ceilings  —  fire  resistive. 
PREMISES  AFFECTED — 274  Water  Street,  west  side, 
59  feet  9  inches  south  of  Dover  Street,  Block  106, 
Lot  3,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  E.  Horwood. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissoner  Becker  and  Com¬ 


missioner  Klein  . . .  5 

Negatve:  .  0 


THE  RESOLUTION— 

Whereas,  the  order  of  the  Fire  Commissioner,  dated 
May  17,  1962  on  Violation  Order  No.  535605,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  building. 

C19-161.0  Administrative  Code.” 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  1,  J962  on  Alt.  Applic.  1453-60,  reads : 

“C-6  Ceilings  to  be  provided  either  with  a  one-hour 
fire  resistive  rating  or  a  automatic  fire  extin¬ 
guishing  system  as  per  272.6  of  the  State  Labor 
Law.” 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  of  the  Fire  Commissioner,  dated 
May  17,  1962  on  Violation  #535605,  Item  1,  and  decision 
of  the  Borough  Superintendent,  dated  May  1,  1962,  acting 
on  Alt.  Applic.  1453-60,  Objection  No.  C-6,  be  and  it  hereby 
is  mgodifed  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  application  dated  March  25,  1962,  3  sheets  and 
June  21,  1963,  one  sheet;  that  a  non-automatic  sprinkler 
system  shall  be  installed  throughout  the  cellar  and  that  a 
thermostatic  fire  alarm  system  with  central  office  con¬ 
nection  shall  be  installed  throughout  the  building. 


887-62-A 

APPLICANT— Reavis  and  McGrath  for  Franhill  Realty 
Corporation,  owner;  H.  C.  Bohack  Company  In¬ 
corporated,  lessee. 


SUBJECT — Application  September  21,  1962  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED  —  202-15  to  202-19  Hillside 
Avenue,  northwest  corner  of  Francis  Lewis  Boulevard, 
Block  10533,  Lot  128,  Hollis,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  14,  1962  and  August  24,  1962  on  Order 
No.  2410-2,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler  system 
in  cellar,  with  at  least  one  source  of  water  supply, 
arranged  and  equipped  as  per  Ch.  26-1372.3b.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  application  be  de¬ 
nied  because  of  conditions  found  at  the  building. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated,  May  14,  1962  and  August  24,  1962,  acting 
on  Order  #2410-2,  Objection  No.  1,  be  and  it  hereby  is 
affirmed  and  that  the  application  be  and  it  hereby  is 
denied. 


313-63-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Nubee 
Incorporated,  owner;  United  Parcel  Services,  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  April  11,  1963 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
use  of  open  flames — garage. 

PREMISES  AFFECTED — 601-647  West  43rd  Street, 
north  side,  from  11th  Avenue  to  12th  Avenue,  571-587 
Eleventh  Avenue,  600-644  West  44th  Street,  542-550 
Twelfth  Avenue,  Block  1091,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Vice  Chairman  Kleinert,  Commissioner 
Fox,  Commissioner  Becker  and  Commissioner 


Klein  .  4 

Absent:  Chairman  Foley .  1 

THE  RESOLUTION— 


Whereas,  the  decision  and  order  of  the  Fire  Commis¬ 
sioner,  dated  April  3,  1963  on  Order  No.  1559-3,  reads: 

“1.  Discontinue  the  use  of  open  flames,  (stove,  forge, 
torch,  etc.)  in  garage — OR — 

Provide  an  enclosure  constructed  of  fire-retarding 
material  provided  with  a  self-closing  fireproof 
door  about  space  where  open  flames  are  used. 
Plans  and  specifications  to  be  approved  by  the 
Department  of  Buildings  before  work  is  com¬ 
menced. 

C19-72.0-a  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  granting  the  appeal 
under  certain  conditions. 

Resolved,  that  the  decision  and  order  of  the  Fire  Com¬ 
missioner,  dated  April  3,  1963,  acting  on  Order  #1559-3, 
Objection  No.  1,  be  and  it  hereby  i§  modified  and  that  the 
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appeal  be  and  it  hereby  is  granted,  on  condition  that  the 
building  conform  to  drawings  filed  with  this  application 
dated  April  11,  1963,  4  sheets,  that  when  the  welding  and 
cutting  operations  are  being  performed,  no  gasoline  will  be 
dispensed ;  that  an  asbestos  curtain  will  be  set  up  around 
the  operation  to  control  the  sparks  \  that  a  fully  charged 
water  hose  will  always  be  within  reach ;  that  a  fire-watcher 
with  a  CO9,  extinguisher  will  be  on  hand  during  all  opera¬ 
tions;  that  no  trucks  will  be  parked  within  25  feet  of  the 
operation ;  that  the  acetylene  torch  and  tanks  will  be  carried 
on  a  truck;  that  all  oxygen  will  be  stored  in  a  fireproof 
closet  properly  ventilated;  that  the  acetylene  torch  will  be 
of  approved  type;  and  on  further  condition  that  in  all  other 
respects  the  building  shall  conform  to  all  laws,  rules  and 
regulations  applicable. 


479-63-A 

APPLICANT— Joseph  M.  Lacy  for  Eero  Saarinen  and 
Associates  for  American  National  Theater  and 
Academy  —  New  York  University,  owner. 
SUBJECT— Application  June  6,  1963  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re- 
Class  5  construction,  public  building — theatre. 
PREMISES  AFFECTED— 40  West  4th  Street,  south 
side,  60  feet  east  of  Wooster  Street,  Block  535,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  N.  Lacy,  Robert  Dowling, 
B.  F.  Nowell,  Jr.,  P.  H.  Stam,  S.  W.  Faulkenberry, 
Robert  Whitehead,  Elia  Kazan  and  Joseph  J. 
Roberto. 

For  Opposition:  Marvin  Z.  Goldstein. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE—  „  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ^ 

Negative:  .  ^ 

THE  RESOLUTION—  . 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  5,  1963  on  N.B.  Applic.  29-63,  reads : 

“C-5  The  proposed  theatre  is  a  public  building  and 
therefore  should  be  of  fireproof  construction  as 
per  Sections  C26-254.0  and  C26-721.0  A.C. 

C-9  The  four  hour  stage  enclosure  wall  required  by 
Section  C26-722.0  has  not  been  provided. 

C-10  The  skylight  over  the  stage  required  by  Sect. 
C26-724.0  A.C.  has  not  been  provided. 

C-ll  The  proscenium  curtain  of  incombustible  material 
required  by  Sect.  C26-725.0  has  not  been  furnished. 

C-12  All  normal  exits  have  not  been  located  on  street 
fronts,  therefore  they  are  contrary  to  Section 
C26-730.0  c. 

C-13  Since  the  lobby  does  not  lead  directly  to  the  rear 
of  the  orchestra  at  least  two  interior  stairways 
must  be  provided  in  accordance  with  Sect.  C26- 

730.0  d.  ,  . 

C-14  Two  emergency  exits  from  each  side  of  each  tier 
have  not  been  provided  as  per  Sect.  C26-731.0  d. 

C-15  The  required  emergency  stairs  have  insufficient 
width  for  the  proposed  occupancy  of  1142  persons 
as  per  Sect.  C26-7310  j. 

C-16  Proposed  steps  in  the  aisles  on  the  orchestra  floor 
are  contrary  to  Sec.  C26-740.0. 

C-17  The  sprinkler  system  required  by  Sect.  C26-746.0 
has  not  been  provided.” 

Whereas,  the  Board  has  considered  this  application  and 
has  examined  the  drawings  and  statements  submitted. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  5,  1963,  acting  on  N.B.  Applic.  29-63,  Objection 
Nos.  C-5,  C-9,  C-10,  C-ll,  C-12,  C-13,  C-14,  C-15,  C-16  & 
C-17,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  for  a  period  of  three  years  from 


the  date  of  this  resolution  on  condition  that  the  building 
shall  conform  to  drawings  filed  with  this  appeal  dated  June 
6,  1963,  8  sheets ;  on  further  condition  that  the  structural 
drawings  and  design  for  this  building  shall  be  approved 
by  the  Department  of  Buildings;  that  sprinkler  heads  shall 
be  installed  in  the  corridor  and  the  two  storage  rooms  at 
elevation  33  feet  5  inches;  that  any  fire-fighting  equipment 
required  by  the  Fire  Commissioner  shall  be  supplied ,  and 
that  conventional  signs  for  the  theatre  shall  be  permitted. 


959-61-A 

APPLICANT— Joseph  Lau  for  The  Society  for  the 
Relief  of  Women  and  Children,  owner. 

SUBJECT— Application  June  16,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re 
sprinkler  system. 

PREMISES  AFFECTED— 188  Reade  Street,  north  side, 
70  feet  214  inches  east  of  West  Street,  214  Duane 
Street,  Block  139,  Lot  60,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Martin  J.  Hyman. 

For  Admnistration :  Lieut.  John  P.  Manfredi,  hire 

Dept.  , 

ACTION  OF  BOARD — Application  withdrawn  at  the 

request  of  the  applicant. 

THE  VOTE  TO  WITHDRAW:  _ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ~ 

Negative:  .  v 


381-62-A 

APPLICANT— Leonard  F.  Rothkrug  for  Glen  Oaks 
Club,  Incorporated,  owner. 

SUBJECT — Application  April  26,  1962 — Appeal  from  an 
order  of  the  Fire  Commissioner,  re-  Storage  of  Liquid 


PREMISES  AFFECTED— 263-89  Grand  Central  Park¬ 
way,  south  side,  1600  feet  east  of  Little  Neck  Parkway, 
Block  8489,  Lot  1,  Glen  Oaks,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Leonard  Rothkrug. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 

Dept.  .  ,  ,  , 

ACTION  OF  BOARD— Application  wthdrawn  at  the 


request  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein....  4 

Negative:  . • .  ® 

Absent:  Commissioner  Fox  - — —  1 


766-62-A 

APPLICANT— Arnold  W.  Lederer  and  Jerry  Bregstein 
for  Cooiper-Bregstein  Realty  Corporation,  owner; 
301  Garage  Corporation,  lessee. 

SUBJECT— Application  July  25,  1962— Filed  pursuant 
to  Section  60  sub.  IB,  of  the  Multiple  Dwelling  Law 
re-  transient  parking. 

PREMISES  AFFECTED— 884-900  2nd  Avenue,  east 
side,  from  East  47th  Street  to  East  48th  Street,  301-303 
East  47th  Street,  300-304  East  48th  Street,  Block  1340, 
Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  re¬ 
quest  of  applicant. 

THE  VOTE—  Tr.  ^  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . .*> 

Negative:  .  ® 
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535-61-A 

APPLICANT — Twilight  Sleep  Products  Incorporated, 
lessee. 

SUBJECT — Application  April  21,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 13d  Allen  Street,  west  side, 
ISO  feet  south  of  Rivington  Street,  Block  415,  Lot  30, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack 
of  prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


1484-61-A 

APPLICANT — 188  West  230th  Street  Corporation, 
owner;  Prepac.  Inc.,  lessee. 

SUBJECT — Application  September  22,  1961  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system,  and  provide  watchman’s  services. 
PREMISES  AFFECTED— 188  West  230th  Street,  south 
side,  119.62  feet  east  of  Exterior  Street  and  2890 
Exterior  Street,  Block  3264,  Lots  104,  123  and  124, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  THE  BOARD — Application  dismissed. 
Applicant  has  complied  with  the  Fire  Department’s 
order. 

THE  VOTE  TO  DISMISS: 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


406-62-A 

APPLICANT — William  E.  Selby,  Jr.  for  Dillon-Beck 
Mfg.  Company,  owner. 

SUBJECT — Application  May  7,  1962 —  re-  packaging 
of  flammable  liquids  in  Scepterene  Jerry  Jugs  (con¬ 
tainers  not  in  conformity  with  Administrative  Code). 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack 
of  prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


818-61-A 

APPLICANT — Larry  Meltzer  for  Frank  Tracy  Incor¬ 
porated,  owner. 

SUBJECT — Application  June  1,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 202-204  Centre  Street,  east 
side,  75  feet,  4  inches  north  of  Hester  Street,  213-215 
Hester  Street,  Block  235,  Lot  1,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 


ACTION  OF  BOARD — Laid  over  to  July  16,  1963, 
at  2  F.M.  for  inspection  and  decision;  hearing  closed. 

937- 61-A 

APPLICANT  —  Samuel  Carr  for  23-Water  Street 
Corporation,  owner. 

SUBJECT — Application  June  20,  1961 — Appeal  from 

an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  A11ECTED — 230  Water  Street,  west  side, 
25  feet  north  of  Beekman  Street,  Block  98,  Lot  15, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Carr  and  F.  L.  Cioffi. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 

938- 61 -A 

APPLICANT — Samuel  Carr  for  228  Water  Street, 
Corporation,  owner. 

SUBJECT — Application  June  20,  1 961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 228  Water  Street,  north¬ 
west  corner  of  Beekman  Street,  Block  98,  Lot  16, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Carr  and  F.  L.  Cioffi. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 

574-62-A 

APPLICANT — Hal  Korek  for  Lionel  R.  Bauman,  et 
al,  owner;  McKenzie  Service,  Incorporated  and  City 
Stores  Company,  lessees. 

SUBJECT — Application  June  15,  1962 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Certificate 
of  Occupancy  and  use  of  exit  locks. 

PREMISES  AFFECTED — 321-351  West  Street,  south¬ 
west  corner  of  West  Houston  Street,  532-582  Wash¬ 
ington  Street  and  74  Clarkson  Street,  Block  596  and 
600,  Lots  1  and  1,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Hal  Korek. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 

720-62-A 

APPLICANT — Larry  Meltzer  for  Edca  Realty  Corpo¬ 
rator  owner;  Ever-Nu  Metal  Products  Incorporated, 
lessee. 

SUBJECT — Application  July  11,  1962 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
paint  spraying. 

PREMISES  AFFECTED — 471-479  20th  Street,  north 
side,  150  feet  west  of  Prospect  Park  West,  Block  888, 
Lot  52,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer,  A.  C.  Walberg  and 
Edward  A.  Weiss. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 

251-63-A 

APPLICANT — Peter  S.  Gluck  for  Arthur  and  Leon 
Busiello,  owner;  Earl  Scheib  of  Williamsburg,  In¬ 
corporated,  lessee. 
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SUBJECT — Application  March  25,  1963 — Review  of  a 
decision  of  the  Borough  Superintendent  re-  Zoning 
Matter — Certificate  of  Occupancy. 

PREMISES  AFFECTED— 6102-6106  Eighth  Avenue, 
southwest  corner  of  61st  Street,  Block  5794,  Lot  33, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Peter  S.  Gluck. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


303-63-A 

APPLICANT  —  Leonard  F.  Rothkrug  for  Fraydun 
Realty  Corporation,  owner. 

SUBJECT — Application  April  9,  1963 —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  rear 
yard,  change  in  use,  egress,  tabular  height,  etc., 
Class  3  construction. 

PREMISES  AFFECTED— 884-886  Third  Avenue,  west 
side,  60  feet  5  inches  south  of  East  54th  Street, 
Block  1308,  Lot  37  and  138,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1963, 
at  2  P.M.  for  continued  hearing  and  decision;  ap¬ 
plicant  to  file  additional  drawing. 


305-63-A 

APPLICANT — Abraham  Grossman  for  Julius  Gold¬ 
berg  and  Sarah  Alter,  owners. 

SUBJECT — Application  April  10,  1963' — Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  177,  and  Section  34  subd.  6  of  the  Mul¬ 
tiple  Dwelling  Law  re-  cellar  apartment. 

PREMISES  AFFECTED— 8  West  86th  Street,  south 
side,  150  feet  west  of  Central  Park  West,  Block  1199, 
Lot  39,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

ACTION  OF  BOARD — Laid  over  to  July  23,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


312-63-A 

APPLICANT — Samuel  Rosenblum  for  Ecole  Fran- 
caise,  owner. 

SUBJECT — Application  April  11,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class  3 
construction,  public  use  (school),  egress,  hallway  etc. 
PREMISES  AFFECTED — 22  East  95th  Street,  south 
side,  98  feet,  9%  inches  east  of  Madison  Avenue, 
Block  1506,  Lot  6 0%,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum  and  M.  Corres. 
ACTION  OF  BOARD— Laid  over  to  July  23,  1963, 
at  2  P.M.  for  inspection  and  decisiion;  hearing  closed. 


338-63-A 

APPLICANT — St.  Francis  Xavier  Roman  Catholic 
Church,  owner. 

SUBJECT — Application  April  18,  1963 — Review  of  a 
decision  of  the  Borough  Superintendent —  re-  Zoning 
Matter.  )  . 

PREMISES  AFFECTED — 763  President  Street,  north 
side,  217  feet  6  inches  west  of  7th  Avenue,  Block  957, 
Lot  17,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  E.  Murphy,  Rev.  Thomas  D. 

Dolan  and  Roland  C.  Gigliello. 

For  Administration :  Lazarus  Radlow,  Dept,  of  Bldgs. 
ACTION  OR  BOARD— Laid  over  to  July  16,  1963, 
at  2  P.M.,  for  further  discussion  by  the  Board  and 
decision. 


347-63-A 

APPLICANT — Seymour  A.  Mitteldorf  for  Apollo  Oper¬ 
ations,  Incorporated,  owner. 

SUBJECT — Application  April  22,  1963 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 243-251  West  125th  Street, 
north  side,  225  feet  east  of  8th  Avenue,  Block  1931, 
Lot  12,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  S.  A.  Mitteldorf. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD — Laid  over  to  July  9,  1963, 
at  2  P.M.  for  consideration  and  decision;  hearing 
closed. 


433-63-A 

APPLICANT — Leonard  F.  Rothkrug  for  Sovereign 
Operating  Corporation,  owner. 

SUBJECT — Application  May  21,  1963 — Review  of  a 
decision  of  the  Borough  Superintendent  re-  Zoning 
Matter. 

PREMISES  AFFECTED— 46  Chester  Place,  southeast 
corner  of  Cebra  Avenue,  Block  579,  Lot  51,  Stapleton, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1963, 
at  2  P.M.  for  consideration  and  decision;  hearing 
closed. 


434-63-A 

APPLICANT — Leonard  F.  Rothkrug  for  Sovereign 
Operating  Corporation,  owner. 

SUBJECT — Application  May  21,  1963 — Review  of  a 
decision  of  the  Borough  Superintendent,  Zoning 
Matter. 

PREMISES  AFFECTED — 48  Chester  Place,  south¬ 
east  corner  of  Cebra  Avenue,  Block  579,  Lot  51, 
Stapleton,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1963, 
at  2  P.M.  for  consideration  and  decision;  hearing 
closed. 


435-63-A 

APPLICANT — A1  Andujar  for  Texaco,  Incorporated, 
owner. 

SUBJECT — Application  May  17,  1963 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner 
re-  fuel  oil  tanks. 

PREMISES  AFFECTED — 400  Truxton  Street,  south  side, 
425  feet  west  of  Oak  Point  Avenue,  Block  2771,  Lot  45, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch,  George  Dawson 
and  William  A.  Dixon. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1963, 
at  2  P.M.  for  inspection,  continued  hearing  and 
decision. 


66-28-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Joseph 
Sheinbau,  owner. 

SUBJECT — Application  for  consideration  —  reopening 
for  amendment  of  resolution  decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  21  of  the  Zoning  Resolution,  permitting  in  a 


841 


MINUTES 


business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station. 

PREMISES  AFFECTED  —  109-42  Francis  Lewis 
Boulevard,  northwest  corner  of  Hollis  Avenue,  Block 
1861,  Lots  28  and  30,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  _  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  July  10,  1928,  on  certain  conditions;  and 

Whereas,  the  resolution  was  last  amended  on  June  9, 
1953,  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  10,  1928,  as 
amended  through  June  9,  1953,  by  adding  thereto: 

“that  accessory  uses  shall  be  permitted,  substantially 
as  shown  on  drawing  marked  Received  June  28,  1963, 
one  sheet,  on  condition  that  minor  repairs  with  hand 
tools  only  shall  be  permitted  solely  within  the  accessory 
building;  that  the  grease  pits  in  the  lubritorium  shall 
be  properly  vented  to  the  outer  air;  and 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (Alt. 
274/63) 


111-36-BZ-Vol.  II 

APPLICANT— Charles  M.  Spindler  for  193  Realty  Corp¬ 
oration,  owner"| 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  March  13, 
1963 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  for  a  term 
of  twenty  years,  the  erection  of  a  gasoline  selling  station 
and  accessory  uses  including  lubritorium,  car  washing, 
office,  minor  repairs  with  hand  tools  only  and  parking 
and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 1776  Park  Avenue  and  76  East 
123rd  Street,  southwest  corner,  Block  1748,  Ix>t  21,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE: 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative :  _ _ _ _  0 


THE  RESOLUTION: 

Whereas,  this  application  was  granted  by  the  Board 
as  Vol.  II,  on  March  13,  1962,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  October  30, 
1962 ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  13,  1962,  as 
amended  on  October  30,  1962,  only  as  to  the  time  to  obtain 
permits  and  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  reso¬ 
lution  ;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (N.B.  72/61) 


1654-61-BZ 

APPLICANT — Patrick  D.  Concagh  for  American  Oil 
Company  and  Max  Davidson,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  May  8, 
1963 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
extension  in  area  and  reconstruction  of  an  existing  gaso¬ 
line  service  station  to  have  lubrication,  auto  laundry 
(non-automatic)  accessory  sales  and  office,  motor  repair 
shop  with  hand  tools  only  and  the  parking  and  storage  of 
motor  vehicles. 

PREMISES  AFFECTED — 1514  Bronxdale  Avenue,  north¬ 
east  corner  of  Poplar  Street,  Block  4062,  Lots  27  and  28, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  F.  Fitzsimons. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Becker  and  Commissioner  Klein _ 4 

Negative:  Commissioner  Fox  _  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board 
on  May  8,  1962,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  8,  1962,  only 
as  to  the  time  to  obtain  permits  and  complete  the  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  reso¬ 
lution;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (N.B.  1608/61) 


1743-61-BZ 

APPLICANT — Charles  M.  Spindler  for  39-46  Crescent 
Street  Building  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  _  of  time  to  complete  which  expired  May  15, 
1963 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7c  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  and  residence  use  district, 
the  extension  to  an  existing  building  for  sale  of  auto 
accessories,  brake  adjustment,  front  end  alignment,  igni¬ 
tion  repairs,  muffler  installation  and  mounting  of  tires. 

PREMISES  AFFECTED— 72-16  to  72-18  (72-16  official) 
Roosevelt  Avenue,  south  side,  116  feet  (121  survey)  west 
of  73rd  Street,  Block  1304,  Lot  40,  Jackson  Heights, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative  :  _ _ Q 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  May  15,  1962,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  15,  1962,  only 
as  to  the  time  to  obtain  permits  and  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion  ;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  2609/61 
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72-63-BZ 

APPLICANT— Lama,  Proskauer  and  Prober  for  Margaret 
Mary,  Thomas  A.  Clavin  and  James  Clavin,  owners. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super- 
intendent ;  previously  granted  on  condition,  under  Section 
11-412  of  the  Zoning  Resolution,  permitting  in  an  R6 
district,  at  an  existing  funeral  establishment  with  dwell¬ 
ing  on  the  second  floor,  previously  granted  by  the  Board, 
the  extension  of  the  floor  area  for  the  funeral  establish¬ 
ment  and  the  use  of  the  open  area  for  loading  and  un- 

P REMISES  AFFECTED— 7722-7726  4th  Avenue,  373-383 
78th  Street,  northwest  corner,  Block  5960,  Lot  50,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 


tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - -  5 

Negative  :  - - -  ® 

THE  RESOLUTION—  , 

Whereas,  this  application  was  granted  by  the  Board 
on  May  7,  1963,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  7,  1963,  by 
adding  thereto : 

“that  in  the  event  the  owner  desires  to  make  certain 
minor  changes  in  arrangement,  such  changes  shall  be 
permitted,  substantially  as  shown  on  revised  drawings 
of  proposed  conditions  marked  Received  June  7,  1963, 
7  sheets,  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  2303/62) 


886-24-BZ-Vol.  II 

APPLICANT— Frederick  A.  Ketcher  for  Industrial 
Equities,  owner 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the.  Borough 
Superintendent;  previously  granted  on  condition,  under 
Sections  7i  and  7e  of  the  Zoning  Resolution,  permitting 
in  a  business  and  residence  use  district,  the  change  in 
use  of  an  existing  building  from  public  garage  and 
retail  stores,  to  public  garage,  auto  repairs,  office  and 
sales,  painting  and  spraying  and  retail  stores,  all  for 
a  term  of  fifteen  (15)  years. 

PREMISES  AFFECTED— 1963  Jerome  Avenue,  south¬ 
west  corner  of  West  Tremont  Avenue,  Block  2862,  Lot 
90,  Borough  of  The  Bronx. 

For  Applicant:  Frederick  A.  Ketcher. 

ACTION  OF  BOARD — Application  reopened  as  Vol. 

II,  subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  _  0 


850-57-BZ 

APPLICANT— Frederick  A.  Ketcher  for  Jack  Romita, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  10, 
1963 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence 


use  district,  on  the  residential  portion  of  the  plot,.  the 

parking  and  storage  of  more  than  (5)  motor  vehicles 
of  the  pleasure  type  for  a  term  of  five  (5)  years. 

PREMISES  AFFECTED— 2360-2368  Prospect  Avenue, 
east  side,  70  feet  south  of  East  187th  Street,  Block 
3114,  Lots  52  and  54,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

ACTION  OF  BOARD— Application  reopened  and  set 
for  hearing  on  September  10,  1963  at  10  A.M.,  to  con¬ 
sider  extension  of  the  term  of  variance,  requiring  a  new 
decision  of  the  Borough  Superintendent  and  photo¬ 
graphs,  which  have  been  filed,  and  two  publications 
in  the  Bulletin  as  notice. 

THE  VOTE—  _  .  . 

Affirmative :  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - -  ~ 

Negative :  - -  ^ 


122-58-BZ 

APPLICANT— Cyril  Hyman  for  Berno  Realty  Corp¬ 
oration,  owner 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  on  a  plot  presently  occupied 
with  masonry  dwellings,  the  demolition  of  the  build¬ 
ings  and  the  use  of  the  vacant  land  for  a  parking  lot 
for  the  parking  and  storage  of  more  than  (5)  motor 

vehicles.  „  ,  _ 

PREMISES  AFFECTED— 434-444  West  25th  Street, 
south  side,  230  feet  east  of  10th  Avenue,  Block  722, 
Lots  58-64,  inclusive,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Cyril  Hyman. 

ACTION  OF  BOARD— Application  reopened  and  set 
for  hearing  on  September  10,  1963  at  10  A.M.,  to  con¬ 
sider  extension  of  the  term  of  variance,  requiring  a 
new  decision  of  the  Borough  Superintendent  and  photo¬ 
graphs,  which  have  been  filed,  and  two  publications 
in  the  Bulletin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . - - -  5 

Negative  :  . . .  0 


423-60-BZ 

APPLICANT— Paul  Feldman  for  Rugby  Auto  Ser¬ 
vice,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  March 
7,  1962— decision  of  the  Borough  Superintendent; 

previously  granted  on  condition,  under  Section  7i  of 
the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  construction  of  an  extension  to  an  exist¬ 
ing  building  and  extend  the  present  automobile  repair 
shop  to  include  welding. 

PREMISES  AFFECTED— 1028-1040  Utica  Avenue, 
west  side,  100  feet  south  of  Tilden  Avenue,  Block  4734, 
Lot  11,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Paul  Feldman. 

ACTION  OF  BOARD — Application  reopened  and  set 
for  hearing  on  September  10,  1963,  at  10  A.M.,  to 
consider  extension  of  time  to  obtain  permits  and  com¬ 
plete  the  work,  which  had  expired  by  limitation,  re¬ 
quiring  a  new  decision  of  the  Borough  Superintendent, 
which  has  been  filed,  and  two  publications  in  the  Bulle¬ 
tin  as  notice. 

Record  new  applicant:  Paul  Feldman. 
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MINUTES 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _ 5 

Negative:  _  0 


1885-61-BZ 

APPLICANT — Goldwater  and  Flynn  for  Central  Gar¬ 
dens  Unit  #1  Incorporated,  owner. 

SUBJECT — Application  December  12,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  an  E  and  F  area 
district  the  erection  of  a  multiple  dwelling  that  exceeds 
the  permitted  area  coverage  in  the  F  area  portion. 
PREMISES  AFFECTED— 61-20  Grand  Central  Park¬ 
way,  southwest  corner  of  Horace  Harding  Expressway, 
Block  2162,  Lot  106,  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  re¬ 
quest  of  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  . .  5 

Negative :  . . . . . 0 


1985-61-BZ 

APPLICANT — Goldwater  and  Flynn  for  Metropolitan 
Holding  Corporation,  owner. 

SUBJECT — Application  December  12,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  D  and  E  area  dis¬ 
trict  the  erection  of  a  23  story  multiple  dwelling  that 
exceeds  the  permitted  area  coverage  in  the  E  area 
portion. 

PREMISES  AFFECTED— 108-20  to  110-10  Horace 
Harding  Expressway,  southwest  corner  of  Colonial 
Avenue,  Block  2160,  Lot  2,  Forest  Hills,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  re¬ 
quest  of  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  . . . .  5 

Negative:  _ _  Q 


Adjourned  4:30  P.  M. 

James  P.  Mulroy,  Secretary 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each — add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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G;  51,  L'  Land  CorP-  vs-  Foley:— On  December  4  iqfi2 
the  Board  denied  an  appeal  from  a  deoi^inn  of  p  .  .  *  ^62, 

Buildings  in  regard  tothe  revo“tfon  of  permL Nos' 

&  “d  N-B‘  3T101-1961  J  Calendar  Number  8W-62-A°  Premfees  1181" 
Street^Bloclc  ^ 

SSwgSlicSf1  T“"-  P*r*  1  *“*■«•  Cos. 

Application  for  permission  to  intervene  in  the  above-entitl»a 
proceeding  is  granted.  The  parties  seeking  to  intervene  propertv 
owners,  are  specially  and  beneficially  interested  in  upholdfng  the 
determination  sought  to  be  reviewed  (Steers  Sand  * 

Corp  n.  v.  Brunn  llfi  N  Y  98  am .  it-  ®  Gravel 

of  Appeals  28  Miuc  9dRRfi\  c  2d.879i  Vigro  v.  Zoning  Board 
“8,Mls<r-  ,2d  886).  Service  of  proposed  answer  to  be 
made  on  all  interested  parties  within  ten  days  from  the  date  of 

Submit  order.”  °  S  decision  in  the  New  York  Law  Journal 
(N.  Y.  Law  Journal,  February  28,  1963,  page  17) 

^  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  Martuscello 

.  '3h?  m.otio"  ,  repsondents.  Board  of  Standards  and 
dwly%i5icap*uion  Tnd 

MSAS  2\KS\S  ffS? 

presented  and  the  certiorari  is  granted.”  tact  13 

(N.  Y.  Law  Journal,  June  21,  1962,  page  13). 
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CALENDAR 


DOCKET 

New  Cass  Filed  Lip  to  July  9,  1963. 

Cal.  No.  Dept.  Premises  Affected 

545-63-A — M.  and  A.— South  side  of  Hunt’s  Point 
Avenue,  2,170  feet  east  of  East  Bay  Avenue,  Block  2780, 
Lot  82,  Borough  of  The  Bronx,  Decision  re— Zoning 
Matter. 


546-63-A— F.D.— 9308-9312  Fourth  Avenue,  west  side,  55 
6-%  inches  south  of  93rd  Street,  Block  6107,  Lot  36, 
Borough  of  Brooklyn,  F.D.  Order  213-2  and  Decision 
re — sprinkler  system. 


547-63-BZ — B.BX. — 32-83  Tierney  Place  west  side,  187.5 
feet  south  of  West  177th  Street,  Block  5527,  Lot  57, .  Bor- 
ough  of  The  Bronx,  Alt.  285-53,  re— proposed  omission 
of  accessory  parking  in  R2  district. 


548-63-SM — Dow  Threadline  Adhesive  Mortar,  manufac¬ 
tured  by  The  Dow  Chemical  Company,  Material. 


549- 63-SA— Soft  Drink  “stack”  Vending  Machines  (bot¬ 
tles),  models  V125,  V190,  V228,  VS304,  coin  operated, 
manufactured  by  The  Vendo  Company,  Appliance. 

550- 63-SA — Instant  Coffee  Maker,  Model  HBB1,  coin 
operated,  manufactured  by  The  Vendo  Company,  Ap¬ 
pliance. 


551-63-SA— Soft  Drink  “Shelf”  (bottles  only),  Models 
HA56,  H63,  H77,  HA110,  and  H154,  coin  operated, 
manufactured  by  The  Vendo  Company,  Appliance. 


552-63-S  A— “Pre-Mix”  Soft  Drink  Vendor,  Models 
P1000-3  and  P1000A3,  coin  operated,  manufactured  by 
The  Vendo  Company,  Appliance. 


553-63-SA— Batch  Brew  Coffee  Vendor,  Model  HBC1, 
coin  operated,  manufactured  by  The  Vendo  Company, 
Appliance. 


75-53-BZ — B.Bx. — 3301  Boston  Road,  northwest  corner 
of  Gun  Hill  Road,  Block  4705,  Lots  1  and  68  Borough 
of  The  Bronx,  N.B.  1485-52,  re-Erection  and  mainten¬ 
ance  of  a  gasoline  service  station,  C-8  and  R5  districts. 

RULES 

Arc  and  Gas  Welding  and  Oxygen 

Cutting  . •••••••  NoV-  27 *  19 

App“'°nd  K:  April  12.  1955 

C'SrSd“'  RU!".t0r..T“l:  M».  15.  1955  Vol.  40.  No.  11 

Certificate  Dec.  28,  1943— Vol.  28,  No.  52A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Concrete'  Rules '  (Hydrated  " Lime)".  Aug.  3,  1937-Vol.  22,  No.  31 
Coin-Operated  Dry  Cleaning  Es-  „ 

tablishments,  Rules  Covering  . . .  Aug.  8,  196.2. 

Dry  Cleaning  Establishments,  Rules 

Covering  . .  •  •  •••  •  Sept.  IS,  1955. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . . . J^y  2°.  1962’ 

ERuksr  il ;en.ee.r!ng..M.a'?"  Mar.  11,  1952— Vol.  37.  No.  11A 

Factory  Exit  Rules  . Feb.  22,  1955. 

Fire  Alarm  Rules  (Interior)  . May  1963. 

Fire  Drill  Rules  . June  20,  1963 — Vol.  48,  JNo.  45 

Fire  Resistive,  Flameproof  Ma-  N  5 

terials,  etc.,  Rules  for  Testing  of  Jan.  31,  963— Vo  .  48,  No.  5 

Hatchway  Protection  . June  5,  1928 — Vol.  IS,  «o.  40 

Hazards,  Medium  and  High  (Sup- 

teen!.t0  SeC:280.°f.  .^.^May  25,  1961-Vol  46  No.  21 

Insulating  Fibre  Board  Rules - Mar.  25,  1952— Vol.  37,  No.  13A 

Oil  Burner  Rules  . .  •  •  June  196z. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of .  May  27,  1954. 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

-S3K. ra-*:::::::::::: &  f . «• »? j 

Smoking  in  Factories,  Rules  for..  Apr.  25,  1963  Vol.  48,  wo. 
Spraying  and  Drying  of  Paints,  jg 

Varnishes,  Lacquers,  etc . May  2,  1963  Vol.  4.  . 

Sprinkler,  Rules  . June  29.  1937— Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to  ,  ,,  ,  „  « 

Rule  505  of  Industrial  Code)  ..  Sept.  3,  1946 — Vol.  31,  No.  36 

DESIGNATIONS:  B. — Department  of  Buildings;  B.B.— Depart¬ 
ment  of  Buildings,  Brooklyn;  BM  Department  o f  Buildings. 
Manhattan:  B.Q. — Department  of  Buildings,  Queens,  B.K. 

Department  of  Buildings,  Richmond;  B-Bx-~ 1^)epaZ‘menL  °f  ^''t* 
ings,  Bronx;  H.D.— Health  Department;  F.D.— Fire  Department, 
and  M.  and  A. — Dept,  of  Marine  and  Aviation. 


554-63-SA — Single  Brew  Coffee  Maker,  Model  HBA2, 
coin  operated,  manufactured  by  The  Vendo  Company, 
Appliance. 


555-63-SM — Ruberoid  T/NA-200  Roofing  Membrane, 
manufactured  by  The  Ruberoid  Company,  Material. 


JULY  23,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  23,  1963,  at  10  o’clock  at  80  Lafay- 
ette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the  follow¬ 
ing  matters: 


556-63-A — B.M. — 722  Broadway,  east  side,  298  feet  4  k 
inches  north  of  East  Fourth  Street,  Block  545,  Lot  13, 
Borough  of  Manhattan,  Alt.  1097-62,  re— egress,  fire 
escape  not  acceptable. 

Restored  to  Docket 

890-57-BZ— B.Bx.— 105  Rockwood  Street  and  1530  Wal¬ 
ton  Avenue,  northeast  corner,  Block  2836,  Lots  1,  2,  35, 
37,  and  38,  Borough  of  The  Bronx,  Alt.  974-57,  re  Park- 
ing  and  storage  more  than  five  pleasure  type  motor  vehi¬ 
cles,  R8  district. 


74.44.BZ— B.B.— 375  South  1st  Street,  north  side,  63  feet 
4  inches  east  of  Grand  Street  Extension  and  206  Grand 
Street  Extension  Block  2399,  Lot  23,  Borough  of  Brook¬ 
lyn,  AMD  to  Alt.  2573-39,  re— Maintenance  of  motor 
vehicle  repair  shop,  auto  laundry  and  greasing.  C2  and 
R6  districts. 


481-63-BZ 

APPLICANT — Helge  Westerman  for  Union  Hospital 
of  The  Bronx,  owner. 

SUBJECT— Application  June  7,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R7-2  district,  the 
construction  of  a  4  story  enlargement  to  an  existing 
hospital  without  the  required  rear  yard. 

PREMISES  AFFECTED— 260  East  188th  Street,  south 
side,  from  Tiebout  Avenue  to  Valentine  Avenue, 
Block  3147,  Lot  50,  Borough  of  the  Bronx. 

494-63-BZ 

APPLICANT— Anthony  J.  DePace  for  Very  Rev.  Msgr. 
Salvatore  Cafiero,  owner. 

SUBJECT— Application  June  12,  1963-^-decision  of  the 
Borough  Superintendent,  under  Section.  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R4  district  the  en¬ 
largement  in  area  and  the  second  floor  addition  to  an 
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existing  convent  that  encroaches  on  the  required  front 
yard. 

PREMISES  AFFECTED— 2306-2338  East  4th  Street, 
northwest  comer  of  Avenue  W,  Block  7155,  Lots  40, 
33,  36,  60,  62,  64  and  136,  Borough  of  Brooklyn. 

500-63-B2 

APPLICANT — Ferrenz  and  Taylor  for  St.  Margaret’s 
R.C.  Church,  owner. 

SUBJECT — Application  June  12,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-452  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  and  R4  district, 
the  maintenance  of  an  off  site  parking  facility  for  a 
proposed  church  and  rectory. 

PREMISES  AFFECTED — 5940  Riverdale  Avenue, 
southeast  corner  of  West  260th  Street,  Block  5871, 
Lots  546  and  547,  Borough  of  the  Bronx. 


516-63-BZ 

APPLICANT — Frederick  C.  Frost,  Jr.  and  Associates 
for  New  York  City  Dept,  of  Real  Estate,  owner. 

SUBJECT — Application  June  19,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Ml-5  district,  the 
erection  of  a  three  story  and  cellar  building  for  use  as 
a  precinct  house  that  encroaches  on  the  required  rear 
Yard. 

PREMISES  AFFECTED— 357  West  35th  Street,  north 
side,  125  feet  east  of  Ninth  Avenue,  Block  759,  Lot  8, 
Borough  of  Manhattan. 


298-63-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Ruth  H. 

Greenberg,  owner;  Shell  Oil  Company,  lessee. 
SUBJECT — Application  April  5,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  and  maintenance  of  an  automotive  service 
station  with  accessory  uses. 

Laid  over  from  July  9,  1963,  to  July  23,  1963,  continued 
hearings;  applicant  to  submit  statement;  Nassau 
County  representative  to  be  notified  to  be  present. 


481-48-BZ  Vol.  II 

APPLICANT — Edward  Greenfield  for  Wingate  Service 
Station,  Inc.,  owner. 

SUBJECT — Application  reopened  June  25,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
May  20,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7h  of 
the  Zoning  Resolution,  permitting  in  the  vacant  residence 
use  district  portion  of  a  plot  located  in  a  residence  and 
unrestricted  use  district,  on  which  is  located  a  gaso¬ 
line  service  station,  the  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED— 1320-1328  Atlantic  Avenue, 
south  side,  200  feet  east  of  Nostrand  Avenue  and  1315- 
1323  Pacific  Street,  Block  1201,  Lot  12,  Borough  of 
Brooklyn. 


154-57-BZ 

APPLICANT — Mazza  and  Seccia  for  Properties  of  Cen¬ 
tral  Park  South,  Inc.,  owner. 

SUBJECT — Application  reopened  June  25,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
November  19,  1962 — decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7h  of  the  Zoning  Resolution,  permitting  in  a  restricted 
retail  use  district,  the  parking  and  storage  of  motor 
vehicles  of  the  pleasure  car  type  only. 


PREMISES  AFFECTED— 33-35  West  58th  Street, 
north  side,  270  feet  east  of  Avenue  of  The  Americas, 
Block  1274,  Lots  12  and  13,  Borough  of  Manhattan. 


602-57-BZ  Vol.  I 

APPLICANT — Robert  Gottlieb  for  Rose  Gscheidle, 
owner. 

SUBJECT — Application  reopened  for  consideration  as  to 
extension  of  term  of  variance,  expired  March  25,  1963 
— decision  of  the  Borough  Superintendent,  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 2300  Story  Avenue,  south¬ 
east  corner  of  Havemeyer  Avenue,  Block  3698,  Lots  3 
and  6,  Borough  of  The  Bronx. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 

such  hearings. 

1661-61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Peer¬ 
less  Management  Corporation,  owner. 

SUBJECT — Application  October  23,  1961 — decision  of 
the  Borough  Superintendent,  under  Sections  7f,  7h  and 
7i  of  the  Zoning  Resolution,  to  permit  in  a  retail  and 
residence  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  lubritorium,  minor  auto  re¬ 
pairs,  car  washing,  office,  sale,  storage  room,  and  the 
parking  and  storage  of  motor  vehicles  in  the  open 
area  with  a  ground  sign  for  a  temporary  term  of  years. 

PREMISES  AFFECTED— 35-34  to  35-42  (35-38  of¬ 
ficial)  Junction  Boulevard,  west  side,  200.08  feet  north 
of  37th  Avenue,  Block  1469,  Lot  21,  Astoria,  Borough 
of  Queens.  Laid  over  from  February  26,  1963  to  July 
23,  1963,  because  of  Board’s  present  lack  of  jurisdiction. 

1575-61-BZ 

APPLICANT — De  Rose  and  Cavalieri  for  Charlotte 
Parking  Corporation,  owner. 

SUBJECT — Application  October  17,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7h  of  the 
Zoning  Resolution  to  permit  in  a  residence  use  dis¬ 
trict,  the  maintenance  of  a  parking  lot  for  the  parking 
and  storage  of  more  than  five  motor  vehicles  for  a 
temporary  term  of  ten  years. 

PREMISES  AFFECTED — 831  Brady  Avenue,  north 
side,  50  feet  west  of  Muliner  Avenue,  Block  4297, 
Lots  3  and  5,  Borough  of  The  Bronx. 

Laid  over  from  February  26,  1963,  to  July  23,  1963, 
because  of  the  Board’s  present  lack  of  jurisdiction. 

1567- 61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Har¬ 
old  Hyman,  owner. 

SUBJECT — Application  September  26,  1961 — decision 
of  the  Borough  Superintendent,  under  Section  7e  of 
the  Zoning  Resolution,  to  permit  in  a  residence  use 
district,  the  change  in  occupancy  of  an  existing  3 
story  building  from  public  garage  to  the  manufacture 
of  flashlights  and  batteries,  office,  storage  and  loading 
and  unloading  with  a  business  sign  for  a  temporary 
term  of  twenty  (20)  years. 

PREMISES  AFFECTED— 520-530  West  135  Street, 
south  side,  115  feet  east  of  Broadway,  Block  1988,  Lot 
53,  Borough  of  Manhattan. 

Laid  over  from  February  26,  1963,  to  July  23,  1963, 
because  of  the  Board’s  present  lack  of  jurisdiction. 

1568- 61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Harold 
Hyman,  owner. 
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SUBJECT— Application  September  26,  1961— Appeal 

from  a  decision  of  the  Borough  Superintendent  re- 
egress,  steel  stairs,  etc. 

PREMISES  AFFECTED— 520-530  West  135th  Street, 
south  side,  115  feet  east  of  Broadway,  Block  1988,  Lot 
53,  Borough  of  Manhattan. 

1857-61-BZ 

APPLICANT — Carl  H.  Salminen  for  Joseph  La  Bar- 
bera,  owner. 

SUBJECT— Application  December  12,  1961— decision  of 
Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use,  G-l 
area  district,  the  change  in  occupancy  from  a  one 
family  dwelling  to  a  two  family  dwelling,  the  existing 
open  terrace  encroaches  on  the  required  15  foot 
setback. 

PREMISES  AFFECTED— 227-50  Murdock  Avenue, 
south  side,  160  feet  west  of  Cross  Island  Parkway, 
Block  11248,  Lot  7,  Queens  Village,  Borough  of 
Queens. 

Laid  over  from  February  26,  1963,  to  July  23,  1963, 
because  of  the  Board’s  present  lack  of  jurisdiction. 

1934- 61-BZ 

APPLICANT — Burke  and  Groh  for  Clark  Carpet  Clean¬ 
ing  Company,  owner;  O/U/Contract:  Greenway  Hold¬ 
ing  Corp. 

SUBJECT — Application  December  14,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  retail  and  residence 
use,  D  and  E-l  area,  Class  %  height  district,  the  erec¬ 
tion  of  a  fourteen  story  multiple  dwelling  that  en¬ 
croaches  on  the  required  setback  and  side  yards  does 
not  provide  a  yard  abutting  the  residence  district, 
exceeds  the  permitted  floor  area  in  the  E-l  district,  has 
less  than  the  required  parking  spaces  and  exceeds  the 
permitted  height. 

PREMISES  AFFECTED1 — 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 

Laid  over  from  February  26,  1963,  to  July  23,  1963, 
because  of  the  Board’s  present  lack  of  jurisdiction. 

1935- 61-A 

APPLICANT — Burke  and  Groh  for  Clark  Carpet  Clean¬ 
ing  Company,  owner;  O/U/Contract:  Greenway  Hold¬ 
ing  Corporation. 

SUBJECT — Application  December  14,  1961 — Filed  per- 
suant  to  Section  310  of  the  Multiple  Dwelling  Law  for 
variation  of  Sections  4  and  26  sub  2  of  the  Multiple 
Dwelling  Law  re — height,  minimum  dimensions  of 
yard  or  courts. 

PREMISES  AFFECTED— 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 

1447-61-BZ 

APPLICANT — Burke  and  Groh  for  Jamaica  169th 
Street  Corporation,  owner. 

SUBJECT— Application  September  19,  1961 — decision 
of  the  Borough  Superintendent,  under  Sections  7e  and 
21  of  the  Zoning  Resolution,  to  permit  in  a  residence 
use  C  area  district  on  a  plot  presently  occupied  with 
a  frame  dwelling,  the  erection  of  a  one  story  building 
for  use  as  a  warehouse  and  office  with  parking  and 
unloading  area,  the  proposed  building  exceeds  the  per¬ 
mitted  area  coverage  and  encroaches  on  the  required 
rear  yard. 

PREMISES  AFFECTED— 170-10  93rd  Avenue,  south 
side,  75.06  feet  east  of  170th  Street,  Block  10219,  Lot  3, 
Jamaica,  Borough  of  Queens. 


Hearing  closed— Laid  over  from  November  20,  1962  to 
February  26,  1963,  for  possible  decision,  due  to  the 
Board’s  present  lack  of  jurisdiction;  then  to  July  23, 
1963,  because  of  the  Board’s  present  lack  of  jurisdic¬ 
tion. 

321-61-BZ — Vol.  II 

APPLICANT— Crinnion  and  Crinnion  for  Berg  Loc- 
majian,  owner. 

SUBJECT— Application  reopened  October  17,  1961  as 
Volume  II— decision  of  the  Borough  Superintendent, 
under  Section  7h  of  the  Zoning  Resolution,  to  permit 
in  a  residence  use  district,  the  maintenance  of  a  park¬ 
ing  lot  for  the  parking  and  storage  of  more  than  five 
motor  vehicles  for  a  temporary  term  of  five  years. 

PREMISES  AFFECTED— 3317-3319  Perry  Avenue, 
west  side,  450  feet  north  of  Holt  Place,  Block  3343, 
Lot  136,  Borough  of  The  Bronx. 

Hearing  closed— Laid  over  from  February  26,  1963,  to 
July  23,  1963,  because  of  the  Board’s  present  lack  of 
jurisdiction. 

215-61-BZ 

APPLICANT— Lama,  Proskauer  and  Prober  for  Gizella 
Brandwein,  owner. 

SUBJECT— Application  February  24,  1961— decision  of 
the  Borough  Superintendent,  under  Sections.  7e  and  21 
of  the  Zoning  Resolution,  to  permit  in  a  residence  use, 
B  area  district,  for  erection  of  a  one  story  building,  the 
entire  plot  which  is  in  excess  of  that  permitted  in  a  B 
area  district  for  occupancy  as  bowling  alley,  bar, 
restaurant,  kitchen,  snack  bar,  locker  rooms,  meeting 
rooms,  storage  room  and  accessory  rooms,  with  busi¬ 
ness  signs,  for  a  term  of  twenty-five  (25)  years. 

PREMISES  AFFECTED— 1740-1752  (1750  official) 

Sedgwick  Avenue,  east  side,  221.16  feet  north  of  West 
176th  Street,  Block  2880,  Lot  158,  Borough  of  The 
Bronx. 

Hearing  closed — Laid  over  from  February  26,  1963,  to 
July  23,  1963,  because  of  the  Board’s  present  lack  of 
Jurisdiction. 

857-47-BZ— Vol.  II 

APPLICANT— Lama,  Proskauer  and  Prober  for  Miled 
Properties,  Incorporated,  owner;  Socony  Mobil  Oil 
Company,  lessee. 

SUBJECT— Application  reopened  October  3,  1961  as 
Volume  II— decision  of  the  Borough  Superintendent 
under  Section  7 a  of  the  Zoning  Resolution,  to  permit 
in  a  residence  use  district,  the  reconstruction  and  ex¬ 
tension  in  area  of  an  existing  gasoline  service  station 
to  provide  lubrication,  minor  auto  repairs,  car  washing, 
store,  utility  room,  parking  storage  of  more,  than  five 
motor  vehicles  on  the  open  area  with  a  business  sign 
and  ground  sign. 

PREMISES  AFFECTED— 2173  Grand  Concourse, 
west  side,  108.73  feet  north  of  East  181st  Street,  Block 
3162,  Lots  40,  41  and  43,  Borough  of  The  Bronx. 

Hearing  closed — Laid  over  from  February  26,  1963,  to 
July  23,  1963,  because  of  the  Board’s  present  lack  of 
jurisdiction. 

1555-61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Miled 
Properties,  Incorporated,  owner;  Mobil  Oil  Company, 
lessee. 

SUBJECT— Application  filed  July  25,  1961— appeal  from 
a  decision  of  the  Borough  Superintendent,  re — Gaso¬ 
line  Tanks. 

PREMISES  AFFECTED — 2173  Grand  Concourse,  west 
side,  180.73  feet  north  of  East  181st  Street,  Block 
3162,  Lots  40,  41  and  43,  Borough  of  The  Bronx. 
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1442-61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Kinney 

Motors,  Incorporated,  owner. 

SUBJECT— Application  September  15,  196  Indecision 
of  the  Borough  Superintendent,  under  Section  7 i  of 
the  Zoning  Resolution,  to  permit  in  a  business  use 
district  on  a  plot  presently  occupied  for  the  sale  and 
display  of  new  and  used  cars,  the  erection  of  a  one 
story  building  for  the  accessory  servicing  and  repair 
of  the  owners  cars  with  hand  tools  only,  with  lubri- 
torium,  storage  room  and  office. 

PREMISES  AFFECTED— 2204-2216  Coney  Island 
Avenue,  923-937  Avenue  S,  northwest  corner,  Block 
6685,  Lots  49'  and  53,  Borough  of  Brooklyn. 

Laid  over  from  February  26,  1963,  to  July  23,  1963, 
because  of  the  Board’s  present  lack  of  jurisdiction. 


529-40-BZ — Vol.  II 

APPLICANT— Charles  M.  Spindler  for  Sun  Oil  Com¬ 
pany  and  Elvira  DeFalco,  owners. 

SUBJECT — Application  reopened  January  9,  1962  as 
Volume  II-  decision  of  the  Borough  Superintendent, 
under  Section  7a  of  the  Zoning  Resolution,  to  permit 
in  a  business  use  district,  the  reconstruction  and  ex¬ 
tension  in  area  of  an  existing  gasoline  service  station 
with  accessory  uses  of  lubrication,  non-automatic  car 
washing,  office,  sale  of  accessories,  minor  repairs  with 
hand  tools  only,  safety  inspection  station  and  the  park¬ 
ing  and  storage  of  motor  vehicles  with  a  ground  sign. 

PREMISES  AFFECTED — 1788-1804  Eastern  Parkway 
T  .X9  Bergen  street,  northeast  corner,  Block 
1449,  Lots  43  and  47,  Borough  of  Brooklyn. 

Hearing  closed.  Laid  over  from  February  26,  1963,  to 
July  23,  1963,  because  of  the  Board’s  present  lack  of 
jurisdiction. 


1881-61-BZ 

ABBEIUANT — John  J.  Lynch  and  James  J.  Lyons,  Jr. 
for  P.B.G.  Realty  Incorporated,  owner. 

subJeCT — Application  December  14,  1961— decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use,  E 
•mea  district,  the  erection  of  a  six  story  and  basement 
multiple  dwelling  that  exceeds  the  permitted  area 
coverage  and  floor  area  ratio  and  encroaches  on  the 
required  setbacks. 

PREMISES  AFFECTED— 761-763  Astor  Avenue,  2301- 
2313  Wallace  Avenue,  northwest  corner,  Block  4348 
Lots  1  and  4,  Borough  of  The  Bronx. 

Laid  over  from  February  26,  1963,  to  July  23,  1963, 
because  of  the  Board’s  present  lack  of  jurisdiction. 

1920-61-BZ 

APPLICANT— Kenneth  W.  Milnes  for  Thomas  A.  Wet- 
lesen,  owner;  purchaser  under  contract;  New  York 
Telephone  Co.,  lessee. 

SUBJECT — Application  December  14,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7e  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  the  erection  of  a  one  story  equipment  storage 
and  maintenance  garage  building  with  parking  and 
loading  and  unloading  in  the  open  area 

PREMISES  AFFECTED — 311  Brielle  Avenue,  west 
side,  682  feet  south  of  Bradley  Avenue,  Block  1975, 
Lot  221,  Willowbrook,  Borough  of  Richmond. 

Laid  over  from  February  26,  1963,  to  July  23,  1963 
because  of  the  Board’s  present  lack  of  jurisdiction. 

1914-61-BZ 

APPLICANT— Henry  C.  Brucker  for  David  and  Celia 
Kanes,  owner. 

SUBJECT  Application  December  13,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 


Zoning  Resolution,  to  permit  in  a  residence  use  G-l 
area  district,  the  conversion  of  an  existing  one  familv 
dwelling  to  a  two  family  dwelling. 

PREMISES  AFFECTED — 226-20  138th  Avenue,  south¬ 
west  corner  of  227th  Street,  Block  13140,  Lot  42 
Laurelton,  Borough  of  Queens. 

Laid  over  from  February  26,  1963,  to  July  23,  1963 
because  of  the  Board’s  present  lack  of  jurisdiction. 

1674-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  and  Herbst  and 
Rusciano  for  Nicholas  and  Elvira  Salatino,  owner; 
bun  Oil  Company  Incorporated,  lessee. 

SUBJECT — Application  November  10,  1961 — decision  of 
thu  Borough  Superintendent,  under  Sections  7e,  7A 
and  21  of  the  Zoning  Resolution,  to  permit  in  a  local 
retail  use,  C  area  district,  the  erection  and  maintenance 
of  a  gasoline  service  station  with  accessory  minor  auto 
repairs,  non-automatic  car  wash,  lubritorium,  office 
sale  of  accessories,  signs  and  show  windows  within  75 
feet  of  a  residence  district  without  the  required  rear 
yard  for  a  temporary  term  of  15  years. 

PREMISES  AFFECTED— 6502-6506  14th  Avenue 
southwest  corner  of  65th  Street,  Block  5754,  Lots  38 
and  40,  Borough  of  Brooklyn. 

Laid  over  from  February  26,  1963,  to  July  23,  1963 
at  request  of  the  applicant;  because  of  the  Board’s 
present  lack  of  jurisdiction. 

1945-61-BZ 

APPLICANT  Burke  and  Groh  for  George  Caro 
owner.  ’ 

SUuBJ!CT—AppIication  December  14,  1961— decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use  G-l 
area  district,  the  conversion  of  an  existing  building 
from  a  one  family  to  a  two  family  dwelling. 

PREMISES  AFFECTED — 220-27  l'OOth  Avenue,  north 
side,  200  feet  east  of  220th  Street,  Block  10785,  Lots 
56  and  58,  Queens  Village,  Borough  of  Queens. 

Laid  over  from  April  30,  1963,  to  July  23,  1963,  for 
decision  due  to  the  Board’s  present  lack  of  jurisdiction. 

371-63-BZ 

APPLICANT  Morton  S.  Cahn  for  Rose  Donza,  owner* 
American  Petrolux  Corporation,  lessee. 

SUBJECT— Application  April  30,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  the  rehabilitation  of  an 
existing  automotive  service  station  with  the  accessory 
uses  of  minor  auto  repairs  with  hand  tools,  lubrication, 
sale  of  accessories,  non-automotive  car  wash  and  office 
with  a  projecting  business  sign. 

PREMISES  AFFECTED — 1770  Ralph  Avenue,  west 
sule ,120  feet  south  of  Glenwood  Road,  Block  7979 
Lot  126,  Borough  of  Brooklyn. 

cl?sed— Laid  over  from  July  9,  1963,  to  July  23, 
1963,  for  inspection  and  decision. 


404-63-BZ 

APPLICANT  Crinnion  and  Crinnion  for  Johnad  Real¬ 
ty  Company,  owner. 

SUBJECT— Application  May  7,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  11-412— of  the 
Zoning  Resolution,  to  permit  in  a  C8-1  and  R6  district 
the  enlargement  in  area  of  an  existing  auto  showroom 
with  repairs  to  include  the  residential  portion. 

PREMISES  AFFECTED — 662  East  Fordham  Road, 
s°ut!?  „side,  50.96  feet  west  of  Cambreleng  Avenue, 
Block  3091,  Lot  22,  Borough  of  the  Bronx. 

Hearing  closed— Laid  over  from  July  9,  1963,  to  July  23, 
at  10  A.M.  for  inspection  and  decision. 
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409-63-BZ 

APPLICANT— Leonard  R.  Rothkrug  for  Samalax  Real¬ 
ty  Corporation,  owner. 

SUBJECT— Application  May  14,  1963— decision  of  the 
Borough  Superintendent,  under  Section  7 2-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the 
erection  of  a  16  foot  wide  retail  store  between  two 
existing  stores. 

PREMISES  AFFECTED— 8710  Avenue  L,  south  side, 
68  feet  east  of  East  87th  Street,  Block  8066,  Lot  39, 
Borough  of  Brooklyn. 

Hearing  closed — Laid  over  from  July  9,  1963,  to  July  23, 
1963,  for  inspection  and  decision. 

MAX  H.  FOLEY,  Chairman. 


JULY  23,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  23,  1963,  ait  2  o  clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

911-62-A 

APPLICANT— Chas.  B.  Meyers  Associates  for  The 
Jewish  Hospital  of  Brooklyn,  Incorporated,  owner. 
SUBJECT— Application  September  27,  1962— Appeal 

from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re — discontinue  use  of  fibreboard  tiles. 

PREMISES  AFFECTED— 533-561  Prospect  Place, 
north  side,  249  feet  east  of  Classon  Avenue,  Block 
1156,  Lots  1  and  21,  Boroug  hof  Brooklyn. 

305-63-A 

APPLICANT— Abraham  Grossman  for  Julius  Goldberg 
and  Sarah  Alter,  owners. 

SUBJECT— Application  April  10,  1963— Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  177,  and  Section  34  subd.  6  of  the 
Multiple  Dwelling  Law  re— cellar  apartment. 
PREMISES  AFFECTED— 8  West  86th  Street  south 
side,  150  feet  west  of  Central  Park  West,  Block  1199, 
Lot  39,  Borough  of  Manhattan. 

312-63-A 

APPLICANT — Samuel  Rosenblum  for  Ecole  Francaise, 
owner. 

SUBJECT— Application  April  11,  1963— Appeal  from  a 
decision  of  the  Borough  Superintendent  re— Class  3 
construction,  public  use  (school),  egress,  hallway,  etc. 
PREMISES  AFFECTED— 22  East  95th  Street,  south 
side,  98  feet,  9Vz  inches  east  of  Madison  Avenue,  Block 
1506,  Lot  60%,  Borough  of  Manhattan. 

776-61-A 

APPLICANT— Samuel  Rosenblum  for  Wallson  Realty 
Company,  owner. 

SUBJECT— Applicant  May  25,  1961— Appeal  from  an 

order  and  a  decision  of  the  Fire  Commissioner  re— sprin¬ 
kler  system,  etc. 

PREMISES  AFFECTED— 20  Harrison  Street,  north  side, 
100  feet  2  inches  east  of  Greenwich  Street,  Block  181,  Lot 
6,  Borough  of  Manhattan. 

774-61-A 

APPLICANT— Larry  Meltzer  for  Duncan  F.  Findley 
and  Joseph  Rubinstein,  owners. 

SUBJECT— Application  May  24,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 115-117  Worth  Street,  40-44 
Lafayette  Street,  northwest  corner,  Block  170,  Lot  12, 
Borough  of  Manhattan. 


806-61-A 

APPLICANT— Samuel  Garnett  for  162  West  18th  Street 
Corporation,  owner. 

SUBJECT— Application  May  19,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re 
Sprinkler  system. 

PREMISES  AFFECTED— 162-164  West  l&th  Street, 
south  side,  75  feet  east  of  Seventh  Avenue,  Block  793, 
Lots  71  and  72,  Borough  of  Manhattan. 


605-62-A 

APPLICANT— Catholic  Youth  Organization  of  the 
Diocese  of  Brooklyn,  Incorporated,  owner. 
SUBJECT— Application  June  27,  1962 — Appeal  from  an 
order  of  the  Fire  Commissioner  re — storage  of  liquefied 


chlorine. 

PREMISES  AFFECTED— 2720  Surf  Avenue  south 
side,  entire  block,  West  27th  Street,  West  28th  Street 
and  Riegelmann  Boardwalk,  Block  7069,  Lot  1,  Bor- 
rmodi  of  Brooklvn. 


142-63-A 

APPLICANT— Larry  Meltzer  for  Allgood  Realty  Cor¬ 
poration,  owner j  Smolowitz  Brothers,  lessee. 

SUBJECT— Application  February  18,  1963— Appeal  from 
a  decision  of  the  Borough  Superintendent,  re— Egress. 

PREMISES  AFFECTED— 910-912  Utica  Avenue,  west 
side,  200  feet  north  of  Snyder  Avenue,  Block  4464,  Lot 
23,  Borough  of  Brooklyn. 


286-63-A 

APPLICANT— Carson,  Lundin  and  Shaw  for  The 
Brooklyn  Savings  Bank,  owner. 

SUBJECT— Application  April  3,  1963— Appeal  from  a 
decision  of  the  Borough  Superintendent  re — wood 


veneer. 

PREMISES  AFFECTED— 203-211  Montague  Street, 
328-338  Fulton  Street,  northwest  corner,  162  President 
Street,  Block  244,  Lot  1,  Borough  of  Brooklyn. 


352-63-A 

APPLICANT — Irwin  Emerman  for  Benbar  Associates, 
Incorporated,  owner. 

SUBJECT— Application  April  25,  1963— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 505-507  West  Street,  north¬ 
east  corner  of  Jane  Street,  Block  642,  Lot  1,  Borough 
of  Manhattan. 

399-63-A 

APPLICANT— Lama,  Proskauer  and  Prober  for  Joseph 
Muccioli,  owner. 

SUBJECT— Application  May  9,  1963— Review  of  a  deci¬ 
sion  of  the  Borough  Superintendent  re — Zoning  Matter 
— foundation  not  completed. 

PREMISES  AFFECTED— 28-32  Marginal  Street  West, 
west  side,  154  feet  11%  inches  north  of  Bushwick 
Avenue,  Block  3483,  Lot  32,  Borough  of  Brooklyn. 

458-63-A 

APPLICANT— Bernard  J.  Parodi  for  B.  J.  Homes,  n- 
corporated,  owner. 

SUBJECT— Application  May  29,  1963^-Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 106-21  76th  Street,  east  side, 
155.19  feet  north  of  Pitkin  Avenue,  Block  9126,  Lots 
103  and  105,  Ozone  Park,  Borough  of  Queens. 

1312-61-A 

APPLICANT— Larry  Meltzer  for  83  Spring  Street  Cor¬ 
poration,  owner;  Dallek  Incorporated,  lessee. 
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SUBJECT — Application  August  10,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 83  Spring  Street,  north  side, 
50  feet  west  of  Crosby  Street,  Block  497,  Lot  33,  Bor¬ 
ough  of  Manhattan. 

330-63-A 

APPLICANT — Andrew  F.  Warren  for  Carbona  Prod¬ 
ucts  Company,  owner. 

SUBJECT— Application  April  17,  1963 — Packaging  of 
combustible  mixture  known  as  Carbona  Dry-Clean 
Rug  Powder  in  %  gallon  and  1  gallon  glass  jars  (con¬ 
tainers)  not  in  accordance  with  Administrative  Code 
requirements. 

367-62-A 

APPLICANT — Michael  Canale  for  Canale  Chemical  Cor¬ 
poration,  owner. 

SUBJECT — Application  April  24,  1962— Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of 
Combustible  Mixture  known  as  “Do-All”  in  one  quart 
and  one  gallon  Polyethylene  containers,  in  New  York 
City,  capacity  of  containers  not  in  conformity  with 
administrative  code  requirements. 

474-63-A 

APPLICANT— Morris  J.  Junger  for  Nu-Color  Corpora¬ 
tion  of  America,  owner. 

SUBJECT — Application  June  5,  1963 — Packaging  of 
Fabric  spray  combustible  mixture  known  as  Fabric 
Spray  in  24  ounce  aerosol  containers,  contrary  to 
Administrative  Code  requirements. 

156-62-SR 

Proposed  Amendments  to  the  Rules  covering  Coin- 

Proposed  Amendments  to  the  Rules  covering  Coin- 
Operated  Dry  Cleaning  Establishments. 

Hearing  closed — Laid  over  from  April  19th,  1963  to  date 
to  be  set  for  consideration  by  the  Board  and  adoption 
of  Rules. 

432-62-SR 

Proposed  Rules  covering  Non-Coin-Operated  Retail  Dry 
Cleaning  Establishments. 

Hearing  closed — Laid  over  from  September  28th,  1962 
to  April  19th,  1963  for  consideration  by  the  Board  and 
adoption  of  Rules;  laid  over  from  April  19th,  1963  to 
date  to  be  set  for  further  consideration  by  the  Board 
and  adoption  of  Rules. 

MAX  H.  FOLEY,  Chairman. 


SEPTEMBER  17,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  17,  1963,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

1939-61-BZ 

APPLICANT — Burloc  of  Staten  Island  Incorporated, 
owner. 

SUBJECT — Application  December  14,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7c  of  the 
Zoning  Resolution,  to  permit  in  a  restricted  retail  and 
residence  use  district,  the  erection  of  a  one  story  build¬ 
ing  for  use  as  retail  stores  including  a  dry  cleaning 
establishment. 

PREMISES  AFFECTED — 2397-2413  Hylan  Boulevard, 
north  side,  from  Burbank  Avenue  to  Locust  Avenue, 
Block  3646,  Lots  1,  58  and  60,  New  Dorp,  Borough  of 
Richmond. 


Laid  over  from  February  5,  1963  to  April  2,  1963,  for 
applicant  to  send  out  twenty-day  notices  and  amend 
application;  then  to  June  11,  1963,  for  hearing  applicent 
to  send  out  20-day  notices  to  affected  owners;  then  to 
September  17,  1963,  for  hearing;  20-day  notices  to  be 
sent  by  the  applicant  to  affected  property  owners. 

74- 44-BZ 

APPLICANT — Larry  Meltzer,  for  Linjan  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  reopened  July  9,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance  which 
expired  May  22,  1961 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7i  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district  for  a  term  of  five  years,  the  mainten¬ 
ance  of  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 375  South  1st  Street,  north 
side,  63  feet,  4  inches  east  of  Grand  Street  Extension 
and  206  Grand  Street  Extension,  Block  2399,  Lot  23, 
Borough  of  Brooklyn. 

75- 53-BZ 

APPLICANT — Leo  Goldman  and  Sol  Goldman,  owners. 

SUBJECT — Application  reopened  July  9,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  16,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7f  of 
the  Zoning  Resolution,  permitting  in  the  business  use 
portion  of  a  lot  located  in  a  residence  and  business  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  motor  vehicle  repairs,  auto 
laundry  and  office,  for  a  term  of  ten  years. 

PREMISES  AFFECTED — 3301  Boston  Road,  north¬ 
west  corner  of  Gun  Hill  Road,  Block  4705,  Lots  1  and 
68,  Borough  of  The  Bronx. 

890-57-BZ 

APPLICANT — Ludwig  P.  Bono  for  Alfred  Servido, 
Jr.,  owner. 

SUBJECT — Application  reopened  July  9,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance  which 
expired  April  8,  1963 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district  for  a  term  of  five  years,  the 
parking  and  storage  of  motor  vehicles  of  the  pleasure 
type  only. 

PREMISES  AFFECTED— 105  Rockwood  Street  and 
1530  Walton  Avenue,  northeast  corner,  Block  2836, 
Lots  1,  2,  35,  37  and  38,  Borough  of  The  Bronx. 

262-32-BZ 

APPLICANT— Edward  J.  Walsh,  Jr.  for  Edward  J. 
Walsh  and  Mary  Walsh,  owners. 

SUBJECT — Application  reopened  October  16,  1962  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  September  17,  1962 — decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7f  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district  the  erection  and  maintenance  of 
a  gasoline  service  station. 

PREMISES  AFFECTED — Southwest  corner  of  Wyona 
Aevnue  and  Willowbrook  Road,  Block  2099,  Lot  27, 
(formerly  Lots  29  and  31)  Port  Richmond,  Borough 
of  Richmond. 

Hearing  closed — Laid  over  from  January  22,  1963,  to 
March  5,  1963,  for  decision;  applicant  to  submit  revised 
drawings  then  to  September  17,  1963,;  for  decision  at 
the  request  of  the  applicant. 

MAX  H.  FOLEY,  Chairman 
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SEPTEMBER  17,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  17,  1963,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

354-62-A 

APPLICANT— Frederick  W.  Degenhardt  for  D.  D.  Wil¬ 
liamson  and  Company,  Incorporated,  owner. 

SUBJECT — Application  April  18,  1962 — Appeal  from  a 
decision  of  the  Fire  Commissioner,  re — Storage  and 
transfer  of  S09  from  tank  to  truck. 

PREMISES  AFFECTED— 5-39  46th  Avenue,  north 
side,  200  feet  west  of  Vernon  Avenue,  Block  26,  Lot 
17,  Long  Island  City,  Borough  of  Queens. 

645- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 124  Flagg  Place,  east  side, 

1167.58  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  72,  Dongan  Hills,  Borough  of  Richmond. 

646- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 126  Flagg  Place,  east  side, 

167.58  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  71,  Dongan  Hills,  Borough  of  Richmond. 

647- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 128  Flagg  Place,  east  side, 

226.37  feet  south  of  Four  Corners  Road,  Block  887,  Lot 
70,  Dongan  Hills,  Borough  of  Richmond. 

648- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 130  Flagg  Place,  east  side, 

1250.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  68,  Dongan  Hills,  Borough  of  Richmond. 

649- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 132  Flagg  Place,  east  side, 

1274.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  67,  Dongan  Hills,  Borough  of  Richmond. 

650- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 


PREMISES  AFFECTED— 134  Flagg  Place,  east  side, 

1298.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  66,  Dongan  Hills,  Borough  of  Richmond. 

65 1- 62- A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 136  Flagg  Place,  east  side, 

1322.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  65,  Dongan  Hills,  Borough  of  Richmond. 

652- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 138  Flagg  Place,  east  side, 
1354637  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  64,  Dongan  Hills,  Borough  of  Richmond. 

653- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 140  Flagg  Place,  east  side, 

1370.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  63,  Dongan  Hills,  Boroug  hof  Richmond. 

654- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 142  Flagg  Place,  east  side, 

1394.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  62,  Dongan  Hills,  Borough  of  Richmond. 

655- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 144  Flagg  Place,  east  side, 

1418.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  61,  Dongan  Hills,  Borough  of  Richmond. 

656- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 146  Flagg  Place,  east  side, 

1442.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  60,  Dongan  Hills,  Borough  of  Richmond. 

657- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 148  Flagg  Place,  east  side, 

1466.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  59,  Dongan  Hills,  Borough  of  Richmond. 
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658- 62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

P^]^USES  AFFECTED — 150  Flagg  Place,  east  side, 

1490.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  58,  Dongan  Hills,  Borough  of  Richmond. 

659- 62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED —  152  Flagg  Place,  east  side, 

1514.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  57,  Dongan  Hills,  Borough  of  Richmond. 

660- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT  Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 154  Flagg  Place,  east  side, 

1538.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  56,  Dongan  Hills,  Borough  of  Richmond. 

661- 62-A 

APPLICANT— —Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

AFFECTED — 156  Flagg  Place,  east  side, 

1562.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  55,  Dongan  Hills,  Borough  of  Richmond. 

662- 62-A 

APPLI  CANT— Albert  Melniker  for  Wdnrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT  Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 158  Flagg  Place,  east  side, 

1586.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  54,  Dongan  Hlils,  Borough  of  Richmond. 

663- 62-A 

APPLI  CANT— Albert  Melniker  for  Wdnrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  frontjng  legal  street. 

AFFECTED — 160  Flagg  Place,  east  side, 

1610.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  53,  Dongan  Hills,  Borough  of  Richmond. 

664- 62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 162  Flagg  Place,  east  side, 

1634.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  52,  Dongan  Hills,  Borough  of  Richmond. 


665-62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT-  -Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 164  Flagg  Place,  east  side, 

1658.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  51,  Dongan  Hills,  Borough  of  Richmond. 

613- 62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT  -Application  June  27,  1962 — filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 28  Pheston  Avenue,  south¬ 
west  corner  of  Ogden  Street,  Block  5324,  Lot  228, 
Annadale,  Borough  of  Richmond. 

614- 62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT  Application  June  27,  1962 — filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 32  Preston  Avenue,  west 
side,  41.50  feet  south  of  Ogden  Street,  Block  5324,  Lot 
230,  Annadale,  Borough  of  Richmond. 

615- 62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT — Application  June  27,  1962 — filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 36  Preston  Avenue,  west 
side,  80:50  feet  north  of  Oakdale  Avenue,  Block  5324, 
Lot  233,  Annadale,  Borough  of  Richmond. 

616- 62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT — Application  June  27,  1962 — filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 40  Preston  Avenue,  west 
side,  41.50  feet  north  of  Oakdale  Street,  Block  5324, 
Lot  234,  Annadale,  Borough  of  Richmond. 

617- 62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT — Application  June  27,  1962 — filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 44  Preston  Avenue,  north¬ 
west  corner  of  Oakdale  Street,  Block  5324,  Lot  236, 
Anadale,  Borough  of  Richmond. 

618- 62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT- — Application  June  27,  1962 — filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 12  Ogden  Street,  south  side, 
100  feet  west  of  Preston  Avenue,  Block  5324,  Lot  224, 
Annadale,  Borough  of  Richmond. 
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619- 62-A 

APPLICANT— Albert  Melniker  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT— Application  June  27,  1962— filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 16  Ogden  Street,  south  side, 
144  feet  west  of  Preston  Avenue,  Block  5324,  Lot  222, 
Annadale,  Borough  of  Richmond. 

620- 62-A 

APPLICANT— Albert  Melniker  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT— Application  June  27,  1962— filed  pursuant  to 
Section  36  of  the  General  City  Law  re— erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 20  Ogden  Street,  south  side, 
188  feet  west  of  Preston  Avenue,  Block  5324,  Lot  220, 
Annadale,  Broough  of  Richmond. 

621- 62-A 

APPLICANT— Albert  Melniker  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT— Application  June  27,  1962— filed  pursuant  to 
Section  36  of  the  General  City  Law  re— erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 24  Ogden  Street,  south  side, 
232  feet  west  of  Preston  Avenue,  Block  5324,  Lot  218, 
Annadale,  Borough  of  Richmond. 

625- 62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Incorporated,  owner. 

SUBJECT— Application  June  28,  1962— Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 7  Fingal  Street,  north  side, 

64.48  feet  west  of  Arden  Avenue,  Block  5393,  Lot  24, 
Annadale,  Borough  of  Richmond. 

626- 62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Incorporated,  owner. 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 11  Fingal  Street,  north  side. 

106.48  feet  west  of  Arden  Avenue,  Block  5393,  Lot  26, 
Annadale,  Borough  of  Richmond. 

627- 62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Incorporated,  owner. 

SUBJECT — Application  June  28,  1962— Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 556  Oakdale  Street,  south 
side,  66.07  feet  west  of  Arden  Avenue,  Block  5393,  Lot 
13,  Annadale,  Borough  of  Richmond. 

628- 62-A 

APPLICANT — Albert  Melniker,  General  power  of  At¬ 
torney  for  the  owners). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 560  Oakdale  Street,  south 
side,  107.07  feet  west  of  Arden  Avenue,  Block  5393,  Lot 
10,  Annadale,  Borough  of  Richmond. 


629- 62-A 

APPLICANT— Albert  Melniker,  General  power  of  At¬ 
torney  for  the  owners). 

SUBJECT— Application  June  28,  1962— Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 8  Edwin  Street,  south  side, 

61.87  feet  west  of  Arden  Avenue,  Block  5395,  Lot  14, 
Annadale,  Borough  of  Richmond. 

630- 62-A 

APPLICANT— Albert  Melniker,  General  power  of  At¬ 
torney  for  the  owners). 

SUBJECT— Application  June  28,  1962— Filed  pursuant  to 
Section  36  of  the  General  City  Law  re— erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 12  Edwin  Street,  south  side, 

105.87  feet  west  of  Arden  Avenue,  Block  5395,  Lot  11, 
Annadale,  Borough  of  Richmond. 

631- 62-A 

APPLICANT— Albert  Melniker,  General  power  of  At¬ 
torney  for  the  owners). 

SUBJECT— Application  June  28,  1962— Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 18  Edwin  Street,  south  side, 
145  feet  east  of  Harold  Avenue,  Block  5395,  Lot  9, 
Annadale,  Borough  of  Richmond. 

632- 62-A 

APPLICANT— Albert  Melniker  for  Albert  Melniker 
General  Power  of  Attorney  for  the  Owner.) 

SUBJECT— Application  June  28,  1962— Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 22  Edwin  Street,  south  side, 
100  feet  east  of  Harold  Avenue,  Block  5395,  Lot  6, 
Annadale,  Borough  of  Richmond. 

633- 62-A 

APPLICANT — Albert  Melniker  for  Albert  Melniker 
General  Power  of  Attorney  for  the  Owner.) 

SUBJECT— Application  June  28,  1962— Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 26  Edwin  Street,  south  side, 
55  feet  east  of  Harold  Avenue,  Block  5395,  Lot  4, 
Annadale,  Borough  of  Richmond. 

634- 62-A 

APPLICANT — Albert  Melniker  (General  power  of  At¬ 
torney  for  the  Owner). 

SUBJECT— Application  June  28,  1962— Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 32  Edwin  Street,  southeast 
corner  of  Harold  Avenue,  Block  5395,  Lot  1,  Annadale, 
Borough  of  Richmond. 

635- 62-A 

APPLICANT— Albert  Melniker  (General  Power  of  At¬ 
torney  for  the  Owner). 

SUBJECT— Application  June  28,  1962— Filed  pursuant  to 
Section  36  Art  3  of  the  General  City  Law  re — building 
not  facing  legal  street. 

PREMISES  AFFECTED— 545  Sycamore  Street,  north 
side,  55  feet  east  of  Harold  Avenue,  Block  5395,  Lot  35, 
Annadale,  Borough  of  Richmond. 
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636- 62-A 

APPLICANT — Albert  Melniker  (General  power  of  At¬ 
torney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 541  Sycamore  Street,  north 
side,  102  feet  east  of  Harold  Avenue,  Block  5395,  Lot 
32,  Annadale,  Borough  of  Richmond. 

637- 62-A 

APPLICANT — Albert  Melniker  (General  power  of  At¬ 
torney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 537  Sycamore  Street,  north 
side,  152.36  feet  west  of  Arden  Avenue,  Block  5395, 
Lot  30,  Annadale,  Borough  of  Richmond. 

638- 62-A 

APPLICANT — Albert  Melniker  (General  power  of  At¬ 
torney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 531  Sycamore  Street,  north 
side,  106.36  feet  west  of  Arden  Avenue,  Block  5395, 
Lot  27,  Annadale,  Borough  of  Richmond. 


639- 62-A 

APPLICANT — Albert  Melniker  (General  power  of  At¬ 
torney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 527  Sycamore  Street,  north 
side,  60.36  feet  west  of  Arden  Avenue,  Block  5395, 
Lot  25,  Annadale,  Borough  of  Richmond. 

640- 62-A 

APPLICANT — Albert  Melniker  (General  power  of  At¬ 
torney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 551  Sycamore  Street,  north¬ 
east  corner  of  Harold  Avenue,  Block  5395,  Lot  37, 
Annadale,  Borough  of  Richmond. 

381-63-A 

APPLICANT — James  Whitford,  Jr.  for  Gerald  Grazi- 
ano,  owner. 

SUBJECT — Application  May  2,  1963 — Filed  pursuant  to 
Section  36  Art.  3  of  the  General  Law  re — building 
not  facing  legal  street. 

PREMISES  AFFECTED— 238  Merrill  Avenue,  south 
side  2335.01  feet  west  of  Richmond  Avenue,  Block  2223, 
188,  Bulls  Head,  Borough  of  Richmond. 

MAX  H.  FOLEY,  Chairman. 


MINUTES 


REGULAR  MEETING 
TUESDAY  MORNING  JULY  9,  1963,  10  A.M. 
Present:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein. 


812-23-BZ  Vol.  II 

APPLICANT — Arthur  Paul  Hess  for  Chatham  Proper¬ 
ties,  Inc.,  owner. 

SUBJECT — Application  reopened  June  11,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
May  6,  1963,  and  amendment  of  the  resolution — decision 
of  the  Borough  Superintendent,  previously  granted  on 
condition,  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  the  residence  use  portion  of  a  lot,  located 
in  a  residence  and  business  use  districts,  the  parking  and 
storage  of  motor  vehicles. 

PREMISES  AFFECTED — 1964  Belmont  Avenue,  east 
side,  101.35  feet  north  of  East  Tremont  Avenue  and  1967 
Crotona  Avenue,  west  side,  100  feet  north  of  East  Tre¬ 
mont  Avenue,  Block  3079,  Lot  47,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Clarence  C.  Nathan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1963,  at 
10  A.  M.  for  decision  ;  applicant  to  submit  revised  draw¬ 
ings  and  letter ;  hearing  closed. 


275-56-BZ— Vol.  II 

APPLICANT — Reavis  &  McGrath  for  Harold  S.  Goetz, 
owner ;  Shell  Oil  Company,  lessee. 

SUBJECT — Application  reopened  and  restored  to  docket  by 
order  of  the  Court  December  18,  1962— decision  of  the 
Borough  Superintendent,  under  Section  7e  of  the  Zoning 
Resolution,  to  permit  in  a  local  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 


office,  sales,  car  wash  (non  automatic),  minor  repairs  and 
luboritorium. 

PREMISES  AFFECTED — 929  Manor  Road,  northeast 
corner  of  Lincoln  Street,  Block  700,  Lot  1,  Castleton  Cor¬ 
ners,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition:  None.  ‘■v 

ACTION  OF  BOARD — Laid  over  to  July  16,  1963,  at 
10  A.  M.  for  decision  at  the  request  of  the  objectors; 
hearing  previously  closed. 

223-63-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Charles  Mottola, 
Lincolndale  Homes,  Inc.,  Mario  Avallone  and  Frank 
Calabro,  owners. 

SUBJECT — Application  March  13,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  and  Cl-3  dis¬ 
trict,  the  relocation  and  reconstruction  of  an  automotive 
service  station  with  accessory  uses  including  automatic 
car  washing. 

PREMISES  AFFECTED— 3217  White  Plains  Road, 
northwest  corner  of  Burke  Avenue,  Block  4595,  Lots 
42,  44,  46  and  48,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1963,  at 
10  A.  M.  for  decision  at  request  of  applicant;  applicant 
to  file  revised  drawing  requested  by  the  Board;  hear¬ 
ing  previously  closed. 

298-63-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Ruth  H.  Green¬ 
berg,  owner ;  Shell  Oil  Company,  lessee. 
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SUBJECT — Application  April  5,  1963 — decision  of  the  Bor- 
rough  Superintendent,  under  Section  73-211  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  erection  and 
maintenance  of  an  automotive  service  station  with  acces¬ 
sory  uses. 

PREMISES  AFFECTED — 248-30  South  Conduit  Avenue, 
south  side,  228.42  feet  east  of  Hook  Creek  Boulevard, 
Block  13623,  Lot  22,  Rosedale,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

For  Administration:  R.  S.  Hardy,  amicus  curiae  and 
Samuel  Bodian,  Park  Dept. 

ACTION  OF  BOARD — Laid  over  to  July  23,  1963,  at 
10  A.M  for  continued  hearing;  applicant  to  submit 
statement;  Nassau  County  representative  to  be  notified 
to  be  present;  hearing  closed. 


299-63-BZ 

APPLICANT — Burke  and  Groh  for  Stephen  Oddo,  owner. 

SUBJECT — Application  April  8,  1963 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
funeral  establishment  with  owner’s  dwelling  on  the  second 
floor  and  the  maintenance  of  a  group  parking  facility 
with  entrances  within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 607-635  North  Conduit  Boule¬ 
vard,  northwest  corner  of  Sheridan  Avenue,  Block  4220, 
Lots  1,  5,  and  26,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Robert  T.  Groh. 

For  Opposition :  Edward  A.  Panzarella  and  Ida  Innuse. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1963,  at 
10  A.M.  for  decision ;  hearing  closed. 


371-63-BZ 

APPLICANT — Morton  S.  Cahn  for  Rose  Donza,  owner; 
American  Petrolux  Corporation,  lessee. 

SUBJECT — Application  April  30,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  the  rehabilitation  of  an 
existing  automotive  service  station  with  the  accessory 
uses  of  minor  auto  repairs  with  hand  tools,  lubrication, 
sale  of  accessories,  non-automotive  car  wash  and  office 
with  a  projecting  business  sign. 

PREMISES  AFFECTED — 1770  Ralph  Avenue,  west  side, 
120  feet  south  of  Glenwood  Road,  Block  7979,  Lot  126, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Morton  S.  Cahn. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  23,  1963,  at 
10  A.M.  for  inspection  and  decision ;  hearing  closed. 


397-63-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Dabin  Equities 
Corporation,  owner. 

SUBJECT — Application  May  9,  1963 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  in  an  existing 
three  story  and  cellar  building,  the  maintenance  of  doc¬ 
tors  offices  on  the  second  floor. 

PREMISES  AFFECTED — 2015  Grand  Concourse,  south¬ 
west  corner  of  Bush  Street,  Block  2808,  Lot  93,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Frederick  A.  Ketcher. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  10,  1963, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


398-63-A 

APPLICANT — Frederick  A.  Ketcher  for  Dabin  Equities 
Corporation,  owner. 

SUBJECT — Application  May  9,  1963 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re — stairway  etc. 

PREMISES  AFFECTED — 2015  Grand  Concourse,  south¬ 
west  corner  of  Bush  Street,  Block  2808,  Lot  93,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

ACTION  OF  BOARD — Laid  over  to  September  10,  1963, 
at  10  A.M.  for  inspection  and  decision ;  hearing  closed. 


404-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Johnad  Realty 
Company,  owner. 

SUBJECT — Application  May  7,  1963 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  and  R6  district,  the  en¬ 
largement  in  area  of  an  existing  auto  showroom  with 
repairs  to  include  the  residential  portion. 

PREMISES  AFFECTED — 662  East  Fordham  Road,  south 
side,  50.96  feet  west  of  Cambreleng  Avenue,  Block  3091, 
Lot  22,  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant :  Edward  T.  Crinnion. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  23,  1963,  at 
10  A.M.  for  inspection  and  decision ;  hearing  closed. 


409-63-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Samalex  Realty 
Corporation,  owner. 

SUBJECT — Application  May  14,  1963 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
16  foot  wide  retail  store  between  two  existing  stores. 

PREMISES  AFFECTED— 8710  Avenue  L,  south  side,  68 
feet  east  of  East  87th  Street,  Block  8066,  Lot  39,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  23,  1963,  at 

10  A.M.  for  inspection  and  decision;  hearing  closed. 


58-39-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Anfred  Realty 
Corp.,  owner. 

SUBJECT — Application  reopened  May  21,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
May  28,  1963— decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7i  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  conversion  of  occupancy  of  a  building  to  a  motor 
vehicle  repair  shop. 

PREMISES  AFFECTED — 1351%  Webster  Avenue,  west 
side'  424.49  feet  north  of  East  169th  Street,  Block  2887, 
Lot  165,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Edward  T.  Crinnion. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  Variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _ _ _  5 

Negative:  - - -  0 
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THE  RESOLUTION— 

Whereas,  on  June  27,  1939,  this  application  was  granted 
by  the  Board  on  certain  conditions ;  and 

Whereas,  the  term  of  variance  was  extended  on  January 
15,  1946  under  Section  7i,  and  last  extended  on  May  28, 
1957,  for  a  term  of  five  years ;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  a  five  year  extension 
of  the  term  of  variance,  which  expired  on  May  28,  1963  ; 
and 

Whereas,  this  application  was  reopened  on  May  21,  1963 
and  set  for  hearing  on  June  18,  1963,  at  10  A.M.,  requiring 
a  new  decision  of  the  Borough  Superintendent,  photographs 
and  two  publications  in  the  Bulletin ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  18,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  July  9,  1963  for  inspection  and 
decision  ;  hearing  closed  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  20,  1963  acting  on  Alt.  Applic.  No.  751-61, 
reads : 

“11.  The  change  of  use  from  stores  and  M.V.R.S.  to 
stores,  contractors  establishment  with  3  car  parking 
and  M.V.R.S.  is  contrary  to  B.S.A.  Cal.  #58-39. 

12.  Store  over  2500  sq.  ft.  in  area  with  only  one  means 
of  egress  is  contrary  to  Sect.  6.1.2.2.1  b  of  B.C.” 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  23,  1963  acting  on  Alt.  Applic.  No.  751-61, 
reads : 

“13.  Repeat  obj.  #11  &  12. 

14.  Use  of  northerly  store  for  use  as  M.V.R.S.  now 
located  in  a  C2-4  district  is  contrary  to  provisions 
of  Sect.  32-00  of  Zoning  Resolution  and  Resolution 
of  B.S.A.  Cal.  #58-39-BZ  which  has  expired  May 
28,  1962.” 

and 

Whereas,  the  applicant  states  that  Objection  Nos.  11 
and  12  will  be  complied  with ;  and 

Whereas,  the  applicant  states  that  the  terms  and  condi¬ 
tions  of  the  Resolution  have  been  complied  with;  that  the 
present  zoning  district  designation  of  the  site  is  C2-2,  and 
that  conditions  within  the  affected  area  remain  substan¬ 
tially  as  they  were  when  the  Board  last  acted  on  this 
application,  except  that  a  low  cost  City  housing  project  is 
being  constructed  on  the  easterly  side  of  Webster  Avenue, 
opposite  the  site. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  27,  1939,  as 
amended  through  May  28,  1957,  only  as  to  the  term  of  the 
variance,  so  that  as  amended  it  shall  read : 

“Granted  for  a  term  of  five  (5)  years  from  the  date 
of  this  amended  resolution,  to  permit  ...  on  condition 
that  the  windows,  window  frames,  doors  and  trim  on  the 
front  of  the  building  shall  be  painted;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects;  and  that  a  new  Certi¬ 
ficate  of  Occupancy  shall  be  obtained.” 


23-58-BZ 

APPLICANT — Richard  E.  Bauman  for  76  Near  Second 
Corp.,  owner. 

SUBJECT — Application  reopened  June  11,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June.  10,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district, 
in  an  existing  one  story  building,  a  motor  vehicle  repair 
shop  limited  to  hand  tools  and  light  repairs  only,  exclud¬ 
ing  all  collision  work  and  heavy  chassis  and  similar  type 
work  and  requiring  a  permit  if  a  torch  is  to  be  used. 

PREMISES  AFFECTED — 343  East  76th  Street,  north 


side,  247  feet  east  of  2nd  Avenue,  Block  1451,  Lot  11, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Richard  E.  Bauman. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  Variance  extended. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  . . . .  5 

Negative :  . . . . . . . .  q 

THE  RESOLUTION— 


Whereas,  on  June  10,  1958,  this  application  was  granted 
by  the  Board  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  a  ten  year  extension  of 
the  term  of  variance,  which  expired  on  June  10,  1963;  and 
Whereas,  this  application  was  reopened  on  June  11, 
1963  and  set  for  hearing  on  July  9,  1963  at  10  A.M.,  requir¬ 
ing  a  new  decision  of  the  Borough  Superintendent,  photo¬ 
graphs  and  two  publications  in  the  Bulletin;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  July  9,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  25,  1963  acting  on  Alt.  Applic.  No.  1740-57, 
reads : 

“C-2.  Present  Certificate  of  Occupancy  is  temporary, 
terminating  June  10,  1963.  Under  Section  32-25B 
of  the  Zoning  Resolution  as  amended  Dec.  15,  1961 
and  subsequently,  automobile  repairs  may  not  be 
carried  on  in  a  C2-5  district.” 

and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  10,  1958,  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read : 

“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  amended  resolution,  to  permit.  .  .  .  ;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects;  and  that  a  new  Cer¬ 
tificate  of  Occupancy  shall  be  obtained.” 


693-58-BZ 

APPLICANT — Joseph  L.  Rosenberg  and  Isidore  S.  Jaffe, 
owners. 

SUBJECT — Application  reopened  June  11,  1963  for  con¬ 
sideration  as  to  extension  of  time  to  complete,  expired 
March  27,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Sections  7e  and  7h 
of  the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  gasoline  ser¬ 
vice  station,  lubritorium,  minor  auto  repairs  with  hand 
tools  only,,  auto  washing,  office,  sales  and  the  parking  of 
cars  awaiting  service. 

PREMISES  AFFECTED — 132-08  20th  Avenue,  southeast 
corner  of  132nd  Street,  Block  4178,  Lot  22,  College  Point, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Sylvia  Heftier. 

For  Opposition:  None. 

ACTION  OF  BOARD — Time  extended  to  complete  the 
work. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  _  4 

Negative :  Commissioner  Fox  . .  1 

THE  RESOLUTION— 

Whereas,  on  May  12,  1959,  this  application  was  granted 
by  the  Board  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  March  27,  1962;  and 
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Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  extension  of  the  time  within  which  to  obtain 
permits  and  complete  the  work,  which  expired  on  March 

27,  1963;  and  in,_ 

Whereas,  this  application  was  reopened  on  June  11,  1963 
and  set  for  hearing  on  July  9,  1963  at  10  A.M.,  requiring 
a  new  decision  of  the  Borough  Superintendent  and  two 
publications  in  the  Bulletin ;  and  _  . 

Whereas,  a  public  hearing  was  held  on  this  application  on 
July  9,  1963  after  due  notice  by  publication  in  the  Bulletin; 

and  . 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  14,  1963  acting  on  N.B.  Applic.  No.  2654-58, 
reads : 

“1.  Time  to  obtain  permit  has  expired  under  the  terms 
of  the  B.  of  St.  &  A’s — Refer  back  to  the  B.S.  &  A. 
for  extension  of  time  under  Cal.  693-58-BZ.” 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  12,  1959, 
as  amended  through  March  27,  1962,  only  as  to  the  time 
to  obtain  permits  and  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“That  permit  shall  be  obtained,  work  completed  and  a 
Certificate  of  Occupancy  obtained  within  one  year  from 
the  date  of  this  Resolution. 


233-63-BZ 

APPLICANT— Harry  Atkin  and  Associates  for  Don 
Becker  Associates,  Incorporated,  owner. 

SUBJECT— Application  March  19,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R4  district,  the  erection  of 
a  two  family  dwelling  that  encroaches  on  the  required 
rear  yard. 

PREMISES  AFFECTED— 2982  Cross  Bronx  Expressway, 
south  side,  353.54  feet  east  of  Calhoun  Avenue,  Block 
5561,  Lot  18,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  5 

Negative: - - -  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  28,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  11,  1963  for  inspection  and 
decision;  hearing  closed;  then  to  June  25,  1963  at  request 
of  the  applicant;  applicant  to  submit  additional  data;  then 
to  July  9,  1963  to  await  letter  from  the  City  Planning  Com¬ 
mission  and  for  decision ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  4,  1963  acting  on  N.B.  Applic.  No.  56-63, 
reads : 

“No.  1 — complied  with. 

No.  2 — Repeated.  Proposal  to  erect  building  located  in 
R-4  District  with  less  than  required  30'  rear 
yard  violates  Sect.  23-47  of  Amended  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  on  condition  that  the  building 
shall  conform  to  drawings  filed  with  this  application  dated 
May  21,  1963,  5  sheets  and  June  21,  1963,  one  sheet  addi- 
tional ;  on  further  condition  that  all  other  laws,  rules  and 
regulations  applicable  shall  be  complied  with ;  and  that 
permit  shall  be  obtained,  work  done  and  a  Certificate  of 
Occupancy  obtained  within  one  year  from  the  date  of  this 
resolution. 


234-63-BZ 


APPLICANT— Harry  Atkin  and  Associates  for  Don 
Becker  Associates,,  Incorporated  owner. 

SUBJECT— Application  March  19,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution'  to  permit  in  a  R4  district,  the  erection  of 
a  two  family  dwelling  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED— 2984  Cross  Bronx  Expressway, 
south  side,  392.87  feet  east  of  Calhoun  Avenue,  Block  5561, 
Lot  19,  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant :  Harry  Atkin. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE —  .  _  . 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - -  5 

Negative:  -  9 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  28,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  11,  1963  for  inspection  and 
decision;  hearing  closed;  then  to  June  25,  1963  at  the 
request  of  the  applicant ;  applicant  to  submit  additional  data , 
then  to  July  9,  1963  to  await  letter  from  the  City  Planning 
Commission  and  for  decision  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  4,  1963  acting  on  N.B.  Applic.  No.  54-63, 
reads : 

“No.  1 — complied  with. 

No.  2— Repeated— Proposal  to  erect  bldg,  located  in 
R-4  district  with  less  than  required  30'  rear 
yard  violates  Sect.  23-47  of  Amended  Zoning 
Resolution.” 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  found  that  the  applicant  has  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R4  district  the  erection  of  a  two  family  dwell¬ 
ing  that  encroaches  on  the  required  rear  yard,  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
application  dated  May  21,  1963,  5  sheets ;  that  all  other 
laws,  rules  and  regulations  applicable  shall  be  complied 
with;  and  that  permit  shall  be  obtained,  work  completed 
and  a  Certificate  of  Occupancy  completed  within  one  year 
from  the  date  of  this  resolution. 


345-63-BZ 

APPLICANT — Max  Siegel  Associates  for  Bermark 

Realty  Corporation,  and  Rophyl  Realty  Corporation, 
owners;  Decorator  Garage  Corporation,  garage  lessee. 
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SUBJECT — Application  April  22,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  a  Cl-5  and  RIO  dis¬ 
trict,  for  a  term  of  fifteen  years,  the  use  of  transient  park¬ 
ing  for  the  unused  and  surplus  tenants  spaces  in  an  exist¬ 
ing  multiple  dwelling  accessory  garage. 

PREMISES  AFFECTED — 966-974  First  Avenue,  01-411 
East  53rd  Street,  northeast  corner,  Block  1365,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _ _ _  5 

Negative:  _  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  25,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  July  9,  1963  for  inspection  and 
decision  ;  hearing  closed ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  15,  1963  acting  on  Alt.  Applic.  No.  271-63, 
reads : 

“A3  Proposed  transient  parking,  by  non-occupants  of  the 
multiple  dwelling  located  at  the  above  address,  with¬ 
in  accessory  garages  in  sub-cellar  and  cellar  of  said 
multiple  dwelling,  in  a  Cl-5  within  an  R-10  district 
and  in  R-10  district,  is  contrary  to  Article  II, 
Chapter  5,  Section  25-412  and  Article  II,  Chapter  6, 
Section  36-461  of  the  Zoning  Resolution.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Sec¬ 
tion  60(3)  of  the  Multiple  Dwelling  Law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
here  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  Section  60(3)  of 
the  Multiple  Dwelling  Law,  to  permit  in  Cl-5  and  R-10 
district,  for  a  term  of  fifteen  years,  the  use  of  transient 
parking  for  the  unused  and  surplus  tenant  spaces  in  an 
existing  multiple  dwelling  accessory  garage,  on  condition 
that  the  building  shall  conform  with  drawings  filed  with 
this  application  dated  April  22,  1963,  3  sheets;  that  the 
vehicles  parked  in  the  transient  parking  spaces  shall  be  of 
the  pleasure  type  only  and  not  exceeding  31  in  number 
in  addition  to  the  number  of  cars  parked  by  tenants  and 
those  on  a  monthly  basis;  that  the  tenants  of  this  apart¬ 
ment  house  may  recapture  any  of  the  space  devoted  to  tran¬ 
sient  parking  on  30  days’  notice  to  the  owner  in  accordance 
with  Section  60 (lb)  of  the  Multiple  Dwelling  Law;  that 
the  car  rental  agency  and  any  signs  pertaining  to  such 
agency  shall  be  removed;  that  the  present  garage  sign  shall 
be  removed  and  the  only  sign  permitted  shall  be  metal  letters 
on  the  brick  wall  over  the  entrance  to  the  garage;  that 
all  laws,  rules  and  regulations  applicable  shallbe  complied 
with;  and  that  an  amended  Certificate  of  Occupancy  shall 
be  obtained  within  one  year  for  the  garage  portion  of  the 
building. 

346-63-A 

APPLICANT — Max  Siegel  Associates  for  Bermark  Realty 
Corporation  and  Rophyl  Realty  Corporation,  owners ; 
Decorator  Garage  Corporation,  Garage  lessee. 

SUBJECT — Application  April  22,  1963 — filed  pursuant  to 
Section  60  of  the  Multiple  Dwelling  Law  re-  transient 
parking. 

PREMISES  AFFECTED — 966-974  First  Avenue  401-411 
East  53rd  Street,  northeast  corner,  1365,  Lot  1,  Borough 
of  Manhattan. 


APPEARANCES— 

For  Applicant :  Max  Siegel. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative:  . . . . q 

THE  RESOLUTION— 

W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  15,  1963  on  Alt.  Applic.  271-63,  reads : 

“A-2  Proposed  transient  parking,  by  non-occupants  of 
the  multiple  dwelling  located  at  the  above  address, 
within  accessory  garage  in  sub-cellar  and  in  cellar 
of  said  multiple  dwelling,  is  contrary  to  Subdivision 
l.d.  of  Section  60  M.D.  Law.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superinten¬ 
dent,  dated,  April  15,  1963,  acting  on  Alt.  Applic.  271/63, 
Objection  No.  A2,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  60  of  the  Multiple 
Dwelling  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  all  requirements  in  the  resolution 
adopted  by  the  Board  this  day  under  Cal.  No.  345-63-BZ 
shall  be  complied  with. 


392-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Casper  Livoti, 
owner;  Noce  Funeral  Home,  lessee. 

SUBJECT — Application  May  7,  1963 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district  the  change  in 
occupancy  of  an  existing  theatre  building  to  a  funeral 
establishment. 

PREMISES  AFFECTED — 494  Seneca  Avenue,  southwest 
corner  of  Greene  Avenue,  Block  3433,  Lot  39,  Ridgewood, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edward  T.  Crinnion. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  . .  5 

Negative :  . . . . .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  June  25,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  July  9<  1963  for  inspection  and  deci¬ 
sion  ;  hearing  closed,  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  1,  1963  acting  on  Alt.  Applic.  No.  230-63,  reads : 

“1.  The  proposed  occupancy  Funeral  Establishment  lo¬ 
cated  within  R-6  use  district,  a  commercial  use,  is 
contrary  to  Sec.  52-34  of  the  Zone  Resolutions.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  of  the  Zoning  Resolution,  to 
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permit  in  an  R-6  district,  the  change  in  occupancy  of  an 
existing  theatre  building,  to  a  funeral  establishment,  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  application  dated  May  7,  1963,  6  sheets ;  that  an 
overhead  door  shall  be  provided  at  the  opening  in  the  west 
wall  to  the  loading  berth ;  that  the  front  of  the  building  on 
both  Greene  and  Seneca  Avenues  shall  be  steam  cleaned; 
and  that  permit  shall  be  obtained,  work  completed  and  a 
Certificate  of  Occupancy  obtained  within  one  year  from  the 
date  of  this  resolution. 


408-63-BZ 

APPLICANT— New  York  Telephone  Company,  owner. 
SUBJECT— Application  May  13,  1963— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-65  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  construction 
of  a  two  story  and  cellar  enlargement  to  an  existing  tele¬ 
phone  exchange  building  that  encroaches  on  the  required 
front  and  rear  yards,  exceeds  the  floor  area  ratio,  has  less 
than  the  minimum  open  space,  encroaches  on  the  front  and 
rear  setbacks  and  increases  the  degree  of  non-compliance. 
PREMISES  AFFECTED— 118-15  115th  Avenue,  114-50 
Lefferts  Boulevard,  northwest  corner,  Block  11645,  Lot  29, 
Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edward  B.  Cadley  and  Kenneth  E. 

Wheeler. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  .  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 

Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - -  5 

Negative :  - - - . —  0 

THE  RESOLUTION—  ... 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  25,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  9,  1963  for  inspection  and  deci¬ 
sion  ;  hearing  closed ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  16,  1963  acting  on  Alt.  Applic.  No.  507-63, 
reads : 

“1.  The  proposed  enlargement  in  an  R3-2  district  with¬ 
out  a  15  ft.  front  yard  is  contrary  to  Sec.  23-45, 
Z.R. 

2.  The  proposed  enlargement  in  a  R3-2  district  100 
ft.  or  more  from  an  intersection  without  a  rear  yard 
or  with  a  rear  yard  less  than  30(40)  ft.  in  depth 
is  contrary  to  Sec.  23-47  Z.R. 

3.  The  proposed  enlargement  exceeds  the  permitted 
floor  area  ratio  and  is  contrary  to  Sec.  23-141  Z.R.  . 

4.  The  proposed  enlargement  has  less  than  the  mini¬ 
mum  required  open  space  ratio  and  is  contrary  to 
Sec.  23-141  Z.R. 

5.  The  proposed  enlargement  has  a  front  wall  exceed¬ 
ing  the  permitted  height  without  a  setback  and  is 
contrary  to  Sec.  23-631  (26-631)  Z.R. 

6.  The  proposed  enlargement  is  nearer  to  the  side  lot 
and  rear  lot  lines  than  a  distance  equal  to  the  height 
and  is  contrary  to  Sec.  23-662  Z.R. 

7.  The  proposed  enlargement  of  a  telephone  exchange 
in  an  R3-2  district  without  a  special  permit  from 
the  Board  of  Standards  and  Appeals  is  contrary  to 
Sec.  22-21  Z.R. 

8.  The  proposed  enlargement  creates  an  increase  in  the 
degree  of  non-compliance  and  is  contrary  to  Sec. 
54-31  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  and  the  Committee 
recommended  granting  on  certain  conditions ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-65  of  the  Zoning  Resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  Section  73-65 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
construction  of  a  two-story  and  cellar  enlargement  to  an 
existing  telephone  exchange  building  encroaching  on  the 
required  front  and  rear  yards  and  on  the  front  and  rear 
setbacks,  exceeds  the  floor  area  ratio,  has  less  than  the 
minimum  open  space  and  increases  the  degree  of  non- 
compliance,  on  condition  that  the  work  shall  be.  done  in 
accordance  with  drawings  filed  with  this  application  dated 
May  13,  1963,  15  sheets;  that  all  other  laws,  rules  and 
regulations  applicable  shall  be  complied  with ;  and  that 
permit  shall  be  obtained,  work  completed  and  a  Certificate 
of  Occupancy  obtained  within  one  year  from  the  date  of 
this  resolution. 


Adjourned:  11:20  A.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON  JULY  9,  1963,  2  P.M. 

Present :  Chairman  Foley,  Vice  Chairman  Kleinert. 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein. 


1464-39-GR 

APPLICANT— Elliot  Saltzman. 

APPEARANCES— 

For  Applicant :  Elliot  Saltzman. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE—  _  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . - . — . . . —  6 

Negative:  - - -  ® 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  :. 
1464-39-GR— Amendment  to  resolution  as  to  addition  of 
Elliot  Saltzman  as  an  approved  inspection  agency. 

Elliot  Saltzman  A.I.A.,  New  York  City,  filed  a  request 
for  consideration  as  an  approved  inspection  agency  under 
the  Rules  of  the  Board  of  Inspection  of  Opening  Protec¬ 
tive  Assemblies.  Mr.  Saltzman  proposes  that  the  work  of 
inspection  will  be  performed  by  him.  . 

The  Committee  on  Test  has  reviewed  the  qualifications 
of  the  applicant  and  accordingly  recommends  Mr.  E.  Saltz¬ 
man  be  approved  as  an  inspection  agency  under  the  provi¬ 
sions  of  the  Rules  of  the  Board  of  Standards  and  Appeals 
of  Inspection  of  Opening.  Protective  Assemblies  and  that 
such  approval  shall  remain  in  force  until  rescinded  by  the 
Board  and  that  all  inspections  shall  be  made  personally  by 
the  applicant. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


171-52-SM 

APPLICANT— United  States  Gypsum  Companl,  owner. 

APPEARANCES— 

For  Applicant :  William  W.  Bainbridge. 
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ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative :  . .  0 

THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 
171-52-SM — Amendment  to  resolution  as  to  additional  fire 
resistive  construction. 

United  States  Gypsum  Co.,  requested  that  the  resolution 
adopted  September  16,  1952,  and  amended  at  various  times 
through  July  18,  1961  under  Calendar  Number  171-52-SM 
be  reopened  and  amended  so  as  to  include  additional  fire 
resistive  construction. 

USE:  */s  Gypsum  wallboard  used  in  fire  resistive  construc¬ 
tion  (2  hour). 

DESCRIPTION :  There  has  been  no  change  in  the  manu¬ 
facture  nor  in  the  materials  used  in  the  board. 

INSPECTION  AND  TEST :  The  wall  board  was  tested 
as  a  component  part  of  a  floor  and  ceiling  construction  at 
the  Underwriters  Laboratories  in  accordance  with  the  re¬ 
quirements  of  C26-588.0  through  C26-590.0  Administrative 
Building  Code.  The  construction  was  as  follows:  Bar  joists, 
spaced  2'0"  on  centers  are  first  installed.  Rib  metal  lath 
is  then  placed  on  top  of  the  joists  and  secured  to  the  top 
chord  of  the  joists  with  tie  wire.  Concrete  is  then  poured 
over  the  lath  to  a  depth  of  2Vz" .  Furring  channels  are 
placed  perpendicular  to  the  joists,  spaced  l'-0"  on  centers 
and  are  saddle  tied  to  the  bottom  chord  of  the  joists.  The 
/s  wallboard  is  then  attached  to  the  furring  channels  by 
means  of  gypsum  wall  board  screws  spaced  8"  on  center 
along  the  channels  and  %"  from  the  edges  of  the  wallboard. 

The  construction  in  in  conformity  with  Drawing  R  4024-3 
which  is  on  file  with  and  part  of  the  record. 

The  construction  successfully  met  the  requirements  of 
a  two  hour  fire  resistive  construction. 

RECOMEMNDATION :  The  Comittee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  16,  1952  and 
amended  at  various  time  through  July  18,  1961,  under 
Calendar  Number  171-52-SM  be  reopened  and  amended  so 
as  to  include  the  additional  construction  as  herein  described 
for  use  as  a  two  hour  fire  resistive  floor  and  ceiling  con¬ 
struction  on  condition  that  the  requirements  of  the  reso¬ 
lution  adopted  September  16,  1952  and  amended  at  various 
times  through  July  18,  1961,  under  Calendar  Number  171- 
52-SM  are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


171-52-SM 

APPLICANT — United  States  Gypsum  Company,  owner 
APPEARANCES— 

For  Applicant:  William  W.  Bainbridge. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  _  4 

Negative  Commissioner  Fox  . . . . .  2 


THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 
171-52-SM — Amendment  to  resolution  as  to  additional  trade 
name. 

United  States  Gypsum  Co.,  requested  that  the  resolution 
adopted  September  16,  1952  and  amended  through  July  9, 
1963,  under  Calendar  Number  171-52-SM  be  reopened  and 
amended  so  as  to  permit  the  approved  gypsum  board  to  be 
marketed  under  an  additional  trade  name. 

USE:  Fire  resistive  rated  gypsum  wallboard. 
DESCRIPTION :  There  has  been  no  change  in  the  method 
of  manufacturer  or  in  the  materials  used  in  the  manufacture 
of  the  wall  board 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  16,  1952,  and 
amended  through  July  9,  1963,  under  Calendar  Number 
1/1-52-SM  be  reopened  and  amended  so  as  to  permit  the 
approved  United  States  Gypsum  Yz"  and  %"  thick  Firecode 
Sheetrock,  plain  and  insulating  to  be  marketed  by  the 
Ruberoid  Co.  under  the  trade  name  of  Ruberoid  Fire  Rated 
Gypsum  Wallboard,  plain  and  insulating  and  the  United 
States  Gypsum  Vz"  and  %"  Firecode  Baxbord,  plain  and 
insulating,  under  the  trade  name  of  Ruberoid  Fire  Rated 
Gypsum  Backer  Board,  plain  and  insulating. 

The  Committee  further  recommends  that  the  fire  ratings 
approved  under  this  Calendar  Number  for  United  States 
Gypsum  Co.  Firecode  as  a  component  part  of  a  fire  rated 
construction  may  be  approved  for  the  same  gypsum  boards 
when  sold  by  Ruberoid  Co.,  namely,  1  layer  of  %"  Fire 
Rated  Gypsum  Wallboard  or  Baxbord  on  each  side  of  wood 
studs  as  a  one  hour  combustible  partition  1  layer  of  %" 
Fire  Rated  Gypsum  Wallboard  or  Baxboard  on  each  side 
°f  steel  studs  as  a  one  hour  incombustible  partition,  1  layer 
of  %  board  on  wood  joists  as  a  one  hour  combustible  floor 
construction,  1  layer  of  %"  board  on  steel  joists  as  a  two 
•  V/r„fire  res!stive  floor  construction  and  where  the  board 
is  /2  the  ratings  shall  be  a  three  quarter  hour  construction 
and  further  that  all  condition  of  the  resolution  adopted 
September  16,  1952  and  amended  through  July  9,  1963  under 
Calendar  Number  171-52-SM  are  complied  with.  And  all 
constructions  giving  the  required  fire  resitive  rating  shall 
comply  with  the  construction  as  shown  in  the  respective 
approvals  granted  under  this  resolution. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


550-58-SM 

APPLICANT — Trio  Industries,  Inc.,  owner-manufacturer. 
APPEARANCES— 

For  Applicant :  Robert  Kaplan  and  Arnold  Johnson. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 

Negative :  Vice  Chairman  Kleinert  _ _ _  1 

THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 
550-58-SM— Trio  Industries  Inc.,  Bridgeport,  Conn.,  filed 
for  approval  of  the  material  known  as  Trio  Klimaton 
Aluminum  Windows  under  the  provisions  of  C26-650.0 
Administrative  Building  Code. 

USE:  Incombustible  window  (non-rated)  aluminum. 
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DESCRIPTION :  The  members  used  in  the  construction 
of  the  frames  and  sash  are  formed  of  extrusions  or  rolled 
formed  sections.  The  jambs,  heads  and  sills  have  integrally 
formed  grooves  for  retaining  operating  hardware  and 
weatherstripping.  The  corners  of  both  sash  and  frames 
are  joined  by  welds.  The  hardware  is  of  dropped  forge 
stainless  steel  or  18%  nickel  bronze.  The  aluminum  alloy 
used  is  designated  as  6063-T5  and  the  minimum  thickness 
of  the  material  is  V»  inch. 

INSPECTION  AND  TEST:  Details  of  construction  were 
examined  by  Assistant  Engineer  John  A.  Darts  and  it  was 
noted  that  the  alloy  used  meets  the  requirements  of  C26- 
88.0  Administrative  Building  Code  as  an  incombustible 
material. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Trio  Klima- 
ton  Aluminum  Window  as  herein  described  in  sizes  & 
types  as  shown  on  Drawings  submitted  with  the  application 
for  voluntary  use  in  New  York  City  under  the  provisions 
of  C26-650.0  Administrative  Building  Code  on  condition 
that  the  window  shall  not  be  installed  in  locations  requir¬ 
ing  a  fire  resistive  opening  protective  assembly  and  further 
that  the  window  bear  a  label,  permanently  affixed,  reading, 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  550-58-SM”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


403-59-SM 

APPLICANT — Guest  Keen  and  Nettlefolds,  Ltd.,  owner; 

H.  T.  Kennedy  Company  Inc.,  Agent. 

APPEARANCES— 

For  Applicant:  Robert  B.  Swan  and  Daniel  J.  O’Brien. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein _ 4 

Negative:  Vice  Chairman  Kleinert _ 1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
403-59-SM — U.  T.  Kennedy  Co.,  Inc.,  for  Guest  Keen  and 
Nettlefolds  Ltd.,  England,  filed  for  approval  of  the  material 
known  as  G.K.N.  High  Strength  Bolts  under  the  provisions 
of  C26-322.0,  C26-368.0,  C26-520.0  and  C26-521.0  Admini¬ 
strative  Building  Code  as  amended  by  Local  Laws  107,  108, 
109  and  110  of  1955. 

USE:  The  material  is  a  high  strength  bolt  for  fastening 
structural  steel. 

DESCRIPTION :  The  bolts,  nuts  and  washers  are  manu¬ 
facturer  in  conformity  with  the  requirements  of  the  Speci¬ 
fication  of  Quenched  and  Tempered  Steel  Bolts  and  Studs 
with  Suitable  Nuts  and  Hardened  Steel  Washers  (ASTM 
A325).  The  bolts  are  identified  by  marking  on  the  top 
of  the  head  with  three  radial  lines  each  120°  apart  with 
the  letters  G.K.N.  The  chemical  composition  of  the  bolts, 
nuts  and  washers  is  as  follows : 


INSPECTION  AND  TEST:  The  applicant  submitted 
reports  of  tests  conducted  by  R.  W.  Hunt  Co.  marked  Re¬ 
ceived  April  25,  1963.  These  tests  were  conducted  on  bolts 
and  nuts  taken  from  stock  and  the  material  was  found  to 
comply  with  the  requirements  of  ASTM  A-325.  The  report 
is  on  file  with  and  is  part  of  the  record. 

RECOMMENDATION :  On  the  basis  of  the  inspection  and 
test  and  the  data  filed  by  the  applicant,  the  Committee 
on  Test  recommends  the  approval  of  the  material  known 
as  G.K.N.  High  Strength  Bolts  as  manufactured  by  Guest 
Keen  and  Nettlefolds  Ltd.,  for  structural  steel,  for  use  in 
New  York  City  under  the  provisions  of  C26-322.0,  C26- 
368.0,  C26-520.0  and  C26-521.0  Administrative  Building  Code 
as  amended  by  Local  Laws  107,  108,  109  and  110  of  1955 
on  condition  that  all  bolts,  studs,  nuts  and  washers  shall 
comply  with  the  requirements  of  ASTM-A325  and  further 
that  all  containers  or  cartons  in  which  the  material  is  to  be 
marketed  shall  be  tagged,  stamped  or  labeled  as  follows: 
“Approved  by  the  Board  of  Satndards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  403-59-SM  , 
and  further  that  each  bolt  shall  be  identified  with  the 
marking  herein  described. 

The  Committee  further  recommends  that  when  the  High 
Strength  Bolts  are  used  in  construction  the  following  condi¬ 
tions  shall  apply : 

Torque  shall  be  sufficient  to  provide  an  average  stress  on 
the  bolt  of  at  least  fifteen  percent  in  excess  of  the  minimum 
required  bolt  tension  specified  in  subdivision  d4  of  Section 

C26- 520.0.  ,  .  ,  , 

The  parts  to  be  bolted  shall  be  brought  tightly  together 
by  sufficient  high-strength  bolts  used  as  fitting-up  bolts. 

Bolts  shall  then  be  installed  in  the  remaining  holes  and 
their  nuts  shall  be  made  finger  tight,  which  shall  mean 
tightened  firmly  by  hand  or  spud  wrench  only,  without 
the  use  of  torque  or  impact  wrenches. 

After  the  nuts  have  been  made  finger  tight,  each  nut 
shall  be  given  one  complete  turn  to  tighten  the  bolt. 

The  fitting-up  bolts  shall  be  then  loosened  and  the  nuts 
thereon  shall  be  retightened  finger  tight.  Each  nut  shall 
then  be  given  one  complete  turn. 

Bolts  shall  not  be  forced  into  holes.  Holes  out  of  align¬ 
ment  shall  be  drilled  or  reamed. 

Impact  wrenches  shall  be  regulated  so  as  to  produce  one 
turn  of  the  nut  on  the  bolts  in  place,  in  approximately  ten 
seconds. 

The  tightness  of  the  bolts  may  be  tested  by  turning  the 
nuts  one-sixteenth  of  a  turn  tighter  with  a  torque  wrench 
and  measuring  the  resulting  torque.  The  torque  on  the  nuts 
shall  not  be  less  than  shown  in  column  4  of  the  following 
table  for  the  size  of  the  bolt 

Sufficient  bolts  shall  be  checked  to  determine  whether 
the  required  tightness  has  been  obtained. 

BOLT  TENSION  AND  TORQUE  VALUES 
12  3  4 


Bolt  Size 

Bolt  Tension 
for  Calibrat¬ 
ing  Wrenches 

Required 
Minimum 
Bolt  Tension 

Approx. 
Equiv. 
Torque  for 
Required  Min 
Bolt  Tension 

Inches 

Pound 

Pounds 

Pound-Feet 

% 

12,500 

10,850 

90 

% 

20,000 

17,250 

180 

% 

29,000 

25,600 

320 

% 

37,000 

32,400 

470 

1 

49,000 

42,500 

710 

1% 

58,000 

50,800 

960 

1% 

74,000 

64,500 

1,350 

CHEMICAL 

COMPOSITION 

Carbon 

Maganese 

Phosphorus 

Sulfur 


BOLTS 
0.30  Min. 
0.30  Min. 
0.048  Max. 
0.058  Max. 


NUTS 


0.13  Max. 
0.23  Max. 
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WASHERS 

CARBURIZED  AND  TEMPERED 

0.25  Max. 
l.CC  Max. 

0.048  Max.  0.048  Max. 

0.058  Max.  0.058  Max. 
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Nuts  may  be  tightened  by  calibrated  wrenches  in  place 
of  giving  each  nut  one  turn.  In  such  case,  wrenches  shall 
be  calibrated  not  less  than  once  each  day  by  means  of  an 
approved  calibrating  and  tension  measuring  device.  The 
wrench  shall  be  calibrated  for  the  tension  specified  for  the 
size  of  boll  in  Column  2  of  the  table. 

Where  threads  of  bolts  are  injured,  or  the  bolt  is  dam¬ 
aged  in  any  way,  the  bolt  shall  be  removed  and  replaced. 

.The  installation  of  high-strength  bolts  shall  be  super¬ 
vised  by  a  licensed  professional  engineer  or  registered  archi¬ 
tect  employed  by  the  owner  and  acceptable  to  the  Commis¬ 
sioner  of  Buildings,  to  insure  that  high-strength  bolts  are 
installed  according  to  the  design  and  code  requirements. 
Such  acceptability  shall  not  be  unreasonably  withheld. 
Upon  the  completion  of  the  installation  of  the  high-strength 
bolts,  the  licensed  engineer  or  registered  architect  shall  file 
a  statement  with  the  department,  in  a  manner  determined  by 
the  Commissioner  of  Buildings  that  the  installation  of  the 
bolts  was  in  accordance  with  the  requirements  of  the  Ad¬ 
ministrative  Building  Code  and  the  design. 

The  licensed  professional  engineer  or  registered  architect 
shall  not  be  employed  by  nor  receive  compensation  from  any 
of  the  contractors  engaged  in  the  construction  or  alteration 
of  the  building. 

The  licensed  professional  engineer  or  registered  architect 
or  his  representative  shall  be  present  at  all  times  when 
high-strength  bolts  are  installed.  He  shall  observe  whether 
the  bolts  are  installed  in  compliance  with  the  administrative 
Code  and  this  recommendation  and  wherever  bolts  do  not 
conform  to  the  code  and  he  shall  direct  that  such  bolts  be 
replaced  or  shall  promptly  report  in  writing  such  improperly 
installed  bolts  to  the  Commissioner  of  Buildings  and  the 
contractor. 

Upon  completion  of  the  installation  of  the  high-strength 
bolts,  the  licensed  professional  engineer  or  registered  archi¬ 
tect  shall  file  a  sworn  statement  in  affidavit  form,  that  the 
bolts  were  installed  in  accordance  with  the  requirements 
of  the  Administrative  Code  and  of  this  recommendation, 
unless  the  bolts  were  not  so  installed  in  which  case  the 
Commission  of  Buildings  shall  be  advised  in  writing  of 
the  manner  in  which  the  bolts  were  not  preperly  installed. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


457-61-SA 


APPLICANT — Westinghouse  Electric  Corporation,  owner 
APPEARANCES— 

For  Applicant :  Harold  H.  Trottman. 


ACTION  OF  BOARD-APPLICATION  reopened  and 
resolution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . .  5 

Negative :  _ 0 

THE  RESOLUTION— 


W^hereas,  the  report  of  a  Committee  on  Test  reads: 
457-61-SA— Amendment  to  resolution  as  to  additional  mod¬ 
els  of  dry  cleaners. 

Westinghouse  Electric  Corp.,  Mansfield,  Ohio,  requested 
that  the  resolution  adopted  March  13,  1962  under  Calendar 
Number  457-61-SA  be  reopened  and  amended  so  as  to 
include  additional  models  of  dry  cleaner  machines. 


USE:  Coin  operated  dry  cleaning  machine  11.17  lbs.  capa¬ 
city  using  Perchlorethylene  as  the  solvent. 


DESCRIPTION :  The  requested  Models  DCF-10  and  DCF- 
11  are  similar  to  the  presently  approved  machines  except 
that  the  requested  models  have  the  filter  and  storage  tank 
integral  with  the  drycleaning  machine  whereas  the  previ- 
ously  approved  models  have  the  filter  and  storage  tank 
separate  from  the  basic  machine. 

The  Model  DCF-10  uses  diatomaceous  earth  as  the  filter 
cake  and  is  automatically  shaken  down  each  cycle.  The 
Model  DCF-11  uses  an  “AC”  filter  which  is  a  replaceable 
cartridge  type. 

The  requested  models  are  used  in  conjunction  with  a 
separate  water  chiller  unit  which  is  designated  as  PC-3. 

All  requested  models  have  been  approved  by  the  Under¬ 
writers  Laboratories. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  13,  1962,  under 
Calendar  Number  457-61-SA  be  reopened  and  amended  so 
as  to  include  the  additional  dry  cleaners  as  herein  described 
on  condition  that  the  requirements  of  the  resolution  adopted 
arch  13,  1962,  under  Calendar  Number  457-61-SA  are  com¬ 
plied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1226-61-SM 

APPLICANT  Joseph  Platzker  for  G.  and  W '.  H.  Corson, 
Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Joseph  Platzker. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  _ ^  3 

Negative .  Vice  Chairman  Kleinert  and  Commissioner 
Fox  _ _ _  2 

THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 
1226-61-SM  G.  and  W.  H.  Corson,  Inc.,  Plymouth  Meet- 
I5a'»  fited  for  approval  of  the  material  known  as  Corson 
Portland  Pozzolan  Cement  under  the  provisions  of  C26- 
3 12.0.C.2.  Administrative  Building  Code. 

USE:  Portland  Pozzolan  cement. 

DESCRIPTION :  The.  material  is  a  pozzolanic  portland 
cement.  The  pozzolan  is  derived  from  a  selected  fly  ash 
that  is  refined  in  a  manner  that  is  of  a  proprietory  nature 
under  controlled  conditions.  The  manner  of  refinement  as 
described  by  the  applicant  is  contained  in  a  sealed  envelope 
which  has  been  placed  in  the  Board’s  safe  where  it  may 
be  examined  at  any  time  if  the  need  arises. 

The  amount  of  the  Pozzolan  used  in  the  Portland  Poz¬ 
zolan  Cement  is  20%  by  weight.  The  mixing  is  done  at  the 
plant  and  the  finished  product  is  shipped  in  bags. 

INSPECTION  AND  TEST:  The  applicant  has  submitted 
reports  of  tests  conducted  by  E.  L.  Conwell  and  Co.,  show- 
that  the  cement  complies  with  the  requirements  of 
A.S.T.M.  C340-58T  covering  Portland  Pozzolan  Cement. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Corson  Port¬ 
land  Pozzolan  Cement  for  use  in  New  York  City  as  a 
of  another  type  on  condition  that  all  concrete  using 
this  cement  shall  comply  with  the  requirements  of  Article 
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19  Chapter  26  Administrative  Building  Code  and  further  that 
all  bags  in  which  this  material  is  marked  shall  be  labeled, 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  1226-61-SM  . 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1253-61-SM 

APPLICANT— Harold  Perrine  for  Elof  Hansson,  Inc., 


owner. 


APPEARANCES— 

For  Applicant:  H.  Perrine. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - — . .  5 

Negative:  - - - - - -  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1253-61-SM— Amendment  to  resolution  as  to  additional  sus¬ 
pension  system. 

H.  Perrine  for  Elof  Hansson  Inc.,  New  York,  requested 
that  the  resolution  adopted  April  3,  1962,  under  Calendar 
Number  1253-61-SM  be  reopened  and  amended  so  as  to 
include  the  Hansson  Vent-Grid  System. 

USE:  Incombustible  acoustical  tile  ceiling  with  controlled 


air  ventilation. 

DESCRIPTION:  The  system  consists  of  an  approved  ex¬ 
posed  tee  grid  system.  The  cross  tee  members  are  modified 
to  allow  for  air  flow  in  the  ceiling  in  a  similar  manner  as 
the  Vent  Spline  System.  The  main  tee  runners  are  attached 
to  a  grid  system  as  required  under  C26-641.0  Administrative 
Building  Code. 

The  modified  cross  tees  are  then  clipped  to  the  main  tees 
on  24"  or  48"  centers  depending  on  the  air  flow  require¬ 


ments. 

A  self -extinguishing  extruded  plastic  member,  manufac¬ 
tured  of  the  same  material  as  the  presently  approved  vent 
spline,  is  snapped  over  the  modified  cross  tee  member 
and  an  adjustable  slider  in  this  plastic  member  allows  for 
control  of  the  air  flow  through  the  slots. 

INSPECTION  AND  TEST:  Details  of  the  construction 
were  examined  by  Assistant  Engineer  John  A.  Darts. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  3,  1962,  under 
Calendar  Number  1253-61-SM  be  reopened  and  amended 
so  as  to  include  the  system  known  as  Hansson  Vent-Grid 
System  on  condition  that  the  requirements  of  the  resoluion 
adopted  April  3,  1962  under  Calendar  Number  1253-61-SM 
are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 


Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


243-62-SA 

APPLICANT— The  Seeburg  Corporation  , owner;  Atlantic 
N.  Y.  Corp.,  Agent. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE—  tt.  _  .  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein 
Negative : 


_  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
243-62-SA — The  Seeburg  Corporation,  owner,  Chicago,  ill., 
filed  for  approval  of  the  appliance  known  as  Bally  Cottee 
Vendor,  Models  661-R,  663-R  and  Series  664A,  Coin  Oper¬ 
ated  Vending  Machines  under  the  provisions  of  the  Sub¬ 
merged  Inlet  Rules  and  Chapter  19,  Administrative  Code. 
USE:  Coin  operated  coffee  vending  machine  for  post-mix 


hot  drink. 

DESCRIPTION:  The  Bally  Post  Mix  Coffee  and  Choco¬ 
late  Vendor,  Model  661-R  is.  an  individual  fresh  brew 
coffee  machine  which  also  dispenses  hot  chocolate,  and 
connects  to  a  fresh  water  supply.  If  pressure  exceeds  60 
pounds,  a  water  pressure  regulator  must  be  provided. 

The  dry  ingredients :  ground  coffee,  granulated  sugar  and 
chocolate  are  stored  and  dispensed  as  required.  Liquid  cream 
is  stored  in  a  refrigerated  compartment  at  a  temperature  of 
38-40  degrees  F. 

The  machine  is  set  into  operation  when  the  customer 
makes  his  selection  and  inserts  the  required  coins  in  changer. 
If  hot  chocolate  is  selected  a  cup  falls  from  dispenser  to  the 
chute  onto  platform,  the  chocolate  in  pre  measured  amount, 
is  mixed  with  hot  water  in  the  whipper  and  delivered 
through  a  spout,  filling  the  cup.  . 

For  coffee,  hot  water  from  storage  tank,  is  sent  thru 
coffee  water  solenoid  valve  and  coffee,  in  pre  measured 
amount,  from  dispenser  is  dropped  into  brew  chamber 
(brews  coffee  a  cup  at  a  time),  through  the  filter  on  into 
the  mixing  bowl  where  sugar  and/or  cream  may  be  added. 
Coffee  is  then  delivered  into  cup  on  platform  after  mix. 

The  coffee  waste  bag  and  can  are  located  at  bottom  of 
the  machine.  At  end  of  brew  cycle  the  grounds  are  dumped 
into  waste  bag  and  water  washes  out  brew  chamber.  The 
wash  water  is  delivered  to  the  waste  can.  When  waste  can 
is  full,  float  which  acts  as  a  safety  closes  down  machine  in 
“sold  out”  condition. 

The  water  heater  is  a  gravity  feed  tank,  open  system,  5 
gallon  capacity,  stainless  steel  tank,  with  float  mounted  in 
cover.  Water  is  heated  by  a  1250  watt  band  type  heater. 
For  exceedingly  high  volume  location,  Model  661-R  vendors 
are  equipped  with  2  band  type  heaters,  individual  thermostat 
for  each  heater. 

A  rinse  hose  is  attached  to  bottom  of  tank  for,  service 
use,  it  also  acts  as  the  drain  connection.  On  the  %"  copper 
inlet  water  line  to  the  hot  water  tank  are  a  water  strainer, 
incoming  water  solenoid  valves  and  anti-syphon  vacuum 
breaker.  Mounted  on  the  water  tank  is  a  thermometer. 

The  refrigeration  system  is  manufactured  by  Blissfield 
Mfg.,  Co.,  Model  No.  BHL-732;  %  H.P.  compressor;  15 
volts,  60  cycle,  single  phase;  2.4  amps;  refrigerant  R-12, 
8  ounce  charge— 2.35  p.s.i.  The  entire  unit  is  a  completely 
sealed  system  mounted  at  rear  of  cabinet. 

The  cup  mechanism  operation  can  be  set  to  dispense  6 
stacks,  7  oz.  “squat,”  7  oz.  “tall”  or  9  oz.  hot  cup  operation. 

An  exhaust  fan  is  provided  to  remove  steam  and  vapors 
from  the  cabinet. 

A  service  light  and  switch  is  provided  in  cabinet  for  use 
when  servicing  or  working  on  the  vendor. 

The  exterior  door  facing  is  equipped  with  the  following: 
Display  panel,  selector  panel,  selector  knob,  instruction  plate, 
empty  light,  correct  change  light,  coin  deposit  casting,  coin 
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return  knob,  coin  return  casting,  name  plate,  vend  door  and 
casting,  lock,  extra  cream  and  sugar  switch,  brewing  light, 
kick  plate. 

The  Interior  door  is  equipped  as  follows :  Ballast,  fluores¬ 
cent  lamp,  extra  cream  and  sugar  cable,  flapper  assembly, 
cup  dispenser  and  cable,  lock,  cup  tube  assembly,  cup  slide 
assembly,  cup  compartment  assembly,  coin  box  assembly, 
“U”  bracket,  coin  return  chute  assembly,  coin  changer, 
splash  ground  assembly,  cup  compartment  latch,  coin  drop 
chute  assembly,  coin  box  assembly,  socket  and  starter,  rub¬ 
ber  gasket  on  3  sides  of  door,  full  length  piano  hinge  at¬ 
taches  door  to  cabinet. 

Model  663-R  is  identical  to  Model  661-R  except  for  ex¬ 
terior  door  display  sign  and  trim. 

Series  664A :  These  models  are  mechanically  the  same  as 
the  above  models  except  for  restyling  and  built  into  new 
cabinets. 

INSPECTION  AND  TEST :  All  data  was  examined  by 
Assistant  Architect  T.  W.  Farricker. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Bally  Coffee 
Vendor,  Models  661-R,  663-R  and  Series  664A,  Coin  Oper¬ 
ated  Vending  Machines  as  herein  described  for  use  in  New 
York  City  under  the  provisions  of  the  Submerged  Inlet 
Rules  and  Chapter  19  Administrative  Code  on  condition 
that  the  machines  recommended  for  approval  shall  comply 
with  the  Submerged  Inlet  Rules,  that  the  inlet  water  supply 
shall  have  an  approved  vacuum  breaker  and  check  valve 
and  further  that  the  interior  be  washed  periodically.  In  no 
case  shall  it  be  more  than  one  week  between  cleanings, 
preferably  every  other  day,  further  that  the  Rules  of  the 
Department  of  Health  be  complied  with  and  that  the  ma¬ 
chines  bear  a  label,  permanently  affixed,  reading,  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Calendar  Number  243-62-SA”,  and  all 
electrical  installation  work  shall  comply  wflth  the  Electrical 
Code  of  the  City  of  New  York. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approe  this  appliance  in  accordance  with  the  above 
report. 


255-62-SM 

APPLICANT — Hilti,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  H.  P.  Rossiger  and  Sheldon  Kuppersmith. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  _  4 

Negative:  Commissioner  Fox  . . . . . .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
255-62-SM — Hilti  Inc.,  of  Stamford,  Conn.,  owner,  filed 
for  approval  of  Hilti  Power  Piston  Drive  Tools  Model  DX 
100-L  and  Model  DX  500. 

USE:  Powder  actuated  power  assisted  hammer  drive  tool 
for  driving  special  alloy  studs  into  concrete,  structural  steel. 
DESCRIPTION:  The  Model  DX  100-L  is  loaded  by 
inserting  a  stud  at  the  muzzle  end,  a  cylindrical  steel  pis¬ 
ton  between  the  stud  and  the  powder  charge  and  ram  at  the 
breech  end.  The  loaded  tool  is  first  placed  vertically  and 
firmly  against  the  work  surface.  The  Power  ram  is  then 
depressed,  removing  any  slack  between  the  ram  and  the 
captive  piston.  The  fastener  always  starts  in  contact  with 


the  work.  The  blow  with  a  2%  lbs.  hammer  coupled  with 
the  back  resistance  of  the  fastener  entering  the  surface, 
detonates  the  booster  and  provides  the  additional  force  to 
drive  the  fastener  home.  Because  of  the  inherent  low  energy 
potential,  no  guard  or  shield  is  required.  The  installed 
washer  prevents  overpenetration.  The  stud  in  free  flight 
has  a  maximum  kinetic  energy  of  only  7  ft./ lbs.  at  a  dis¬ 
tance  of  18"  from  the  tool,  with  a  free  flight  velocity  of  ap¬ 
proximately  200  ft.  per  second. 

The  DX  500  loaded  tool  is  first  placed  vertically  against 
the  work  surface.  Then  axial  pressure  (at  least  5  lbs.  plus 
the  weight  of  the  tool)  is  applied  to  depress  the  tool  body 
flush  with  the  guard.  The  tool  will  not  fire  unless  the  body 
and  the  guard  are  aligned,  or  if  the  tool  is  tilted  more  than 
6  degrees  from  the  vertical.  The  power  ram  is  then  depressed 
removing  any  slack  between  the  ram  and  the  captive  piston. 
The  fastener  always  starts  in  contact  with  the  work.  The 
blow  with  a  2%  lbs.  hammer  coupled  with  the  back  resis¬ 
tance  of  the  fastener  entering  the  surface,  detonates  the 
booster  and  provides  the  additional  force  to  drive  the 
fastener  home. 

INSPECTION  AND  TEST:  Spot  pull  out  tests  were 
conducted  before  a  Committee  of  the  Board  to  check  the 
results  developed  in  previous  tests,  and  said  tests  com¬ 
pared  favorably  with  the  loads  shown  on  the  manufac¬ 
turer’s  tables  attached  hereto  as  well  as  tests  performed 
by  the  Pittsburgh  Testing  Laboratory  and  Smith  Emery 
Company,  Inspecting  and  Testing  Engineers.  Test  re- 
sulats  are  on  file  with  and  are  part  of  this  record.  The 
appliance  is  approved  by  the  U.S.  Army  Corp.  of  Engi¬ 
neers,  Ballistic  Missile  Construction  Office;  New  York 
State  Board  of  Standards  and  Appeals  and  other  similar 
agencies. 

RECOMMENDATION:  The  Committee  on  Test  rec¬ 
ommends  the  approval  of  the  Hilti  Power  Piston  Drive 
Tools  Model  DX  100-L  and  Model  DX  500  for  driving 
studs  into  structural  steel  or  masonry  for  use  in  New 
York  City  under  the  provisions  of  C26-1265.0,  C26-1340.0, 
C26-1360.0,  C26-1367.0,  C26-1383.0  and  C10-38.0  of  the 
Administrative  Code  along  with  the  Hilti  studs  for  the 
allowable  loads  shown  in  tables  on  file  with  the  record,  pro¬ 
vided  that  the  tool  be  kept  under  lock  and  key  at  all 
times,  in  the  custody  of  the  qualified  operator  who  has 
completed  a  training  course  to  the  satisfaction  of  the 
manufacturer ;  that  the  manufacturer  issue  an  operator’s 
identification  card  after  said  qualification  which  the 
operator  shall  carry  on  his  person  whenever  he  isUising 
the  tool;  that  the  operator  always  verify  the  thickness 
and  type  of  material  into  which  the  stud  is  to  be  driven; 
that  said  material  shall  not  be  soft,  very  hard  or  brittle 
or  wood  of  any  type,  but  concrete  or  solid  masonry  of 
minimum  4"  thick  or  structural  steel  of  V2"  minimum 
thickness,  and  studs  shall  be  driven  not  nearer  than  4" 
from  the  edge  of  a  masonry  wall,  nor  nearer  than  V2" 
from  the  edge  of  any  steel  surface;  on  further  condition 
that  the  tool  and  all  boxes  containing  studs  bear  a  per¬ 
manently  affixed  label  which  reads,  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  255-62-SM”. 

INSERT  52A 

(Sgt.)  Edwin  W.  Kleinert, 
Vice  Chairman 
Solomon  Sheer, 

Deputy  Director _ 

Thomas  Crinnion, 

Engineer. 

Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


338-62-SA 

APPLICANT — Hoyt  Manufacturing  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  Harry  W.  Janson. 
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ACTION  OF  BOARD — Appliance  approved  in  accordance 

with  the  report  and  recommendation  of  Committee  on 

Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative :  _  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
338-62-SA — Hoyt  Mfg.,  Corp.,  owner,  filed  for  approval 
of  the  appliance  known  as  Hoyt  Low  Pressure  Steam 
or  Hot  Water  Laundry  Drying  Tumbler,  Models  West- 
port  II,  Westport  III  and  Compact  for  use  in  New  York 
City  under  the  provisions  of  C26-178.0  and  Article  12, 
Chapter  26,  Administrative  Building  Code. 

USE:  The  appliance  is  used  for  drying  laundry  using 
Low  Pressure  Steam  or  Hot  Water  heated  air  as  a 
drying  medium. 

DESCRIPTION:  The  appliance  consists  of  an  outer 
shell,  constructed  of  heavy  gauge  steel.  The  shell  pro¬ 
vides  a  housing  for  such  functional  components  as  a 
revolving  cylinder  in  which  the  clothes  are  tumbled,  a 
heating  chamber  complete  with  coil  or  coils  through 
which  the  Low  Pressure  Steam  or  Hot  Water  passes, 
a  lint  filter  and  hopper,  and  a  fan  or  impellor  used  to 
move  air  through  the  dryer  from  whence  it  is  exhausted 
to  the  atmosphere.  The  shell  also  supports  the  drive 
mechanism  which  drives  the  fan  and  causes  the  cylinder 
to  rotate. 

The  cylinder  is  constructed  of  heavy  gauge  galvanized 
steel  perforated  sheet  with  four  lifting  ribs.  The  cylinder 
is  attached  to  a  heavily  reinforced  spider  and  trunnion 
combination,  used  for  support  of  the  cylinder  and  to 
which  the  drive  mechanism  is  attached. 

One  motor  drives  both  the  fan  and  the  cylinder.  On  the 
Westport  II,  Westport  III  and  the  Compact  Models 
the  fan  is  mounted  directly  on  the  motor  shaft,  while 
the  cylinder  is  driven  through  V-belts  at  a  reduced  speed 
to  provide  proper  tumbling  of  the  garments.  The  motor 
is  controlled  through  a  Timer  or  Coin  Actuated  Timer. 
A  safety  door  switch  stops  the  motor  if  the  door  is 
opened  while  the  machine  is  in  operation. 

The  heating  coil  is  of  copper  tube  type  with  extended 
fins  for  heating  transfer  surfaces.  The  inlet  and  outlet 
are  header  connected  feeding  15  tube  circuits  of  4  passes 
each. 

The  path  of  air  flow  through  the  tumbler  is  as  fol¬ 
lows:  The  air  flows  over  the  heated  coils,  down  through 
air  opening  in  the  top  of  the  drying  chamber,  then 
through  the  perforated  sides  of  the  rotating  cylinder  at 
which  time  the  hot  air  comes  in  contact  with  the  material 
to  be  dried.  The  air  passes  then  through  an  opening  in 
the  bottom  of  the  drying  chamber  and  through  a  lint 
filter  to  the  fan  from  whence  it  is  discharged  to  the 
atmosphere. 

The  models  listed  basically  function  as  described  above 
and  have  similar  equipment  compenents.  The  differences 
occur  because  of:  1.  Load  capacity.  2.  Space  limitations 
where  dryers  are  to  be  located. 

The  steam  or  hot  water  is  supplied  by  a  boiler  that 
is  not  a  component  part  of  the  dryer. 

INSPECTION  AND  TEST:  All  data  and  details  of 
construction  were  examined  by  Assistant  Architect  T.  W. 
Farricker. 

These  dryers  are  the  same  as  previously  approved 
models  under  Calendar  Number  454-51-SA  except  for 
the  heating  medium. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  appliance  known  as  Hoyt 
Low  Pressure  Steam  or  Hot  Water  Laundry  Drying 
Tumblers,  Models,  Westport  II,  Westport  III  and  Com¬ 
pact,  for  use  in  New  York  City,  under  C26-191.0  Admini¬ 
strative  Building  Code,  when  installed  in  accordance  with 


this  report  and  the  requirements  of  Article  12,  Chapter 
26,  of  the  Administrative  Building  Code,  on  condition 
that  each  unit  bears  a  label,  permanently  affixed,  read- 
ing,  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  338- 
62-SA”,  and  further  that  this  appliance  shall  not  be  used 
for  drying  or  tumbling  clothes  which  have  been  taken 
from  a  dry  cleaning  appliance. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approe  this  appliance  in  accordance  with  the  above 
report. 


705-62-SA 

APPLICANT— Glenwood  Range  Company,  owner. 

APPEARANCES— 

For  Applicant :  H.  J.  Rickard. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  Vice  Chairman  Kleinert  - 1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
705-62-SA — Amendment  to  resolution  as  to  additional 
gas  ranges. 

Glenwood  Range  Co.,  Taunton,  Mass.,  requested  that 
the  resolution  adopted  January  15,  1963  under  Calendar 
Number  705-62-SA  be  reopened  and  amended  so  as  to 
include  additional  gas  ranges. 

DESCRIPTION:  The  requested  models  are  the  same 
model  designation  as  the  presently  approved  ranges  ex¬ 
cept  that  they  use  the  letter  Q  as  a  prefix.  This  designa¬ 
tion  shows  that  the  oven  is  of  the  match  lit  type  and 
therefore  is  manufactured  in  accordance  with  A.G.A. 
specifications  but  is  not  A.G.A.  approved. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  January  15,  1963 
under  Calendar  Number  705-62-SA  be  reopened  and 
amended  so  as  to  include  the  models  previously  ap¬ 
proved  with  the  prefix  letter  Q  on  condition,  that  as  these 
ranges  are  not  A.G.A.  approved,  they  shall  be  installed 
in  accordance  with  the  requirements  of  C26-695.0.2b  Ad¬ 
ministrative  Building  Code,  and  all  other  conditions  of 
the  requirements  of  the  resolution  adopted  January  15, 
1963,  under  Calendar  Number  705-62-SA  be  complied 
with. 

(Sgd.)  William  A.  Nolan, 

Director. 
John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


792-62-SA 

APPLICANT — American  Radiator  and  Standard  Sanitary 
Corporation,  Air  Conditioning  Div.,  owner. 

APPEARANCES— 

For  Applicant:  Elliot  P.  Sokolow. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
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with  the  report  and  recommendation  of  Committee  on 

Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative :  _  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
792-62-SA — American  Radiator  and  Standard  Sanitary 
Corporation,  Air  Conditioning  Division,  New  York,  N.Y. 
filed  for  approval  of  the  appliance  known  as  American- 
Standard  Gas  Fired  Unit  Heater,  Models  SGF-75,  SGF- 
75 L,  SCF-100,  SGF-100L,  SGF125,  SGF-125L,  SGF-150, 
SGF-150L,  SGF-175,  SGF-175L,  SGF-200  and  SGF-200L 
under  the  provisions  of  Article  12,  Chapter  26,  Admini¬ 
strative  Building  Code. 

USE:  Gas  fired  warm  air  heaters  for  commercial  use. 
DESCRIPTION:  The  American-Standard  Gas  Fired 
Unit  Heaters  are  suspended  type  vented  heaters  made  up 
with  atmospheric  burners  equipped  with  replaceable  steel 
ribbon  ports,  16  gauge  cold  rolled  or  aluminized  steel 
heat  exchanger,  built  in  draft  diverter  and  propeller  type 
warm  air  circulating  fan  assembled  within  a  sheet  metal 
cabinet  provided  with  directional  louvres. 

Ignition  is  by  means  of  a  safety  pilot  installed  with  an 
automatic  gas  valve  which  will  shut  off  gas  flow  in  case 
of  pilot  flame  failure.  A  temperature  limit  control  and 
thermostat  are  also  installed. 

The  SGF  Models  have  115  volt  a.c.  contorols;  the  L 
Models  have  24  volt  a.c.  controls. 

The  numeral  in  the  model  designation  indicates  the 
heat  input  rating  in  thousands  of  B.T.U.  per  hour. 
INSPECTION  AND  TEST:  All  data  was  examined 
by  Assistant  Engineer  George  F.  Sklenarik. 

These  unit  heaters  have  been  tested  and  approved  by 
the  American  Gas  Association. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  appliance  known  as  Amer¬ 
ican-Standard  Gas  Fired  Unit  Heater,  Models  SGF-75, 
SGF-75L,  SGF- 100,  SGF-100L,  SGF-125,  SGF-125L,  SGF- 
150,  SGF-150L,  SGF-175,  SGF-175L,  SGF-200  and  SGF- 
200L  for  use  in  New  York  City  but  not  in  garages  or  similar 
occupancies  provided  that  each  heater  shall  bear  a  label, 
permanently  affixed,  reading  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  792-62-SA”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


814-62-SA 

APPLICANT — Paul  E.  Buday  for  Cleaver-Brooks  Com¬ 
pany,  owner. 

APPEARANCES— 

For  Applicant:  John  W.  Bohlman. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  _ 0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
814-62-SA — Cleaver-Brooks  Co.,  Milwaukee,  Wisconsin, 
filed  for  approval  of  the  appliance  known  as  Beaver  Gas- 
Fiired  Watertube  Boiler,  Models  BG  200  through  BG 
3000  under  the  provisions  of  Article  12,  Chapter  26,  Ad¬ 
ministrative  Building  Code. 

USE:  Hot  water  heating  boilers. 

DESCRIPTION:  The  Beaver  Gas-Fired  Watertube 
Boilers  are  packaged  hot  water  heating  boilers  designed 
and  tested  in  accordance  with  the  A.S.M.E.  boiler  code. 
The  boilers  are  available  in  15  sizes  ranging  from  200,000 
B.T.U.  per  hour  input  for  the  BG  200  to  3,000,000  B.T.U. 
per  hour  input  for  the  BG  3000.  As  optional  equipment, 
Hi-Low  firing  is  available  in  which  case  the  heat  input 
in  B.T.U.  per  hour  for  Low  fire  ranges  from  93,900  for 
the  BG  200  to  1,000,000  for  the  BG  3000. 

Each  boiler  has  an  insulated  jacket,  vertical  draft  hood, 
automatic  diaphragm  gas  valve  (2  on  larger  sizes  and 
with  Hi-Low  firing),  manual  main  gas  shut  off  valve 
(s),  gas  pressure  regular  (s),  pilot  shut  off  valve,  thermal 
pilot  with  100%  shut  off  in  case  of  flame  failure,  high 
limit  control  and  aquastat  (2  aquastats  used  on  Hi-Low 
fire  to  control  burner  operation  in  accordance  with  water 
temperature),  combination  pressure-temperature-altitude 
gauge  and  an  A.S.M.E.  relief  valve. 

These  boilers  may  be  used  to  supply  hot  service  water. 
INSPECTION  AND  TEST:  All  data  was  examined  by 
Assistant  Engineer  George  F.  Sklenarik. 

The  Beaver  watertube  boilers  have  been  tested  and 
approved  by  the  American  Gas  Association. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  appliance  known  as 
Beaver  Gas-Fired  Watertube  Boiler,  Models  BG  200 
through  BG  3000  for  use  in  New  York  City  under  the 
provisions  of  Article  12,  Chapter  26,  Administrative 
Building  Code  provided  that  each  boiler  shall  bear  a 
label,  permanently  affixed,  reading,  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  814-62-SA”. 

(Sgd.)  William  A.  Nolan, 

Director. 
Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


9 1 5-62- S  A 

APPLICANT — Star  Expansion  Industries  Corporation, 
owner. 

APPEARANCES— 

For  Applicant:  William  H.  Maass. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein _ 4 

Negative:  Commissioner  Fox  _  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
915-62-SA — Star  Expansion  Industries  Corp.,  of  Moun- 
tainville,  N.Y.,  owner,  filed  for  approval  of  the  Star 
Power  Tools  Model  100  (.22  caliber)  and  Model  200 
(.38  caliber). 

USE:  Powder  actuated  power  tools  to  anchor  Vl  in.  and 
%  in.  special  alloy  threaded  or  headed  studs  into  con¬ 
crete  solid  masonry  or  structural  steel. 

DESCRIPTION:  Three  operations  are  required  in  order 
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to  fire  the  tool.  The  tool  must  be  positioned  with  the 
anti  ricochet  guard  flat  against  the  work  surface.  As 
pressure  is  exerted  on  the  grip  and  base  of  the  tool,  in 
a  direction  perpendicular  to  and  towards  the  work  sur¬ 
face,  the  front  cocking  sleeve  is  depressed  until  it  be¬ 
comes  flush  with  the  guard.  As  pressure  is  continually 
exerted  in  the  same  manner,  the  guard  is  depressed  until 
it  bottoms,  completing  the  cocking  action.  If  for  any 
reason  the  sequence  of  operation  is  interrupted,  it  is 
necessary  to  repeat  the  complete  sequence. 

The  tool  will  not  fire  unless  a  force,  in  addition  to  the 
weight  of  the  tool,  is  applied  to  the  tool  in  a  direction 
perpendicular  to  and  towards  the  work  surface. 

If  the  anti  ricochet  guard  is  not  installed  on  the  tool, 
the  barrel  lock  is  pushed  against  the  barrel  by  the  barrel 
lock  spring.  A  projection  on  the  barrel  lock  catches  a 
ledge  on  the  barrel  which  prevents  movement  of  the  bar¬ 
rel  and  cocking  of  the  tool. 

The  tool  will  not  fire  when  the  bearing  surface  of  the 
anti  ricochet  guard  is  tilted  more  than  5  deg.  from  the 
work  surface  with  the  barrel  located  in  the  center  posi¬ 
tion  of  the  guard. 

INSPECTION  AND  TEST:  Spot  pull  out  tests  were 
conducted  before  Vice  Chairman  Kleinert  and  Director 
Nolan  on  January  17,  1963,  at  the  plant  located  at 
Mountainville,  N.Y.  These  tests  compared  favorably  with 
the  loads  shown  on  the  manufacturer’s  tables  attached 
hereto  which  loads  are  the  result  of  many  tests  made 
by  Laboratories  in  the  past.  The  appliance  has  been 
approved  by  the  Underwriters  Laboratory.  This  ap¬ 
proval  is  on  file  with  and  is  part  of  the  record. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  Star  Power  Tool  Model 
100  and  Star  Power  Tool  Model  200  for  driving  studs 
into  steel  or  concrete  and  the  studs  for  the  allowable 
loads  shown  in  the  tables  on  file  with  the  record,  for  use  in 
New  York  City  under  the  provisions  of  C26-1265.0,  C26- 
1340.0,  C26-1360.0,  C26-1367.0  and  C62-1383.0  Administrative 
Building  Code  and  C10-38.0  Administrative  Building 
Code  provided  that  the  tool  be  kept  under  lock  and 
key  in  the  custody  of  the  qualified  operator  at  all  times 
when  not  in  use;  that  the  tool  only  be  used  by  a  qualified 
operator  who  has  completed  a  training  course  to  the 
satisfaction  of  the  manufacturerffi  that  the  manufacturer 
issue  a  card  to  the  qualified  operator  who  shall  carry 
it  on  his  person  whenever  he  is  using  the  tool;  that 
the  operator  always  verify  the  thickness  and  material 
into  which  the  stud  is  being  driven;  that  said  material 
shall  not  be  soft  or  very  hard  or  brittle  or  wood  of 
any  type,  but  shall  be  suitable  solid  masonry  or  concrete 
at  least  4  inches  thick  or  structural  steel  at  least  54  inch 
thick ;  that  no  stud  be  driven  into  any  masonry  at 
a  point  closer  than  4"  from  the  end  or  edge  of  the 
masonry  nor  closer  than  %"  from  the  edge  of  any  steel 
surface;  that  the  tool  and  all  boxes  containing  studs 
and  blank  cartridges  bear  a  permanently  affixed  label 
which  reads,  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar 
Number  915-62-SA”. 

(Sgd.)  Edwin  W.  Kleinert, 

Vice  Chairman 
Solomon  Sheer, 

Deputy  Director 
Thomas  P.  Crinnion, 
Engineer. 

Committee  on  Test.  . 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


977-62-SA 

APPLICANT— 

Cardox — Division  Chemetron  Corporation,  owner. 


APPEARANCES— 

For  Applicant :  Michael  C.  Gray. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein -  4 

Negative:  Commissioner  Fox - - - I 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
977-62-SA — Cardox — Division  of  Chemetron  Corp.,  Chicago, 
Illinois,  filed  for  approval  of  the  appliance  known  as  Car- 
dox  Low  Pressure  Liquid  Nitrous  Oxide  Storage  Unit 
Model  41513  under  the  provisions  of  Article  17  Chapter 
19  Administrative  Code. 

DESCRIPTION :  The  units  are  for  the  storage  of  nitrous 
oxide  as  a  liquid  at  a  controlled  pre-determined  tempe¬ 
rature,  usually  below  atmosphere,  and  at  the  vapor  pressure 
corresponding  to  the  storage  employing  an  insulated  storage 
container  and  a  refrigerating  unit  of  the  required  capacity. 

Vaoor  pressures  in  closed  containers  of  nitrous  oxiide 
range  from  74  p.  s.  i.  at  —  70°F  to  1069  p.  s.  i.  at  97°F 
and  283  p.s.i.  at  0°F.  The  container  for  the  storage  of  the 
nitrous  oxide  at  ordinary  atmosphere  temperature  must 
withstand  pressures  in  excess  of  1000  p.s.i.,  but  when  the 
liquid  is  refrigerated  to  0°F,  the  storage  vessel  is  designed 
for  290  p.s.i. 

The  Cardox  unit  consists  of  an  insulated  liquid  nitrous 
oxide  tank,  a  mechanical  refrigerator  controlled  by  pressure 
variation,  pressure  gauge,  liquid  level  gauge,  trouble  alarm, 
safety  valves  and  valved  inlet  and  outlets.  One  of  the  safety 
pressure  relief  devices  is  so  designed  that  by  bleeding 
off  gas  in  the  event  of  refrigerator  failure,  the  liquid  is 
maintained  at  low  temperature  by  removal  of  heat  through 


vaporization. 

The  vessels  used  as  the  storage  tank  are  manufactured 
in  accordance  with  the  A.S.M.E.  Code  for  Unfired  Pressure 
Vessel  Code,  Section  VIII,  and  all  tanks  are  hydrostatically 
tested  1%  times  the  working  pressure.  The  liquid  lines 
entering  the  bottom  of  the  tank  have  liquid  traps  to  prevent 
liquid  from  standing  in  the  pipe. 

The  refrigerator  coils  are  of  copper  and  are  sized  to 
meet  the  requirements  of  the  size  of  the  refrigerator. 

The  base  to  support  the  tank  is  a  welded  steel  base, 
and  the  housing  to  house  the  tank  is  also  of  welded  steel 
construction. 

The  safety  valve  assembly  consists  of  two  A.S.M.E.  and 
National  Board  approved  construction  safety  valves,  one 
refrigerator  type  diaphragm  valve  and  one  switching  valve. 

The  switching  valve  is  designed  so  that  it  is  possible 
to  take  the  pressure  off  one  set  of  relief  valves  at  a  time. 
It  is  possible  to  have  both  sets  of  relief  valves  connected 
to  the  tank  but  impossible  to  shut  off  both  sets.  at  the  same 
time  and  regardless  of  the  switching  valve  position  of  opera¬ 
tion,  at  least  one  of  the  relief  valves  is  open  to  the  tank. 

There  are  two  A.S.M.E. — National  Board  relief  valves 
on  each  tank,  one  on  each  main  outlet  of  the  switching 
valve,  and  they  are  set  to  relieve  pressure  no  greater  than 
design  or  working  pressure. 

The  diaphragm  auxiliary  refrigerator  valve  is  attached 
to  an  outlet  on  the  switching  valve  and  relieves  at  a  setting 
of  95%  of  the  relief  valve  setting. 

The  refrigerator  is  a  Underwriters  Laboratories  approved 
mechanical  refrigerator.  There  is  also  a  refrigeration 
pressure  control  which  is  adjusted  to  close  the  switch  at 
either  305  or  310  lbs.  gauge  and  to  open  at  either  290 
or  295  lbs.  gauge. 

INSPECTION  AND  TEST:  Details  of  construction  were 
examined  by  Assistant  Engineer  John  A.  Darts. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance,  known  as  Cardox 
Low  Pressure  Liquid  Nitrous  Oxide  Storage  Unit  Model 
41513,  1  to  12%  Ton  Capacity,  when  constructed  as  herein 
described  and  in  accordance  with  Drawings  FB-41350, 
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FA-41521,  FD-41513,  FD-41514,  FD-41515,  D-34200, 

C-41518,  B-45925,  FSH8456,  FS-18300,  FD-41157  and  FB- 
41259  which  are  on  file  with  and  are  part  of  the  record. 
All  installations  must  comply  with  the  requirements  of 
Cl 9-2.0,  09-90,  09-91,  09-94,  and  C-l-96.0  Administra¬ 
tive  Code.  The  frangible  disk  must  be  of  such  a  size  as 
to  release  the  entire  charge.  The  discharge  of  the  gas  in 
the  event  of  the  release  of  the  safety  valve  and/or  frangible 
disk  shall  be  through  the  roof  of  the  place  where  the 
appliance  is  installed  or  through  the  wall  to  the  outer 
air.  The  discharge  pipe  shall  be  at  least  12'-0"  above  the 
ground.  The  location  and  maintenance  of  the  appliance 
shall  be  to  the  satisfaction  of  the  Fire  Commissioner.  Plans 
shall  be  filed  with  the  Department  of  Buildings  showing 
the  installation  and  the  floor  carrying  capacity  for  approval. 
If  the  owner  desires  to  install  units  in  excess  of  12%  tons 
an  appeal  to  to  this  Board  may  be  made  based  on  a  denial 
of  the  Fire  Commissioner,  and  that  each  appliance  bear  a 
Label,  permanently  affixed,  reading,  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  977-62-SA”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


1142-62-SA 

APPLICANT— 

Gilbert  and  Barker  Mfg.  Company,  owner.  William  Keay, 
agent. 

APPEARANCES— 

For  Applicant:  William  Keay. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox'  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _  5 

Negative :  _ _ _  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
1142-62-SA — Gilbert  and  Barker  Mfg.  Co.,  West  Spring- 
field,  Mass.,  filed  for  approval  of  the  appliance  known  as 
Gilbarco  Oil  Burner,  Model  73  under  the  provisions  of  the 
Oil  Burner  Rules  of  the  Board. 

USE:  A  conversion  burner  for  domestic  hot  water  heaters, 
and  small  steam  and  hot  water  heating  boilers  and  warm 
air  furnaces. 

DESCRIPTION :  The  Model  73  oil  burner  is  designed  for 
a  firing  rate  range  of  0.40  gallons  per  hour  minimum  and 
0.65  gallons  per  hour  maximum  with  No.  2  fuel  oil.  It  is 
equipped  with  one  nozzle,  twin  electrode  single  ignition  and 
one  transformer.  It  has  means  to  provide  the  oil  burner 
with  both  flange  mount  and  pedestal  mount. 

The  oil  burner  consists  of  four  basic  parts.  (1)  The  pump 
and  motor  housing  into  which  the  motor  and  fuel  pump  unit 
are  located  and  onto  which  the  transformer  is  mounted. 

(2)  The  fan  housing  into  which  the  blower  is  located 
and  which  supplies  the  air  for  combustion  of  the  oil. 

(3)  The  cover  plate  and  air  adjustment  plate  assembly 
which  covers  and  seals  both  the  pump  and  fan  housing 
and  air  tube  assembly.  (4  The  air  tube  and  head  assembly 
in  which  is  located  the  combustioin  head  assembly,  oil  tube 
and  nozzle  assembly,  electrode  assembly  and  the  flame 
detector  device. 

The  controls  may  consist  of  a  stack-mounted  combustioin 


control,  (relay)  line  voltage  limit  control,  and  low  voltage 
operating  controls  such  as  an  aquastat  and  thermostat. 

The  control  system  may  also  consist  of  a  line  voltage 
aquastat  mounted  primary  control  (relay),  which  is  ac¬ 
tuated  by  a  light  sensitive  flame  detector  mounted  inside 
the  air  tube  of  the  oil  burner. 

The  use  of  either  one  of  the  two  control  systems  will 
depend  upon  the  application  and  type  equipment  in  which 
the  oil  burner  is  to  be  installed. 

The  oil  burner  is  equipped  with  a  %5  H.P.,  115  volt, 
60  cycle,  A.C.  shaded  pole  3300  RPM  motor.  The  motor 
is  located  in  the  fuel  pump  and  motor  housing,  with  its 
shaft  in  a  vertical  position.  The  lower  part  of  the  shaft 
drives  the  fuel  oil  pump  and  the  upper  end  extends  up  into 
the  fan  housing  to  drive  the  blower. 

The  ignition  transformer  is  of  the  standard  conventional 
oil  burner  ignition  transformer  type  with  10,000  volt 
secondary  midpoint  grounded.  It  is  wired  for  continuous 
ignition,  and  it  is  hinge-mounted  onto  the  pumpp  and  fan 
housing. 

Oil  enters  the  fuel  pump  through  the  suction  line  from 
the  oil  storage  tank  then  flows  through  a  high  pressure 
regulating  valve  into  a  manifold.  From  there  the  oil  is 
discharged  through  an  annular  oil  pipe  to  the  nozzle. 
Approximately  three  times  the  amount  of  oil  to  be  burned 
is  discharged  to  the  nozzle  by  the  pump  at  100  PSI.  At 
this  pressure  the  oil  enters  a  swirl  chamber  and  rotates 
at  a  very  high  speed.  The  oil  spins  off  the  forward  face 
of  the  swirl  chamber  and  is  atomized,  then  discharged 
through  the  orifice  of  the  nozzle  into  the  combustion 
chamber  of  the  unit  being  fired.  The  oil  not  burned  flows 
off  the  back  face  of  the  swirl  chamber  and  is  discharged 
through  an  opening  concentric  with  the  axis  in  the  nozzle. 
It  is  then  returned  from  the  nozzle  through  a  center  tube 
of  the  annular  oil  pipe  tto  the  manifold  where  it  flows 
through  a  check  valve,  then  into  a  low  pressure  regulating 
valve.  By  adjustment  of  the  low  pressure  regulating  valve 
the  back  pressure  on  the  nozzle  may  be  regulated  to  provide 
the  desired  firing  rate  of  between  0.40  GPH  and  0.65  GPH. 
Oil  passing  through  the  valve  is  returned  to  the  suction 
side  of  the  pump  unit.  The  same  nozzle  is  used  through  the 
full  range  of  minimum  and  maximum  firing  rates. 
NORMAL  OPERATTION 
(CONVENTIONAL  HEATING  SYSTETMS) 

When  the  thermostat  calls  for  heat,  the  load  relay  of 
the  combustion  control  is  energized  and  provides  current 
to  start  the  oil  burner  motor  and  to  establish  ignition.  When 
the  flame  is  established,  the  built-in  safety  switch  is  by¬ 
passed  and  the  oil  burner  continues  to  operate  automatically. 
When  the  thermostat  is  satisfied,  the  load  relay  of  the  cum- 
bustion  control  is  de-energized,  opening  the  load  contacts 
which  shuts  down  the  oil  burner  completely. 

In  the  event  of  flame  failure  on  a  start,  the  combustion 
control  will  lock  out  in  90  seconds,  providing  a  complete 
shutdown  of  the  oil  burner.  The  same  sequence  will  occur 
if  there  is  an  ignition  failuer  on  a  normal  start  of  the 
oil  burner. 

NORMAL  OPERATION  (DOMESTIC  HOT  WATER 
HEATERS  SELF-CONTAINED) 

The  combination  line  voltage  aquastat  primary  relay  control 
operates  as  one  unit.  When  the  aquastat  side  of  the  control 
calls  for  a  demand  of  hot  water,  the  load  relay  of  the 
primary  relay  is  energized  and  provides  current  to  start 
the  oil  burner  motor,  and  to  establish  ignition.  When  flame 
is  established  the  light  sensitive  flame  detector  device 
mounted  inside  the  combustion  head  and  air  tube  assembly 
ctuates  the  primary  control  and  the  oil  burner  continues 
to  operate  automatically.  When  the  aquastat  side  of  the 
control  is  satisfied  the  load  relay  of  the  primary  relay  side 
of  the  control  is  de-energized,  opening  the  load  relay 
contacts  which  shuts  down  the  oil  burner  completely. 

In  the  event  of  flame  failuure  on  a  start,  the  primary 
relay  will  lock  out  in  45  seconds,  providing  complete  shut¬ 
down  of  the  oil  burner.  The  same  sequence  will  occur 
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if  there  is  an  ignition  failure  on  a  normal  start  of  the 
oil  burner. 

INSPECTION  AND  TEST:  All  data  submitted  was 
examined  by  Assistant  Engineer  George  F.  Sklenarik. 

The  Model  73  burner  has  been  tested  and  approved  by 
Underwriters’  Laboratories,  File  MP  163. 
RECOMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as .  Gilbarco 
Oil  Burner,  Model  73  for  use  in  New  York  City  under 
the  provisions  of  the  Oil  Burner  Rules  of  the  Board, 
provided  that  each  burner  shall  bear  a  label,  permanently 
affixed,  reading,  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar 
Number  1142-62-SA”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standard  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  witih  the  above 
report. 


1151-62-SA 

APPLICANT _ 

Gilbert  and  Barker  Mfg  Company,  owners;  William  Keay, 
agent. 

APPEARANCES— 

For  Applicant:  William  Keay. 

ACTION  OF  BOARD— Appliance  approved,  in  accordance 
with  the  report  and  recommendation  of  the  Committee 
on  Tests  covering  the  single  blending  dispenser  only. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox'  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  5 

Negative:  -  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1151-52-SA  —  Gilbert  and  Barker  Mfg.,  Co.,  West  Spring- 
field,  Mass.,  filed  for  approval  of  the  appliance  known  as 
Gilbert  and  Barker  Single  Blender  Gasoline  Dispensers 
Series  113,  Models  404-110,  404-111,  404-011,  434-110 
434-010,  under  the  provisions  of  Section  C19-69.C  Ad¬ 
ministration  Code. 


USE:  For  dispensing  a  blend  of  two  different  grades  of 
gasoline  motor  fuel. 

DESCRIPTION:  MODEL  404-110— 

SINGLE  BLENDING  DISPENSER 

This  Single  Blending  Dispenser  provides  a  means  to 
automatically  deliver  a  blend  of  two  products  and  dispens¬ 
ing  this  blend  from  one  meter  and  one  hose  outlet. 

The  Single  Blending  Dispenser  consists  of  one  motor, 
two  pump  units,  two  air  separators,  two  air  separator 
sumps,  one  equalizing  valve,  two  orifice  plates,  two  pressure 
regulating  check  valves'  a  manifold,  a  meter,  a  computer, 
a  hose  and  nozzle. 

The  motor  is  a  %  HP,  115/230  volt,  60  cycle  A.C.  It  is 
explosion-proof  and  it  is  located  close  to  the  base  of  the 
dispenser.  The  motor  drives  both  pump  units  with  a  twin 
belt  and  pulley  arrangement. 

The  pump  units  are  of  the  positive  displacement  rotary 
type  equipped  with  a  fixed  by-pass  valve  and  strainer. 
The  pump  units  are  exactly  the  same  in  design  and  con¬ 
struction  as  that  used  in  our  current  production  gasoline 


dispensers. 

The  air  separators  which  are  an  integral,  part  of  each 
of  the  pump  units  are  exactly  the  same  in  design  and 
construction  as  that  used  in  our  current  production  gasoline 
dispensers. 


The  air  separator  sumps  are  exactlyy  the  same  in 
design  and  construction  as  that  used  in  our  current  produc¬ 
tion  gasoline  dispensers. 

JThe  pressure  regulating  check  valves  which  maintain 
product  in  that  part  of  the  system  from  the  meter  inlet 
to  the  hose  nozzle  are  located  in  the  discharge  outles  between 
the  orifice  plates  and  manifold  of  the  equalizing  valve  and 
the  inlet  side  of  the  meter.  With  the  exception  of  the  out- 
ward  appearance  of  the  body  of  the  valves,  they  are  exactly 
the  same  in  design  and  constructioin  as  that  used  in  the 
presently  approved  gasoline  dispensers. 

The  meter  is  of  the  positive  displacement  four  piston 
type  and  is  exacly  the  same  in  design,  construction  and 
accuracy  as  that  used  in  our  current  production  gasoline 

dispensers.  .  . 

The  computer  is  automatic  in  design  and  operation  with 
a  built-in  automatic  reset  interlock  mechanism.  The  computer 
is  operated  by  a  reset  lever  mechanism  in  sequence  with 
the  operating  handle  and  motor  switch  rod  mechanism. 

The  equalizing  valve  and  manifold  assembly  which  con¬ 
sists  of  the  equalizing  valve  piston  assembly,  orifice  plates, 
pressure  regulating  check  valves  and  manifold  is.  the 
controlling  device  to  blend  the  two  products  and  it  is 
internally  set  to  dispense  a  present  blend. 

Product  “A”  and  Product  “B”  are  pumped  from  their 
respective  storage  tanks  through  each  of  the  pump  and 
air  separator  units  into  their  respective  inlet  side  of  the 
equalizing  valve.  The  equalizing  valve  piston  accepts  the 
pressure  developed  and  suppled  by  each  pump  unit  at  each 
of  the  inlets  of  the  equalizing  valve.  As  a  result,  the 
equalizing  piston  modulates  by  this  pressure  unbalance 
to  present  a  balanced  pressure  at  its  outlet.  At  the 
equalizing  valve  outlet  for  both  Product  “A”  and  Product 
“B”  there  is  located  an  orifice  plate  into  each  of  which 
there  is  a  precision  machined  orifice  of  the  correct  size 
to  let  pass  through  it  the  exact  quantity  of  product  to 
obtain  the  desired  blend  ratio.  To  change  the  blend  ratio 
it  becomes  necessary  that  the  orifice  plates  be  exchanged 
with  other  orifice  plates  each  of  which  has  a  precision 
orifice  of  the  correct  siez  to  obtain  the  desired  blend  ratio 
of  either  50-50'  55-45  ,  60-40,  65-35,  70-30,  or  75-25. 

Both  Produuct  “A”  and  Produuct  “B”  pass  throuugh 
their  respective  orifice  plates  and  pressure  regulating  valves 
into  the  manifold  where  both  produucts  are  blended  to 
produce  Product  “C”.  The  blendedd  product  then  passes 
through  the  meter  where  it  is  accurately  measured  before 
passing  into  the  hose  and  nozzle  thence  to  the  consumer  s 
vehicle. 

Should  either  one  of  the  two  storage  tanks  run  .  dry, 
pressure  at  the  inlet  side  of  the  equalizing  valve  piston 
will  drop  to  zero  pressure.  This  drop  in  pressure .  will 
cause  an  unbalanced  condition  and  will  permit  the  equalizing 
piston  to  move  to  the  zerol  pressure  side  of  the.  equalizing 
valve  by  the  pressure  developed  by  the  pump  unit  pumping 
product  from  the  tank  which  has  product.  In .  so  doing, 
the  inlet  openings  in  the  equalizing  valve  of  the  side  having 
product  will  be  closed  and  the  flow  of  product  to  the 
meter  will  stop. 

MODEL  404-111  SINGLE  BLENDING  DISPENSER. 

This  single  blending  dispenser  is  exactly  the  same  in 
all  respects  to  the  Model  404-110  with  the.  exception  that 
the  equalizing  valve  is  positioned  at  the  wide  side  of  the 
houssing  frame  instead  of  at  the  narrow  side  of  the  housing 
frame  as  with  the  Model  404-110. 

MODEL  404-011  —  SINGLE  BLENDING 
DISPENSER  —  REMOTE  CONTROL 
This  single  blending  dispenser  is  exactly  the  same .  in 
all  respects  to  the  interior  and  exterior  and  the  operation 
of  the  Model  404-110;  however,  the  Model  404-011  is 
designed  for  remote  control  application.  Therefore,  the 
motor,  pump  unit,  air  separators  and  air  separator  sumps 
have  been  removed.  Air  separation  takes  place  at  the  remote 
pumping  units  which  pump  Product  “A”  and  Product 
“B”  from  their  respective  storage  tanks. 

The  Model  404-011  is  operated  in  exactly  the  same 
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sequence  as  the  Model  404-110  to  start  and  stop  the  remote 
pump  unit  motor;  however,  the  operating  handle  is  also 
connected  to  a  Solenoid-operated  feed  line  valve  (Under¬ 
writers’  Valve)  which  is  operated  by  a  switch  rod  mechan¬ 
ism  to  electrically  open  and  close  the  valve  in  sequence 
with  the  start  and  stop  of  the  remote  pumps  unit  motor. 
The  Solenoid  valve  is  equipped  with  a  built-in  relief  device 
which  prevents  excessive  pressure  in  the  meter  and  hose 
which  may  be  caused  by  expansion  of  the  product  due 
to  temperature  rise  in  hot  weather.  The  function  of  the 
valve  also  prevents  pressure  in  the  hose  of  any  other 
dispensers  connected  to  the  same  supply  line  and  that  is 
not  in  operation  while  dispensing  product  from  other 
dispensers  which  are  in  operation. 

MODEL  434-110 — SINGLE  BLENDING  DISPENSER 

This  single  blending  dispenser  is  exactly  the  same  in  all 
respects  with  regard  to  the  components,  operation  and 
performance  of  the  Model  404-110.  The  only  difference 
being  that  the  Model  434-110  is  52”  high  as  against  54” 
in  height  for  the  Model  404-110. 

MODEL  434-010  —  SINGLE  BLENDING 
DISPENSER  REMOTE  CONTROL 

This  single  blending  dispenser  is  exactly  the  same  in 
all  respects  with  regard  to  the  components’  operation  and 
performance  of  the  Model  404-011.  The  only  difference  being 
that  the  Model  434-010  is  52"  high. 

The  type  of  single  blending  dispensers  described  above 
are  capable  of  taking  two  different  products,  blending 
them  into  the  desired  ratio  and  dispensing  this  ratio  from 
one  meter  and  one  hose  outlet. 

On  all  models  the  rate  of  flow  is  15  gallons  per  minute 
or  less.  The  nozzles  may  be  of  the  non-automatic  or  auto¬ 
matic  type. 

The  hose  arrangement  is  of  the  external  cable  suspended 
type  and  extends  from  the  hose  side  of  the  dispenser 
housing,  14'-0"  to  the  tip  of  the  nozzle. 

INSPECTION  AND  TEST :  All  data  submitted  was 
examined  by  Ass’t.  Engineer  G.  F.  Sklenarik. 

All  these  dispensers  have  been  tested  and  approved  by 
Underwriters’  Laboratories,  File  MH1941. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Gilbert  and 
Barker  Single  Blender,  Gasoline  Dispensers,  Series  113, 
Models  404-110,  404-111,  404-011,  434-110,  434-010,  for 
In  ^ew  York  City  under  the  provisions  of  Section 
C19-69c  Administrative  Code,  provided  that  each  dispenser 
shall  bear  a  label,  permanently  affixed,  reading  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Calendar  Number  1151-62-SA”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  ,that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


156-63-SM 

APPLICANT— 

Granco  Steel  Products  Company,  owner. 
APPEARANCES— 

For  Applicant:  William  A.  Faiella. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  . . . . . . . . .  3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 
Fox - -  2 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
156-63-SM — Granco  Steel  Products  Co.  St.  Louis,  Mo., 
filed  for  approval  of  the  material  known  as  Granco  Shear 
Connectors  under  the  provisions  of  Article  19,  Chapter  26, 
as  set  forth  under  Local  Law  74  of  1962  and  C26-368.0 
as  amended  by  Local  Law  69  of  1961. 

USE:  A  shear  connector  for  composite  steel  and  concrete 
floor  and/or  roof  construction. 


DESCRIPTION :  The  connector  is  made  of  12  gauge 
steel  complying  with  A.S.T.M.  A-245  Gr  “D”.  The  con¬ 
nector  is  2%"  in  height  and  IV2"  wide  in  the  shape  of  a 
modified  S.  This  connector  is  to  be  used  only  for  use  with 
Cofar  construction,  approved  by  the  Board  under  Calendar 
Number  644-51-SM. 

When  installed  the  system  consists  of  a  steel  beam, 
Cofar  units,  installed  in  accordance  with  the  approval,  and 
the  shear  connector.  The  Cofar  units  are  placed  with  a 
bearing  on  the  steel  beam  and  the  connector  is  then  placed 
on  the  Cofar  deck,  a  one  inch  fillet  weld  on  each  side  of 
the  connector  ties  both  the  connector  and  the  Cofar  unit 
to  the  steel  beam.  The  connector  is  then  solidly  imbedded 
in  the  concrete  slab,  thereby  combining  the  three  elements 
into  one  structural  unit.  This  unit  is  designed  using  the 
conventional  transformed  section  theory  of  reinforced 
concrete  design.  This  involves  an  investigation  of  the 
maximum  flexure  and  shearing  stress  in  the  beam.  In  a  steel 
beam  which  is  a  homogeneous  section,  the  neutral  axis 
passes  through  the  center  of  gravity  of  the  beam. 
INSPECTION  AND  TEST :  The  applicant  has  submitted 
reports  of  tests  conducted  by  R.  W.  Hunt  Co.,  and  from 
these  tests  the  working  values  were  determined  in  accordance 
with  the  criteria  set  up  by  the  American  Institute  of 
Steel  Constructions  Specification  for  the  Design  Fabrica¬ 
tion  and  Erection  of  Structural  Steel  for  Buildings,  made 
modifications  in  their  design  formula  as  follows : 

1.  The  entire  horizontal  shear  at  the  injunction  of  the 
steel  beam  and  the  concrete  slab  shall  be  assumed  to  be 
transferred  by  shear  connectors  welded  to  the  top  flange 
of  the  beam  and  imbedded  in  the  concrete.  The  total 
horizontal  shear  to  be  thus  resisted  between  the  point  of 
maximum  positive  moment  and  each  end  of  the  steel  beam 
or  between  the  point  of  maximum  moment  and  a  point 
of  contraflexure  in  continuous  beams  may  be  taken  as  the 
smaller  value  using  the  following  formula : 

0.85  fcAc 

Vh  = - (Formula  18) 

2 


and 


AsFy 

Vh  —  • — - (Formula  19) 

2 

Both  formulas  are  from  the  specifications  as  herein 
mentioned. 

fc  =  specified  compressive  strength  of  concrete  at  28 
days. 

Ac  =  actual  area  of  effective  concrete  flange  defined 
below. 

As  =  Area  of  steel  beam. 

fy  =  yield  strength  of  steel. 

The  number  of  stud  connectors  is  determined  by  the 
formula  Vh/q  where  q  is  the  value  of  the  allowable  shear 
load  on  a  connector  and  is  taken  as,  6.5  Ks. 

RECOMMENDATION :  On  the  basis  of  the  data  sub¬ 
mitted  by  the  applicant,  the  Committee  on  Test  recommends 
the  approval  of  the  material  known  as  Granco  Shear  Con¬ 
nectors  for  use  in  New  York  City  under  the  following 
conditions : 


1.  The  formula  used  in  computing  the  number  of  shear 
connectors  shall  be  the  formula  as  herein  set  forth. 

2.  The  composite  section  shall  be  proportioned  to  sup¬ 
port  all  loads  without  exceeding  the  allowable  stresses 
as  prescribed  under  C26-368.0  as  amended  by  Local  Law 
69  of  1961.  The  moment  of  inertia  of  the  composite  section 


871 


MINUTES 


shall  be  computed  in  accordance  with  the  elastic  theory. 
Concrete  tension  stresses  below  the  neutral  axis  of  the 
composite  section  are  to  be  neglected.  The  compression 
area  of  the  concrete  above  the  neutral  axis  shall  be  treated 
as  an  equivalent  area  of  steel  by  dividing  it  by  the  ratio  n  . 

3  All  concrete  work  shall  comply  with  the  requirements 
of  Article  19,  Chapter  26,  Administrative  Building  Code, 
as  set  forth  under  Local  Law  74  of  1962.  _  .  . 

4.  That  the  concrete  stresses  shall  be  3000  p.s.i.  minimum. 

5  Where  fire  resistant  floor  and  beam  construction  is 
required  the  beam  and  slab  shall  be  fireproofed  in  accord¬ 
ance  with  the  requirements  of  the  approval  granted  under 
Calendar  Number  644-51-SM. 

6  The  minimum  depth  of  slab  shall  be  4  .  .... 

7.  Design  and  installation  of  the  connectors  shall  be 
under  the  supervision  of  a  licensed  professional  engineer  or 

his  representative.  .  ..  , 

8.  The  connectors  are  to  be  placed  so  that  all  shea 
connectors  on  the  left  half  of  the  beam  shall  have  t  e 
sloping  leg  pointed  to  the  left  beam  support,  and  all 
connectors  on  the  right  half  of  the  beam  shall  have  the 
sloping  leg  pointed  to  the  right  beam  support. 

9  All  plans  submitted  to  the  Department  of  Buildings 
showing  the  proposed  use  of  this  construction  shall  be 
labeled,  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  156- 
63- SM”,  and  all  cartons  in  which  the  material  is  marketed 
shall  be  similarly  marked. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


386-63-SM 

Gerber  Plumbing  Fixtures  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Harry  Silverman. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Comimttee  on 
Test. 

THE  VOTE—  _  ,  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 

mimsioner  Klein  - - - -  ~ 

Negative:  . . . . - . - - -  ^ 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
386-63-SM  —  Gerber  Plumbing  Fixtures  Corp.,  Delphi, 
Indiana,  filed  for  approval  of  the  Gerber  material  known 
as  Anti-Syphon  Ballcock,  Model  549  under  the  provisions 
of  C26- 1277.0  Administrative  Building  Code. 

USE:  Anti  syphon  ball  cock. 

DESCRIPTION :  The  ballcock  consists  of  brass  or  copper 
float  rod,  brass  or  copper  refill  tube,  brass  plunger,  brass 
hush  tube  and  riser  pipe,  cast  red  brass  upper  and  lower 
body,  Buna-N  seat  washer,  nylon  renewable  seat,  air  port 
seal  and  air  port  seal  back-up  washer  of  Buna-N. 

The  operation  is  as  follows : 

The  riser  pipe  will  be  sufficient  in  length  to  insure  the 
elevation  of  the  critical  level  on  the  upper  body,  the  proper 
distance  above  the  overflow  of  any  tank  in  which  it  is 
installed.  The  water  enters  the  body  through  seat  striking 
the  seat  washer  seal,  and  having  its  flow-directed  by  the 
cup  portion  of  the  seat  and  the  larger  diameter  of  the 
seat  washer  the  water  exerts  pressure  on  the  air  port  seal 
back  up  washer  and  the  air  port  seal  causing  the  air 


seal  to  contact  the  machined  dome  of  the  upper  body 
eliminating  excessive  spillage  through  air  ports.  The  flow 
of  water  is  then  diverted  downward  to  the  hush  tube  in 
the  lower  body  filling  the  flush  tank.  Back  pressure  is 
created  in  the  assembled  body  to  cause  sufficient  _  flow 
through  the  refill  tube  to  restore  the  trap  seal  and  maintain 
the  proper  water  level  in  the  closet  bowl. 

As  the  tank  is  filled  with  water  the  float  ball,  attached 
to  the  float  rod  is  elevated  causing  the  lever  to  pivot  on 
its  fulcrum  thus  bringing  leverage  on  plunger  which  in 
turn  causes  the  seat  washer  to  contact  seat  stopping  the 
flow  of  water.  This  allows  the  air  port  seal  and  air  port  seal 
back-up  washer  to  resume  their  positions  at  rest  on  the  rim 
of  the  seat  cup  opening  the  cavity  of  the  body  to  the 

atmosphere.  .  , 

In  the  event  that  a  vacuum  would  occur  in  the  riser 
pipe  the  lack  of  pressure  would  cause  the  seat  washer  to 
seal  against  the  seat  and/or  the  air  port  seal  back-up  washer 
to  seal  against  the  cup  rim  of  the  seat.  Also  the  Air  ports 
open  to  the  atmosphere,  in  the  upper  body,  are  of  sufficient 
area  to  prevent  a  vacuum  or  partial  vacuum  in  the  chamber 

of  the  body.  ,  _  ,  ....  A  ,. 

The  principal  features  of  the  Gerber  No.  549  Anti- 
Syphon  Ballcock  are  the  triple  safe  guard  against  back 
syphonage  (air  ports  and  two  Bona  N  seals),  renewable 
nylon  seat,  and  cast  brass  body. 

INSPECTION  AND  TEST :  Details  of  construction  were 
examined  by  Assistant  Engineer  John  A.  Darts.  The 
appliance  has  been  approved  by  the  City  of  Los  Angeles. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  aporoval  of  the  material  known  as  the  Gerber 
Anti -Syphon  Baallcock,  Model  549  for  use  m  New  York  City 
under  the  provisions  of  C26-1277.0  Administrative  Building 
Code  and  the  Submerged  Inlet  Rules  of  the  Board  on 
condition  that  the  appliance  bear  a  label,  permanently  af¬ 
fixed,  reading,  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 

386-63-SM”.  TTr  .  .. 

(Sgd.)  William  A.  Nolan, 

Director. 
John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  wuth  the  above 
report. 

377-63-SM 

applicant _ 

Juniper  Slbow  Company  Incorporated,  owner. 

SUBJECT—  .  n 

Application  May  1,  1963  —  Artis  Vacuum  Cap  (for 

smoke  pipe  and  chimney)  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Laid  over  to  July  23,  1963,  at  2 
P.M. ;  no  appearance  for  applicant ;  applicant  to  be 
notified. 

865-53-A 

APPLICANT _ 

"  Ralph  E.  Leff  for  Bedford  Affiliates,  owner. 

SUBJECT—  .  , 

Application  for  consideration  —  reopening  _  for  amend¬ 
ment  of  resolution  - —  Appeal  from  a  decision  of  the 
Borough  Superintendent;  previously  granted  on  condi¬ 
tion. 

PREMISES  AFFECTED— 21-02  to  21-24  43rd  Avenue, 
south  side,  from  21st  to  22nd  Streets,  21-01  to  21-17  21st 
Street  and  21-02  to  21-18  22nd  Street,  3rd  floor,  Block  441, 
Lot  16,  Long  Island  City,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Ralph  E.  Leff. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative  :  _ _ _ _ _  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  March  2,  1954,  on  certain  conditions;  and 

Whereas,  the  resolultion  was  amended  on  on  June  8, 
1954;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  2,  1954,  as 
amended  on  June  8,  1954,  by  adding  thereto: 

“that  the  requirement  for  an  electric  closed  circuit 
interior  fire  alarm  system  shall  be  omitted,  on  condition 
that  the  existing  A.D.T.  System,  with  central  office 
connection,  shall  be  maintained,  and  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects”.  (Alt.  2167/52  Fire 
Dept.  Order  No.  0066-2. 


580-60-A 

APPLICANT— 

Union  Carbide  >  Corporation,  U.  C.  Consumer  Products 
Company,  A  Division,  owner. 

SUBJECT— 

Application  for  consideration  —  reopening  for  amend¬ 
ment  of  resolution  —  Appeal  from  a  decision  of  the  Fire 
Commissioner  —  re-  Transportation,  storage,  and 
packaging  of  inflammable  mixture  known  as  “Prestone 
Windshield  Washer  Solvent”  in  4  ounce  plastic  poly¬ 
ethylene  containers  with  screw  caps,  (containers  not  in 
accordance  with  the  Administrative  Code  requirements)  ; 
previously  granted  on  condition. 

APPEARANCES—  ' 

For  Applicant:  R.  M.  Neary. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  P'oley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ _ _ _  5 

Negative:  . . . .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  November  29,  1960,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  29,  1960, 
by  adding  thereto : 

“that  the  use  of  plastic  polyethylene  containers  with 
screw  caps,  not  to  exceed  a  capacity  of  16  ounces, 
shall  be  permitted  for  the  packaging,  storage  and 
transportation  of  ‘Prestone  Propanol-2  Windshield 
Washer  Solvent’,  on  condition  that  the  containers  shall 
be  labeled  to  the  satisfaction  of  the  Fire  Commissioner.” 
Fire  Dept.  Folder  No.  122-322. 


1332-61-A 

APPLICANT— 

Abraham  Grossman  for  54th  Street  Holding  Corporation, 
owner. 

SUBJECT— 

Application  August  11,  1961  —  Appeal  from  an  order 


and  a  decision  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED  —  9-11  West  54th  Street,  north 
side,  225  feet  west  of  Fifth  Avenue,  Block  1270,  Lot  27, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

For  Administration:  Lieut  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal — As  to  Order  and  Decision 
of  the  Fire  Commission — Granted  on  condition. 

THE  VOTE— To  Grant 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 

Negative:  Vice  Chairman  Kleinert  . . .  1 

ACTION  OF  BOARD — Application  withdrawn  at  the 
request  of  the  applicant,  with  regard  to  the  decision  of 
the  Borough  Superintendent  dated  January  2,  1963,  as 
to  Alt.  Applic.  974/62. 

TPIE  VOTE  to  withdraw. 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  _ 0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  31,  1961  and  July  28,  1961  on  Order 
No.  1818-1,  reads : 

“1.  Install  an  approved  wet  automatic  sprinkler  system 
to  protect  two  main  open  stairs  in  building  having 
at  least  one  source  of  water  supply  arranged  and 
equipped  as  per  Chapter  26,  Art.  16  Adm.  Code.” 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  2,  1963  on  Allt.  Applic.  974-62,  reads: 

“1.  Proposed  increase  in  number  of  pupils  &  the  pro¬ 
posed  removal  of  rear  east  stairway  is  contrary 
to  B.  of  S.  &  A.  Resolution  631-44-A.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  May  31,  1961  and  July  28,  1961,  acting 
on  Order  #  1818-1,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  application  dated  August  11,  1961,  6  sheets, 
and  July  2,  1963,  6  sheets;  that  all  door  holding  devices 
shall  be  removed  from  self-closing  doors;  and  that  a 
waterflow  alarm  connected  to  the  sprinkler  system  with 
central  office  connection  shall  be  installed  throughout  the 
building. 

238-62-A 

APPLICANT — Otto  F.  Koehler,  Incorporated  for  Daniel 
B.  Lorey. 

OWNER  OF  ADJOINING  PROPERTY :  Stapleton  Iron 
Works,  owner. 

SUBJECT — Application  March  12,  1962  —  Revocation  of 
Certificate  of  Occupancy. 

PREMISES  AFFECTED — 354-360  Front  Street,  west  side, 
195  feet  north  of  Water  Street,  Block  491,  Lot  42, 
Stapleton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Donald  Rowe. 

For  Opposition :  Eugene  V.  P.  Ferretti. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Vice  Chairman  Kleinert  _ _ _ _ _  1 

Negative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 
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THE  RESOLUTION-  .  _  .  ,  .  . 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  March  5,  1962,  reads: 

“A  certificate  of  occupancy  can  only  be  revoked  by 
the  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  after  full  hearing  of  both  sides  on  this  applica¬ 
tion  before  the  Board  and  consideration  by  the  Board  of 
the  Borough  Superintendent’s  report  as  to  the  conditions 
under  which  Certificate  of  Occupancy  #4328  was  issued 
on  January  29,  1943,  it  is  the  Board’s  opinion  that  this 
Certificate  of  Occupancy  was  legally  issued. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  5,  1963,  acting  on  application  for  revocation  of 
Certificate  of  Occupancy  be  and  jt  hereby  is  affirmed  and 
that  the  application  for  revocation  of  the  Certificate  of 
Occupancy  be  and  it  hereby  is  denied. 


498-62-A 

APPLICANT— Leonard  F.  Rothkrug  for  Maria  Moos- 
burner,  owner. 

SUBJECT— Application  June  8,  1962— Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  Cellar  Apart¬ 
ment-Multiple  Dwelling.  Proposed  additional  Apartment 
in  rear,  re-  ceiling,  height — yards  less  than  60  feet  in 
depth. 

PREMISES  AFFECTED— 2830  Harrington  Avenue,  south 
side,  240.69  feet  east  of  Tremont  Avenue,  Block  5373, 
Lot  23,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  _  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  5 

Negative:  -  ® 

TPIE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  6,  1962  on  Alt.  Applic.  986-61,  reads: 

“A2 — Additioinal  apt.  at  cellar  rear  is  in  violation  of 
Sec.  216  sub.  2a  of  the  M.D.  Law  as  to  8'-8%" 
clg.  height  and  sub.  2E  as  to  yard  less  than  60' 
in  depth,  said  apt.  is  also  in  violation  of  section 
34  sub.  6  of  the  M.D.  Law,  in  that  all  of  the 
required  windows  do  not  open  on  an  adequate 
adjacent  space  with  a  minimum  dimension  of 
30'.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  Tune  6,  1962,  acting  on  Alt.  Applic.  986-61,  Objection 
No.  A2,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  310  of  the  Multiple  Dwelling 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  building  shall  conform  to  drawings 
filed  with  this  appeal  dated  June  8,  1962,  9  sheets;  that 
all  other  laws,  rules  and  regulations  applicable  shall  be 
complied  with;  and  that  a  new  Certificate  of  Occupancy 
shall  be  obtained. 


of  the  Borough  Superintendent  re-  Class  3  construction 
commercial  use. 

PREMISES  AFFECTED—  . 

133-137  East  73  Street,  northwest  corner  of  Lexington 
Avenue,  Block  1408,  Lots  15  and  16,  Borough  of  Man¬ 
hattan. 

APPEARANCES —  .  „  ,,,  t  .  _  ,  „r  .  . 

For  Applicant :  William  Goldfarb  and  Paul  Wechsler. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 

Commissioner  Fox  and  Commissioner  Becker  -  4 

Negative:  Commissioner  Klein - -  1 

THE  RESOLUTION—  .  _  .  t  .  , 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  7,  1963  on  Alt.  Applic.  17-61,  reads : 

“1.  Proposed  commercial  use  in  a  non-fireproof  class 
III  structure  of  5  stories  contrary  to  Sec.  4.2.1  B.C. 
Re:  Amend,  of  4/24/63.  , 

2  Provide  %  hr.  rated  windows  as  required  by  Sec. 
10.7.1  B.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  7,  1963,  acting  on  Alt.  Applic  17-61  Objection 
Nos.  1  and  2,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  filed  with  this  appeal 
dated  May  10,  1963,  3  sheets  and  June  21,  1963,  15  sheets 
as  corrected;  that  all  other  laws,  rules  and  regulations 
applicable  shall  be  complied  with ;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained. 


263-63-A 

APPLICANT— 

Goldwater  and  Flynn  for  Louis  J.  Robbins  and  Gertrude 
Tamerin,  owners. 

SUBJECT— 

Application  March  27,  1963  —  Appeal  from  a  decision 


315-63-A 

applicant _ 

Lawrence  Israel  for  Sears  Roebuck  and  Company,  owner. 

Application  April  12,  1963  —  Appeal  from.  a  decision 
of  the  Borough  Superintendent  re-  installation  of  gas. 
tanks. 

PREMISES  AFFECTED—  o1/  .  . 

2359-2389  Bedford  Avenue,  east  side,  158  feet  3%  inches 
south  of  Tilden  Avenue,  Block  5135,  Lots  21,  23,  29  and 
53,  Borough  of  Brooklyn. 

APPEARANCES—  _  _ 

For  Applicant:  Leon  Bor  sack,  Stephon  Vento,  P.  E. 
Gettys  and  I.  G.  L.  Molloy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  _  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . .  5 

Negative:  - - -  ® 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  11,  1963  on  Misc.  Applic.  2345-62,  reads: 

“1.  Proposed  installation  of  6—5000  gallon  gasoline 
tanks  is  contrary  to  Chapter  19  Sec.  59.0  &  69.0 
of  the  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  11,  1963,  acting  on  Misc.  Applic.  2345-62,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  filed  witih  this  applica¬ 
tion  dated  Tuly  1,  1963,  2  sheets;  and  that  a  complete 
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Foamite  extinguishing  system  satisfactory  to  the  Fire  Com-  that  the  appeal  be  denied  because  of  conditions  found  at 

missioner  shall  be  installed  in  accordance  with  these  draw-  the  building. 


APPLICANT — Philip  P.  Augusta  for  Gaspare  Gulatto,  is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


Resolved,  that  the  decision  of  the  Borough  Superintendent,  Application  August  3,  1962  —  Appeal  from  a  decision 

dated  March  20,  1963,  acting  on  N.  B.  Applic.  3567-60,  °f  .the  Borough  Superintendent  re-  Class  4  construction, 

Objection  No.  1,  be  and  it  hereby  is  modified  under  the  stairway,  egress  and  live  load, 

powers  vested  in  the  Board  by  Section  35  of  the  General  PREMISES  AFFECTED— 

City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  146  East  176th  Street,  south  side,  57  feet  1%  inches  west 


•u  .1  '  ,  .7  - —  ° - .  - ,  d\.  A.  X  ^1^0 - 

will  remove  the  encroachment  without  compensation  from  For  Applicant-  None 

tn o  1  ifir  i-f  fln/i  _  _ 1 tr  tr  •  • 


Application  April  22,  1963 — Appeal  from  an  order  and  a 
decision  of  the  Fire  Commissioner  re-  sprinkler  system. 


THE  RESOLUTION—  ACTION  OF  BOARD— Appeal  withdravm  at  the  request 

Whereas,  the  order  and  decision  of  the  Fire  Commis-  t'ie  aPP^cant- 

sioner,  dated  January  15,  1963  and  March  29,  1963  on  THE  VOTE: 

Order  No.  302-3,  reads:  Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

“1.  Install  an  approved  automatic  sprinkler  system  Commissioner  Fox,  Commissioner  Becker  and  Com- 

throughout  the  building,  arranged  and  equipped  as  missioner  Klein  -  5 

per  Chapt.  26  Art.  16,  Adm.  Code.  Negative:  -  0 

Chap.  19.161.  Oa  Adm.  Code.”  - 

and  942-62-A 

Whereas,  the  premises  and  surrounding  area  were  in-  APPLICANT — 

spected  by  a  committee  of  the  Board  which  recommended  Richard  S.  Kohn  for  Bels  Products  Incorporated,  owner. 


MINUTES 


S ^Application  October  16,  1962  -  Appeal  from  an  order 
and  a  decision  of  the  Fire  Commissioner  re-  sprink  er 
system. 

PREMISES  AFFECTED —  .  ,  c  . 

91  Greene  Street,  west  side,  103  feet  north  of  Spring 
Street,  Block  500,  Lot  32,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD  —  Appeal  withdrawn  at  the  request 

of  the  applicant.  .  TZ.  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ^ 

Negative:  . . . 

310-63-A 

APPLICANT—  _  ,  c  T 

Frederick  A.  Ketcher  for  Henry  S.  Levy  and  Son,  In¬ 
corporated,  owner. 

SUBJECT—  ,  c  .. 

Application  April  11,  1963  —  Filed  pursuant  to  Section 
35  Art.  3  of  the  General  City  Law  re-  curb  cuts  and 
door  spaces  in  bed  of  mapped  street. 

PREMISES  AFFECTEDi— 

52-62  Thames  Street  and  1-15  Vandervoort  Place,  south¬ 
east  corner,  Block  3013,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

ACTION  OF  BOARD-— Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE:  ,  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - -  ~ 

Negative :  - -  u 


SUBJECT— Application  May  19,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re— 
Sprinkler  system. 

PREMISES  AFFECTED — 162-164  West  18th  Street  south 
side  75  feet  east  of  Seventh  Avenue,  Block  793,  Lots 
71  and  72,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Garnett.  .  ,.  ™  t»  ^ 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  July  23,  1963,  at 
2  P.M.  for  inspection  and  decision;  hearing  closed. 

832-61-A 

APPLICANT — Daub  and  Daub  for  Kohner  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  May  26,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re 
sprinkler  system. 

PREMISES  AFFECTED — 155-157  Wooster  Street  west 
side,  95  feet  south  of  West  Houston  Street,  Block  515, 
Lot ’25,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Daub.  . 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1963,  at  2 
P.M.  at  request  of  the  applicant,  to  file  revised  plans. 

1312-61-A  .  _ 

APPLICANT— Larry  Meltzer  for  83  Spring  Street  Cor¬ 
poration,  owner ;  Dallek  Incorporated,  lessee. 

SUB  TECT— Application  August  10,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re— sprin¬ 
kler  system. 

PRFMISES  AFFECTED— 83  Spring  Street,  north  side,  50 
feet  west  of  Crosby  Street,  Block  497,  Lot  33,  Borough 


774-61-A 

APPLICANT— Larry  Meltzer  for  Duncan  F.  Findley 
and  Joseph  Rubinstein,  owners. 

SUBJECT— Application  May  24,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
snrinkler  system. 

PREMISES  AFFECTED— 115-117  Worth  Street  40-44 
Lafayette  Street,  northwest  corner,  Block  170,  Lot  12, 
Borough  of  Manhattan. 

APPEARANCES—  a  , 

Larry  Meltzer,  D.  M.  Findlay  and  Fred  Marsh, 

For  Administration:  Lieut.  John  P.  Manfredi,  Fiire  Dept. 

ACTION  OF  BOARD — Laid  over  to  July  23,  1963 — at 

2  P.M.,  for  inspection  and  decision;  hearing  closed. 


776-61-A 

APPLICANT— Samuel  Rosenblum  for  Wallson  Realty 
Company,  owner. 

SUBJECT— Applicant  May  25,  1961— Appeal  from  an 

order  and  a  decision  of  the  Fire  Commissioner  re— sprin¬ 
kler  system,  etc. 

PREMISES  AFFECTED — 20  Harrison  Street,  north  side, 
100  feet  2  inches  east  of  Greenwich  Street,  Block  181,  Lot 
6,  Borough  of  Manhattan. 

APPEARANCES—  ,  „  ,  _  , , 

For  Applicant:  Benjamin  Massey  and  Samuel  Rosenblum. 
For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  July  23,  1963,  at 

2  P.M.  at  the  request  of  the  applicant,  for  re-evaluation 

by  the  Fire  Department. 

806-61-A 

APPLICANT— Samuel  Garnett  for  162  West  18th  Street 
Corporation,  owner. 


APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  July  23,  1963,  at  2 
P.M.  for  inspection  and  decision;  applicant  to  file  drawings 
of  proposed  conditions;  hearing  closed. 


605-62-A 

APPLICANT— Catholic  Youth  Organization  of  the  Dio¬ 
cese  of  Brooklyn,  Incorporated,  owner. 

SUBJECT— Application  June  27,  1962— Appeal  from  an 
order  of  the  Fire  Commissioner  re — storage  of  liquefied 


chlorine. 

►REMISES  AFFECTED- 
entire  block,  West  27th 


-2720  Surf  Avenue,  south  side, 
Street,  West  28th  ^Street  ^  and 


Brooklyn. 

APPEARANCES— 

For  Applicant:  John  Murphy  ~  . 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  July  23,  1963,  at  2 
P.M.  for  inspection  and  decision ;  hearing  closed. 


712-62-A 

APPLICANT— John  J.  Lynch  and  James  J.  Lyons  Jr.  for 
Reyhnol  Realty  Corporation,  owner;  Lester  Taylor,  In¬ 
corporated,  lessee. 

SUBJECT— Application  July  5,  1962— Appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent — Review  of  a  decision 
of  the  Borough  Supt. — zoning  matter  and  Appeal  from  a 
decision  of  the  Borough  Superintendent  re — stairway. 

PREMISES  AFFECTED— 121  East  61st  Street,  north  side, 
195  feet  west  of  Lexington  Avenue,  Block  1396,  Lot  9, 
Borough  of  Manhattan. 
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APPEARANCES : 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1963,  at  2 
P.M.  at  request  of  applicant. 


142-63-A 

APPLICANT — Larry  Meltzer  for  Allgood  Realty  Cor¬ 
poration,  owner;  Smolowitz  Brothers,  lessee. 

SUBJECT — Application  Febuary  18,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent,  re — Egress. 

PREMISES  AFFECTED — 910-912  Utica  Avenue,  west 
side,  200  feet  north  of  Snyder  Avenue,  Block  4464,  Lot 
23,  Borough  of  Brooklyn. 

APPEARANCES : 

For  Applicant:  Larry  Meltzer. 

ACTION  OF  BOARD — Laid  over  to  July  23,  1963,  at  2 
P.M.  for  inspection  and  decision;  hearing  closed. 


286-63-A 

APPLICANT — Carson,  Lundin  and  Shaw  for  The  Brook¬ 
lyn  Savings  Bank,  owner. 

SUBJECT — Application  April  3,  1963  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re — wood  veneer, 
veneer. 

PREMISES  AFFECTED — 203-211  Montague  Street,  328- 
338  Fulton  Street,  Southwest  corner,  162  Pierrepont 
Street,  Block  244,  Lot  1,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  A.L.  Wheeler,  Attilia  Scacchetti  and  Wal¬ 
lace  Berger. 

ACTION  OF  BOARD — Laid  over  to  July  23,  1963,  at 
2  P.M.  for  inspection  and  decision;  hearing  closed. 


352-63-A 

APPLICANT— Irwin  Emerman  for  Benbar  Associates, 
Incorporated,  owner. 

SUBJECT — Application  April  25,  1963 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 505-507  West  Street,  north¬ 
east  corner  of  Jane  Street,  Block  642,  Lot  1,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Irwin  Emerman. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  July  23,  1963,  at  2 
P.M.  for  inspection  and  decision;  hearing  closed. 

381-63-A 

•APPLICANT — James  Whitford,  Jr.  for  Gerald  Graziano, 
owner. 

SUBJECT — Application  May  2,  1963 — Filed  pursuant  to 

Section  36  Art.  3  of  the  General  City  Law  re — building 
not  facing  legal  street. 

PREMISES  AFFECTED — 238  Merrill  Avenue,  south  side 
2335.01  feet  west  of  Richmond  Avenue,  Block  2223,  Lot 
188,  Bulls  Head,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Donald  Rowe. 

ACTION  OF  BOARD — Laid  over  to  September  17,  1963, 
at  2  P.M.  at  request  of  applicant. 

399-63-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Joseph 
Mucccioli,  owner. 

SUBJECT  Application  May  9,  1963 — Review  of  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  Zoning  Matter 
— foundation  not  completed. 


PREMIS.ES  AFFECTED — 28-32  Marginal  Street  West, 
west  side,  154  feet  11%  inches  north  of  Bushwick 
Avenue,  Block  3483,  Lot  32,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  Peter  Petrone,  Vito  Batista,  James 
Grella,  Cassie  Beldy,  John  Nelle,  Giacomo  Dagrosa 
and  Margaret  Dagrosa. 

For  Administration:  Nathan  Kirshenbaum,  Dept,  of 
Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  23,  1963,  at 
2  P.M.  for  inspection  and  decision. 


458-63-A 

APPLICANT — Bernard  J.  Parodi  for  B.  J.  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  May  29,  1963  —  Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 106-21  76th  Street,  east  side, 
155.19  feet  north  of  Pitkin  Avenue,  Block  9126,  Lots 
103  and  105,  Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Bernard  Parodi. 

ACTION  OF  BOARD — Laid  over  to  July  16,  1963,  at 
2  P.M.  for  consideration  and  decision;  hearing  closed. 


708-38-BZ-Vol.  IV 

APPLICANT— 

Lama,  Proskauer  and  Prober  for  Bertha  M.  Carroll, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution  decision  of  the  Borough  Superin¬ 
tendent  ;  previously  granted  on  condition,  under  Section  7a 
and  7i  of  the  Zoning  Resolution,  permitting  in  a  business 
use  dstrict,  the  continuance  of  the  present  lawful  uses 
of  gasoline  service  station,  auto  laundry,  lubritorium, 
office  and  parking  and  storage  of  not  more  than  25 
cars  of  the  pleasure  car  type  and  add  thereto  minor  auto 
repairs,  non-automatic  car  washing,  sales,  storage  room 
and  parking  and  storage  of  motor  vehicles  in  the  open 
area. 

PREMISES  AFFECTED— 92-20  to  92-40  (82-28  official) 
Horace  Harding  Expressway  and  61-02  to  61-08  93rd 
Street,  southeast  corner  and  92-47  to  92-57  Queens  Boule¬ 
vard,  Block  2075,  Lot  5,  Elmhurst,  Borough  of  Queens. 

APPEARANCES — James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE: 

Affirmative;  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ _ _  5 

Negative:  _ _ _  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  IV,  on  October  17,  1961,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  November  7, 
1962;  and 

W hereas,  the  applicant  requested  a  further  amendment 
of  the  resoluution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  17,  1961, 
as  amended  on  November  7,  1962,  by  adding  thereto: 

“that  curb  cuts  shall  be  arranged  and  located  substan- 
sially  as  shown  on  revised  drawing  of  proposed  condi¬ 
tions  marked  ‘Received  July  5,  1963,  1  sheet,  on  condi¬ 
tion  that  other  than  as  herein  amended  the  resoluution 
above  cited  shall  be  complied  with  in  all  respects.” 
(Alt.  1210/60) 
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APPLICANT — Reavis  and  McGrath  for  3319  Realty 
Corporation,  owner. 

S^ppHcation  for  consideration  —  reopening  for  amend¬ 
ment  of  resolution  -  decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Section 
7e  of  the  Zoning  Resoiution,  permitting  “a 
use  district,  the  conversion  of  a  bank  of  57  single 
public  garages  into  laundry  supplies  and  garment  storage 
area,  and  an  open  parking  lot  for  Riteway  Laundry  em¬ 
ployees — previously  denied.  # 

PREMISES  AFFECTED— -3319-3325  Atlantic  Avenue 
northeast  corner  of  Euclid  Avenue,  Block  4145,  Rots 
1,  13  and  23,  Borough  of  Brooklyn. 

A  For^A^phcant :  R.  S.  Hardy,  Martyn  Weston  and  Robert 

Maylish.  . 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

TttF  VOTE  ■ 

Affirmative:  Chairman  Foley,  Vice  . Chairman  Kleinert, 

Commisisoner  Becker  and  Commissioner  Klein -  4 

Negative:  Commissioner  Fox  - - -  1 

THE  RESOLUTION—  ,  ,  .  „  .  o 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  V  on  December  4,  1962,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  ot 
the  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  4,  lyoZ, 
by  adding  thereto: 

“that  this  variance  shall  not  be  deemed .  to  prohibit 
the  owner  from  altering  any  building  on  its  premises, 
other  than  those  affected  by  this  resolution,  in  any 
manner  permitted  by  the  provisions  of  the  Zoning  Reso¬ 
lution  than  in  effect ;  that  the  changes  shown  on  draw¬ 
ings  marked  Received  May  29,  1963,  3  sheets,  shall  be 
permitted,  including  the  construction  of  an  archway 
to  the  passage  from  Euclid  Ave.,  with  dimensions  as 
shown,  to  prevent  the  entrance  of  other  than  a  pas¬ 
senger  car  into  the  driveway,  on  condition  that  other 
than  as  herein  amended  the  resolution  above  cited  shal 
be  complied  with  in  all  respects.”  (Alt.  3405/58) 


Whereas,  time  to  obtain  permits  and  complete  the  work 

was  extended  on  December  1,  1953;  and  ,  ™„rv  V 

Whereas,  the  resolution  was  amended  on  January  31, 

19\Vhereas,  the  term  of  variance  was  extended  on  March 

4’  wSuSS!  the  applicant  requested  a  further  extension  of 
the  term  of  variance.  ,  , 

Resolved  that  the  Board  of  Standards  and  Appeals  oes 
hereby  amend  the  resolution  adopted  on  February  17,  1953, 
as  amended  through  March  4,  1958,  by  adding  thereto, 
as  — ,erm  0f  5  years  irc,m  the  date  of  this  amended 

resolution,  to  permit  the  premises  to  continue  to  be 
used  for  public  parking  and  storage  of  motor  vehicles 
of  the  pleasure-car  type  only ;  that  the  premises  may 
be  used  for  parking  by  the  tenants  of  the  hotel  on 
Lot  58,  for  a  similar  term,  in  substitution  of  such 
use  by  the  tenants  of  the  hotel  formerly  on  Lot  63, 
on  condition  that  other  than  as  \atrtm  amended  the 
resolution  above  cited  shall  be  complied  with  in  al 
respects”;  and  that  a  new  Certificate  of  Occupancy 
shall  be  obtained.”  (Alt.  62/56) 

322-56-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  139  East 
36th  Street  Corporation,  owner.  .  . 

SUBTECT — Application  for  consideration— reopening  for 
amendment  of  resolution— decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  .  under  Section 
7e  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  the  change  in  occupancy  from  a  private 
hospital  to  a  group  medical  center. 

PREMISES  AFFECTED — 139  East  36th  Street,  north 
side,  100  feet  east  of  Lexington  Avenue  and  277-279 
Lexington  Avenue,  east  side,  42  feet,  8 inches  nortl 
of  East  36th  Street,  Block  892,  Lot  22,  Borough  of 
Manhattan. 

A  ForE  ApphcanRS James  E.  Vassalotti,  Irving  Abiel,  Louis 
Binn  and  George  T.  Pack. 

ACTION  OF  BOARD— Application  reopened  and  reso¬ 
lution  amended. 

THE  VOTE ' 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner.  Fox,  Commissioner  Becker  and  com¬ 
missioner  Klein 


173-52-BZ 

APPLICANT — Gabriel  Nathan  for  30-12  Lewmay  Cor¬ 
poration,  owner. 

SUB JECT— Application  for  consideration-reopening  for 
extension  of  term  of  variance  which  expired  March  4, 
1963  and  amendment  of  resolution— decision  of  the  Bor¬ 
ough  Superintendent;  previously  granted  on  condition, 
under  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district,  the  parking  and  storage  of 
motor  vehicles. 

PREMISES  AFFECTED— 30-21  to  31-05  Seagirt  Avenue, 
south  side,  95.29  feet  east  of  Beach  32nd  Street,  Block 
300,  Lot  6,  Edgemere,  Borough  of  Queens. 

APPEARANCES—  „  ,  _  .  ,  ,  , 

For  Applicant:  Joseph  Sherry,  Ruth  Fritzhand  and 

Robert  Fritzhand. 

ACTION  OF  BOARD— Application  reopened  and  reso¬ 
lution  amended. 

THE  VOTE:  ^  ™  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - -  ~ 

Negative:  -  U 

THE  RESOLUTION—  ,  .  „  , 

Whereas,  this  application  was  granted  by  the  Board  on 

February  17,  1953,  on  certain  conditions;  and 


Negative: 


0 


THE  RESOLUTION—  J  B  . 

Whereas,  this  application  was  granted  by  the  Board  on 
January  8,  1957,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  ot  the 

the  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  8,  1^3/, 
by  adding  thereto: 

“that  the  construction  of  an  underground  cobalt  ther¬ 
apy  room  shall  be  permitted  on  Lot  22,  substantially 
as  shown  on  revised  drawings  of  proposed  conditions 
marked  Received  June  18,  1963,  2  sheets,  on  condition 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.  (Alt. 
798/51) 


545-57-BZ  . 

APPLICANT— Leonard  F.  Rothkrug  for  Mario  Gitto, 
doing  business  as  Joseph  Gitto  and  Sons,  owners. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  June  19, 
1963— decision  of  the  Borough  Superntendent ;  previously 
granted  on  condition,  under  Sections  7e  and  21  of  the 
Zoning  Resolution,  permitting  in  a  residence,  use,  C  area 
district,  the  change  in  occupancy  and  extension  of  a  one 
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family  dwelling  and  four  car  garage  to  wholesale  gro¬ 
cery  occupying  more  than  the  permitted  area. 
PREMISES  AFFECTED — 155  Hopkinson  Avenue,  east 
side,  25  feet  north  of  Hull  Street  and  101  Hull  Street 
north  side,  70  feet  east  of  Hopkinson  Avenue,  Elock 
1533,  Lot  2,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE: 

Commissioner  Fox,  Commissioner  Becker  and  Corn- 
Affirmative  :  Chairman  Foley,  Vice  Chairman  Kleinert, 

missioner  Klein  _  5 

Negative:  _  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  1,  1958,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  June  19,  1962;  and 
Whereas,  the  applicant  requested  a  further  extension 
time  to  obtain  permits  and  complete  the  work. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  1,  1958,  as 
amended  through  June  19,  1962,  only  as  to  the  time  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion  ;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  4613/55) 


546-59-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Astoria 
Holding  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  3, 
1963 — decision  of  the  Borough  Superntendent ;  previously 
granted  on  condition,  under  Sections  7f  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  car  washing,  minor  auto  repairs,  store,  stor¬ 
age  room  and  parking  of  cars  awaiting  service. 
PREMISES  AFFECTED— 1001-1013  East  69th  Street  and 
6901-6917  Avenue  K,  northeast  corner  and  2063-2067  Ralph 
Avenue,  Block  8339,  Lot  1,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE: 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . .  5 

Negative :  . . . . . . . .  0 

THE  RESOLUTION: 

Whereas,  this  application  was  granted  by  the  Board  on 
January  26,  1960,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  July  3,  1962;  andl 
_  Whereas,  the  applicant  requested  a  further  extension 
time  to  obtain  permits  and  complete  the  work. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  26,  1960,  as 
amended  through  July  3,  1962,  only  as  to  the  time  to  obtain 
permits  and  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion  ;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (N.B.  1019/59) 


1762-61-BZ 

APPLICANT — Goldwater  and  Flynn  for  Lincoln  Arcade, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  10, 
1963 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7c,  19B  (c)  and  21 
of  the  Zoning  Resolution,  permitting  in  a  retail  and 
residence  use,  C  and  D  area  districts,  the  erection  of  a 
one  story  and  cellar  shopping  center  and  loading  berth 
extending  into  the  residence  district  in  conjunction  with 
the  erection  of  a  24  story  multiple  dwelling  with  acces¬ 
sory  swimming  pool  and  transient  parking  for  the  excess 
spaces  in  the  required  accessory  garage. 

PREMISES  AFFECTED— 96-02  62nd  Drive,  62-54  to 
62-98  97th  Street,  southwest  corner,  95-19  to  95-39  63rd 
Road,  Block  2084,  Lot  11,  Rego  Park,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 


THE  VOTE: 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . .  5 

Negative:  _ _ _  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  10,  1962,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  10,  1962,  only 
as  to  the  time  to  obtain  permits  and  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  reso¬ 
lution  ;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (N.B.  4117/61) 


1850-61-BZ 

APPLICANT — Max  Siegel  Associates  for  Greenpoint 
Terminal  Warehouse,  Incorporated,  owner;  Zecken- 
dorf  Commodore  Auto  Park,  Inc.,  lessee. 

SUBJECT — Application  for  consideration  —  reopening 
for  extension  of  time  to  complete  which  expired  June 
26,  1963 — decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Section  21 
of  the  Zoning  Resolution,  permitting  in  a  B  area  dis¬ 
trict,  the  construction  of  an  open  parking  garage  on 
a  lot  extending  from  street  to  street  without  the  re¬ 
quired  rear  yard. 

PREMISES  AFFECTED — 215  East  43rd  Street,  north 
side,  205  feet  east  of  Third  Avenue,  212  East  44th 
Street,  Block  1317,  Lots  9,  10  and  40,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

ACTION  OF  BOARD' — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Oiairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  _ _ _ _ —  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  26,  1962,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 
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Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  26,  1962,  only 
as  to  the  time  to  obtain  permits  and  complete  the  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (N.B.  298/61) 


1856-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Federal  Leas¬ 
ing  Corporation,  owner. 

SUBJECT — Application  for  consideration  - —  reopening 
for  extension  of  time  to  complete — decision  of  the 
Borough  Superintendent;  previously  granted  on  con¬ 
dition,  under  Section  21  of  the  Zoning  Resolution, 
permitting  in'  a  retail  use  D  area.  Class  1  height  dis¬ 
trict,  a  proposed  15  story  office  building  exceeding  area 
coverage  and  height  regulations. 

PREMISES  AFFECTED — 97-77  Queens  Boulevard, 
west  side,  from  64th  Road  to  65th  Avenue,  64-24  to 
64-40  98th  Street,  Block  2902,  Lot  1,  Forest  Hills, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Application  reopened  and  time 

to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  . .  5 

Negative :  -  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  24,  1962,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  24,  1962,  only 
as  to  the  time  to  obtain  permits  and  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  reso¬ 
lution;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (NB..  6890/61 


1135-62-BZ 

APPLICANT — Henry  Nordheim  for  Anthony  Moccia, 
owner. 

SUBJECT — Application  for  consideration— reopening  for 
amendment  of  resolution— decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R5  dis¬ 
trict,  the  maintenance  of  a  non-transient  parking  lot  for 
more  than  five  motor  vehicles  for  a  term  of  five  (5) 
years. 

PREMISES  AFFECTED—  3586  Wilson  Avenue,  south¬ 
east  corner  of  Needham  Avenue,  Block  4711,  Lot  70, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Becker  and  Commissioner  Klein  . .  4 

Negative :  Commissioner  Fox  -  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  26,  1963,  on  certain  conditions ;  and 


Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  26,  1963  by 
adding  thereto: 

“that  the  parking  lot  may  be  reduced  in  area,  so  that 
these  premises  shall  be  confined  to  3586  Wilson  Avenue, 
southeast  corner  of  Needham  Avenue,  Block  4711,  part 
of  Lot  70,  substantially  as  shown  on  revised  drawing 
of  proposed  conditions  marked  ‘Received  June  5,  1963’, 
1  sheet,  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  264/63) 


890-57-BZ 

APPLICANT — Ludwig  P.  Bono  for  Alfred  Servida, 
owner. 

SUBJECT — Application  for  consideration — reopening 
for  extension  of  term  of  variance  which  expired  April 
8,  1963 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  dis¬ 
trict,  the  parking  and  storage  of  more  than  five  pleas¬ 
ure  type  motor  vehicles. 

PREMISES  AFFECTED — 105  Rockwood  Street  and 
1530  Walton  Avenue,  northeast  corner,  Block  2836, 
Lots  1,  2,  35,  37  and  38,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Frank  Zappone. 

ACTION  OF  BOARD — Application  reopened  and  set 
for  hearing  on  September  17,  1963,  at  10  A.M.,  to  con¬ 
sider  extension  of  the  term  of  variance,  requiring  a 
new  decision  of  the  Borough  Superintendent  and 
photographs,  which  have  been  filed,  and  two  publica¬ 
tions  in  the  Bulletin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 


74-44-BZ 

APPLICANT — Larry  Meltzer  for  Linjan  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration  —  reopening 
for  extension  of  term  of  variance  which  expired  May 

22,  1961 — decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Section  7i  of 
the  Zoning  Resolution,  permitting  in  a  business  use 
district,  for  a  term  of  years,  the  maintenance  of  a 
motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 375  South  1st  Street,  north 
side,  63  feet  4  inches  east  of  Grand  Street  extension 
and  206  Grand  Street  extension,  Block  2399,  Lot 

23,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  set 
for  hearing  on  September  17,  1963,  at  10  A.M.,  to 
consider  extension  of  the  term  of  variance,  requiring 
a  new  decision  of  the  Borough  Superintendent  and 
photographs,  which  have  been  filed,  and  two  publica¬ 
tions  in  the  Bulletin  as  notice. 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative :  . . . . 0 


75-53-BZ 

APPLICANT — Leo  Goldman  and  Sol  Goldman,  owners. 
SUBJECT — Application  for  consideration  —  reopening 
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MINUTES 


for  extension  of  term  of  variance  which  expired  June 
16,  1963 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  7 f  of  the 
Zoning  Resolution,  permitting  in  the  business  use  dis¬ 
trict  portion  of  a  lot,  located  in  a  residence  and  busi¬ 
ness  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium,  motor  vehicle 
repairs,  auto  laundry  and  office. 

PREMISES  AFFECTED — 3301  Boston  Road,  north¬ 
west  corner  of  Gun  Hill  Road,  Block  4705,  Lots  1 
and  68,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Charles  I.  Goldman. 

ACTION  OF  BOARD — Application  reopened  and  set 


for  hearing  on  September  17,  1963,  at  10  A.M.,  to 
consider  extension  of  the  term  of  variance,  requiring 
a  new  decision  of  the  Borough  Superintendent  and 
photographs,  which  have  been  filed,  and  two  publica¬ 
tions  in  the  Bulletin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative:  . . .  n 


Adjourned:  4:00  P.M. 

James  P.  Mulroy,  Secretary. 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of-  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each — add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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XOURT  DECISION 

Matter  of  Sarah  Kligman  and  Raldore  Corporation,  Inc.  vs. 
Foley:— On  February  16,  1960,  the  Board  denied  the  application, 
based  on  a  decision  of  the  Borough  Superintendent,  under  section 
7e  of  the  Zoning  Resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  the  use  of  the  present  two  story  building  as  a  warehouse 
for  the  storage  of  furniture ;  Calendar  Number  316-58-BZ ;  Prem¬ 
ises  95-20  86th  Street,  west  side,  174.91  feet  south  of  95th  Avenue, 
Block  9021,  Lot  14,  Woodhaven,  Borough  of  Queens. 

On  June  13,  1963,  at  Supreme  Court,  Special  Term,  Mr.  Justice 
Tessler  granted  the  Board's  motion  to  vacate  the  order  of  cer¬ 
tiorari,  dismiss  the  petition  and  affirm  the  determination  of  the 
Board  after  due  deliberation  by  the  Court,  neither  the  petitioners 
nor  their  attorney  having  appeared  in  opposition  to  the  aforesaid 
motion. 
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CALENDAR 


docket 

New  Cases  Filed  Up  to  July  16,  1963. 

Cal.  No.  Dept.  Premises  Affected 

557- 63-SM  —  American-Standard,  Laundry  tray  and 
Hospital  lavatory  fittings,  manufactured  by  American 
Radiator  and  Standard  Samtory  Corp.,  Material. 

558- 63-SM— Vitreface,  wall  surfacing,  manufactured  by 
Clement  Enamel  Development  Inc.,  Material. 


571-63-SM — Sandell  Coated  Fabric,  Full  Deal  Cloth, 
Utility  Cloth  specification  grade  cloth  and  C°ff,d  Mann’ 
ThruOwall  flashing,  manufactured  by  Sandell  Manu¬ 
facturing  Co.,  Material. 


559-63-SM — Cast  Stone,  ornamental  stone,  manufactured 
by  Parkway  Cast  Stone  Corp.  Material. 


572-63-BZ— B.M.-1721  Park  ^nue  and  lOS  East 
120th  Street,  northeast  corner,  Block  1769,  Lot  1, 
rough  of  Manhattan,  Alt.  315-63,  re-  proposed  change 
in  use,  packing  and  shipping  to  moving  and  storage, 
in  C2-(4)  district. 


560- 63- A — B . M . — 41  Harrison  Street,  south  side,  67 
feet  west  of  Washington  Street,  Block  182,  Lot  3  , 
Borough  of  Manhattan,  Alt.  350-63,  re-  egress-provide 

two  legal  means. 

561- 63-A— B.M.— 508-510  Broome  Street  north  side,  40 
feet  3  inches  west  of  West  Broadway,  Block  488,  Lot  37, 
Borough  of  Manhattan  Alt.  407-63,  re-  egress-fire 
escapes  not  permitted  as  means  of  egress. 


573-63-A — B.M.  1721  Park  “d  T  ^ 

120th  Street,  northeast  corner,,  Block  1769,  Lot  1,  B 
rough  of  Manhattan,  Alt.  315-63,  re-  extens.on  of 
factory  use  to  cellar;  egress  inadequate. 


574-63-BZ — B.B.  -  765-785  Rockaway  Avenue  and 
218-228  Riverdale  Avenue,  southeast  co/ner,  Block  3603, 
Lot  23,  Borough  of  Brooklyn,  N.B.  474-63,  re-  Gasoline 
Service  Station,  accessory  uses,  parking  more  than  five  cars, 
awaiting  service,  in  C2-3  district. 


562- 63 -  A — F .D . — 363  Seventh  Avenue,  northeast  corner 
of  West  30th  Street,  Block  806,  Lot  1,  Borough  of  Man¬ 
hattan,  F.D.  Decision  —  competent  elevator  operator 

available  at  all  times. 

563- 63-SM — Forway  Machine  Bolt  Anchor,  Model  Nos. 

1104  1105  1106,  H07,  1108,  1110,  1112,  1114  1116, 

manufactured  by  U.S.  Expansion  Bolt  Co.,  Material. 


S75-63-BZ _ B.B. — 7015  Hegeman  Avenue,  551-573  Herzl 

Street  and  560-576  Amboy  Street,  northeast  corner. 
Block  3621,  Lots  6,  7,  14,  53,  56,  and  58  Borough  of 
Brooklyn,  Alt.  2933-60,  re-  Proposed  off-side  accessory 
parking  beyond  hospital  zoning  lot;  enlarge  existing 
lot,  in  R6  district. 


576- 63-A _ B.R.  —  1032  Victory  Boulevard,  east  side, 

48  08  feet  south  of  Highland  Ave,nu5’  LPl  •?  ?’ 

Sunnyside,  Borough  of  Richmond,  N.B.578-63,  re-  build¬ 
ing  not  fronting  on  legal  street. 

577- 63- A — B.R. — 1036  Victory  Boulevard  eastside,  87.30 
feet  south  of  Highland  Avenue,  Block  603,  Lot  48, 
Sunnyside,  Borough  of  Richmond,  N.B.578-63,  re-  build¬ 
ing  not  fronting  on  legal  street. 

565-63-SM — Royaline  Bath  Tubs  Marlin  Dolphin  and  SM— Spintone  Solo  Tile,  acoustical  correction, 

Bath  Bay,  manufactured  by  Cole-Sewell  Engineering,  "'^“^"^hns-Manville  Sales  Corp.,  Material. 
Material.  _ 

579-63-SA— Gilbarco  Dual  Blender  Di®0ensers  Series 
113  Model  Nos.  412-110,  412-010,  442-110,  442-010, 

gasoline  dispensers,  manufactured  by  Gilbert  &  Barker 
Manufacturing  Company,  Appliance. 


cm _ Tao-It  Nylon  Anchors,  Models  Nos.  R314, 

R316,  R317,  R324,  F316,  M308,  R416  R424  ^pansion 
M406,  M408,  R414,  manufactured  by  U.S.  Expansion 

Bolt  Co.,  Material. 


566-63-BZ — B.Q. — 205-01  to  205-19  (official  205-11) 
Northern  Boulivard,  43-10  to  43-16  Clearview  Express¬ 
way,  and  43-27  to  43-35  205th  Street,  north  side  of 
Northern  Boulevard,  between  205th  Street  and  Clea^' 
view  Expressway,  Block  6269,  Lot  20  (formerly  Lot  20 
and  part  of  Lot  9)  Bayside,  Borough  of  Queens,  Alt.  988-63, 
re-  proposed  extension  and  enlargement  of  existing  gas 
station,  repairs,  etc.,  in  C2-2  and  R3-2  districts. 


567-63-SA— Westinghouse  Gas  Fired  Furnace,  central 
system,  Models  Nos.  GUA,  GCA,  FGUD,  FGBD, 
manufactured  by  Westinghouse  Electric  Corporation, 

Appliance. 


Restored  to  Docket 

388-57-BZ — B.B. — 2822  West  2nd  Street,  west  side,  155 
feet  south  of  Neptune  Avenue,  Block  7016,  Lot  17, 
Borough  of  Brooklyn,  Alt.  2719-56,  reopened  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  re¬ 
garage  and  parking  for  more  than  five  motor  vehicles, 

in  R-6  district. 


568-63-A — F.D. — Use  of  one  pound  cylinders  of  propoane 
gas  in  school  laboratories,  not  in  accordance  with  Ad¬ 
ministrative  Code  Requirements,  Decision. 


569-63-SM — Precast  Prestressed  Lin  Tees,  manufactured 
by  C.  W.  Blakeslee  and  Sons,  Inc.,  Material. 


66-58-BZ — B.B. — 1638  8th  Avenue,  west  side,  100  feet 
south  of  Windsor  Place,  Block  112,  Lot  52,  Borough 
of  Brooklyn,  Alt.  4017-57,  reopened  for  consideration 
as  to  extension  of  term  of  variance,  re-  garage  tor 
five  trucks,  in  R5  district. 


570-63-SM— Sandell  Coated  Copper,  Type  S  and  Type 
L,  Models  Duo  Weld,  Copper  Fabric,  Copper  Krait, 


586-61-A — F.D. — 169  Bowery,  east  side,  40.7  feet  south 
of  Delancey  Street,  Block  424,  Lot  10,  Borough  of  Man¬ 
hattan,  F.D.  Order  495067,  re-  approved  automatic 
sprinkler  system. 
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CALENDAR 


RULES 

Arc  and  Gas  Welding  and  Oxygen 

Cutting  .  Nov.  27,  19S6. 

Cements,  Air  Entraining  Portland, 

Rules  for  Approval  and  Use  of..  April  12,  1955 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  .  Mar.  15,  1955 — Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 

form  . . Dec.  28,  1943— Vol.  28,  No.  52A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

„  Use  of  . Dec.  10,  1962. 

Concrete  Rules  (Hydrated  Lime).  Aug.  3,  1937 — Vol.  22,  No.  31 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  ...  Aug.  8,  1962. 

Dry  Cleaning  Establishments,  Rules 

Covering  .  Sept.  15,  1955. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . July  20,  1962. 

Exterior  Veneering  Materials, 

Rules  for  . Mar.  11,  1952— Vol.  37,  No.  11A 

Factory  Exit  Rules  . Feb.  22,  1955. 

Fire  Alarm  Rules  (Interior)  . May  1963. 

Fire  Drill  Rules  . June  20,  1963 — Vol.  48,  No.  25 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc.,  Rules  for  Testing  of  Jan.  31,  1963 — Vol.  48,  No.  5 

Hatchway  Protection  . June  5,  1928 — Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec. 280  of  The  Labor 

r  ,  l  "Hl-i-vw,' . May  25’  1961 — Vol.  46,  No.  21 

Insulating  Fibre  Board  Rules - Mar.  25,  1952 — Vol.  37,  No.  13A 

Oil  Burner  Rules  . June  1,  1962. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of .  May  27,  1954. 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  .  Mar.  20,  1960. 

Procedure,  Rules  of  . Jan.  17,  1963 — Vol.  48,  No.  3 

Smoking  in  Factories,  Rules  for..  Apr.  25,  1963 — Vol.  48,  No.  17 

Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc . May  2,  1963 — Vol.  48,  No.  18 

SpnHklcr.  Rules  . June  29.  1937— Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  . .  Sept.  3,  1946 — Vol.  31,  No.  36 

DESIGNATIONS;  B. — Department  of  Buildings;  B.B. — Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan:  B.Q. — Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings,  Richmond;  B.Bx. — Department  of  Build- 
mgs  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department, 
and  M.  and  A. — Dept,  of  Marine  and  Aviation. 


SEPTEMBER  24,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  September  24,  1963,  at  10  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 

following  matters : 

1621-.61-BZ 

APPLICANT — Schaefer  and  Atkin  for  Henry  Wilkens, 
owner. 

SUBJECT — Application  October  26,  1961 — decision  of 
the  Borough  Superintendent,  under  Sections  7e  and  21 
of  the  Zoning  Resolution,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  motor  repairs  and  auto 
washing,  non-automatic. 

PREMISES  AFFECTED — 55  East  233rd  Street,  north¬ 
east  corner  of  Napier  Avenue,  Block  3365,  Lot  1, 
Borough  of  The  Bronx. 

—Laid  over  from  July  2,  1963,  to  September  24,  1963, 
for  hearing;  applicant  to  be  notified  to  send  out  20- 
day  notices. 

1686-61-BZ 

APPLICANT — James  S.  Mclnerney  for  Fregold  Realty 
Corporation,  owner. 

SUBJECT — Application  November  13,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7c  of  the 
Zoning  Resolution,  to  permit  in,  a  business  and  resid¬ 
ence  use  district,  the  maintenance  of  a  parking  lot 


accessory  to  an  existing  supermarket  with  night  park¬ 
ing  for  local  residents. 

PREMISES  AFFECTED — 940  East  181st  Street,  south 
side,  170  feet  west  of  Vyse  Avenue,  931  to  941  East 
180th  Street,  Block  3128>  Lot  35,  Borough  of  The 
Bronx. 

Laid  over  from  July  2,  1963,  to  September  24,  1963, 
for  hearing;  applicant  to  be  notified  to  send  out  20- 
day  notices. 

1910-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Hold  Rite 
Notions  Company,  owner;  Strauss  Stores,  lessee. 
SUBJECT — Application  December  14,  1961  —  decision 
of  the  Borough  Superintendent,  under  Sections  7e  and 
7 A  of  the  Zoning  Resolution,  to  permit  in  a  business 
use  district,  the  addition  of  accessory  minor  auto  re¬ 
pairs  and  welding  to  existing  use  of  sales  and  service 
of  auto  accessories  with  entrances  within  75  feet  of  a 
residence  district  for  a  term  of  fifteen  years. 
PREMISES  AFFECTED  —  1756-1766  86th  Street, 
southeast  corner  of  Bay  17th  Street,  Block  6368,  Lot 
29,  Borough  of  Brooklyn. 

224-63-BZ 

APPLICANT  —  333  West  46th  Street  Corporation, 
owner. 

SUBJECT — Application  March  12,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-5  district,  the 
enlargement  in  area  of  an  existing  parking  lot  previ¬ 
ously  granted  by  the  Board. 

PREMISES  AFFECTED— 327-339  West  46th  Street, 
north  side,  321  feet  west  of  Eighth  Avenue,  Block 
1037,  Lots  15,  16  and  18,  Borough  of  Manhattan. 

512-63-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Thomas  J.  and 
Thelma  D.  Ormsby,  owners. 

SUBJECT — Application  June  18,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72- 21i  of  the 
Zoning  Resolution,  to  permit,  in  a  R4  district,  the 
erection  of  a  one  story  enlargement  to  an  existing 
dwelling  that  encroaches  on  the  required  front  and 
side  }rards  and  increases  the  degree  of  non-compliance. 
PREMISES  AFFECTED — 3226  Randall  Avenue,  south¬ 
east  corner  of  Wilcox  Avenue,  Block  5485,  Lot  25,  Bo¬ 
rough  of  The  Bronx. 

519-63-BZ 

APPLICANT — Consolidated  Edison  Company  of  New 
York,  Incorporated,  owner. 

SUBJECT — Application  June  20,  1963' — decision  of  the 
Borough  Superintendent,  under  Section  73-16  of  the 
Zoning  Resolution,  to  permit  in  a  R7-2  district,  the 
erection  of  a  two  story  building  for  use  as  a  electric 
utility  sub  station. 

PREMISES  AFFECTED — 1001-1015  Amsterdam  Ave¬ 
nue,  east  side,  from  Cathedral  Parkway  to  West  109th 
Street,  165-175  West  109th  Stret,  Block  1864,  Lot  1 
and  Part  of  Lot  9,  Borough  of  Manhattan. 

388-57-BZ 

APPLICANT — Morris  Hannes  for  Joseph  P.  Oliva, 
owner. 

SUBJECT — Application  reopened  July  16,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  17,  1963 — decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Sections 
7e  and  7i  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  existing  garage  building  to 


884 


CALENDAR 


be  occupied  for  motor  vehicle  repairs  with  hand  tools 

only  and  for  storage  of  more  than  five  motor  vehicles 
within  the  building  and  the  rear  yard. 

PREMISES  AFFECTED— 2822  West  22nd  Street  west 
side,  155  feet  south  of  Neptun  Avnue,  Block  7016,  Dot 
17,  Borough  of  Brooklyn. 


66-58-BZ  .  ,  „ 

APPLICANT — John  J.  Tricarico  for  Empire  Fuel  Co., 
owner. 

SUBJECT — Application  reopened  July  16,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
July  8,  1963— decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7e  of 
the  Zoning  Resolution,  permitting  in  a  local  retail 
use  district  an  existing  building  to  be  occupied  for 
the  storage  of  oil  delivery  trucks  belonging  to  the 
owner  of  the  site. 

PREMISES  AFFECTED— 1638  8th  Avenue,  west  side, 
100  feet  south  of  Windsor  Place,  Block  1112,  Lot  52, 
Borough  of  Brooklyn. 


-Charles  M.  Spindler  for  Michael  P. 


1904-61-BZ 

APPLICANT- 
Riley,  owner. 

SUBJECT— Application  December  13,  1961 — decision  of 
the  Borough  Superintendent,  under  Sections  7e,  7f  and 
7 A  of  the_  Zoning  Resolution,  to  permit  m  a  business 
and  residence  use  district,  the  change  in  occupancy 
from  stone  yard  to  gasoline  service  station,  lubrication, 
nonautomatic  car  washing,  office,  sale  of  accessories, 
minor  auto  repair  with  hand  tools  only,  safety  inspec¬ 
tion  and  the  parking  and  storage  of  motor  vehicles 
with  a  ground  sign  and  with  business  entrances  within 
75  feet  of  a  resident  district. 

PREMISES  AFFECTED — 48-02  to  48-16  Laurel  Hill 
Boulevard,  southeast  corner  of  48th  Street,  Block  23Uo, 
Lot  17,  Long  Island  City,  Borough  of  Queens. 

Hearing  closed — Laid  over  from  July  2,  1963,  to  July  16, 
1963,  for  inspection  and  decision,  then  to  September 
24  1963  for  decision;  applicant  to  submit  statement. 

MAX  H.  FOLEY,  Chairman. 


1737-61-BZ 

APPLICANT— Albert  Melniker  for  Alfred  Miniaci, 
owner. 

SUBJECT — Application  November  21,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7e  of  the 
Zoning  Resolution,  to  permit  in  a  local  retail  use  di¬ 
strict,  the  erection  and  maintenance  of  a  gasoline 
service  station  with  accessory  uses. 

PREMISES  AFFECTED— 6800  Hylan  Boulevard,  670 
Page  Avenue,  southwest  corner,  Block  7780,  Lot  68, 
Tottenville,  Borough  of  Richmond. 

Hearing  closed — Laid  over  from  July  2  ,1963,  to. Sep¬ 
tember  24,  1963,  for  determination  as  to  Board’s  juris¬ 
diction  and  possible  decision. 

1861-61-BZ 

APPLICANT— Albert  Melniker  for  Harbor  View  In¬ 
corporated,  owner. 

SUBJECT — Application  December  12,  1961  —  decision 
of  the  Borough  Superintendent,  under  Section  21  of 
the  Zoning  Resolution,  to  permit  in  a  residence  use, 
E-2  district,  the  erection  of  a  six  story  multiple 
dwelling. 

PREMISES  AFFECTED — 2  Sherman  Avenue,  1  Hend¬ 
rick’s  Avenue,  northwest  corner,  Block  28,  Lot  157, 
New  Brighton,  Borough  of  Richmond. 

Hearing  closed — Laid  over  from  July  2,  1963,  to  Sep¬ 
tember  24,  1963,  for  determination  as  to  Board’s  juris¬ 
diction  and  possible  decision;  applicant  to  submit 
statement. 

1864-61-BZ 

APPLICANT — Albert  Melniker  for  Sharove  Developers, 
Incorporated,  owner. 

SUBJECT— Application  December  12,  1961— decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  business  and  retail 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  minor  motor  repairs  with 
hand  tools,  sale  of  accessories  and  the  parking  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 2540  Richmond  Terrace,  1 
Winant  Street,  southeast  corner,  Block  1149,  Lot  36, 
Mariners  Harbor,  Borough  of  Richmond. 

ACTION  OF  BOARD— Laid  over  from  July  2,  1963, 
to  September  24,  1963,  for  inspection  and  decision; 
hearing  closed. 


SEPTEMBER  24,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  24,  1963,  at  2  o .dock  at 
80  Lafayette  Street,  9th  floor,  New  York  13,  N.  x .,  on 

4-V*  o  f cr  matters! 


720-62-A 

APPLICANT — Larry  Meltzer  for  Edca  Realty  Corpora¬ 
tion,  owner;  Ever-Nu  Metal  Products,  Incorporated, 
lessee. 

SUBJECT — Application  July  11,  1962 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
paint  spraying. 

PREMISES  AFFECTED— 471-479  20th  Street,  north 
side,  150  feet  west  of  Prospect  Park  West,  Block  888, 
Lot  52,  Borough  of  Brooklyn. 


306-61-A-Vol.  II 

APPLICANT— Joseph  Lau  for  Gallo  and  Wistrand, 
owners;  Unity  Warehouse  Company,  Incorporated, 
lessee. 

SUBJECT — Application  reopened  March  12,  .  1963  as 
Volume  II — Appeal  from  a  decision  of  the  Fire  Com¬ 
missioner,  re-  Sprinkler  system. 

PREMISES  AFFECTED— 387-391  Greenwich  Street, 
east  side,  24  feet,  11  inches  north  of  North  Moore 
Street,  69  North  Moore  Street,  Block  188,  Lot  10, 
Borough  of  Manhattan. 

660-61-A 

APPLICANT  —  Golden  Brands  Incorporated,  lessee; 
Frances  White,  owner. 

SUBJECT— Application  May  11,  1961— Appeal,  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 367  Park  Avenue,  northeast 
corner  of  Emerson  Place,  Block  1880,  Lot  1,  Borough 
of  Brooklyn. 

892-61-A 

APPLICANT— Daub  and  Daub  for  Fischer  and  Sons  In¬ 
corporated,  owner. 

SUBJECT— Application  June  6,  1961— Appeal. from  an 
order  and  a  decision  of  the  Fire  Cemmissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 149-51  Front  Street,  150-152 
Maiden  Lane,  southeast  corner,  Block  37,  Lot  33, 
Borough  of  Manhattan. 
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987-61-A-Vol.  II  .. 

APPLICANT — Henry  Nordheim  for  Stephen  Sozensky, 
owner. 

SUBJECT — Application  reopened  April  30,  as  Volume 
II — Appeal  from  an  order  and  a  decision  of  the  Fire 
Commissioner,  re-  Cellar  Apartment. 

PREMISES  AFFECTED — 1864  White  Plains  Road, 
east  side,  1*19.82  feet  south  of  Rhinelander  Avenue, 
Block  4050,  Lot  34,  Borough  of  the  Bronx. 

1002-61-A 

APPLICANT — Petr  A.  Canevari  for  Salvatore  Cuccia 
of  G.  Cuccia  and  Sons,  owner. 

SUBJECT— Application  June  28,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 1'24  West  Houston  Street, 
north  side,  25  feet  west  of  Sullivan  Street,  Block  525, 
Lot  21,  Borough  of  Manhattan. 

1030-61-A 

APPLICANT — 343  Canal  Corporation,  owner. 

SUBJECT — Application  June  16,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system  etc. 

PREMISES  AFFECTED — 343  Canal  Street,  north  side, 
65  feet  west  of  Green  Street,  Block  229,  Lot  3,  Borough 
of  Manhattan. 

1088-61-A 

APPLICANT — A.L.  Seiden  for  Ohmeis  Bros  and  Batch- 
elder,  owners;  B  and  G  Foods,  Incorporated,  lessee. 
SUBJECT — Application  July  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 140  Fulton  Street,  south 
side,  215  feet  4%  inches  east  of  Broadway,  Block  79, 
Lot  27,  Borough  of  Manhattan. 

1163-61-A 

APPLICANT — Samuel  Carr  for  Rudi  Realty  Company, 
owner. 

SUBJECT — Application  July  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — • 
sprinkler  system. 

PREMISES  AFFECTED— 19  West  38th  Street,  north 
side,  355  feet  west  of  5th  Avenue,  Block  840,  Lot  30, 
Borough  of  Manhattan. 

1175- 61-A 

APPLICANT — Ralmore  Realty  Corporation,  owner. 
SUBJECT — Application  July  20,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner — re 
sprinkler  system. 

PREMISES  AFFECTED — 89  East  Broadway,  south 
side,  186  feet  3  inches  east  of  Market  Street,  Block  282, 
Borough  of  Manhattan. 

1176- 61-A 

APPLICANT — Daub  and  Daub  for  Milton  Fischer  and 
Harry  Rich,  owners. 

SUBJECT — Application  July  20,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 67-73  Vestry  Street,  260-262 
West  Street,  southeast  corner,  Block  218,  Lot  24,  Bor¬ 
ough  of  Manhattan. 

1177- 61-A 

APPLICANT — J.G.L.  Molloy  for  Lesfel  Realty  Cor¬ 
poration,  owner. 


SUBJECT— Application  July  17,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 52  Leonard  Street,  south 
side,  131.1%  feet  east  of  West  Broadway,  Block  176, 
Lot  24,  Borough  of  Manhattan. 

1222-61-A 

APPLICANT — Daub  and  Daub  for  Estate  of  Esther 
Jonas,  owner. 

SUBJECT — Application  July  18,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 169  Mercer  Street,  west 
side,  125  feet  south  of  West  Houston  Street,  Block 
513,  Lot  22,  Borough  of  Manhattan. 

1230-61-A 

APPLICANT — Anna  Strassberg,  owner;  Niagara  Elec¬ 
tric  Novelty  and  Supply  Company,  lessee. 

SUBJECT — Application  July  14,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 186  Bowery,  west  side,  25 
feet  south  of  Spring  Street,  Block  478,  Lot  23,  Bor¬ 
ough  of  Manhattan. 

1235-61-A 

APPLICANT — Joseph  Schechter  for  243  South  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  July  31,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 243  South  Street,  north 
side,  52  feet  11  inches  east  of  Pike  Street,  475-477 
Water  Street,  Block  248,  Lot  3,  Borough  of  Manhattan. 

1249-61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Jacob 
Goldstein  and  Louis  Silverstein,  owners. 

SUBJECT — Application  July  31,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — • 
sprinkler  system. 

PREMISES  AFFECTED — 119  Spring  Street,  north 
side,  25  feet  east  of  Greene  Street,  Block  499,  Lot  42, 
Borough  of  Manhattan. 

835- 62-A 

APPLICANT — Goldberg  and  Scutaro  for  Esther  Sacher, 
owner. 

SUBJECT — Application  August  30,  1962 — Review  of 
Decision  of  the  Borough  Superintendent  re — Zoning 
Matter. 

PREMISES  AFFECTED — 1134  East  58th  Street,  west 
side,  208  feet  north  of  Avenue  K,  Block  7805,  Lot  71, 
Borough  of  Brooklyn. 

836- 62-A 

APPLICANT — Goldberg  and  Scutaro  for  Harry  Abram¬ 
son,  owner. 

SUBJECT — Application  August  30,  1962 — Review  of 
Decision  of  the  Borough  Superintendent  re — Zoning 
Matter. 

PREMISES  AFFECTED — 1091  East  58th  Street  east 
side,  576  feet  north  of  Avenue  K,  Block  7806,  Lot  35, 
Borough  of  Brooklyn. 

31-63-A 

APPLICANT — Exitolite  Corporation,  for  Comet  Realty 
Corporation,  owner. 
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SUBJECT — Application  January  8,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re— exit 
signs. 

PREMISES  AFFECTED— 307-309  Seventh  Avenue, 
east  side,  78  feet  2%  inches  south  of  West  28th  Street, 
Block  803,  Lot  4,  Borough  of  Manhattan. 

256-63-A 

APPLICANT— Albert  Melniker  for  The  Proctor  and 
Gamble  Manufacturing  Company,  owner. 

SUBJECT— Application  March  25,  1963— Appeal  from  a 
decision  of  the  Borough  Superintendent  re — Oil  pres¬ 
sure. 

PREMISES  AFFECTED— 3665  Richmond  Terrace, 


545-63-A 

APPLICANT— Everett  F.  Diehl  for  Hercules  Powder 
Company  Inc.;  lessee,  Consolidated  Edison  Company 
of  New  York,  Inc. 

SUBJECT— Application  July  3,  1963— Review  of  a  de¬ 
cision  of  the  Commissioner  of  Marine  and  Aviation 
construct  a  barricade  for  dynamite  magazines. 

PREMISES  AFFECTED— South  side  of  Hunt’s  Point 
Avenue,  2,170  feet  east  of  East  Bay  Avenue,  Block 
2780,  Lot  82,  Borough  of  The^Bronx. 

MAX  H.  FOLEY,  Chairman. 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING  JULY  16,  1963,  10  A.M. 

Present:  Chairman  Foley,  Vice  Chairman  Klein ert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 
missioner  Klein. 

The  minutes  of  the  regular  meetings  of  the  Board 
held  on  Tuesday  morning  and  afternoon  June  25  1963, 
were  approved  as  printed  in  the  Bulletin  of  July  4, 
1963,  Vol.  48,  No.  27. 

275-56-BZ — Vol.  II 

APPLICANT — Reavis  &  McGrath  for  Harold  S.  Goetz, 
owner;  Shell  Oil  Company,  lessee. 

SUBJECT— Application  reopened  and  restored  to  docket 
by  order  of  the  Court  December  18,  1962— decision 
of  the  Borough  Superintendent,  under  Section  7e  of 
the  Zoning  Resolution,  to  permit  in  a  local  retail  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  office,  sales,  car  wash  (non  automatic), 
minor  repairs  and  lubritorium. 

PREMISES  AFFECTED— 929  Manor  Road  north¬ 
east  corner  of  Lincoln  Street,  Block  700,  Lot  1,  Castleton 
Corners,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  23,  1963,  at 
10  A.M.  for  decision,  at  request  of  the  applicant; 
hearing  closed. 


1904-61-BZ 

APPLICANT— Charles  M.  Spindler  for  Michael  P. 
Riley,  owner. 

SUBJECT— Application  December  13,  1961  —  decision 
of  the  Borough  Superintendent,  under  Sections  7e,  7f 
and  7 A  of  the  Zoning  Resolution,  to  permit,  in  a 
business  and  residence  use  district  the  change  in  oc¬ 
cupancy  from  stone  yard  to  gasoline  service  station, 
lubrication,  non-automatic  car  washing,  office,  sale  of 
accessories,  minor  auto  repair  with  hand  tools  only, 
safety  inspection  and  the  parking  and  storage  of  motor 
vehicles  with  a  ground  sign  and  with  business  entrances 
within  75  feet  of  a  resident  district. 

PREMISES  AFFECTED— 48-02  to  48-16  Laurel  Hill 
Boulevard,  southeast  corner  of  48th  Street,  Block  2306, 
Lot  17,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  Henry  A.  Fisher. 


ACTION  OF  BOARD — Laid  over  to  September  24, 
1963,  at  10  A.M.  for  decision;  applicant  to  submit 
statement;  hearing  previously  closed. 


223-63-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Charles  Mot- 
tola  Lincoln  dale  Homes,  Inc.,  Mario  Avallone  and 
Frank  Calabro,  owners. 

SUBJECT— Application  March  13,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-211  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  and  Cl-3 
district,  the  relocation  and  reconstruction  of  an  auto¬ 
motive  service  station  with  accessory  uses  including  auto¬ 
matic  car  washing. 

PREMISES  AFFECTED— 3217  White  Plains  Road, 
northwest  corner  of  Burke  Avenue,  Block  4595,  Lots 
42,  44,  46  and  48,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant;  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  23,  .1963,  at 
10  A.M.  for  decision;  at  request  of  the  applicant  to 
submit  revised  plan;  hearing  closed. 


268-63-BZ 

APPLICANT  —  Henry  Nordheim  for  Loraine  C. 
Marra  owner;  Gabriel  Gandolfo,  lessee. 

SUBJECT  —  Application  March  28,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  and  R5 
district,  the  extension  of  an  existing  parking  lot  into 
the  R5  district,  for  a  term  of  five  years. 

PREMISES  AFFECTED— 2048  Westchester  Avenue, 
south  side,  192.61  feet  west  of  Olmstead  Avenue,  2051 
Newbold  Avenue,  Block  3805,  Lots  27,  28,  29  and  57, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

For  Opposition:  John  R.  Fitzpatrick. 

ACTION  OF  BOARD  —  Laid  over  to  July  23  1965, 
at  10  A.M.  for  decision;  hearing  closed. 


396-63-BZ 

APPLICANT— Associated  Architects  and  Engineers  per: 
Simon  Breines  for  City  of  New  York  —  Dept,  of 
Public  Works. 

SUBJECT— Application  April  30,  1963— decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the 
Zoning  Resolution,  to  permit  in  a  R8  district,  at  an 
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existing  hpspital,  the  erection  of  a  new  building  that 
encroaches  on  the  required  tower  setback. 

PREMISES  AFFECTED — 462  First  Avenue,  southeast 
corner  of  30th  Street,  Block  958,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  L.  A.  Berne. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  10, 
1963,  at  10  A.M.  for  hearing,  at  request  of  applicant,’ 
and  for  possible  withdrawal. 


SUBJECT — Application  reopened  June  11,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance  expired 
May  6,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7h  of 
the  Zoning  Resolution,  permitting  in  the  residence  use 
portion  of  a  lot  located  in  residence  and  business 
use  districts,  the  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 1964  Belmont  Avenue  and 
681-695  East  Tremont  Avenue,  northeast  corner  and 
1967  Crotona  Avenue,  Block  3079,  part  of  Lot  42, 
Borough  of  The  Bronx. 

APPEARANCES— 


437-63-BZ 

APPLICANT  —  Frank  Randazzo  for  Marie  A.  Viteritti 
owner. 

SUBJECT— Application  May  22,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the 
maintenance  of  a  one  family  home  that  encroaches 
on  the  required  front  yard. 

PREMISES  AFFECTED — 7415  Avenue  V,  north  side 
55  feet  west  of  Royce  Street,  Block  8434,  Lot  4 
Borough  of  Brooklyn. 

For  Applicant:  Frank  Randazzo,  Jr. 

For  Opposition:  None. 

ACTION  OF  THE  BOARD — Laid  over  to  July  23, 
1963,  at  10  A.M.  for  decision;  applicant  to  submit 
consents  of  affected  owners;  hearing  closed. 


465-63-BZ 

APPLICANT— Herman  J.  Jessor  for  Mutual  Redevel¬ 
opment  Houses,  Incorporated  owner;  Pen  South 
Parking,  Incorporated,  lessee. 

SUBJECT  Application  June  3,  1963' — decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  the 
Multiple  Dwelling  Law  to  permit  in  a  R8  district, 
the  use .  of  transient  parking  for  the  excess  tenants 
spaces  in  an  existing  multiple  dwelling  accessory 
garage  with  roof  parking. 

PREMISES  AFFECTED — 333  West  26th  Street,  north 
side,  276.75  feet  west  of  Eighth  Avenue,  Block  751 
part  of  Lot  1,  Borough  of  anhattan. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  23,  1963,  at  10 
A.M.  for  inspection  and  decision;  hearing  closed. 


466-63-A 

APPLICANT— Herman  J.  Jessor  for  Mutual  Rede¬ 
velopment  Houses  Incorporated,  owner;  Pen  South 
Parking,  Incorporated,  lessee. 

SUBJECT  Application  June  4,  1963 — Filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  re-  transient 
parking. 

PREMISES  AFFECTED — 333  West  26th  Street,  north 
side,  246-75  feet  west  of  Eighth  Avenue,  Block  751 
part  of  Lot  1,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

ACJi1??  SFrTHE  BOAREK-Laid  over  to  July  23,  1963, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


812-23-BZ — Vol.  II 

APPLICANT — Arthur  Paul  Hess  for  Chatham  Proper¬ 
ties,  Inc.,  owner. 


For  Applicant:  Clarence  C.  Nathan. 

For  Opposition:  None. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  . . . .  0 

THE  RESOLUTION— 

Whereas,  on  July  3,  1951,  this  application  (Vol.  II)  was 
granted  by  the  Board  on  certain  conditions;  and 

in)yHEEEAS’  the  term  °*  variance  was  extended  on  May  6, 
1958  for  five  years;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term  of 
V?r^u11Crl  wb*cb  expired  on  May  6,  1963 ;  and  an  amendment 
of  the  Resolution  to  permit  a  reduction  in  the  area  desig¬ 
nated  as  the  ‘‘site”  under  Vol.  II,  which  is  the  parking  lot 
on  a  temporary  variance,  so  that  it  shall  be  known  as : 

1964  Belmont  Avenue,  east  side,  101.35  feet  north  of 
East  Tremont  Avenue,  Block  3079,  part  of  Lot  47 
(formerly  part  of  Lot  2),  Borough  of  The  Bronx,  as 
shown  on  revised  drawings  marked  “Received  May 
17,  1963”  3  sheets ; 
and 


Whereas,  this  application  was  reopened  on  June  11  1963 
and  set  for  hearing  on  July  9,  1963  at  10  A.M.,  requiring 
a  new  decision  of  the  Borough  Superintendent,  photographs 
and  two  publications  in  the  Bulletin ;  and 


t  1  oEI^EAS’  a  pubIlc  hearing  was  held  on  this  application  on 
July  9,  1963  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  16,  1963  for  decision;  applicant  to  submit 
revised  drawings  and  letters;  hearing  closed;  and 

W  hereas  the  decision  of  the  Borough  Superintendent, 
dated  May  6,  1963  acting  on  Alt.  Applic.  No.  711-50,  reads: 

“1.  Proposed  extension  of  time  of  variance  for  parking 
&  storage  of  more  than  five  motor  vehicles  is  con¬ 
trary  to  the  Bd.  of  Std.  &  App.  Cal.  #812-23-BZ. 

Proposed  public  parking  lot  (Use  Group  8C)  within 
an  R7-1  use  district  is  contrary  to  the  Zoning  Reso¬ 
lution  Sect.  22-00. 


2. 


3.  File  corrected  statement  “A”  form  with  date  of 
actual  subdivision  of  Lot  #42,  into  lots  42  & 
47. 

and 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  3  1951  as 
amended  through  May  6,  1958,  only  as  to  the  term  of’ the 
variance,  so  that  as  amended  it  shall  read : 

granted  for  a  term  of  five  (5)  years  from  the  date 
ot  this  amended  resolution;  and  to  further  amend  the 
resolution  to  define  the  plot  as  part  of  Lot  47  in  Block 
3079,  extending  from  a  point  101.35  feet  from  East 
Tremont  Avenue  north  along  Belmont  Avenue  107.16 
feet  and  to  a  depth  of  85.59  feet  on  the  south  side  of 
the  lot  and  100  feet  on  the  north  side  of  the  lot,  as 
shown  on  drawing  marked  received  July  11,  1963;  that 
other  than  as  herein  amended  the  resolution  above  cited 
shaH  be  complied  with  in  all  respects;  and  that  a 
Certificate  of  Occupancy  shall  be  obtained.” 
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903-25-BZ — V ol.  II 

APPLICANT— Martin  J.  Simon  for  Owen  S.  Gendelman, 
owner. 

SUBJECT— Application  reopened  June  18,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
May  12,  1963— decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7f  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  use  of  a  two  story  and  basement  building  as  a  garage 
for  more  than  5  motor  vehicles. 

PREMISES  AFFECTED — 823-829  Classon  Avenue  east 
side,  47  feet  north  of  Lincoln  Place,  Block  1178,  Lot  3, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Martin  J.  Simon. 

For  Opposition :  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE:  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  “ 

Negative:  -  u 

THE  RESOLUTION— 

Whereas,  on  December  22,  1942,  this  application  Vol. 

II _ was  granted  by  the  Board  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  last  extended  on 
May  12,  1953  for  ten  years,  and  time  to  obtain  permits  and 
complete  the  work  was  extended  on  December  20,  1960;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  oi  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term  o* 
variance,  which  expired  on  May  12,  1963 ,  and 

Whereas,  the  term  of  variance  was  last  extended  on  May 
12,  1953  for  ten  years,  and  time  to  obtain  permits  and  com¬ 
plete  the  work  was  extended  on  December  20,  1960  ,  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  May  12,  1963 ,  an 

Whereas,,  this  application  was  reopened  on  June  18, 
1963  and  set  for  hearing  on  July  16,  1963  at  10  A.M.,  re¬ 
quiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  July  16,  1963  after  due  notice  by  publication  in  the 

Bulletin;  and  . 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  19,  1963  acting  on  Alt.  Applic.  No.  1363-53, 
reads i 

“1  Refer  back  to  Board  of  Standards  &  Appeals  for 
extension  of  time.” 

and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  22,  1942 
as  amended  through  May  12,  1953,  only  as  to  the  term  of 
the  variance,  so  that  as  amended  it  shall  read: 

“granted  for  a  term  of  ten  (10)  years  from  the  date 
of  this  amended  resolution,  to  permit  .  .  .  ,  on  condition 
that  there  shall  be  no  parking  or  repairing  of  cars  on 
the  sidewalk ;  that  other  than  as  herein  amended :  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects ;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.” 


Zoning  Resolution  permitting  in  a  business  use  district, 
the  maintenance  of  gasoline  service  station,  lubrlc^ 
torium,  motor  vehicle  repair  shop,  minor  repairs  only  and 

office. 

appearances— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  q 

Negative:  . * . 

THE  RESOLUTION 

Whereas,  on  May  18,  1948,  this  application  Vol.  II 
was  granted  by  the  Board  on  certain  conditions;  and 
wSereas,  the  Resolution  was  last  amended  on  March  29, 

19 Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term  of 
variance,  which  expired  on  May  18,  1963,  and 

Whereas,  this  application  was  reopened  on  June  18,  iyo3 
and  set  for  hearing  on  July  16,  1963  at  10  AM  requir¬ 
ing  a  new  decision  of  the  Borough  Superintendent,  photo¬ 
graphs  and  two  publications  in  the  Bulletin;  and 
S  Whereas,  a  public  hearing  was  held  on  this  application  on 
July  16,  1963  alter  due  notice  by  publication  in  the  Bulletin, 

^Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  7,  1963  acting  on  N.B.  Applic.  No.  9794-46, 

reads :  , 

“1  Proposed  extension  of  the  term  of  variance  of  exist¬ 
ing  gas  station,  auto  laundry,  lubritorium  &  minor 
repairs,  limited  to  hand  tools  only,  in  a  lot  presently 
located  in  a  C2-2  district  mapped  within  an  R-6 
district  is  not  permitted  as  of  right  c°ntr:*ry  ^ 
32-22  of  the  Zoning  Resolution  and  Board  of  Stand.- 
ards  and  Appeals  variance  under  Cal.  #53U-41-.d2,. 

dU Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  18,  1948,  as 
amended  through  March  29,  1960,  only  as  to  the  term  of 
the  variance,  so  that  as  amended  it  shall  read : 

“granted  for  a  term  of  ten  (10)  years  from  the  date 
of  this  amended  resolution,  to  permit.  .  .  .  on  condition 
that  the  milk  dispensing  apparatus  shall  be  removed 
from  the  premises ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  ail 
respects;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.” 


530-41-BZ— Vol.  II 

APPLICANT — Lama,  Proskauer  and  Prober  for  Anna 
Scardino  owner. 

SUBJECT — Application  reopened  June  18,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
May  18,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition  under  Section  7f  of  the 


550-52-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Alfred  John¬ 
son,  owner. 

SUBJECT — Application  reopened  June  18,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
May  13,  1963— decision  of  the  Borough  Superintendent, 
previously  granted  on  condition  under  Section  7e,  7h 
and  7i  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  the  addition  of  motor  vehicle  re¬ 
pairs,  painting  and  spraying,  sale  and  display  of  new 
and  used  cars,  parking  of  cars  waiting  to  be  serviced 
and  the  parking  and  storage  of  motor  vehicles  to 
existing  auto  laundry  and  one  car  garage,  brake  test¬ 
ing,  body,  radiator  and  fender  straightening,  greasing, 
battery  charging  and  ignition. 

PREMISES  AFFECTED— 2346-2350  Nostrand  Avenue, 
west  side,  180  feet  north  of  Avenue  J  Block  7593, 
Lots  73  and  75,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 
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ACTION  OF  BOARD — Term  of  Variance  extended 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  . . . "  .  q 

THE  RESOLUTION— 

Whereas  on  June  23,  1953,  this  application  was  granted 
by  the  Board  on  certain  conditions ;  and 

the  te.rm  variance  was  last  extended  on 
May  13,  1958  for  five  years ;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term  of 
variance,  which  expired  on  May  13,  1963;  and 
Whereas,  this  application  was  reopened  on  June  18,  1963 
and  set  for  hearing  on  July  16,  1963  at  10  A.M.,  requiring 
a  new  decision  of  the  Borough  Superintendent,  photographs 
and  two  publications  in  the  Bulletin;  and. 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  16,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  May  1,  1963  acting  on  Alt.  Applic.  No.  1937-52 
reads :  ’ 

L  Refer  to  Board  of  Standards  &  Appeals  for  exten¬ 
sion  of  term  under  Cal.  #550-52-BZ.” 

and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  23  1953 
as  amended  through  May  13,  1958,  only  as  to  the  term  of 
the  variance,  so  that  as  amended  it  shall  read : 

“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  amended  resolution,  to  permit.  .  .  ;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained.” 


1845-61-BZ 

APPLICANT  —  DeRose  and  Cavalieri  for  Charlotte 
Parking  Corporation,  owner. 

SUBJECT— Application  December  12,  1961— decision  of 
the  Borough  Superintendent,  under  Sections  7c  and 
21  of  the  Zoning  Resolution,  to  permit  in  a  local  retail 
and  residence,  use  district,  the  maintenance  of  non¬ 
transient  parking  lot  for  more  than  five  motor  vehicles 
for  a  term  of  ten  years. 

PREMISES  AFFECTED  —  950-966  Summit  Avenue 
and  161-169  West  16  2nd  Street,  northeast  corner. 
Block  2524,  Lots  33,  36,  38  and  39.  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  George  J.  Cavalieri 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  . . . . .  q 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  2,  1963  after  due  notice  by  publication  in  the  Bulle¬ 
tin ;  laid  over  to  July  16,  1963  for  inspection  and  decision; 
hearing  closed ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  5,  1961  acting  on  Alt.  Applic.  No.  1063-61, 
reads : 

1.  Proposed  change  of  use  of  above  premises  from 
vacant  land  to  parking  and  storage  lot  for  more  than 
five  passenger  type  motor  vehicles  on  a  non-transient 
basis  located  partly  in  a  Residence  Use  District  and 
partly  in  a  Local  Retail  Use  District  is  contrary  to 


Art..  II  Sects.  3  and  4C  of  the  Zoning  Resolution 
and  is  therefore  denied.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grand  under  Section 
7,  Subdivision  c  of  the  Zoning  Resolution,  as  to  use,  and 
that  the  applicant  had  substantiated  a  basis  to  warrant 
exercise  of  discretion  to  grant  under  Section  21,  and  is 
therefore  entitled  to  relief,  as  to  area,  on  the  grounds  of 
practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and 
area  district  regulation .  of  the  Zoning  Resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  Sections 
7c.  and  21,  to  permit  in  local  retail  and  residence  use  dis¬ 
tricts,  the  maintenance  of  a  non-transient  parking  lot  for 
more  than  five  motor  vehicles,  for  a  term  of  ten  years 
on  condition  that  the  property  shall  conform  to  drawings 
filed  with  this  application  dated  December  12,  1961,  3 
sheets;  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with;  and  that  permit  shall  be  obtained,  work 
completed  and  a  Certificate  of  Occupancy  obtained  within 
the  requirements  of  Section  22A  of  the  Zoning  Resolution. 


1888-61-BZ — Vol.  II 

APPLICANT  Burke  and  Groh  for  Linda  Parker 
owner.  ’ 

SUBJECT— Application  reopened  May  21  1963  as 

Volume  II.  decision  of  the  Borough  Superintendent, 
under  Section  7a  of  the  Zoning  Resolution,  to  permit 
m  a  residence  use  district,  on  a  plot  presently  occupied 
as  a  restaurant,  bar  and  patron  parking,  the  recon¬ 
struction  to  provide  a  one  story  and  cellar  building 
for  use  as  restaurant,  bar,  cocktail  lounge  and  catering 
hall  with  patron  parking  in  the  open  area. 

PREMISES  AFFECTED — 93-10  23rd  Avenue,  south¬ 
west  corner  of  94th  Street,  Block  1087,  Lot  1,  East 
Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh,  Herbert  H.  Warman 
Linda  Parker  and  Edward  Parker. 

For  Opposition:  George  V.  Byrnes,  Sydney  L.  Kirton, 
Ruby  J.  Day,  Thomas  A.  Watkins,  Jr.  and  Wesley 
Carrion. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Comissioner  Fox  and  Commissioner  Becker  .  4 

Negative:  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  16,  1963  after  due  notice  by  publication  in  the  Bulle¬ 
tin  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  15,  1963  acting  on  N.B.  Applic.  No.  5362-61, 
reads : 

“1.  Proposed  restaurant,  bar  &  cocktail  lounge,  cabaret 
&  catering  hall  &  parking  for  more  than  5  cars 
located,  in  a  residence  use  district  is  contrary  to  Art. 
II  Section  3  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
7,  Subdivision  a  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  Section  7a  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use  district,  on  a 
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plot  presently  occupied  as  a  restaurant,  bar  and  patron 
parking  the  Reconstruction  to  provide  a  one-story  and  cel- 
far  budding  for  use  as  a  restaurant,  bar,  cocktail  lounge 
j  natron  narking  in  the  open  area,  on  condition  that  the 
work*  shall  be  done  in  accordance  with  plans  filed  with  this 
application  dated  March  11,  1963  3  sheets  July  10  963, 

?  sheets  and  July  11,  1963,  one  sheet;  that  all  other  laws, 
rules  and  regulations  applicable  shall  be  complied  with ;  that 
permit  shall  be  obtained  work  completed  and  a  Certificate 
of  Occupancy  obtained  within  one  year  from  the  date  o 
this  resolution. 

1889-61-BZ 

APPLICANT — Morton  S.  Cahn  for  Bianca  Pinchiroli, 

owner.  .  , 

SUBJECT— Application  December  12,  1%1  — 

of  the  Borough  Superintendent,  under  Sections  7c  and 
21  of  the  Zoning  Resolution,  to  permit  in  a  local  retail 
and  residence  district,  the  maintenance  of  an  accessory 
parking  lot  for  an  existing  restaurant. 

PRFMISES  AFFECTED— 166-20  Northern  Boulevard, 
southwest  corner  of  167th  Street,  Block  5397,  Lot  19 
Flushing,  Borough  of  Queens. 

appearances— 

For  Applicant:  Morton  S.  Latin. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condi¬ 
tion. 

T  Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ^ 

Negative:  . - . 

THE  RESOLUTION—  , ,  .  .  .. 

Whereas,  a  public  hearing  was  held  on  this .application 
on  Tuly  2,  1963  after  due  notice  by  publication  m  the 
Bulletin;  laid  over  to  July  16,  1963  for  inspection  and  deci¬ 
sion  ;  hearing  closed ;  and 

Whereas,  the  decision  of  the  Borough  Supermtendent, 
dated  December  4,  1961  acting  on  Alt.  Applic.  No.  2329-61, 

“1  Proposed  accessory  parking  of  patrons  cars  only 
(no  fees  to  be  charged)  (C.O.  137863).  on  premises 
located  in  a  local  retail  district,  in  conjunction  with 
existing  restaurant  and  extending  into  a  residence  use 
district  is  contrary  to  Art.  II,  Sec.  3  &  Sec.  4c  ot 

the  Zoning  Resolution.  ,Q 

Note:  Restaurant  located  across  street  at  10/-iy 
Northern  Blvd.  (C.O.  137863). 

Whereas,  the  premises  and  surrounding  area  where  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
7  Subdivision  c  of  the  Zoning  Resolution,  as  to  use,  and 
that  the  applicant  had  substantiated  a  basis  to  warrant 
exercise  of  discretion  to  grant  under  Section  21,  and  is 
therefore  entitled  to  relief,  as  to  area,  on  the  grounds  of 
practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and 
area  district  regulation  of  the  Zoning  Resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  Sections 
7c  and  21,  to  permit  in  local  retail  and  residence  districts, 
the  maintenance  of  an  accessory  parking  lot  for  an  existing 
restauarant,  on  condition  that  the  property  shall  conform 
to  drawings  filed  with  this  application  dated  December  12 
1961,  3  sheets  and  July  9,.  1963,  one  sheet  additional ,  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with’  and  that  permit  shall  be  obtained,  work  completed 
and  a  Certificate  of  Occupancy  within  the  requirements  of 
Section  22A  of  the  Zoning  Resolution. 


1913-61-BZ 

APPLICANT — Charles  M.  Spindler  for  Augusta  Lane, 

owner.  .  .  e 

SUBJECT— Application  December  13,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7e  of  the 
Zoning  Resolution,  to  permit  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  statl°ib 
lubritorium,  non-automatic  car  wash,  omce,  sale  ot 
accessories,  minor  auto  repairs  with  hand  tools, 
inspection  station  and  the  parking  and  storage  of 
motor  vehicles. 

PREMISES  AFFECTED  35-17  to  3Wl  (32-25  offi- 
ciall  Junction  Boulevard,  east  side,  157.75  feet  south 
of  35th  Avenue,  Block  1737,  Lot  49,  Corona,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  Adeline  Grassi. 

ACTION  OF  BOARD — Application  granted  on  con¬ 
dition. 

THE  VOTE _ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

and  Commissioner  Klein  . •;•••; . 

Negative:  Commissioner  Fox  and  Commissioner  Becker  2 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
July  2  1963  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  16,  1963  for  inspection  and  decision;  ap¬ 
plicant  to  amend  basis  of  Zoning  Resolution  because  of 
Board’s  lack  of  jurisdiction  under  Section  7f ;  hearing 
closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  11,  1961  acting  on  N.B.  Applic.  No.  7370- 
61,  reads :  .  .  .  , 

“1.  Proposed  gasoline  service  station,  lubrication,  auto 
washing  (non-automatic),  office,  sales  of  accessories, 
minor  repairs  with  hand  tools  only,  safety  inspection 
station,  parking  &  storage  of  motor  vehicles  in  a 
Retail  use  district  is  contrary  to  Art.  II  Sec.  4A  of 
Zoning  Resolution. 

2  Ground  sign  in  a  Retail  use  district  is  contrary  to 
Art.  II  Sec.  4A  of  the  Zoning  Resolution. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
7,  Subdivision  e  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis- 
trict  regulations  of  the  Zoning  Resolution  and  that  the  ap- 
plication  be  and  it  rereby  is  granted  under  Section  7e,  to 
permit  in  a  retail  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium,  non-automatic 
car  wash,  office,  sale  of  accessories,  minor  auto  repairs  with 
hand  tools,  safety  inspection  station  and  the  parking  and 
storage  of  motor  vehicles,  for  a  term  of  fifteen  years, 
condition  that  the  work  shall  conform  to  drawings  filed  with 
this  application  dated  December  13,  1961,  3  sheets  and 
March  2,  1962,  4  sheets ;  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with ;  and  that  permit  shall  be 
obtained,  work  completed  and  a  Certificate  of  Occupancy 
obtained  within  the  requirements  of  Section  22A  of  the 
Zoning  Resolution. 

1938-61-BZ 

APPLICANT — Hadyn  H.  Craigwell  for  Rose  Asch,  owner. 
SUBJECT— Application  December  14,  1961— decision  of 
the  Borough  Superintendent,  under  Section  7e  of  the 
Zoning  Resolution,  to  permit  in  a  local  retail  use  dis¬ 
trict  in  an  existing  three  story  and  cellar  building,  the 
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change  in  occupancy  from  stores  and  apartments  to 
theatre  on  the  first  floor,  school  on  the  second  floor 
and  the  third  floor  to  remain  residential. 

PREMISES  AFFECTED — 1234  Castle  Hill  Avenue, 
east  side,  43.07  feet  north  of  Ellis  Avenue,  Block  3822, 
Lot  3,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Hadyn  H.  Craigwell. 

For  Opposition:  None. 

ACTION  OF  BOARD  —  Application  granted  on  condi¬ 
tion. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  . , .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  2,  1963  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  laid  over  to  July  16,  1963  for  inspection  and  decision; 
hearing  closed ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  13,  1961  acting  on  Alt.  Applic.  No.  611-61, 
reads : 

“1.  Commercial  occupancy  above  the  first  floor  in  a 
local  retail  district  is  contrary  to  Zoning  Resolution 
— Art.  II  Sect.  4C. 

2.  Theater  occupancy  in  a  local  retail  district  is  con¬ 
trary  to  Zoning  Resolution — Art.  II,  Sect.  4C.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
7,  Subdivision  e  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulation  of  the  Zoning  Resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  Section  7e,  to 
permit  in  a  local  retail  use  district,  in  an  existing  three 
story  and  cellar  building,  the  change  in  occupancy  from 
stores  and  apartments,  to  theatre  on  the  first  floor,  school 
on  the  second  floor  and  the  third  floor  to  remain  as  existing, 
for  a  term  of  15  years,  on  condition  that  the  building  shall 
conform  to  drawings  filed  with  this  application  dated 
December  14,  1961,  2  sheets  and  May  23,  1963,  one  sheet; 
on  further  condition  that  exits  shall  be  provided  in  accord¬ 
ance  with  the  Administrative  Building  Code;  that  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with ;  and 
that  permit  shall  be  obtained,  work  completed  and  a  Certi¬ 
ficate  of  Occupancy  obtained  within  the  requirements  of 
Section  22A  of  the  Zoning  Resolution. 


1940-61-BZ 

APPLICANT — Louis  Lieberman  for  Herbert  Soloway, 
owner. 

SUBJECT — Application  December  14,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7f  of  the 
Zoning  Resolution,  to  permit  in  a  business  use  district, 
the  change  in  occupancy  of  an  existing  one  story 
building  from  a  food  processing  plant  to  a  garage 
for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 351  South  4th  Street,  north 
side,  150  feet  west  of  Hooper  Street  Block  2437, 
Lot  31,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Comissioner  Fox  and  Commissioner  Becker  .  4 

Negative:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  July  2,  1963  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  laid  over  to  July  16,  1963  for  inspection  and  decision; 
hearing  closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  13,  1961  acting  on  Alt.  Applic.  No.  3644-60, 
reads : 

“1.  The  proposed  change  in  occupancy  to  a  garage  for 
more  than  5  motor  vehicles  of  a  building  located  in 
a  Business  use  district  is  contrary  to  Article  II 
Section  4(a)  paragraph  15  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
7,  Subdivision  f  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  Section  7f, 
to  permit  in  a  business  use  district,  the  change  in  occupancy 
of  an  existing  one  story  building  from  a  food  processing 
plant  to  a  garage  for  more  than  five  motor  vehicles,  for  a 
term  of  15  years,  on  condition  that  the  building  shall  con¬ 
form  to  drawings  filed  with  this  application  dated  December 
14,  1961,  5  sheets;  that  all  laws,  rules  and  regulations  ap¬ 
plicable  shall  be  complied  with ;  and  that  permit  shall  be 
obtained,  work  completed  and  a  Certificate  of  Occupancy 
obtained  within  the  requirements  of  Section  22A  of  the 
Zoning  Resolution. 


178-63-BZ 

APPLICANT — T.  R.  Galloway  for  Consolidated  Edison 
Company  of  New  York  Incorporated,  owner. 
SUBJECT — Application  February  28,  4963 — decision  of 
the  Borough  Superintendent,  under  Section  73.-14  of 
the  Zoning  Resolution,  to  permit  in  a  R4  district,  the 
maintenance  of  an  outdoor  electric  unit  sub  station. 
PREMISES  AFFECTED — 79-04  151st  Avenue,  south¬ 
east  corner  of  79th  St.,  Block  11426,  Lot  2  and  part 
of  Lot  27,  Howard  Beach,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant  T.  R.  Galloway. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  7,  1963  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  laid  over  to  May  14,  1963  at  the  request  of  the  objec¬ 
tors  ;  then  to  May  28,  1963  for  continued  hearing  and  deci¬ 
sion ;  applicant  may  file  additional  drawing  or  rendering 
showing  proposed  landscaping  in  detail;  then  to  June  18, 
1963  for  decision:  applicant  to  submit  additional  drawing; 
hearing  closed;  then  to  July  16,  1963,  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1963  acting  on  N.B.  Applic.  No.  1158-62, 
reads : 

“1.  Outdoor  electrical  substation  is  not  permitted  in  an 
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and 


R-4  Zoning  District  without  permission  of  B.  S.  & 
A.” 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

W^hereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-14  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis- 
trict  regulations  of  the  Zoning  Resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  Section  73-14 
of  the  Zoning  Resolution,  to  permit  in  an  R-4  district,  the 
construction  and  maintenance  of  an  outdoor  electric  unit 
substation,  on  condition  that  the  installation  shall  conform 
to  drawings  filed  with  this  application  dated  February  2S, 
1963,  one  sheet  and  July  12,  1963  4  sheets  revised;  that  all 
other  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with ;  and  that  permit  shall  be  obtained,  work  com¬ 
pleted  and  a  Certificate  of  Occupancy  obtained  within  one 
year  from  the  date  of  this  resolution. 


maintenance  of  an  off-site  parking  facility  for  a  multiple 
dwelling,  on  condition  that  the  work  shall  conform  to  draw¬ 
ings  filed  with  this  application  dated  March  28,  1963 1,  5 
sheets;  on  further  condition  that  screening  of  the  lot  shall  be 
provided  to  comply  with  Section  25-66  of  the  Zoning  Resolu¬ 
tion  ;  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with;  and  that  permit  shall  be  obtained,  work 
completed  and  a  Certificate  of  Occupancy  obtained  within 
one  year  from  the  date  of  this  resolution. 

271-63-BZ 

APPLICANT  —  Kingsbridge  Housing  Corporation,' 
owner. 

SUBJECT — Application  March  28  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-451  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  the  main¬ 
tenance  of  an  off-site  parking  facility  for  a  multiple 
dwelling  without  the  proper  screening. 

PREMISES  AFFECTED— 3445  Kingsbridge  Avenue, 
southwest  corner  of  West  236th  Street,  Block  3406 
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270-63-BZ 

APPLICANT  —  Nathan  Hale  Gardens  Incorporated, 
owner. 

SUBJECT — Application  March  28,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-451  of  the 
Zoning  Resolution,  to  permit  in  R6  district,  the  main¬ 
tenance  of  an  off-site  parking  facility  for  a  multiple 
dwelling  without  the  proper  screening. 

PREMISES  AFFECTED— 3245-3247  Irwin  Avenue, 
west  side,  416  feet  north  of  West  232nd  Street,  Block 
3406  (5759),  Lot  394,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  William  I.  Weisberg  . 

For  Opposition:  Charles  J.  Redmond,  Jr.  and  Dons 
Redmond. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

THE  VOTE—  „  .  .  . 

Affirmative:  Chairman  Foley,  Commissioner  Becker 

and  Commissioner  Klein  . . ;••••; .  * 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 
Fox  .  2 

THE  RESOLUTION—  . 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  2,  1963  after  due  notice  by  publication  in  the  Bulle¬ 
tin  ;  laid  over  to  July  16,  1963  for  inspection  and  decision , 
hearing  closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  28,  1963  acting  on  Alt.  Applic.  No.  41-63, 
reads : 

“A-l.  Proposed  off  site  parking  spaces  for  23  cars,  lo¬ 
cated  in  an  R-6  district,  not  located  on  the  same 
lot  as  the  multiple  dwelling  to  which  it  is  accessory, 
is  contrary  to  Article  II  Chapter  5  Sec.  25-52  of  the 
Amended  Zoning  Resolution. 

A-2.  Proposed  parking  area  is  not  properly  screened  and 
is  contrary  to  Article  II  Chapter  5  Sec.  25-66  of  the 
Amended  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-451  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  Section 
73-451,  to  permit  in  an  R-6  district,  the  construction  and 


APPEARANCES— 

For  Applicant:  William  I.  Weisberg. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

THE  VOTE—  .  , 

Affirmative:  Chairman  Foley,  Commissioner  Becker 

and  Commissioner  Klein  . ;••••; .  3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 
Fox  .  2 

THE  RESOLUTION—  .  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  2,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  16,  1963  for  inspection  and  deci¬ 
sion  ;  hearing  closed ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  28,  1963  acting  on  Alt.  Applic.  No.  42-63, 
reads : 

“A-l.  Proposed  off-site  parking  spaces  for  52  cars,  lo¬ 
cated  in  an  R-6  district,  not  located  on  the  same  lot 
as  one  of  the  multiple  dwellings  to  which  it  is 
accessory,  is  contrary  to  Article  II  Chapter  5  Sec. 
25-52  of  the  Amended  Zoning  Resolution. 

A-2.  Proposed  parking  area  is  not  properly  screened  and 
is  contrary  to  Article  II  Chapter  5  Sec.  25-66  of 
the  Amended  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-451  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application,  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  Section 
73-451,  to  permit  in  an  R-6  district  the  construction  and 
maintenance  of  an  off-site  parking  facility  for  a  multiple 
dwelling,  on  condition  that  the  work  shall  conform  to  draw¬ 
ings  filed  with  this  application  dated  March  28,  1963,  5 
sheets;  on  further  condition  that  screening  shall  be  pro¬ 
vided  in  accordance  with  Section  25-66  of  the  Zoning  Reso¬ 
lution ;  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with ;  and  that  permit  shall  be  obtained,  work 
completed  and  a  Certificate  of  Occupancy  obtained  within 
one  year  from  the  date  of  this  resolution. 


291-63-BZ 

APPLICANT— Lama,  Proskauer  and  Prober  for  Ruth- 
bert  Real  Estate  Corporation,  owner. 
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SUBJECT — Application  April  4  1963 — decision  of  the 
Borough  Superintendent,  under  Sections  73-21 1  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2 
district,  the  reconstruction  of  an  existing  automotive 
service  station  with  accessory  uses  including  lubritorium, 
storage  room  minor  auto  repair,  non-automatic  car 
washing,  office,  sale  of  accessories  and  the  parking  of 
cars  awaiting  service  and  with  a  projecting  business 
sign. 

PREMISES  AFFECTED— 179-15  to  179-27  (179-21 
official)  Linden  Boulevard,  115-50  to  115-60  180th 
street,  northwest  corner,  Block  10314,  Lot  44,  St. 
Albans,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  Frank  C.  Lowe  and  Alvina  Cod- 
rington. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  q 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  4,  1963  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  laid  over  to  June  18,  1963  for  inspection  and  decision; 
hearing  closed;  then  to  July  16,  1963  at  request  of  the 
applicant;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  22,  1963  acting  on  N.B.  Applic.  No.  461-63 
reads  : 

“1.  Proposed  demolition,  reconstruction  and  extension  of 
use  of  existing  gas  station,  grease  pits,  repair  shop, 
auto  laundry  and  dwelling  to — “Automotive  ser¬ 
vice  _  station,  lubritorium,  storage  room,  minor  auto 
repairs,  non-automatic  car  washing,  office  &  sales 
of  auto  accessories  and  accessory  parking  of  motor 
vehicles  awaiting  service  in  open  area”  in  a  lot 
located  in  a  C2-2  mapped  within  an  R3-2  district 
is  not  permitted  as  of  right  and  is  contrary  to  Sect. 
32-22  of  the  Zoning  Resolution. 

2.  Proposed  ground  sign  extending  more  than  18" 
beyond  the  street  line  is  contrary  to  Sect.  32-652  of 
the  Zoning  Resolution.” 
and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-211,  73-212  and  73-1 1G3  of  the  Zoning  Resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make .  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  Sections 
73-211,  73-212  and  73-ll(g)  (3)  to  permit  in  a  C2-2  district, 
the  reconstruction  of  an  existing  automotive  service  station 
with  accessory  uses,  including  lubritorium,  storage  room, 
minor  auto  repairs,  non-automatic  car  washing,  office,  sale 
of  accessories  and  the  parking  of  cars  awaiting  service,  with 
\  projecting  business  sign  on  condition  that  the  building 
shall  conform  to  drawings  filed  with  this  application  dated 
April  4,  1963  4  sheets  and  July  15,  1963,  one  sheet;  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied 
with;  and  that  permit  shall  be  obtained,  work  completed 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  resolution. 


299-63-BZ 

APPLICANT — Burke  and  Groh  for  Stephen  Oddo 
owner. 


SUBJECT— Application  April  8,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  to  permit  in  an  R5  district,  the 
erection  of  a  funeral  establishment  with  owner’s  dwel¬ 
ling  on  the  second  floor  and  the  maintenance  of  a 
group  parking  facility  with  entrances  within  50  feet 
of  intersecting  streets. 

PREMISES  AFFECTED  —  607-635  North  Conduit 
Boulevard,  northwest  corner  of  Sheridan  Avenue,  Block 
4220,  Lots  1  and  26,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Robert  T.  Groh. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Becker .  4 

Negative:  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  11,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  25,  1963  for  inspection  and 
decision;  hearing  closed;  then  to  July  9,  1963;  applicant  to 
submit  amended  drawings  with  copies  to  objectors;  then  to 
July  16,  1963  for  decision;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  16,  1963  acting  on  N.B.  Applic.  No  507-62 
reads :  ’ 

1.  Proposed  construction  of  funeral  parlor,  accessory 
dwelling  unit,  garage  for  4  motor  vehicles  and  ac¬ 
cessory  group  parking  facility  is  contrary  to  Sect. 
22-00.,  Amm.  Zon.  Res. 

2.  Proposed  bulk  of  non-conforming  bldg,  cannot  be 
examined  for  compliance.  Sect.  11-111,  23-01,  24-01 
Amm.  Zon.  Res. 

3.  Location  of  access  of  proposed  group  parking  facility 
is  contrary  to  Sect.  25-63  Amm.  Zon.  Res.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a.  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

W  hereas,  the  Board  has  made  the  five  findings  required 
under  Section  72-21 ;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub- 
statiated  a  basis  to  warrant  exrecise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make.  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the 
application  be.  and  it  hereby  is  granted  under  Section 
72-21,  to  permit  in  an  R-5  district,  the  erection  of  a  funeral 
establishment  with  owner’s  dwelling  on  the  second  floor 
and  the  maintenance  of  a  parking  facility,  on  condition  that 
the  work  shall  conform  to  drawings  filed  with  this  applica¬ 
tion  dated  April  8,  1963,  2  sheets,  July  3,  1963,  3  sheets 
revised  and  July  11,  1963,  one  sheet  revised;  that  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with;  and 
that  permit  shall  be  obtained,  work  completed  and  a  Cer¬ 
tificate  of  Occupancy  obtained  within  one  year  from  the 
date  of  this  resolution. 


407-63-BZ 

APPLICANT — Otto  J.  and  Warren  A.  Sambach  for  M. 
Potash,  Incorporated,  owner. 

SUBJECT — Application  May  9,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  district,  the 
enlargement  in  area  by  erecting  a  second  story  and 
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extension  of  the  retail  store  area  of  the  first  story 
store  previously  granted  by  the  Board. 

PREMISES  AFFECTED— 41-25  102nd  Street  north¬ 
east  corner  of  42nd  Avenue  Block  1976,  Lot  10, 
Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Warren  A.  Sambach. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condi¬ 
tion. 


THE  VOTE—  r.  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ~ 

Negative:  . * .  ^ 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  16,  1963  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  1,  1963  acting  on  Alt.  Applic.  No.  160-62,  reads : 

“1.  Proposed  addition  of  second  floor  and  enlargement 
of  retail  store  contrary  to  limitations  imposed  by 
Board  of  Standards  &  Appeals  Cal.  No.  670-39-BZ, 
Vol.  II.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  on  certain  conditions ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
11-412  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  Section 
11-412  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  dis¬ 
trict,  the  extension  of  the  retail  store  area  of  the  first  story 
store,  previously  granted  by  the  Board,  and  the  addition 
of  a  second  floor,  on  condition  that  the.  work  shall  be  done 
as  shown  on  drawings  filed  with  this  application  dated 
May  9,  1963,  6  sheets  and  June  7,  1963,  2  sheets;  that  the 
open  area  shown  on  42nd  Avenue  shall  be  properly  fenced 
and  landscaped  and  shall  be  kept  clean  at  all  times ;  that 
there  shall  be  no  parking  of  cars  or  trucks  on  the  sidewalk ; 
that  a  plan  showing  the  landscaping  shall  be  submitted  to 
the  Board  for  approval ;  that  all  other  laws  rules  and  regula¬ 
tions  applicable  shall  be  complied  with ;  and  that  permit  shall 
be  obtained,  work  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  resolution. 


427-63-BZ 

APPLICANT— Lama,  Proskauer  and  Prober  for  Cupid 
Diaper  Service,  owner. 

SUBJECT— Application  May  16,  1963— decision  of  the 
Borough  Superintendent,  under  Section  73-42  of  the 
Zoning  Resolution,  to  permit  in  a  Ml-1  and  Cl-2 
district,  the  erection  of  a  one  story  enlargement  to 
an  existing  laundry  building  extending  into  the  Cl-2 
district. 

PREMISES  AFFECTED— 129-0il  to  129-19  (129-09 
official)  Jamaica  Avenue,  86-45  to  86-57. 127th  Street, 
northeast  corner,  Block  9281,  Lot  52  Richmond  Hill, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  Aaron  Lipper. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ^ 

Negative  . 

THE  RESOLUTION—  ,.  .. 

Whereas,  a  public  hearing  was  held  on  this  application 
on  Tuly  2,  1963  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  laid  over  to  July  16,  1963  for  inspection  and  decision; 
hearing  closed ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  7,  1963  acting  on  Alt.  Applic.  No.  361-63,  reads: 

“1.  Extension  of  a  Laundry  use  (with  no  limit  on  the 
type  of  operation),  (use  group  16-F)  and  its  en¬ 
largement  into  a  Cl-2  district  mapped  within  an 
R-5  district  is  contrary  to  Section  32-00  ot  the 
Zoning  Resolution.’ 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-42  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  Section 
73-42,  to  permit  in  Ml-1  and  Cl-2  districts,  the  erection 
of  a  one  story  enlargement  to  an  existing  laundry  building 
extending  into  the  Cl-2  district,  on  condition  that  the  work 
shall  conform  to  drawings  filed  with  this  application  dated 
May  16,  1963,  7  sheets  and  July  5,  1963,  one  sheet  revised; 
on  further  condition  that  the  windows  in  the  washing  area 
shall  be  bricked  up  and  an  exhaust  fan  shall  be  placed  on 
the  roof  facing  Gould  Street;  that  there  shall  be  no  win¬ 
dows  or  skylight  in  the  extension ;  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with ;  and.  that 
permit  shall  be  obtained,  work  completed  and  a  Certificate 
of  Occupancy  obtained  within  one  year  from  the  date  of 
this  resolution. 


436-63-BZ 

APPLICANT— Frederick  A.  Ketcher  for  Nester  Hold¬ 
ing  Corporation  owner ;  Rayco  Auto  Seat  Covers  In¬ 
corporated,  lessee. 

SUBJECT— Application  May  20,  -1963— decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in,  a  C4-1  district,  at  an 
existing  automotive  service  station  with  accessory  uses 
previously  granted  by  the  Board,  the  enlargement,  in 
area  and  extension  of  the  uses  to  include  motor  vehicle 
repair  shop  with  oxy-acetylene  torch  limited  to  in¬ 
stallation  of  shock  absorbers,  mufflers  brakes  and  with 
wheel  alignment. 

PREMISES  AFFECTED— 2591-2613-  Atlantic  Avenue, 
62-74  Sheffield  Avenue,  northwest  corner,  and  53-69 
Georgia  Avenue,  Block  3668,  Lot  36,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Louis  Herman. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . 

Negative  . . .  ® 

TPIE  RESOLUTION—  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  2,  1963  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  laid  over  to  July  16,  1963  for  inspection  and  decision; 
hearing  closed  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
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dated  May  15,  1963  acting  on  Alt.  Applic.  No.  992-63,  reads: 

1.  On  a  lot  formerly  in  a  business  use  district,  now  lo¬ 
cated  in  a  C4-1  zone  the  proposed  changes  in  use  and 
enlargement  of  building  for  a  non-conforming  use 
are  contrary  to  Z.R.  &  32-00  and  B.S.A.  Cal. 
#789-49-BZ  previously  granted  by  Board.  Existing 
use  granted  by  B.S.A. — gasoline  service  station,  lubri¬ 
cation,  car  washing,  repair  shop  (hand  tools  only), 
office  &  boiler  room ;  proposed  uses— automotive 
service  station  use  group  13  with  permitted  accessory 
uses  automatic  car  laundry  (existing)  automobile 
repair  shop  limited  to  shock  absorbers,  muffler  & 
brake  service  &  installation  and  wheel  alignment  16c 
accessory  use  of  oxygen  acetylene  torch,  parking  of 
more  than  5  cars  awaiting  service ;  accessory  ground 
sign  (business  & 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
11-412  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  Section 
11  "4 12,  to  permit  in  a  C4-1  district,  at  an  existing  auto¬ 
motive  service  station  with  accessory  uses,  previously 
granted  by  the  Board,  the  enlargement  in  area  and  exten¬ 
sion  of  the  uses  to  include  motor  vehicle  repair  shop  with 
oxyacetylene  torch  limited  to  the  installation  of  shock  ab¬ 
sorbers,  mufflers  and  brakes  and  with  wheel  alignment,  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  application  dated  May  20,  1963,  one  sheet  and 
June  11,  1963,  7  sheets;  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with;  and  that  permit  shall  be 
obtained,  work  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  resolution. 


438-63-BZ 

APPLICANT — John  J.  Schlick  for  St.  Claire’s  Hospital, 
owner. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the 
*PPjlcatl°n  be  and  it  hereby  is  granted  under  Section 
/J-63  of  the  Zoning  Resolution,  to  permit  in  an  R-8  district 
the  enlargement  in  floor  area  of  an  existing  hospital  that 
will  increase  the  degree  of  non-compliance,  on  condition 
that  the  work  shall  be  done  in  accordance  with  drawings 
bled  with  this  application  dated  May  21,  1963,  10  sheets; 
that  all  other  laws,  rules  and  regulations  applicable  shall 
be  complied  with,’  that  permit  shall  be  obtained,  work  com- 
pleted  and  a  Certificate  of  Occupancy  obtainea  within  one 
year  from  the  date  of  this  application. 


439-63-A 

APPLICANT— John  J.  Schlick  for  St.  Claire’s  Hospital, 
owner. 

SUBJECT— Application  May  21,  1963— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  fire  tower 
and  standpipe. 

PREMISES  AFFECTED — 408-414  West  52nd  Street 
south  side,  100  feet  west  of  Ninth  Avenue,  Block  1061  ’ 
Lot  37,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Mitchell  and  John  J.  Schlick. 
ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative :  _ _ _ _ _  « 

THE  RESOLUTION— 

A  )VaH^EAS1At^,decislT  of  the  Borough  Superintendent, 
dated  May  10,  1963  on  Alt.  Applic.  572-63,  reads  : 

“Cl— Proposed  solarium  increase  height  of  building  to 
°.ver^g"  therefor  fire  tower  is  required  under  sec¬ 
tion  C26-293.0  of  the  AC. 

C2— Standpipe  required  in  stairway  No.  (1)  as  ner  sec¬ 
tion  C26-1 381.0.”  U  P  SCC 

and 


SUBJECT— Application  May  21,  1963— decision  of  the 
Borough  Superintendent,  under  Section  73-63  of  the 
Zoning  Resolution,  to  permit  in  a  R8  district,  the 
enlargement  in  the  floor  area  of  an  existing  hospital 
that  will  increase  the  degree  of  non-compliance. 
PREMISES  AFFECTED— 408-414  West  52nd  Street, 
south  side  100  feet  west  of  Ninth  Avenue,  Block  106l| 
Lot  37,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Mitchell  and  John  J.  Schlick. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative  . 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
July  16,  1963  after  due  notice  by  publication  in  the  Bulle¬ 
tin,  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  5,  1963  acting  on  Alt.  Applic.  No.  572-63,  reads: 
C-3.  Increase  in  floor  area  due  to  Proposed  Solarium 
is  contrary  to  Sect.  54-31  of  the  Zoning  Resolution  ” 
and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
casse  in  which  to  exercise  discretion  to  grant  under  Section 
73-63  of  the  Zoning  Resolution. 


Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

that  the  decision  of  the  Borough  Superintendent, 

rTy  f’A96,3  actn5  °n  Alt-  APPbc.  572-63,  Objection  Nos. 
S'1  and  L2,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  all  the  require- 

r Txt1"  IIs option  adopted  by  the  Board  this  day  under 

Cal.  No.  438-63-BZ  shall  be  complied  with. 


Adjourned:  11:40  A.M. 


James  P.  Mulroy,  Secretary. 


REGULAR  MEETING 

TUESDAY  AFTERNOON  JULY  16,  1963,  2  P.M. 

Present :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

533-61-A 

APPLICANT— Peter  S.  Gluck  for  Welbilt  Corporation, 
owner. 

SUBJECT  Application  for  consideration — reopening  for 
amendment  of  resolution— Appeal  from  a  decision  of  the 
Borough  Superintendent  re— Spray  booth  not  of  approved 
type ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 56-24  Flushing  Avenue,  south 
side,  38.19  feet  east  of  56th  Street,  Block  2649,  Lot  69, 
Maspeth,  Borough  of  Queens. 
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APPEARANCES—  T  un  m 

For  Applicant:  Peter  S.  Gluck  and  William  J.  McDonald. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE—  .  .  r 

Affirmative :  Chairman  Foley,  Commissioner  r  ox,  Gom- 

missioner  Becker  and  Comissioner  Klein  - - - — •••  4 

Negative:  Vice  Chairman  Kleinert  — - -  1 

THE  RESOLUTION—  .  .  .  „  , 

Whereas,  this  application  was  granted  by  the  board 
on  May  22,  1962,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  22,  1962,  by 
adding  thereto: 

“that  the  sprinkler  deluge  curtains  heretofore  required 
may  be  omitted  and  the  existing  touchup  spray  booths 
may  be  maintained  in  compliance  with  the  rules  of  the 
Board,  on  condition  that  the  installation  of  spray  booths 
shall  conform  to  revised  drawings  of  proposed  condi¬ 
tions  marked  Received  June  14,  1963,  2  sheets,  with 
sprinkler  protection  and  conveyor  enclosures  as  shown 
thereon;  and  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects”.  (B.N.  169/59) 


APPEARANCES- 

For  Applicant:  Minnie  Warshaw.  ,  ^  . 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dep  . 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT—  n 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  - - - - ** 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  2,  1961  and  April  19,  1961  on  Viola¬ 
tion  Order  No.  490097,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  building. 

Chapter  19,  Section  161.0  Adm.  Code. 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  application  be 
denied  because  of  conditions  found  at  the  building. 

Resolved,  that  the  order  and  decision  of  the JFire  Commis¬ 
sioner,  dated  February  2,  1961  and  April  19,  1961,  acting  on 
Violation  #490097,  Objection  No.  1,  be  and  it  hereby  is 
affirmed  and  that  the  application  be  and  it  hereby  is  dented. 


715-61-A 

APPLICANT— Minnie  Warshaw  for  Hemur  Corporation, 
owner. 

SUBJECT— Application  May  19,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re 
sprinkler  system. 

PREMISES  AFFECTED— 140  Baxter  Street,  west  side, 
125  feet  north  of  Hester  Street,  208  Centre  Street,  Block 
235,  Lot  5  and  22,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Minnie  Warshaw. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  - - - rrr~: —  ^ 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  - -  ^ 

THE  RESOLUTION—  .  .  r  ,  _ 

Whereas,  the  order  and  decision  of  the  hire  Commis¬ 
sioner,  dated  February  1,  1961  and  April  19,  1961  on  Viola¬ 
tion  Order  No.  490726,  reads  : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  building. 

Chapter  C19-161.0  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended,  that  the  appeal  be 
denied,  because  of  conditions  found  at  the  building. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  1,  1961  and  April  19,  1961,  acting 
on  Violation  #490726  Objection  No.  1  be  and  it  hereby  is 
affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


795-61-A 

APPLICANT— Robert  Teichman  for  Morris  Moskowitz, 
owner. 

SUBJECT— Application  May  29,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 55  Front  Street,  southeast  cor¬ 
ner  of  Cuyler’s  Alley,  Block  32,  Lot  7,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  R.  Teichman.  ^ 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT—  n 

Affirmative :  - - - - — - — ~ ; - “T7-: —  V 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  . . ^ 

THE  RESOLUTION—  . 

Whereas,  the  order  and  decision  of  the  hire  Commis¬ 
sioner,  dated  February  9,  1961  and  May  1,  1961  on  Viola¬ 
tion  Order  No.  488181,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  building. 

Chapter  C19-161.0  Administrative  Code. 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  application  be 
denied,  because  of  the  hazardous  conditions  found  at  the 
building. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  9,  1961,  and  May  1,  1961,  acting 
on  Viol.  Order  #488181,  Objection  No.  1,  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
it  denied. 


738-61-A 

APPLICANT— Minnie  Warshaw  for  Centre-Baxter  Realty 
Corporation,  owner. 

SUBJECT— Application  May  19,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 138  Baxter  Street,  west  side, 
100  feet  north  of  Hester  Street,  206  Centre  Street,  Block 
235,  Lot  4,  Borough  of  Manhattan. 


802-61-A 

APPLICANT— Solon  S.  Kane  for  78-80  Beekman  Street 
Corporation,  owner. 

SUBJECT— Application  May  31,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 78-80  Beekman  Street,  north 
side,  164  feet  east  of  Cliff  Street,  Block  99,  Lot  7,  Bor¬ 
ough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  Solon  S.  Kane  and  William  Silver 
For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _  ”  0 

THE  RESOLUTION— 

.  Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  30,  1961  and  May  3,  1961  on  Viola¬ 
tion  Order  No.  489333,  reads : 

“1-  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  19-161.0  Administrative  Code.” 

and 

Wh^eas,  the  premises  was  inspected  by  a  committee 
jof  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  30,  1961  and  May  3,  1961 
.acting  on  Violation  Order  #489333,  Objection  No.  1, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  con- 
in^*0  drawings  filed  with  this  appeal  dated  May  31,  1961, 
10  sheets;  that  a  nonautomatic  sprinkler  system  shall  be 
installed  in  the  cellar  and  subcellar  and  shall  be  enclosed  in 
a  masonrv  partition  with  fireproof,  self-closing  doors. 


818-61-A 

APPLICANT  Larry  Meltzer  for  Frank  Tracy  Incor¬ 
porated,  owner. 

SUBJECT  Application  June  1,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 202-204  Centre  Street,  east  side 
75  feet,  4  inches  north  of  Hester  Street,  213-215  Hester 
Street,  Block  235,  Lot  1,  Borough  of  Manhattan. 
APPEARANCES— 


SUBJECT— Application  May  26,  1961— Appeal  from  an 
order  and  decision  of  the  Fire  Comimssioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 155-157  Wooster  Street,  west 
side,  95  feet  south  of  West  Houston  Street,  Block  515 
Lot  25,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sidney  Daub. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  _  _  3 

Negative:  Vice  Chairrmai  Kleinert  and  Commissioner 

r  OX  _ _ .. _ _ Tiniii _ --  2 

THE  RESOLUTION— 

.  Whereas,  the  order  and  decision  of  the  Fire  Commis- 
sioner,  dated  January  13,  1961  and  May  9th,  1961  on  Viola¬ 
tion  Order  No.  482525,  reads : 

Provide  a  fully  automatic  wet  sprinkler  system 
throughout  building  including  cellar  in  (8)  eight 
story  factory  building  erected  prior  to  October  1, 
1913 ;  having  wood  floors,  wood  window  frames,  un¬ 
protected  cast  iron  columns ;  and  storing  and  using 
large  quantities  of  fast  burning  plastics,  inflammable 
mixtures  and  other  combustible  materials  ” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  13,  1961  and  May  9,  1961  acting 
on  Viol  Order  #482525,  Objection  No.  1,  be  and  it  hereby 
is  granted  on  condition  that  the  building'  shall  conform  to 
drawings  filed  with  this  appeal  dated  July  11  1963  8 
sheets ,  on  further  condition  that  the  perforated  pipe  system 
basement  shall  be  maintained  to  the  satisfaction  of 
the  hire  Commissioner;  and  that  a  thermostatic  fire  alarm 
system  shall  be  installed  throughout  the  building  with  a 
central  office  connection. 


For  Applicant :  Larry  Meltzer. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
AC1  ION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . . .  . 5 

Negative:  _ _  _  q 

THE  RESOLUTION—  ~  . . 

.  "Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  20,  1961  and  May  2,  1961  on  Viola¬ 
tion  Order  No.  487782,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  19-161.0  Administrative  Code.” 

and 


Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  order  and  decision  of  the  Fire  Com- 
missioner  dated  January  20,  1961  and  May  2,  1961,  acting 

?n  Vlv-i:9rdej  #487782>  Objection  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
hied  with  this  appeal  dated  June  1  1961,  9  sheets;  and  on 
further  condition  that  access  to  the  cellar  shall  be  provided 
through  sidewalk  doors  and  steps  which  are  to  be  installed 
on  the  Hester  Street  side. 


832-61-A 

APPLICANT  Daub  and  Daub  for  Kohner  Realty  Cor¬ 
poration,  owner. 


937-61-A 

APPLICANT— Samuel  Carr  for  23  Water  Street  Cor¬ 
poration,  owner. 

SUBJECT— Application  June  20,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

AFFECTED — 230  Water  Street,  west  side, 
25  feet  north  of  Beekman  Street,  Block  98,  Lot  15 
Borough  of  Manhattan.  ’ 

APPEARANCES— 

For  Applicant :  Samuel  Carr  and  Frank  L.  Cioffi 
For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  _ _ _ g 

Negative:  Chairman  Foley,  .Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  .  . .  5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  21,  1961  and  June  16,  1961  on  Viola¬ 
tion  Order  No.  488142,  reads : 

1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  C19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  conditions  found  at 
the  building. 

Resolved,  that  the  order  and  decision  of  the  Fire  Corn- 
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missio„er,  dated  February  21  1961  and  June  16,  1961  act- 

ing  on  Viol-  Order  #488142,  Objection  o.  ,  .  tj  t  Certificate  of  Occupancy  shall  be  obtained  and 

hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  ts  ^“^0‘hd?'g%^^!fra“oll,tion  shall  Appear  on  its  face. 

denied. 


938-61-A  _  _ 

APPLICANT — Samuel  Carr  for  228  Water  Street  Cor- 
.  poration,  owner. 

SUBJECT— Application  June  20,  1961— Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner  re  sprinkler 
system. 

PREMISES  AFFECTED — 228  Water  Street  northwest 
corner  of  Beekman  Street,  Block  98,  Lot  16,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Carr  and  Frank  L.  Cioffi.  . 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT—  __  Q 

Negative:  Chairman  Foley,  Vice  dhairman  Kleiner t, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  - - - 

THE  RESOLUTION—  . 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  21,  1961  and  June  16,  1961  on  Viola¬ 
tion  Order  No.  491344,  reads  : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building  in  accordance  with  C19-161.U 
of  the  Administrative  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  conditions  found  ^at 
the  building.  .  .  ,  ’** 

Resolved ,  that  the  order  and  decision  of  tbeFire  Com¬ 
missioner,  dated  February  21,  1961  and  June  16,  1961  act¬ 
on  Viol.  Order  #491344,  Objection  No.  1,  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


7-62- A 

APPLICANT— Frank  J.  Pignata  Jr.,  owner. 

SUBTECT — Application  January  4,  1962— filed  pursuant,  to 
Section  36  General  City  Law  re— building  not  facing 
legal  street. 

PREMISES  AFFECTED  22  Divine  Street  north  side, 
189.24  feet  west  of  Whitaker  Place,  Block  3286,  Lot  3o, 
Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Frank  Pignata. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE _ 

Affirmative :  Chairman  Foley,  Vice  Chairman  .  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein - 4 

Negative:  Commissioner  Fox -  1 

THE  RESOLUTION—  .  ,  . 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  20,  1961  on  N.B.  Applic.  102-60,  reads: 

“1.  Not  facing  legal  street.  Sec.  36  G.C.L.” 

and  .  . 

Whereas,  the  premises  were  inspected  by  a  committee  ot 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  decision  of  the  Borough  Superintendent, 
dated,  December  20,  1961,  acting  on  N.B.  App.  102/60,  Ob¬ 
jection  No  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  building  conforms  to  drawings  filed  with  this  ap¬ 
peal  dated  January  4,  1962,  2  sheets ;  that  sidewalk  and  curb 


574-62-A 

APPLICANT — Hal  Korek  for  Lionel  R.  Bauman,  et  al, 
owner;  McKenzie  Service,  Incorporated  and  City  Stores 
Company,  lessees. 

SUBTECT— Application  June  15,  1962— Appeal  from  a 
decision  of  the  Borough  Superintendent  re — Certificate 
of  Occupancy  and  use  of  exit  locks. 

PREMISES  AFFECTED — 321-351  West  Street,  south¬ 
west  corner  of  West  Houston  Street,  532-582  Was  ' 
ington  Street  and  74  Clarkson  Street,  Block  596,  Lot 
1  and  Block  600,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Hal  Korek. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

TItLE  vote _ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert,^ 
Commissioner  Fox,  Commissioner  Becker  and  Com- 

missioner  Klein  -  ‘ 

Negative :  . - - - — - 

THE  RESOLUTION—  ^  c  f 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  May  10,  1963  on  B.N.  Applic.  1508-63,  reads: 

“Cl  Installation  of  ‘Door  Controls’  locks  model  11-C  for 
premises  being  used  for  manufacturing  is  contrary  to 
B.S.  &  A.  resolution  Cal.  No.  635-59-SM.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  10,  1963,  acting  on  B.N.  Applic.  1508-63,  Objec¬ 
tion  No.  Cl,  be  and  it  hereby  is  modified  and  that  the  ap- 
peal  be  and  it  hereby  is  granted  on  condition  that  the  build¬ 
ing  shall  conform  to  drawings  filed  with  this  appeal  dated 
June  15,  1963,  3  sheets;  and  on  further  condition  that  the 
locks  used  shall  be  as  approved  by  the  Board  of  Standards 
and  Appeals  under  Calendar  Number  635-59-SM. 


588-62-A 

APPLICANT— Seymour  A.  Mitteldorf  for  Fergang  Hold¬ 
ing  Company,  owner ;  Anthony  Marotta,  lessee. 

SUBJECT— Application  June  14,  1962— Appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re — stairs  in  front 
of  building. 

PREMISES  AFFECTED— 80  Water  Street,  west  side,  70 
feet  1%  inches  north  of  Old  Slip  (Hanover  Square), 
Block  31,  Lot  39,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - 5 

Negative:  - - - u 

THE  RESOLUTION—  .  4  . 

Whereas  the  decision  of  the  Borough  Superintendent, 

dated  May  14,  1962  on  Alt.  Applic.  987-60,  reads : 

“b.  Stair  from  2nd  floor  storage  (vacant  above)  is  to 
go  enclosed  to  street.” 

and  . 

Whereas,  the  premises  was  inspected  by  a  committee  ot 

the  Board  which  recommended  that  the  appeal  be  granted 

on  condition. 


QQQ 
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Resolved,  that  the  decision  of  the  Borough  Superintendent, 

dated  May  14,  1962,  acting  on  Alt.  Applic.  987/60,  Objec¬ 
tion  No.  b,  be  and  it  hereby  is  modified  and  that  the  appeal 
u  ?,nd  lt:  hereby  is  granted  on  condition  that  the  building 
shall  conform  to  drawings  filed  with  this  application  dated 
June  14,  1962,  5  sheets  and  June  6,  1963,  one  sheet. 


712-62-A 

APPLICANT — John  J.  Lynch  and  James  J.  Lyons  Jr.  for 
Reyhnol  Realty  Corporation,  owner;  Lester  Taylor,  In¬ 
corporated,  lessee. 


SUBJECT  Application  July  5,  1962 — Appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent — Review  of  a  decision 
of  the  Borough  Supt. — zoning  matter  and  Appeal  from  a 
decision  of  the  Borough  Superintendent  re — stairway. 

AFFECTED — 121  East  61st  Street,  north  side, 
195  feet  west  of  Lexington  Avenue,  Block  1396,  Lot  9, 
Borough  of  Manhattan. 

’APPEARANCES— 

For  Applicant :  John  J.  Lynch. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Fox  _ _ _  1 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  5,  1962  on  Alt.  Applic.  1092-61,  reads : 

1.  Proposed  use  of  Business  office  (real  estate)  in  a 
R7-2  area  on  the  first  floor  of  the  above  address  is 
not  a  permitted  use  as  per  Sec.  32-15  of  the 
Amended  Zoning  Resolution. 

Stair  way  to  be  enclosed  in  2  HR  F.R.  partition 
from  cellar  to  roof  and  all  doors  to  hall  to  be 
F.P.S.C.  as  per  (6.4.1.8.1)  h.l(b).” 


2. 


and 


Whereas,  the  Board  has  considered  this  appeal  and  the 
statements  submitted  by  the  applicant  and  finds  that  the 
action  of  the  Borough  Superintendent  in  issuing  the  objec¬ 
tions  was  correct 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  June  5,  1962,  acting  on  Alt.  Applic.  1092-61,  Ob¬ 
jection  No.  1  and.  2,  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


1040-62-A 

APPLICANT— Lama,  Proskauer  and  Prober  for  M.  T. 
Development  Corporation,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
amendment  of  resolution — Review  of  the  Borough  Super¬ 
intendent  re— Zoning  Matter;  previously  granted  on  con¬ 
dition. 


PREMISES  AFFECTED — 2035  Tillotson  Avenue,  3410 
De  Reimer  Avenue,  northeast  corner,  Block  5528  Lots  27 
and  40,  Block  5529,  Lots  16„  20,  21,  23,  24,  26,  50,  74  and 
75,  Borough  of  The  Bronx. 

APPEARANCES— 


For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE— 

Affirmative:  Chairman  Foley  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ _  __  5 

Negative:  _ _ _  _ “  _  g 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board 
on  rebruary  5,  1963,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  5  1963 
by  adding  thereto :  ’  ’ 

“that  in  the  event  the  owner  desires  to  make  certain 
minor  changes  in  arrangement  and  design,  as  cited  in 
the  decision  of  the  Borough  Superintendent,  dated 
June  18,  1963,  acting  on  N.B.  Applic.  917/63,  such 
changes  shall  be  permitted,  on  condition  that  the  work 
shall  conform  to  revised  drawings  of  proposed  condi¬ 
tions  marked  “Received  June  28,  1963,”  4  sheets;  and 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.” 


168-63-A 

APPLICANT — Larry  Melfzer  for  Habmar  Realty  Com¬ 
pany,  owner. 

SUBJECT— Application  February  26,  1963— Appeal  from 
a  decision  of  the  Borough  Superintendent,  re — Change  in 
use. 

PREMISES  AFFECTED — 2190-2200  Folin  Street,  east 
side,  292.23  feet  south  of  East  182nd  Street,  Block  3143 
Lot  43,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein _ 4 

Negative: _ _ 

Not  Voting:  Commissioner  Fox _  _  _  j 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  11,  1963  on  Alt.  Applic.  12-59,  reads: 

“1.  The  proposed  withdrawal  of  amendment  dated 
4/24/61  and  thereby  changing  the  proposed  occu¬ 
pancy  from  warehouse,  office,  loading  and  unloading 
use  Group  16,  to  manufacturing,  Group  17  in  a  C8-3 
district  as  previously  approved  is  contrary  to  Sec. 
32-00  &  Sec.  42-14  of  Zoning  Resolution  &  hereby 
Denied.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  February  11,  1963,  acting  on  Alt.  Applic.  12-59  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  to  permit  the  proposed 
withdrawal  of  the  amendment  filed  April  24,  1961  and  ap¬ 
proved  on  April  27,  1961,  on  condition  that  the  building 
conforms  to  drawings  filed  with  this  appeal  dated  February 
26,  1963,  2  sheets ;  and  that  a  Certificate  of  Occupancy  shall 
be  obtained. 


251-63-A 

APPLICANT — Peter  S.  Gluck  for  Arthur  and  Leon 
Busiello,  owners;  Earl  Scheib  of  Williamsburg,  Incor¬ 
porated,  lessee. 

SUBJECT  Application  March  25,  1963 — Review  of  a 
decision  of  the  Borough  Superintendent  re — Zoning  Mat¬ 
ter — Certificate  of  Occupancy. 

PREMISES  AFFECTED — 6102-6106  Eighth  Avenue, 
southwest  corner  of  61st  Street,  Block  5794,  Lot  33, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Peter  S.  Gluck. 

ACTION  OF  BOARD — -Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  _  q 

Negative :  Chairman  Foley,  Vice  Chairman~Kieinert7 Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein  _  c 


900 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  26,  1963  on  Alt.  Applic.  2008-62,  reads: 

“1.  Provide  a  33  x  12  x  14  loading  berth  in  accordance 
with  Zon.  Resolution  #44-52  44-581. 

2  In  a  Ml  district  storage  of  class  II  and  class  III 
materials  (Paints,  etc.  may  be  utilized  only  in  build¬ 
ings  located  40  feet  from  a  lot  line  or  are  spnnklered 
— Z.R.  42-274  (a)  and  42-275  (a).” 

and  r  .  , 

Whereas  the  Board  has  considered  this  appeal  and  found 
that  it  should  be  filed  as  a  Building  Zone  application,  since 
the  action  of  the  Borough  Superintendent  was  correct  in 
issuing  the  objections.  e 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 

dated  February  26,  1963  acting  on  Alt.  Apphc.  2008-62,  Ob¬ 
jections  No.  1  and  2,  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


303-63-A 

APPLICANT — Leonard  F.  Rothkrug  for  Fraydun  Realty 
Corporation,  owner. 

SUBJECT— Application  April  9,  1963— Appeal  from  a 

decision  of  the  Borough  Superintendent  re— rear  yard, 
change  in  use,  egress,  tabular  height,  etc.,  Class  3  con¬ 
struction. 

PREMISES  AFFECTED— 884-886  Third  Avenue,  west 
side,  60  feet  5  inches  south  of  East  54th  Street,  Block 
1308,  Lots  37  and  138,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Appeal  granted  on  decision. 

THE  VOTE—  T.  „  .  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  *? 

Negative:  -  u 

THE  RESOLUTION—  . 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  4,  1963  on  Alt.  Applic.  253-63,  reads: 

“Cl— For  the  building  being  combined  and  enlarged 
provide  a  20'  min.  rear  yard  as  per  Section  (33-26) 
Z.R.  for  the  portion  more  than  100'  from  the  inter¬ 
section  of  two  street  lines  as  per  Sect.  (33-301) 
Z.R. 

C2 — Proposed  change  from  residential  to  commercial 
occupancy  requires  compliance  with  Article  7  of 
the  Bldg.  Code  (C26-278.0).  Provide  two  legal 
means  of  egress  from  the  roof  leading  in  an  en¬ 
closure  directly  to  the  street  for  the  combined  bldg, 
more  than  2,500  sq.  ft.  in  area. 

C3— The  tabular  height  limits  of  C26-254.0  are  ex¬ 
ceeded  for  this  class  3,  non-fireproof  building  with 
a  proposed  change  of  classification  from  residential 
to  commercial  use.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  4,  1963.  acting  on  Alt.  Applic.  253-63,  Objec¬ 
tion  No.  Cl,  C2  &  C3  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition _  that  the 
building  shall  conform  to  drawings  filed  with  this  appeal 
dated  April  10,  1963,  13  sheets  and  July  12,  1963,  one  sheet, 
on  condition  that  the  building  shall  be  equipped  with  an 
automatic  sprinkler  system  throughout,  with  central  office 
connection.  The  Board  finds  that  the  decision  under  Objec¬ 
tion  Cl  does  not  apply  since  the  building  conforms  to  Sect. 
33-302  of  the  Zoning  Resolution. 


338-63-A 

APPLICANT — St.  Francis  Xavier  Roman  Catholic  Church, 
owner.  .  . 

SUBJECT— Application  April  18,  1963— Review  of  a  deci¬ 
sion  of  the  Borough  Superintendent  re — Zoning  Matter. 
PREMISES  AFFECTED-736  President  Street,  north 
side,  217  feet  6  inches  west  of  7th  Avenue,  Block  957, 
Lot  17,  Borough  of  Brooklyn. 

APPEARANCES—  ,  T  . 

For  Applicant:  John  E.  Murphy  and  Joseph  Mathiau 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

rp  j-pp  VOTE _ - 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  ^Commissioner  Becker  - 

Negative:  Commissioner  Klein  -  1 

THE  RESOLUTION—  .  .  .  . 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  19,  1963  on  Alt.  Applic.  216-63,  reads : 

“1.  Provide  30'  rear  yard  as  per  Sec.  24-36  Amended 
Zoning  Res.” 

and  .  , 

Whereas,  the  premises  was  inspected  by  a  committee  ot 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  19,  1963,  acting  on  Alt  Applic.  216-63,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  conform  to  drawings  filed  with  this  appeal  dated 
April  18,  1963,  3  sheets;  since  the  Board  finds  that  the 
owner  has  the  right  to  continue  to  construct  the  building 
as  shown  on  plans  which  were  filed  with  the  Building  De¬ 
partment  before  December  15,  1961. 

433-63-A  ’ 

APPLICANT— Leonard  F.  Rothkrug  for  Sovereign  Op¬ 
erating  Corporation,  owner. 

SUBJECT— Application  May  21,  1963— Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re— Zoning  Matter. 
PREMISES  AFFECTED— 46  Chester  Place,  southeast 
corner  of  Cebra  Avenue,  Block  579,  I»ot  51,  Stapleton, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT—  ft 

Affirmative:  - . . --- — : - rr~T — ~~Rr~  u 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  . . . — . .  ** 

THE  RESOLUTION—  .  .  .  , 

W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  13,  1963  on  N.B.  Applic.  2127-61,  reads : 

“5.  Proposed  change  to  14  story,  class  1  multiple  dwell- 
in g,  would  require  new  plans  and  cannot  be  accepted 
as  a  modification  under  the  provisions  of  11-31  (b) 
of  the  Zoning  Resolution  and  is  hereby  denied. 

and  >  , 

Whereas,  the  appeal  has  been  considered  by.  the  Board 
which  finds  that  the  action  of  the  Borough  Superintendent  in 
issuing  the  objection  was  correct. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  13,  1963,  acting  on  N.B.  Applic  2127-61,  Ob¬ 
jection  No.  5,  be  and  it  hereby  is  affirmed  and  that  the  ap¬ 
peal  be  and  it  hereby  is  denied. 

434-63-A 

APPLICANT— Leonard  F.  Rothkrug  for  Sovereign  Op¬ 
erating  Corporation,  owner. 

SUBJECT— Application  May  21,  1963— Review  of  a  de¬ 
cision  of  the  Borough  Superintendent,  Zoning  Matter. 
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PREMISES  AFFECTED — 48  Chester  Place,  southeast 
corner  of  Cebra  Avenue,  Block  579,  Lot  51,  Stapleton, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  Commissioner  Becker  and  Com¬ 
missioner  Klein .  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  13,  1963  on  N.B.  Applic.  2128-61,  reads: 

“1.  Proposed  change  to  14  story  class  1  multiple  dwell¬ 
ing  would  require  new  plan  and  cannot  be  accepted 
as  a  modification  under  the  provisions  of  11-31  (b) 
of  the  Zoning  Resolution  and  is  hereby  denied.” 

-and 

Whereas,  the  appeal  has  been  considered  by  the  Board 
which  finds  that  the  action  of  the  Borough  Superintendent 
in  issuing  the  objection  was  correct, 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  13,  1963,  acting  on  N.B.  Applic.  2128-61,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


435-63-A 

APPLICANT — A1  Andujar  for  Texaco,  Incorporated, 
owner. 

SUBJECT  Application  May  17,  1963 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
fuel  oil  tanks. 


is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  work  shall  conform  to  drawings  filed 
with  this  appeal  dated  May  17,  1963,  2  sheets  and  June  28, 
1963,  one  sheet;  on  further  condition  that  the  structural 
drawings  shall  be  approved  by  the  city  department  which 
has  jurisdiction;  that  all  exposed  steel  work  shall  be  pro¬ 
perly  preserved  from  corrosion;  and  that  the  foam  pro¬ 
tection  shall  be  installed  in  accordance  with  the  direction 
of  the  Fire  Commissioner. 


458-63-A 

APPLICANT — Bernard  J.  Parodi  for  B.  J.  Homes, 
Incorporated  owner. 

SUBJECT — Application  May  29,  1963' — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re — 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 106-21  76th  Street,  east  side, 
155.19  feet  north  of  Pitkin  Avenue,  Block  9126,  Lots 
103  and  105,  Ozone  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Bernard  J.  Parodi. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein....  4 

Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  21,  1963  on  N.B.  Applic.  1111-63,  reads: 

“1.  The  proposed  building  with  frontage  on  ‘Old  South 
Road’  which  is  not  a  mapped  street  is  contrary  to 
General  City  Law  Sec.  36.” 

and 


PREMISES  AFFECTED — 400  Truxton  Street,  south 
side,  425  feet  west  of  Oak  Point  Avenue,  Block  2771, 
Lot  45,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch,  W.  A.  Dixon  and 
George  Dawson. 

For  Administration:  Lieut.  John  P.  Manfredi  Fire 
Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein....  4 

Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  April  14,  1961  and  April  18,  1963  on  Order 
No.  1289-1,  reads : 

“1.  Remove  and  reconstruct  the  defective  cribbing  at  the 
east  wall  of  the  tank  enclosure. 

2.  Submit  evidence  from  the  Department  of  Marine  and 
Aviation  together  with  a  copy  of  the  approved  plan 
that  the  reconstruction  received  their  approval.  Per¬ 
mit  #610667. 

3.  Properly  repair  the  cracks  in  the  concrete  or  cement 
blocks  at  the  base  of  the  south  side  of  the  tanks.” 

(Decision) 

“Kindly  be  advised  that  your  proposal  to  omit  the  earth 
fill  between  the  two  existing  Fuel  Oil  Tanks  and  the 
steel  fire  enclosure  wall  is  contrary  to  Chapter  19-5.0, 
Administrative  Code  of  the  City  of  New  York” 
and 


Whereas,  this  appeal  has  been  considered  by  the  Board 
which  finds  that  it  can  grant  under  certain  conditions, 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  April  14,  1961  and  April  18,  1963,  acting 
on  Order  #1289-1,  Objection  No.  1,  2,  3  and  the  accom¬ 
panying  decision  of  the  Fire  Commissioner,  be  and  it  hereby 


Whereas,  this  appeal  has  been  considered  by  a  committee 
of  the  Board  which  recommended  granting  under  certain 
conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  21,  1963,  acting  on  N.B.  Applic.  1111-63,  Ob^ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
appeal  dated  May  29,  1963,  3  sheets;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained. 


820-62-A 

APPLICANT — Warren  A.  Sambach  for  Greater  New 
York  Terminal,  owner. 

SUBJECT — Application  August  24,  1962 — Appeal  from 
an  order  of  the  Fire  Commissioner  re-  buried  tanks. 

PREMISES  AFFECTED — Steinway  Street  northeast 
corner  of  Berien  Boulevard,  Blocks  813  and  814,  Lots 
27,  28  51  and  56,  Long  Island  City,  Borough  of 

Queens. 

APPEARANCES— 

For  Applicant:  Warren  A.  Sambach. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  q 


586-61-A 

APPLICANT — Raphael,  Searles  and  Vischi  for  Weiss 
Bowery  Corporation,  owner. 
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SUBJECT— Application  for  consideration—  reopening 
for  reconsideration  and  decision  by  the  Board— Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system;  previously  denied. 

PREMISES  AFFECTED — 169  Bowery,  east  side,  40.7 
feet  south  of  Delancey  Street,  Block  424,  Lot  10, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lawrence  H.  King. 

ACTION  OF  BOARD — Application  reopened  and  set 
for  hearing  on  July  23,  1963,  at  2  P.M.,  for  reevalua¬ 
tion  from  the  Fire  Department  and  for  decision. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  .  0 


676-61-A 

APPLICANT — Sixty  Four  Reade  Corporation,  owner. 
SUBJECT — Application  May  5  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 64  Reade  Street,  north  side, 
130  feet  west  of  Broadway,  Block  150,  Lot  5,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  M.  Morton. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD — Laid  over  to  September  17, 
1963,  at  2  P.M.  for  continued  hearing,  inspection  and 
decision. 


679-61-A 

APPLICANT — Jacob  Fisher  and  Donald  D.  Fisher  for 
Martin  Schreiber,  owner. 

SUBJECT — Application  May  12,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system  and  a  decision  of  the  Borough  Super¬ 
intendent. 

PREMISES  AFFECTED — 8  Harrison  Street,  north 
side,  97  feet  8  inches  west  of  Hudson  Street,  Block 
181  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Donald  D.  Fisher. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD — Laid  over  to  September  17, 
1963,  at  2  P.M.  for  inspection  and  decision;  hearing 
closed. 


735-61-A 

APPLICANT— Charles  M.  Shapiro  for  27-30  Realty 
Company,  owner ;  Gleitman’s  Incorporated,  lessee. 
SUBJECT — Application  May  18,  1961 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Electrostatic 
Spray  Booths. 

PREMISES  AFFECTED — 27-50  First  Street,  west  side, 
202  feet  north  of  Astoria  Boulevard,  Block  490,  Lot  11, 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Elliot  Shapiro. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD — Laid  over  to  September  17, 
1963,  at  2  P.M.  for  re-inspection  and  decision;  hearing 
previously  closed. 


914-61-A 

APPLICANT— Joseph  Lau  for  Helen  Mazor  owner. 
SUBJECT— Application  June  16,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 34  Broadway,  west  side,  56 
feet  south  of  Leonard  Street,  Block  173,  Lot  29, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD— Laid  over  to  July  23,  1963, 
at  2  P.M.  for  decision  at  the  request  of  the  applicant; 
hearing  previously  closed. 


1209-61-A 

APPLICANT — Bernard  J.  Gillroy  for  Samstan  Realty, 
Incorporated,  owner;  Maxwell  Lumber  Company, 
Lessee. 

SUBJECT — Application  July  27,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 510-512  West  24th  Street 
south  side,  175  feet  west  of  Tenth  Avenue,  Block  695, 
Lots  45  and  46,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Bernard  J.  Gillroy  and  Samuel  Ratner. 
For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD— Laid  over  to  October  8,  1963, 
at  2  P.M.  at  request  of  the  applicant,  for  inspection 
and  decision. 


127-62-A 

APPLICANT — Joseph  Lau  for  Helen  Mazor,  owner. 
SUBJECT — Application  filed  January  25,  1962  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner, 
re-  Sprinkler  system. 

PREMISES  AFFECTED  —  345-347  Broadway  and 
92-94  Leonard  Street,  south  west  corner,  Block  173, 
Lot  27  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD— Laid  over  to  July  23,  1963 
at  2  P.M.  for  decision  at  the  request  of  the  applicant; 
hearing  previously  closed. 


720-62-A 

APPLICANT — Larry  Meltzer  for  Edca  Realty  Corpora¬ 
tion,  owner;  Ever-Nu  Metal  Products  Incorporated, 

lessee. 

SUBJECT — Application  July  11,  1962 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
paint  spraying. 

PREMISES  AFFECT  ED — 47 1-479  20th  Street,  north 
side,  150  feet  west  of  Prospect  Park  West,  Block  888, 
Lot  52,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD — Laid  over  to  September  24, 
1963,  at  2  P.M.  for  re-inspection  and  decision  at  the 
request  of  the  applicant  on  condition  that  the  present 
building  shall  be  sprinklered;  hearing  previously  closed. 
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361-37-BZ — Vol.  IV 

APPLICANT — Joseph  B.  Lynch  for  Humble  Oil  and 
Refining  Company,  owner. 

SUBJECT — Application  for  consideration  —  reopening 
for  amendment  of  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Sections  7f  and  7i  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  for  a  term  of  twenty  years, 
the  erection  and  maintenance  of  a  gasoline  service 
station,  auto  washing,  lubritorium,  office,  sale  of  auto 
accessories,  minor  repairs  with  hand  tools;  and  the 
continuance  of  the  present  parking  lot  which  is  a  con¬ 
forming  use — previously  denied  and  restored  to  the 
Docket  for  new  hearing  by  order  of  the  Court,  De¬ 
cember  13,  1960. 

PREMISES  AFFECTED — 91-11  Roosevelt  Avenue,  north 
side  between  91st  and  92nd  Street,  Block  1479,  Lot  38, 
Jackson  Heights,  Borough  of  Queens. 

APPEARANCES — 

For  Applicant:  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Application  reopened  and  re¬ 
solution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  . j "  q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
aSAiY0^  on  -April  18,  1961,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  July  17,  1962; 
and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  June  25,  1963 ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  18,  1961,  as 
amended  through  June  25,  1963  by  adding  thereto: 

“that  the  fence  along  the  rear  lot  line  may  be  of  red 
textured  solid  vertical  spaced  panels  of  aluminum  sub¬ 
stantially  as  shown  on  revised  drawing  of  proposed 
conditions  marked  ‘Received  June  28,  1963,’  1  sheet, 
on  condition  that  other  than  as  herein  amended  the’ 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (N.B.  773/59) 


307-49-BZ-Vol.  II 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration  —  reopening 
for  amendment  of  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  7 a  of  the  Zoning  Resolution,  permitting  in 
a  business  and  residence  use  district  the  reconstruc¬ 
tion  of  an  existing  gasoline  service  station,  lubritorium, 
office,  and  sales  of  auto  accessories,  brake  testing, 
motor  vehicle  repairs  with  hand  tools  only,  auto  in¬ 
spection  and  the  parking  and  storage  of  motor  vehicles 
with  a  ground  sign. 

PREMISES  AFFECTED— 90-0 1  to  90-11  (90-05  of¬ 
ficial)  Myrtle  Avenue  and  83-11  to  83-19  Woodhaven 
Boulevard,  northeast  corner,  Block  3883,  Lot  29, 
Glendale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Application  reopened  and  re¬ 
solution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  . .  q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  yctober  24,  1961,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  November  27,  1962;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  24  1961 
as  amended  on  November  27,  1962,  by  adding  thereto:’ 

“that  the  block  wall  along  the  northerly  lot  line  shall 
be  replaced  by  a  wall  of  face  brick,  5  feet  6  inches  in 
height ,  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  re¬ 
spects.”  (N.B.  1605/61) 


949-55-BZ-Vol.  II 

APPLICANT — A.  L.  Andujar  for  H.  J.  B.  Service 
Incorporated,  owner;  Texaco  Incorporated,  lessee. 
SUBJECT  Application  for  consideration  —  reopening 
for  amendment  of  the  resolution  and  for  extension 
of  time  to  complete— decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under 
oections  7a  and  7A  of  the  Zoning1  Resolution;  per- 
mijtin8  if1 •  a  business  use  district,  the  reconstruction 
and  rehabilitation  of  an  existing  gasoline  service  sta¬ 
tion  with  accessory  uses  to  include  lubrication,  auto 
laundry,  minor  auto  repairs  with  hand  tools  only,  and 
the  parking  of  motor  vehicles  awaiting  service  with 
business  entrances  within  75  feet  of  a  residence  use 

PREMISES  AFFECTED-794  East  183rd  Street,  south- 
east  corner  °f  Southern  Boulevard,  Block  3113,  Lot 
30,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  time  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  t 

Negative:  . "  .  a 

THE  RESOLUTION— 

on^rnWR?4S'lOA?S  application  was  .  granted  by  the  Board 
°wUly  24,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 

comSrthentorkeXtenS'0n  °£  'im'  *°  °btain  permits  “<* 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  24  1962  bv 
adding  thereto:  ’  3 

construction  of  the  building  may  be  Class  3 
with  fire-retarded  ceiling ;  that  the  southerly  curb  cut 
on  Southern  Boulevard  may  be  located  3.39  feet  north 
of  the  southerly  lot  line  as  extended ;  that  permit  shall 
be  obtained  work  completed,  and  certificate  of  occu- 
pancy  shall  be  obtained  within  one  year  from  the  date 
ot  this  amended  resolution ;  on  condition  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (N.B.  1531/57) 


237-61-BZ 

APPLICANT  Burke  and  Groh  for  Joseph  S  Am- 
mirati,  owner. 

SUBJECT— Application  for  consideration  —  reopening 
°r  ^n^e-jnsl?n  .°?  time  to  comPlete  which  expired  July 
10,  196o— decision  of  the  Borough  Superintendent; 
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previously  granted  on  condition,  under  Sections  21, 

9 A  7e  and  19  A  (j)  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  residence  use,  E-l  area  and  Class  V2  heig 
district,  the  erection  of  a  Class  B  multiple  dwelling 
(hotel)  with  a  public  restaurant  and  meetin  rooms 
in  a  residence  use  district,  with  less  than  the  re¬ 
quired  15  foot  set  back  and  exceeding  the  permitted 
area  coverage  in  an  E-l  area  district,  without  the 
required  off  street  loading  berth  and  exceeding  the 
permitted  height  within  two  miles  of  designated  air¬ 
port. 

PREMISES  AFFECTED-177-10  South  Conduit  Ave¬ 
nue,  southeast  corner  of  177th  Street.Block.  13277, 
vLots  230,  232,  233,  234,  235  and  240,  Springfield 
Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  J.  Groh. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE _ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . 

Negative:  . 

THE  RESOLUTION—  ,  , 

Whereas,  this  application  was  granted  by  the  Board  on 
September  13,  1961,  on  certain  conditions ,  and 
Whereas,  working  drawings,  submitted  as  being  in  sub¬ 
stantial  compliance  with  the  Board  s  resolution,  were  ap¬ 
proved  on  February  6,  1962;  and 

W^hereas,  the  resolution  was  last  amended  on  July  10, 
1962;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
complete  the  work. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  13,  19ol, 
as  amended  through  July  10,  1962,  only  as  to  the  time  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read . 

“that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution , 
and  that  a  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (N.B.  58/61) 


THE  RESOLUTION- 

Whereas,  this  application  was  granted  by  the  Board 
on  Tuly  18,  1961,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  July  10,  1962,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  a  further 
time  to  obtain  permits  and  complete  the  work. 

Resolved ,  that  the  Board  of  Standards  and  APUalsdoes 
hereby  amend  the  resolution  adopted  on  July  18,  19ol,  as 
amended  on  July  10,  1962,  only  as  to  the  time  to  obtain  per¬ 
mits  and  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  read : 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  43/61) 


39-61-BZ 

APPLICANT— Burke  and  Groh  for  Joseph  S.  Am- 
mirati,  owner. 

SUBJECT — Application  for  consideration  —  reopening 
for  extension  of  time  to  complete  which  expired  July 
10  1963 — decision  of  the  Borough  Superintendent; 

previously  granted,  on  condition,  under .  Section  19B 
(e)  of  the  Zoning  Resolution,  permitting  in  a  residence 
use,  E-l  area  distdict,  the  maintenance  of  a  parking 
lot ’for  the  parking  of  cars  as  accessory  to  the  hotel 
on  Block  13277,  Lots  234,  235,  230,  232  and  233,  under 
the  same  ownership. 

PREMISES  AFFECTED  —  177-46  South  Conduit 
Avenue,  southeast  corner  of  177th  Place  and  144th 
Drive,  Block  13292,  Lot  1  Springfield  Gardens, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  3 

Negative:  .  0 


407-61-BZ  .  . 

APPLICANT — Arthur  Levine  for  Sankiss  Realty  As¬ 
sociates,  owner. 

SUBJECT — Application  for  consideration  —  reopening 
for  extension  of  time  to  complete  which  expired 
Tuly  10  1963  —  decision  of  the  Borough  Superinten¬ 
dent-  previously  granted  on  condition,  under  Sections 
9 A  and  7e  of  the  Zoning  Resolution,  permitting  on  a 
plot  located  partly  in  a  Class  1  height  district  and 
partly  in  a  Class  lVa  height  district,  within  2  miles 
of  a  publicly  controlled  airport  —  that  portion  of  a 
proposed  building  in  a  Class  1  height  district  to 
exceed  the  height  limit  permitted  and  to  permit  in  a 
residence  use  district  for  a  term  of  10'  years,  the 
erection  of  a  non-flashing  illuminated  sign  on  the 
exterior  of  the  proposed  hotel. 

PREMISES  AFFECTED— 42-02  Kissena  Boulevard, 
southwest  corner  of  Sanford  Avenue,  Block  5134,  Lots 
30  and  37,  Flushing  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Arthur  Levine. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE—  .  _  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 

missioner  Klein  .  3 

Negative:  . . .  u 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  July  11,  1961,  on  certain  conditions;  and 

Whereas,  working  drawings,  submitted  as  being  in  sub¬ 
stantial  compliance  with  the  Board’s  resolution,  were  ap¬ 
proved  on  October  10,  1961 ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 

was  extended  on  July  10,  1962;  and 

Whereas,  the  applicant  requested  a  further  extension  oi 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  11,  1961,  as 
amended  through  July  10,  1962,  only  as  to  the  time  to  obtain 
permits  and  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution^ 
and  that  a  Certificate  of  Occupancy  shall  be  obtained.’ 
(N.B.  746/61) 


1715-61-BZ 

APPLICANT— Morton  S.  Cahn  for  Frederick  Har- 
meyer,  owner;  Len-Har  Liquor  Corporation,  lessee 
under  contract. 

SUBJECT— Application  for  consideration  —  reopening 
for  extension  of  time  to  complete  which  expired  June 
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5,  1963  —  decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Section  7e  of 
the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  change  in  use  of  an  existing  one  story 
five  car  garage  to  retail  stores  for  a  temporary  term 
of  years. 

PREMISES  AFFECTED — 129-4)2  New  York  Boule¬ 
vard,  southwest  corner  of  129th  Avenue,  Block  12276, 
Lot  59,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  June  5,  1962,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  5,  1962,  only 
as  to  the  time  to  obtain  permits  and  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion  ;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  1817/61) 


384-62-BZ 

APPLICANT — Arthur  Levine  for  The  Home  for  Aged 
and  Infirm  Hebrews  of  New  York,  owner. 

SUBJECT — Application  for  consideration  —  reopening 
for  extension  of  time  to  complete  which  expired  July  3, 
1963 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  72-21, 
73-61,  73-64  and  73-65  of  the  Zoning  Resolution,  per¬ 
mitting  in  an  R7-2  district,  the  modification  of  the  bulk 
regulations  to  permit  a  two  story  extension  to  an 
existing  community  facility  building  without  the 
required  setback  and  a  variance  to  permit  the  rights 
to  be  retained  in  the  approved  application  filed  prior 
to  December  15,  11961. 

PREMISES  AFFECTED— 120-140  West  106th  Street, 
south  side,  195  feet  east  of  Amsterdam  Avenue,  Block 
1860  Lot  20  (formerly  Lots  20,  25,  55,  118  and  119), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Arthur  Levine. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  July  3,  1962,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  3,  1962,  only 
as  to  the  time  to  obtain  permits  and  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 


tion  ;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  1192/61) 


31-51-BZ-Vol.  I 

APPLICANT  —  Arthur  Levine  for  Canal-Randolph 
Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening 
for  amendment  of  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Sections  7h  and  21  of  the  Zoning  Resolution;  permit¬ 
ting  in  a  business  use  district,  the  erection  and 
maintenance  of  a  storage  garage  for  more  than  five 
motor  vehicles;  and  to  permit  the  open  parking  and 
storage  of  motor  vehicles  on  the  roof  of  proposed 
building  and  on  the  roof  of  the  sub-structure  at  grade 
level. 

PREMISES  AFFECTED — 2425  Sedgwick  Avenue,  west 
side,  459.77  feet  north  of  Landing  Road  and  West 
Fordham  Road,  Block  3226,  Lot  193,  (formerly  Lot 
50),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Arthur  Levine  and  Henry  A.  Lambert. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  . [  q 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  6,  1951,  on  certain  conditions;  and 

Whereas,  plans  submitted  as  being  in  substantial  compli¬ 
ance  with  the  Board’s  requirements,  were  approved  on 
January  22,  1952;  and 

Whereas,  the  resolution  was  amended  on  July  15,  1952; 
and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  6,  1951,  as 
amended  through  July  15,  1952  by  adding  thereto: 

that  Lot  50  may  be  subdivided  so  that  the  premises 
affected  by  this  application  shall  be  known  as  Block 
3236,  Lot  193,  with  a  frontage  of  293.68  ft.  along  Sedg¬ 
wick  Avenue,  and  with  the  building  located  within  this 
lot  substantially  as  shown  on  drawing  of  proposed  con¬ 
ditions  marked  ‘Received  June  25,  1963’,  1  sheet  and 
copy  of  survey  marked  ‘Received  June  21,  1963’,  1 
sheet,  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (B.N.  334/63) 


978-61-BZ 

APPLICANT  —  Leonard  F.  Rothkrug  for  Seaway 
Homes,  Incorporated,  owner. 

SUBJECT — Application  for  consideration  —  reopening 
for  amendment  of  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district  the  erection  and  maintenance 
of  a  retail  shopping  center  to  include  supermarket, 
dry  cleaner  as  permitted  in  a  retail  district,  restaurant, 
movie  theatre,  retail  stores  and  accessory  patron  and 
employee  parking  for  less  than  150  cars  for  a  temporary 
term  of  35  years. 

PREMISES  AFFECTED — 107-02  Flatlands  Avenue, 
south  side,  from  East  107th  Street  to  East  108th 
Street,  Block  8215,  Lot  22  (formerly  Lots  18  through 
63),  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD  —  Application  reopened  and 
resolution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert 
Commissioner  Fox,  Commissioner  Becker  and  Com- 

missioner  Klein  .  “ 

Negative:  . . .  ^ 

THE  RESOLUTION—  '  .  _  . 

Whereas,  this  application  was  granted  by  the  Board 
on  October  10,  1961,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  October  23,  1962;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  ctwictid  the  resolution  adopted  on  October  10,  1961, 
as  amended  on  October  23,  1962,  by  adding  thereto : 

“that  the  building  may  be  redesigned,  rearranged  and 
constructed  substantially  as  shown  on  revised  drawings 
of  proposed  conditions  filed  with  this  application  dated 
‘June  11,  1963,’  one  sheet,1  July  3,  1963/  1  sheet  and 
July  15,  1963/  one  sheet,  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (N.B.  973/61) 


1463-61-BZ 

APPLICANT  —  Albert  Melniker  for  John  Harmon, 
owner. 

SUBJECT — Application  for  consideration  —  reopening 
for  extension  of  time  to  complete  which  expired  June 
19,  1963  —  decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Section  7c 
of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district  the  maintenance  of  an  accessory  parking 
lot  to  an  existing  funeral  home  on  the  adjoining  lot 
located  partly  in  a  retail  use  district. 

PREMISES  AFFECTED— 500  Davis  Avenue,  west 
side,  158.25  feet  north  of  Forest  Avenue,  149  Regan 
Avenue,  Block  156,  Lot  38,  West  New  Brighton, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  June  19,  1962,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  19,  1962  only 
as  to  the  time  to  obtain  permits  and  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution ; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained.” 
(Alt.  266/61) 


1865-61-BZ 

APPLICANT — Albert  Melniker  for  Catherine  Costa, 
owner. 


Borough  Superintendent;  previously  granted  on  condi¬ 
tion,  under  Sections  7c  and  21  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  residence  use  district,  the  mainten¬ 
ance  of  the  premises  for  accessory  patron  parking, 
to  the  proposed  retail  stores  located  in  the  retail 
district. 

PREMISES  AFFECTED— 2160  Hylan  Boulevard,  eas. 
side  block  front  between  Midland  Avenue  and  Zwicky 
Avenue,  Block  3691,  Lot  1,  Grant  City,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE—  .  _  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . ,  ~ 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  July  24,  1963,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  24,  1962,  only 
as  to  the  time  to  obtain  permits  and  complete  the  work,  so 
so  that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be  ob¬ 
tained.’  (N.B.  2220/61) 


SUBJECT — Application  for  consideration  — -  reopening 
for  extension  of  time  to  complete  —  decision  of  the 


245-63-BZ 

APPLICANT — Leo  D.  Fakler  for  Irving  Portnow, 
owner. 

SUBJECT— Application  for  consideration  —  reopening 
for  amendment  of  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  72-21  of  the  Zoning  Resolution,  permitting 
in  an  R3-2  district,  the  erection  of  a  two  story  one 
family  dwelling  that  encroaches  on  the  required  front 
yard  and  with  a  parking  space  within  the  required 
setbacks. 

PREMISES  AFFECTED— 219-07  143rd  Avenue  north¬ 
east  corner  of  Springfield  Boulevard,  Block  13065, 
Lot  35,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leo  D.  Fakler. 

ACTION  OF  BOARD  —  Application  reopened  and 
resolution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  May  28,  1963,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  28,  1963,  by 
adding  thereto: 

“that  all  dimensions  shall  conform  to  revised  drawings 
marked  ‘Received  July  1,  1963/  2  sheets;  on  condition 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (N.B. 
389/63) 
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246-63-BZ 

APPLICANT  —  Leo  D.  Fakler  for  Irving  Portnow, 


owner. 


cited  shall  be  complied  with  in  all  respects.”  (N.B. 
128/ 63) 


SUBJECT — Application  for  consideration  —  reopening 
for  amendment  of  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Section  72-21.  of  the  Zoning  Resolution,  permitting  in 
an  R3-2  district,  the  erection  of  two  story,  one  family 
dwelling  that  encroaches  on  the  front  yard. 

PREMISES  AFFECTED — 219-15  143rd  Avenue,  north 
fde  88.34  feet  east  of  Springfield  Boulevard,  Block 
13065,  Lot  30,  Springfield  Gardens,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Leo  D.  Fakler. 

ACTION  OF  BOARD  —  Application  reopened  and 
resolution  amended. 

THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  . .  0 

THE  RESOLUTION— 

^?ERI;oS'  this  aPPlicati°n  was  granted  by  the  Board 
on  May  28,  1963,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  28  1963  bv 
adding  thereto :  ’ 

that  all  dimensions  shall  conform  to  revised  drawings 
marked  Received  July.l,  1963,  2  sheets;  on  condition 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (N.B. 


247-63-B  Z 

APPLICANT  —  Leo  D.  Fakler  for  Irving  Portnow 
owner. 

SUBJECT — Application  for  consideration  —  reopening 
for  amendment  of  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in 
an  R3-2  district,  the  erection  of  a  two  story  one 
family  dwelling  that  encroaches  on  the  front  yard. 
PREMISES  AFFECTED — 219-17  143rd  Avenue,  north 
feet  east  .of  SPrin&field  Boulevard,  Block 
13065,  Lot  28,  Springfield  Gardens,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Leo  D.  Fakler. 

ACTION  OF  BOARD  —  Application  reopened  and 
resolution  amended. 

THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  . .  0 

THE  RESOLUTION— 

Whereas  this  application  was  granted  by  the  Board 
on  May  28,  1963,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  28,  1963  as 
amended  through  by  adding  thereto: 

that  all  dimensions  shall  conform  to  revised  drawings 
marked  Received  July.l,  1963,  2  sheets;  on  condition 
that  other  than  as  herein  amended  the  resolution  above 


248-63-BZ 

APPLICANT  —  Leo  D.  Fakler  for  Irving  Portnow, 
owner. 

SUBJECT — Application  for  consideration — reopening 
for  amendment  of  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in 
an  R3-2  district,  the  erection  of  a  two  story  one 
family  dwelling  that  encroaches  on  the  required  front 
yard. 

PREMISES  AFFECTED — 219-21  143rd  Avenue,  north 
side,  193.84  feet  east  of  Springfield  Boulevard  Block 
13065,  Lot  25,  Springfield  Gardens,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Leo  D.  Fakler. 

ACTION  OF  BOARD  —  Application  reopened  and 
resolution  amended. 

THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  q 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  May  28,  1963,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  28,  1963,  by 
adding  thereto : 

that  all  dimensions  shall  conform  to  revised  drawings 
marked  ‘Received  July  1,  1963,  2  sheets:  on  condition 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (N.B. 
127/63) 


388-57-BZ 

APPLICANT— Morris  Hannes  and  Alfred  Rader  for 
Joseph  P.  Olina,  owner. 

SUBJECT— -Application  for  consideration — reopening 
for  extension  of  term  of  variance  which  expired  June 
17,  1963  —  decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Sections  7e 
and  7i  of  the  Zoning  Resolution,  permitting  in  a  res¬ 
idence  use  district,  a  garage  for  more  than  five  (5) 
motor  vehicles,  motor  vehicle  repairs  with  hand  tools 
only  and  the  parking  and  storage  of  more  than  five 
(5)  oars  on  the  unbuilt  upon  portion  of  the  lot. 

PREMISES  AFFECTED — 2822  West  22nd  Street,  west 
side,  155  feet  south  of  Neptune  Avenue,  Block  7016 
Lot  17,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Morris  Hannes. 

ACTION  OF  BOARD — Application  reopened  and  set 
for  hearing  on.  September  24,  1963,  at  10  A.M.,  to 
consider  extension  of  the  term  of  variance,  requiring 
a  new  decision  of  the  Borough  Superintendent  and 
photographs,  which  have  been  filed,  and  two  publica¬ 
tions  in  the  Bulletin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  q 
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MINUTES 


66-58-BZ  r  . 

APPLICANT— John  J.  Tricarico  for  Empire  huel 
Company,  owner. 

SUBJECT  —  Application  for  consideration  reopen- 

APPLICANT — Application  for  consideration  reopen- 
ing  for  extension  of  term  of  variance  which  expired 
Tulv  8  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition  under  Section  7e  ot 
the  Zoning  Resolution,  permitting  in  a  local  retail 
use  district,  the  change  in  use  of  an _  existing '  one- 
story  building  from  office,  garage  for  five  (5)  trucks 
and  storage  of  riggers  equipment  to  office  and  storage 
of  fuel  delivery  trucks.  € 

PREMISES  AFFECTED — 1638  8th  Avenue  west  side, 
100  feet  south  of  Windsor  Place,  Block  1112,  Lot  52, 
Borough  of  Brooklyn. 

APPEARANCES—  .  . 

For  Applicant:  John  J.  Tricarico. 

ACTION  OF  BOARD— Application  reopened  and  set 
for  hearing  on  September  24,  1963,  at  10  A.M.,.to 
consider  extension  of  the  term  of  variance,  requiring 
a  new  decision  of  the  Borough  Superintendent  an 
photographs,  which  have  been  filed  and  two  publica¬ 
tions  in  the  Bulletin  as  notice. 

THE  VOTE—  „  .  . 

Affirmative: Chairman  Foley,  Vice  Chairman  Kleiner t, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ^ 

Negative:  . 


1738-61-SA 

APPLICANT— Ramset  Fastening  System,  Olin  Mathie- 
son  Chemical  Corporation,  owner— fastening  tool. 

APPEARANCES— 

For  Applicant:  Dale  W.  Champlin. 

ACTION  OF  BOARD— Appliance  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE—  .  _  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein....  4 
Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1738-61-SA— Ramset  Fastening  System,  .  Winchester- 
Western  Division  for  Olin  Mathieson  Chemical  Corpora¬ 
tion,  owner,  filed  for  approval  of  the  appliance  known  as 
Pow-R-Set  Piston  Model  Tool  41. 

USE:  Powder  actuated,  low  velocity,  piston  tool  for 
fastening  studs  into  steel,  concrete,  etc. 

DESCRIPTION:  Pow-R-Set  is  a  light  duty,  low  veloci¬ 
ty  tool  that  utilizes  the  energy  generated  by  exploding  a 
Pow-R-Set  blank  cartridge  to  propel,  a  piston,  that  in 
turn  drives  the  Pow-R-Set  fastener  into  steel  or  con- 
crete.  The  stroke  of  the  piston  is  regulated  and  the  pis¬ 
ton  is  contained  within  the  tool  barrel,  at  all  times. 

Pow-R-Set  powder  loads  have  a  cartridge  case  speci- 


ficallv  designed  for  this  tool.  No  other  commercially 
available  powder  load  will  properly  chamber  in  this  tool. 

When  the  barrel  is  moved  to  its  fullest  extended  posi¬ 
tion  the  piston  is  drawn  into  the  ready  to  fire  position 
and '.he  previously  expended  cartr.dge  rs  eectracted  The 
fastener  is  then  inserted  into  the.  muzzle  end  of  the  bar 
rel  and  the  powder  load  inserted  into  the  cartridge  cham- 

bCThe  tool  is  closed  by  sliding  the  barrel  back  into  the 
receiver  until  it  clicks  into  the  locked  position.  The  barrel 
is  still  x/4  inch  from  the  bottom  of  the  breec.h^ 
therefore  the  tool  will  still  not  fire.  The  tool  must :  still 
be  positioned  on  the  work  surface  and  fully  dePressea 
with  a  minimum  of  30  lbs.  pressure  in  order  to  be  fired. 
INSPECTION  AND  TEST:  Spot  pull  out  tests .were 
conducted  before  the  Board  on  April  9,  1963,  and  said 
tests  compared  favorably  with  the  loads  shown  on 
manufacturer’s  tables  attached  hereto  as  well  as  tests 
performed  by  the  New  Haven  Testing  Laboratory,  Inc. 
Test  results  are  on  file  with  and  are  part  of  this  r|^ord. 
The  appliance  is  approved  by  the  New  York  State  Board 
of  Standards  and  Appeals,  Underwriter’s  Laboratory  and 
other  similar  agencies. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  approval  of  the  appliance  known  as  Pow-K- 
Set  Piston  Tool,  Model  41  for  driving  studs  into  struc¬ 
tural  steel  and  masonry  for  use  “  New  York  City  under 
the  provisions  of  C26-1265.0,  C26-1340.0,  026-13  .  , 

C26-1367.0,  C26-1383.0  and  C10-38.0  of  the  Administrative 
Building  Code  along  with  the  Pow-R-Set  drive  pins  for 
the  allowable  loads  shown  in  load  tables  as  contained  in 
the  record,  provided  that  the  tool  be  kept  under  lock  and 
key  at  all  times,  when  not  in  use;  that  the  tool  only.be 
used  by  a  qualified  operator  who  has  complted  a  training 
course  to  the  satisfaction  of  the  manufacturer  or  his 
licensed  agent;  that  the  manufacturer  or  licensed  agent 
issue  an  operators  identification  card  after  said  qualinca- 
tion  which  the  operator  shall  carry  on  his  person  when¬ 
ever  he  is  using  the  tool;  that  the  operator  shall  always 
verify  the  thickness  and  type  of  material  into  which  the 
stud  is  being  driven;  that  said  material  shall  not  be  soft 
or  very  hard  or  brittle  or  wood  of  any  type  but  shall  be 
masonry  or  structural  steel  of  suitable  thickness  and  on 
further  condition  that  the  tool  and  all  boxes  containing 
fasteners  bear  a  permanently  affixed  label  which  reads, 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Calendar  Number  1737-61- 
SA  ” 

( Sgd.)  Edwin  W.  Kleinert, 

Vice  Chairman. 

Solomon  Sheer, 

Deputy  Director. 

Thomas  P.  Crinnion, 

Engineer. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


Adjourned:  3:30  P.M. 


James  P.  Mulroy,  Secretary. 
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University  of  Illinois  Library 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 

of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each — add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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PETITION  ,.AND  ORDER  OF  CERTIORARI 
SERVED'  ON  THE  BOARD  OF  STANDARDS 
AND  APPEALS. 

On  July  9,  1963,  Petition  and  Order  of  Certiorari  was  served  on 
the  Board  by  Reavis  &  McGrath,  attorneys  for  petitioner,  Clayton 
Manufacturing  Company,  owner,  seeking  a  review  of  the  Board's 
denial  on  April  16,  1963  of  the  application  to  amend  the  resolu¬ 
tion  adopted  under  Calendar  Number  424-45-SA  and  to  approve  this 
equipment  as  a  Steam  Generator  and  not  as  a  Boiler,  in  order 
that  it  shall  not  be  subject  to  the  provisions  of  Section  C26-213 
of  the  Administrative  Building  Code. 


William  A.  Nolan,  Director 
Solomon  Sheer,  Deputy  Director 


James  P.  Mulroy,  Secretary 


John  B.  Cincotta,  Chief  Clerk 


Office — 80  Lafayette 
York  13,  N.  Y. 

Telephone — 566,  Extension  5174. 


Street,  9th  Floor,  Manhattarjv/^few 

,.V 


CONTENTS 


COURT  DECISION. 

Matter  of  Solow  vs.  Board: — On  December  5,  1961,  the  Board 
granted  a  variance,  on  the  application  reopened  May  2,  1961  as 
Volume  II,  based  on  a  decision  of  the  Borough  Superintendent, 
under  Sections  7f,  7i  and  7A  of  the  Zoning  Resolution,  to  permit 
in  a  retail  and  residence  use  district,  the  erection  and  mainten¬ 
ance  of  a  gasoline  service  station,  lubritorium,  minor  auto  repairs, 
car  washing,  office  and  sales,  utility  room,  ground  signs  and  parking 
and  storage  of  motor  vehicles  awaiting  service,  with  business  en¬ 
trances  (curb  cuts)  and  show  windows  within  75  feet  of  the 
residence  use  district,  for  a  term  of  twenty  years  ;  Calendar  Num¬ 
ber  319-57-BZ-Vol.  II;  Premises  253-02  to  253-24,  253-10  Official, 
Hillside  Avenue,  south  side,  from  Little  Neck  Parkway  to  253rd 
Street,  84-02  to  84-10  Little  Neck  Parkway  and  84-01  to  84-09  253d 
Street,  Block  8607,  Lots  180  and  186,  Hollis,  Borough  of  Queens. 

At  Supreme  Court,  Special  Term,  Part  1,  Mr.  Justice  Tessler 
dismissed  the  petition  and  denied  the  application  under  Article  78 
\  of  the  Civil  Practice  Act  to  review  and  annul  the  determination  of 
V* •>  the  respondents. 


V 


(N.Y.  Law  Journal,  July  9,  1963,  page  9) 


Petition  and  Order  of  Certiorari  Served  on  the  Board  of 
Standards  and  Appeals. 

Court  Decision. 

Docket. 

Notice  of  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  July  23, 
1963,  Affecting  Calendar  Numbers,  529-40-BZ — Vol. 
II,  857-47-BZ— Vol.  II,  1555-61-A,  215-61-BZ,  321-61- 
BZ— Vol.  II,  1442-61-BZ,  1447-61-BZ,  1567-61-BZ, 

1568-61-A,  1575-61-BZ,  1661-61-BZ,  1674-61-BZ,  1857- 
61-BZ,  1881-61-BZ,  1920-61-BZ,  1945-61-BZ,  223-63-BZ, 
298-63-BZ,  481-48-BZ,  275-56-BZ— Vol.  II,  154-57-BZ, 
602-57-BZ— Vol.  I,  1914-61-BZ,  1934-61-BZ,  1935-61-A, 
268-63-BZ,  371-63-BZ,  404-63-BZ,  409-63-BZ,  437-63- 
BZ,  465-63-BZ,  466-63-A,  481-63-BZ,  494-63-BZ,  500- 
63-BZ,  516-63-BZ. 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  July 
23,  1963,  Affecting  Calendar  Numbers,  119-47-SM, 
454-51-SA,  578-53-SM,  664-53-SM,  181-54-SM,  960- 
54-SA— Vol.  IV,  503-55-SM,  298-58-SM,  154-59-SA, 
155-59-SA,  323-59-SA,  324-59-SM,  156-60-SM,  904-61- 
SA,  1489-61-SM,  1860-61-SM,  229-62-SM,  339-61-SA, 
747-62-SA,  786-62-SM,  808-62-SA,  896-62-SA,  1032-62- 
SM,  1150-62-SM,  44-63-SM,  526-63-SA,  314-52-SM, 
272-62-SM,  524-59-SM,  1595-61-SA  377-63-SM,  413-63- 
SA,  586-61-A,  774-61-A,  806-61-A,  914-61-A,  1312-61-A, 
127-62-A,  367-62-A,  605-62-A,  142-63-A,  286-63-A,  305- 
63-A,  312-63-A,  330-63-A,  352-63-A,  474-63-A,  776-61- 
A,  91 1-62- A,  399-63-A,  661-50-BZ— Vol.  II,  777-56-BZ, 
68-61-BZ,  548-61-BZ,  982-61-BZ,  1393-61-BZ,  1745-61- 
BZ,  735-62-BZ,  241-47-BZ,  517-56-BZ,  1024-62-BZ, 
1929-61-BZ,  156-62-SR  and  432-62-SR. 


Warning. 
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CALENDAR 


DOCKET 

New  Cases  Filed  Up  to  J uly  23,  1963 
Cal.  No.  Dept.  Premises  Affected 

580-63 -  A — B . M . — 401  -415  Seventh  Avenue,  and  137-167 
West  32nd  Street,  east  side,  from  32nd  Street  to  33rd 
Street,  Block  808,  Lot  1,  Borough  of  Manhattan,  B.N. 
1066-63,  re-Decision  of  the  Borough  Superintendent, 
fireproof  wood  to  conform. 


581-63-A— B.B.— 138-144  Division  Avenue,  southwest 
corner  of  Clymer  Avenue,  Block  2169,  Lot  34,  Borough 
of  Brooklyn,  Alt.  107-63,  re-sprinkler  system. 


582-63-SM— Portland  Type  I  Cement,  complying  with 
ASTM  Specifications  C- 150-62,  manufactured  by  Puerto 
Rico  Cement  Company,  Ponce  Division,  Material. 


583-63-A — B.M. —  51  Mercer  Street,  west  side,  145  feet  6 
inches  south  of  Broome  Street,  Block  474,  Lot  15,  Bor¬ 
ough  of  Manhattan,  Alt.  505-63,  re-Provide  two  means 
of  egress,  door  and  open  yard. 


584-63-SA — Oxygen  and  Nitous-Oxide  Alarm  System, 
Models  WM-3C-SSSB,  #FM-3€-AN  ,#EPS  #5255, 
manufactured  by  Fire  Alarm  and  Indicator  Co.,  Inc. 
Appliance. 


585-63-SA — Atmos-Pak  Inc.,  Models  RO-500,  1000D, 
1000S,  1500D,  1500S,  20G0D,  3000,  3500,  Oil  Fired  duct 
furnace,  manufactured  by  Atmos-Pak  Inc.,  Appliance. 


586-63-SA — Hotpoint  Clothes  Washers,  portable  automa¬ 
tic  clothes  washers,  domestic  and  commercial,  various 
models,  manufactured  by  Hotpoint,  Appliance. 


587-63-SM — Skydome,  skylight,  manufactured  by  Amer¬ 
ican  Cyanamid  Company,  Building  Products  Division, 
Material. 


588-63-A — F.D. — 2114-34  Coyle  Street,  west  side,  100 
feet  south  of  Avenue  U,  Block  7367,  Lots  11  and  part 
of  14,  Borough  of  Brooklyn,  F.D.  Order  2177-3  and 
Decision,  re-sprinkler  system. 


589-63-A — F.D. — 206  Fifth  Avenue,  and  1125  Broadway, 
west  side,  56.5  and  1/7  feet  north  of  West  25th  Street, 
Block  827,  Lot  41,  Borough  of  Manhattan,  F.D.  Order 
2496-3,  re-sprinkler  system. 


590-63-SM — Mono-Rex  Epoxy  Flooring,  manufacturing 
by  Staples  Floorcraft  Company  Inc.,  Material. 


591-63-A — F.D. — 39  East  13th  Street,  north  side,  39 
feet  east  of  University  Place,  Block  565,  Lot  3,  Bor¬ 
ough  of  Manhattan,  F.D.  Order  1952-3  and  Decision 
re-sprinkler  system. 


592-63-SA — Yorktown  Dry  Cleaning  Unit  Models  #30 
and  #55,  manufactured  by  American  Laundry  Machin¬ 
ery  Industries — Division  of  McGraw  Company,  Appli¬ 
ance. 


593-63-SM — Angle  Hose  Valve,  inches,  size  300# 
Pressure  Powhaten  Plate  158-U  (double  female),  plate 


157-U  (female  to  male)  manufactured  by  Powhaten 
Brass  and  Iron  Works,  Material. 


594-63-SM— Double  Clapper  Siamese  in  4"x3"x3  , 
5"x3"x3"  and  6"x3"x3"  sizes,  Powhaten  Plate  No.  229, 
manufactured  by  Powhaten  Brass  and  Iron  Works,  Ma¬ 
terial. 


595-63-SM — Concealed  or  Flush  Type  Siamese  in  4"x3  x3  , 
5"x3"x3",  and  6"x3''x3"  sizes,  manufactured  by  Powhaten 
Brass  and  Iron  Works,  Material. 


Restored  to  Docket 

517-56-BZ  B.Bx— 1071-1073  Hall  Place,  west  side, 
174  9  feet  south  of  East  167th  Street,  Block  2691,  Lots  93 
and  94,  Borough  of  The  Bronx,  Alt.  431-56,  reopened  for 
consideration  as  to  extension  of  term  of  variance,  re- 
dwelling,  5  car  garage,  parking  and  storage,  etc.— resid¬ 
ence  use  district. 


241-47-BZ — B  Q. — 16-23  to  16-25  Hancock  Street,  north¬ 
west  side,  245  feet  northeast  of  Wyckoff  Avenue,  Block 
3548,  Lot  97,  Ridgewood,  Borough  of  Queens,  reopened 
for  consideration  as  to  extension  of  term  of  variance,  re¬ 
extension  to  knitting  mill. 


1024-62-BZ — Vol.  II— B.M.— 592-594  5th  Avenue,  south¬ 
west  corner  of  Whst  48th  Street,  Block  1263,  Lot  41, 
Borough  of  Manhattan,  re-bulk — C5-3  district. 

RULES 


Arc  and  Gas  Welding  and  Oxygen 

Cutting  . •  •••  Nov- 

Cements,  Air  Entraining  Portland, 

Rules  for  Approval  and  Use  of..  April 
Cements,  Blended,  Rules  for  Test- 

ing  and  Use  of  . .  Mar. 

Certificate  of  Occupancy,  approved 

form  . .  Dec. 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  . •  ••  -.••••  Dec. 

Concrete  Rules  (Hydrated  Lime).  Aug. 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  . . .  Aug. 
Dry  Cleaning  Establishments,  Rules 

Covering  .  Sept. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . • . July 

Exterior  Veneering  Materials, 

Rules  for  . Mar. 

Factory  Exit  Rules  . . . ._ . Feb. 

Fire  Alarm  Rules  (Interior)  . May 

Fire  Drill  Rules  . June 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc.,  Rules  for  Testing  of  Jan. 

Hatchway  Protection  . June 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.280  of  The  Labor 

Law)  . May 

Insulating  Fibre  Board  Rules  ....  Mar. 

Oil  Burner  Rules  _ . June 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of .  May 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  . Mar. 

Procedure,  Rules  of  . Jan. 

Smoking  in  Factories,  Rules  for..  Apr. 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc . May 

Sprinkler,  Rules  . June 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  . .  Sept. 


27,  1956. 

12,  1955 

15,  1955 — Vol.  40,  No.  11 

28,  1943 — Vol.  28,  No.  52A 


10,  1962. 

3,  1937— Vol.  22,  No.  31 
8,  1962. 

15,  1955. 

20,  1962. 

11,  1952— Vol.  37,  No.  11A 
22,  1955. 

1963. 

20,  1963 — Vol.  48,  No.  25 

31,  1963 — Vol.  48,  No.  5 
5,  1928 — Vol.  13,  No.  23 

25,  1961 — Vol.  46,  No.  21 
25,  1952— Vol.  37,  No.  13A 
1,  1962. 

27,  1954. 


20,  1960. 

17,  1963 — Vol.  48,  No.  3 
25,  1963 — Vol.  48,  No.  17 

2,  1963— Vol.  48,  No.  18 
29.  1937 — Vol.  22,  No.  26 

3,  1946 — Vol.  31,  No.  36 


DESIGNATIONS:  B. — Department  of  Buildings;  B.B. — Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan:  B.Q.- — Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings,  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department, 
and  M.  and  A. — Dept,  of  Marine  and  Aviation. 
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SEPTEMBER  10,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  10,  1963,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

396-63-BZ 

APPLICANT— Associated  Architects  and  Engineers 
per:  Simon  Breines  for  City  of  New  York — Dept,  of 
Public  Works. 

SUBJECT — Application  April  30,  1963' — decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the 
Zoning  Resolution,  to  permit  in  .a  R@  district,  at  an 
existing  hospital,  the  erection  of  a  new  building  that 
encroaches  on  the  required  setbock. 

PREMISES  AFFECTED — 462  First  Avenue,  southeast 
corner  of  30th  Street,  Block  958,  Lot  1,  Borough  of 
Manhattan. 

Laid  over  from  July  16,  1963,  to  September  10,  1963, 
for  hearing,  at  request  of  applicant  and  for  possible  with¬ 
drawal. 


325-63-BZ 

APPLICANT — Henry  Nordheim  for  Barto  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  April  16,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-451  of  the 
Zoning  Resolution  to  permit  in  an  R8  district,  the 
maintenance  of  an  off-site  parking  facility  for  an 
existing  multiple  dwelling. 

PREMISES  AFFECTED — 2338  Walton  Avenue,  east 
side,  447.03  feet  north  of  East  183rd  Street,  Block  3183, 
Lot  27,  Borough  of  The  Bronx. 


388-63-BZ 

APPLICANT — Lindenbaum  and  Young  for  Martin  L. 
Baron,  owner. 

SUBJECT — Application  May  6,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the 
maintenance  of  aparking  lot  opposite  the  World’s 
Fair,  for  a  temporary  term  of  three  (3)  years. 

PREMISES  AFFECTED — 58-05  Rodman  Street, 
southeast  corner  of  58th  Avenue,  Block  6353,  Lots 
1,  3,  3,  4,  Flushing,  Borough  of  Queens 


520-63-BZ 

APPLICANT — Haus  and  Bresin  for  James  Forlano  and 
Frank  Aguele,  owners. 

SUBJECT — Application,  June  21,  1963— decision  of  the 
Borough  Superintendent,  under  Section  73-01(b)  of 
the  Zioning  Resolution,  to  permit  the  erection  of  a 
one  story  and  cellar  building  for  use  as  restaurant, 
and  greenhouse  with  outdoor  sales  and  with  acces¬ 
sory  signs,  and  the  building  encroaches  on  the  required 
front  and  side  yards. 

PREMISES  AFFECTED— 2455-2465  Linden  Blvd.  and 
800-802  Logan  Street,  northwest  corner,  Block  4480, 
Lot  28,  Borough  of  Brooklyn. 


502-63-BZ 

APPLICANT —  Haus  and  Bresin  for  Golden  Gate 
Motor  Inn,  Incorporated,  owner. 

SUBJECT  Application  June  14,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  C2-1  district,  the 
maintenance  of  a  business  sign,  that  exceeds  the  per¬ 
mitted  surface  area  and  the  permitted  height. 

^■^.^MISES  AFFECTED — 3867-3891  Shore  Parkway, 
2754-2772  Knapp  Street,  northwest  corner,  Block  8806, 
Lot  17,  Borough  of  Brooklyn. 


503-63-A 

APPLICANT — Haus  and  Bresin  for  Golden  Gate 
Motor  Inn  Incorporated,  owner. 

SUBJECT  Application  June  14,  1963 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re — ground 
sign. 

PREFISES  AFFECTED— 3867-3891  Shore  Parkway, 
2754-2772  Knapp  Street,  northeast  corner,  Block  8806’, 
Lot  17,  Borough  of  Brooklyn. 


423-60-BZ 

APPLICANT — Paul  Feldman  for  Rugby  Auto  Service 
owner. 

SUBJECT — Application  reopened  July  2,  1963  for  con¬ 
sideration  as  to  extension  of  time  to  complete,  expired 
March  7,  1962 — decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Section  7i 
of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  construction  of  an  extension  to  an  existing 
building  and  extend  the  present  automobile  repair  shop 
to  include  such  welding  as  is  necessary  in  connection 
with  minor  auto  repairs. 

PREMISES  AFFECTED — 1028-1040  Utica  Avenue, 
west  side,  100  feet  south  of  Tilden  Avenue,  Block  4734,’ 
Lot  11,  Borough  of  Brooklyn. 


122-58-BZ 

APPLICANT — Cyril  Hyman  for  Berno  Realty  Corp 
owner.  ’ 

SUBJECT — Application  reopened  July  2,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
October  28,  1963 — decision  of  the  Borough  Superinten¬ 
dent,  previously  granted  on  condition,  under  Section 
7h  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  the  use  of  vacant  land  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  of  the 
pleasure  car  type  only. 

PREMISES  AFFECTED— 434-444  West  25th  Street 
south  side,  230  feet  east  of  10th  Avenue,  Block  72 2, 
Lots  58-64  inclusive,  Borough  of  Manhattan. 


850-57-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Jack  Romita 
owner. 

SUBJECT — Application  reopened  July  2,  1963  for  con- 
sideration  as  to  extension  of  term  of  variance,  expired 
June  10,  1963 — decision  of  the  Borough  Superintendent 
previously  granted  on  condition,  under  Section  7h  of 
the  Zoning  Resolution,  permitting  in  a  retail  and  resi¬ 
dence  use  district,  on  the  residential  portion  of  the  plot 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  of  the  pleasure  care  type  only. 

PREMISES  AFECTED— 2360-2368  Prospect  Avenue, 
east  side,  70  feet  south  of  East  187th  Street,  Block 
3114,  Lots  52  and  54,  Borough  of  The  Bronx. 

.  The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 


397-63-BZ 

APPLICANT— Frederick  A.  Ketcher  for  Dabin  Equities 
Corporation,  owner. 

SUBJECT— Application  May  9,  1963— Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R8  district,  in  an 
existing  three  story  and  cellar  building,  the  mainten¬ 
ance  of  doctors  offices  on  the  ground  floor. 

PREMISES  AFFECTED — 2015  Grand  Concourse, 
southwest  corner  of  Bush  Street,  Block  2808,  Lot  93 
Borough  of  The  Bronx. 

Hearing  closed.  Laid  over  from  July  9,  1963,  to  Sep¬ 
tember  10,  1963,  for  inspection  and  decision. 
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398-63-A 

APPLICANT— Frederick  A.  Ketcher  for  Dabin  Equities 
Corporation,  owner. 

SUBJECT— Application  May  9,  1963— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re — stairway,  etc. 

PREMISES  AFFECTED— 2015  Grand  Concourse, 
southwest  corner  of  Bush  Street,  Block  2808,  Lot  93, 
Borough  of  The  Bronx. 

MAX  H.  FOLEY,  Chairman. 


SEPTEMBER  10,  1963,  2  P.M. 


PREMISES  AFFECTED— 359  Broadway,  west  side  54 
feet  3V2  inches  south  of  Franklin  Street,  Block  174, 
Lot  33,  Borough  of  Manhattan. 

854-61-A  _  ,  _  /“*  *1 

APPLICANT — A.  L.  Seiden  for  Estate  of  John  I.  Gil¬ 
len,  deceased  and  Estate  of  James  S.  Maher,  deceased 
owners. 

SUBJECT — Application  June  7,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 421-423  West  14th  Street, 
north  side,  349  feet,  6  inches  east  of  10th  Avenue, 
Rlork  712.  Lot  oart  of  lot  14,  Borough  of  Manhattan. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  September  10,  1963,  at  2  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters : 

483-63-SM 

APPLICANT— Medusa  Portland  Cement  Co.,  owner- 
high  early  portland  cement. 

582-63-SM 

APPLICANT— Atlantic  Cement  Co.  agent  for  Puerto 
Rican  Cement  Co.,  Inc.— portland  cement  Type  I. 

377-61-A-Vol.  II 

APPLICANT— Morris  Kweller  for  Benjamin  Schaffer, 
owner. 

SUBJECT— Application  reopened  July  3,  1962  as  Vol. 
II — re  Appeal  from  an  order  and  a  decision  of  the 
Fire  Commissioner  re  Sprinkler  System. 

PREMISES  AFFECTED— 2  Hudson  Street,  northeast 
corner  of  Chambers  Street,  Block  140,  Lot  1,  Borough 
of  Manhattan. 

814-61-A 

APPLICANT— A.  L.  Seiden  for  Saltway  Realty  Corp¬ 
oration,  owner. 

SUBJECT— Application  May  29,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 185-187  Canal  Street,  99 
Mott  Street,  northwest  corner,  Block  205,  Lot  30,  Bor¬ 
ough  of  Manhattan. 

834-61-A 

APPLICANT— Robert  Teichman  for  Filman  Realty 
Company  c/o  Henry  J.  Kohlman  (Co-owner). 
SUBJECT— Application  May  26,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 122  West  21st  Street,  south 
side,  272  feet  west  of  Avenue  of  the  Americas,  Block 
796,’ Lot  53,  Borough  of  Manhattan. 

837-61-A 

APPLICANT— A.  L.  Seiden  for  Graycliff  Realty  Corp¬ 
oration  and  Naomi  K.  Raber,  owners. 

SUBJECT— Application  June  1,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 171-173  Canal  Street,  north 
side,  41  feet  10  %  inches  west  of  Elizabeth  Street, 
Block  204,  Lot  30,  Borough  of  Manhattan. 

843-61-A 

APPLICANT — Broadfrank  Company  for  Mark  Ten- 
nenbaum,  Emil  Tanner  and  Leo  Beller,  owners. 
SUBJECT— Application  June  6,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


860-61-A 

APPLICANT — A.  L.  Seiden  for  Estate  of  John  J.  Gillen, 
deceased  and  Estate  of  James  S.  Maher,  deceased, 
owners. 

SUBJECT — Application  June  8,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 425  West  14th  Street,  north 
side,  328  feet,  11  inches,  east  of  10th  Avenue,  Block 
712,’ Lot  part  of  lot  14,  Borough  of  Manhattan. 


APPLICANT — A.  L.  Seiden  for  Estate  of  John  J.  Gillen, 
deceased  and  Estate  of  James  S.  Maher,  deceased, 
owners. 

SUBJECT — Application  June  12,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 427  West  14th  Street,  north 
side,  308  feet,  4  inches  east  of  10th  Avenue,  Block  712, 
part  of  lot  14,  Borough  of  Manhattan. 

858-61-A 

APPLICANT— Bon  Gail  Corporation,  owner;  St.  Marks 
Baths,  Incorporated  lessee. 

SUBJECT — Application  June  7,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system,  doors  and  arches. 

PREMISES  AFFECTED— 6  St.  Marks  Place  south 
side,  100  feet  east  of  Third  Avenue,  Block  463,  Lot  12, 
Borough  of  Manhattan. 

870-61-A 

APPLICANT — Robert  Teichman  for  Nuzel  Realty 
Corporation,  owner. 

SUBJECT — Application  June  9,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 142  Duane  Street,  south 
side,  124  feet  3%  inches  west  of  Church  Street,  Block 
146, ’Lot  18,  Borough  of  Manhattan. 

883- 61-A 

APPLICANT — Sidney  M.  Moskowitz  for  Mae  Pollet, 
owner. 

SUBJECT— Application  June  13,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 190  William  Street,  east 
side,  102  feet,  3  inches,  south  of  Frankfort  Street,  Block 
103,  Lot  5,  Borough  of  Manhattan. 

884- 61-A 

APPLICANT— A.  L.  Seiden  for  Marbak  Trading  Com¬ 
pany,  owner. 

SUBJECT— Application  June  13,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 
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PREMISES  AFFECTED — 258-260  Bowery,  west  side, 
252  feet,  8%  inches  north  of  Prince  Street,  Block  507, 
Lot  34,  Borough  of  Manhattan. 

907-61-A 

APPLICANT — Irwin  Emerman  for  Abraham  Rosenthal, 
owner. 

SUBJECT — Application  June  15,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 113  Hester  Street,  north 
side,  67.5  feet  west  of  Eldridge  Street,  Block  306,  Lot 
38,  Borough  of  Manhattan. 

939-61-A 

APPLICANT — H.  E.  Horwood  for  Olga  L.G.  Conkling 
and  Muriel  Van  H.  Versluys,  owners. 

SUBJECT — Application  June  20,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 450  Broadway,  east  side,  104 
feet  3  inches  south  of  Grand  Street,  Block  232,  Lot  8, 
Borough  of  Manhattan. 

941- 61-A 

APPLICANT — Samuel  Rosenblum  for  Franjer  Realty, 
Incorporated,  owner. 

SUBJECT — Application  June  20,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 41  and  43  Bond  Street, 
south  side,  239  feet  8  inches  west  of  Bowery,  Block 
529,  Lots  29  and  30,  Borough  of  Manhattan. 

942- 61-A 

APPLICANT — H.  E.  Horwood  for  Gustav  F.  Herbst 
and  Fred  P.  Herbst,  owners. 

SUBJECT — Application  June  20,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 678  Broadway,  east  side,  57 
feet,  6  inches  south  of  Great  Jones  Street,  Block  530, 
Lot  5,  Borough  of  Manhattan. 

949-61-A 

APPLICANT — The  New  York,  New  Haven  and  Hart¬ 
ford  Railroad  Company,  owner;  Morrelli  Bros.,  lessee. 
SUBJECT — Application  June  21,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
slandpipe  system. 

PREMISES  AFFECTED— Pier  39,  East  River,  foot 
of  Montgomery  Street,  Block  none,  Lot  none,  Borough 
of  Manhattan. 

955-61-A 

APPLICANT — A.  L.  Seiden  for  Charles  M.  Seiden, 
owner. 

SUBJECT — Application  June  21,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 100  Chambers  Street,  south 
side,  25  feet  east  of  Church  Street,  Block  135,  Lot  16, 
Borough  of  Manhattan. 

157-62-A 

APPLICANT — 877  Second  Avenue  Corporation,  owner: 
Newel  Art  Galleries,  lessee. 

SUBJECT — Application  February  6,  1962 — Appeal  from 
orders  of  the  Fire  Commissioner  re-  sprinkler  system. 
PREMISES  AFFECTED — 877  2nd  Avenue,  northwest 
corner  of  East  47th  Street,  Block  1320,  Lot  29,  Bor¬ 
ough  of  Manhattan. 


1105-62- A 

APPLICANT — 318  West  75th  Street  Corporation, 

SUBJECT— Application  December  10,  1962— Filed  pur¬ 
suant  to  Section  310  of  the  Multiple  Dwelling  Law  for 
a  variance  of  Sections  34  and  177  of  the  Multiple 
Dwelling  Law  re-cellar  apartment. 

PREMISES  AFFECTED — 318  West  75th  Street,  south 
side,  58  feet  west  of  Riverside  Drive,  Block  1184,  Lot 
100,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman. 


SEPTEMBER  17,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  17,  1963,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 


1939-61-BZ 

APPLICANT — Burloc  of  Staten  Island  Incorporated, 
owner. 

SUBJECT — Application  December  14,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7c  of  the 
Zoning  Resolution,  to  permit  in  a  restricted  retail  and 
residence  use  district,  the  erection  of  a  one  story  build¬ 
ing  for  use  as  retail  stores  including  a  dry  cleaning 
establishment. 

PREMISES  AFFECTED — 2397-2413  Hylan  Boulevard, 
north  side,  from  Burbank  Avenue  to  Locust  Avenue, 
Block  3646,  Lots  1,  58  and  60,  New  Dorp,  Borough  of 
Richmond. 

Laid  over  from  February  5,  1963  to  April  2,  1963,  for 
applicant  to  send  out  twenty-day  notices  and  amend 
application;  then  to  June  11,  1963,  for  hearing  applicent 
to  send  out  20-day  notices  to  affected  owners;  then  to 
September  17,  1963,  for  hearing;  20-day  notices  to  be 
sent  by  the  applicant  to  affected  property  owners. 


493-63-BZ 


APPLICANT — Leonard  F.  Rothkrug  for  Foster  Dis¬ 
tributors,  Incorporated,  owner. 

SUBJECT  Application  June  11,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  the 
erection  of  a  one  story  warehouse  on  a  lot  16%-S"  wide 
between  two  existing  warehouses. 


PREMISES  AFFECTED — 805  Sterling  Place,  north- 
feet,  8  inches  east  of  Rogers  Avenue,  Block 
1240,  Lot  66,  Borough  of  Brooklyn. 


505-63-BZ 

APPLICANT  Lama,  Proskauer  &  Prober  for  Jerome 
Gratenstein,  owner. 

SUBJECT  Application  June  11,  19631 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  the 
combining  of  a  garage  building  and  laundry  building 
previously  before  the  Board  and  the  extension  of  the 
laundry  use. 

PREMISES  _  AFFECTED— 42-64  Crown  Street,  902- 
916  Franklin  Avenue,  southwest  corner,  Block  1190 
Lots  29,  33,36,  Borough  of  Brooklyn. 

511-63-BZ 

APPLICANT — Andrew  Di  Camillo  for  Andrew  J.  & 
Henry  A.  Me  Caddin,  owners. 

SUBJECT  Application  June  17,  1963 — Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  the  en¬ 
largement  in  area  of  an  existing  funeral  establishment 
to  occupy  the  basement  and  cellar  of  the  adjoining 
building. 
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PREMISES  AFFECTED-22-24  -  7th  Avenue,  north¬ 
west  corner  of  Sterling  Place,  Block  942,  Lots  48  and 
49,  Borough  of  Brooklyn. 

518-63-BZ 

APPLICANT — James  Whitford  for  Staten  Island 
Drive-In  Corporation,  owner. 

SUBJECT— Application  June  18,  1963— decision  of  the 
Borough  Superintendent,  under  Section  1 1-412  .P1*5 

Zoning  Resolution,  to  permit  in  a  C8-1  and  dis¬ 

trict,  the  enlargement  in  area  of  an  existing  drive  in 
theatre  previously  granted  by  the  Board. 

PREMISES  AFFECTED— 2865  Richmond  Avenue,  10 
Yukon  Avenue,  southwest  corner,  Block  2460,  Lot  9o, 
New  Springville,  Borough  of  Richmond. 

74- 44-BZ 

APPLICANT— Larry  Meltzer,  for  Linjan  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  reopened  July  9,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance  which 
expired  May  22,  1961— decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7i  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district  for  a  term  of  five  years,  the  mainten¬ 
ance  of  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 375  South  1st  Street,  north 
side,  63  feet,  4  inches  east  of  Grand  Street  Extension 
and  206  Grand  Street  Extension,  Block  2399,  Lot  43, 
Borough  of  Brooklyn. 

75- 53-BZ 

APPLICANT — Leo  Goldman  and  Sol  Goldman,  owners. 

SUBJECT — Application  reopened  July  9,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  16,  1963— decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7f  of 
the  Zoning  Resolution,  permitting  in  the  business  use 
portion  of  a  lot  located  in  a  residence  and  business  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  motor  vehicle  repairs,  auto 
laundry  and  office,  for  a  term  of  ten  years. 

PREMISES  AFFECTED— 3301  Boston  Road,  north- 
west  corner  of  Gun  Hill  Road,  Block  4705,  Lots  1  and 
68,  Borough  of  The  Bronx. 


PREMISES  AFFECTED-Southwest  corner  of  Wyona 
Aevnue  and  Willowbrook  Road,  Block  2099,  Lot  27, 
(formerly  Lots  29  and  31)  Port  Richmond,  Borough 
of  Richmond. 

Hearing  closed — Laid  over  from  January  22,  1963,  to 
March  5,  1963,  for  decision;  applicant  to  submit  revised 
drawings  then  to  September  17,  1963,;  for  decision  at 
the  request  of  the  applicant. 

1661-61-BZ 

APPLICANT— Lama,  Proskauer  and  Prober  for  Peer¬ 
less  Management  Corporation,  owner. 

SUBJECT— Application  October  23,  1961— decision  of 
the  Borough  Superintendent,  under  Sections  7f,  7h  nnd 
7i  of  the  Zoning  Resolution,  to  permit  in  a  retail  and 
residence  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  lubritorium,  minor  auto  re¬ 
pairs,  car  washing,  office,  sale,  storage  room,  and  the 
parking  and  storage  of  motor  vehicles  in  the  open 
area  with  a  ground  sign  for  a  temporary  term  of  years. 
PREMISES  AFFECTED— 35-34  to  35-42  (35-38  of¬ 
ficial)  Junction  Boulevard,  west  side,  200.08  feet  north 
of  37th  Avenue,  Block  1469,  Lot  21,  Astoria,  Borough 
of  Queens. 

Laid  over  from  July  23,  1963  to  September  17,  1963, 
for  inspection  and  decision;  applicant  changed  basis  of 
application  to  Section  7e  erf  the  Zoning  Resolution. 


223-63-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Charles  Mot- 
tola,  Lincolndale  Homes,  Inc.,  Mario  Avallone  and 
Frank  Calabro,  owners. 

SUBJECT— Application  March  13,  1963— decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  and  Cl-3  dis¬ 
trict,  the  relocation  and  reconstruction  of  an  automo¬ 
tive  ’service  station  with  accessory  uses  including  auto¬ 
matic  car  washing. 

PREMISES  AFFECTED— 3217  White  Plains  Road, 
northwest  corner  of  Burke  Avenue,  Block  4595,  Lots 
42,44,  46  and  48.  Borough  of  The  Bronx. 

Hearing  Closed.  Laid  over  from  July  23,  1963,  to  Sep¬ 
tember  17,  1963,  for  decision  at  the  request  of  the 

applicant.  wa-v  tj  ttv 


890-57-BZ 

APPLICANT— Ludwig  P.  Bono  for  Alfred  Servido, 
Jr.,  owner. 

SUBJECT — Application  reopened  July  9,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance  which 
expired  April  8,  1963— decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district  for  a  term.  of  five  years,  the 
parking  and  storage  of  motor  vehicles  of  the  pleasure 
type  only. 

PREMISES  AFFECTED— 105  Rockwood  Street  and 
1530  Walton  Avenue,  northeast  corner,  Block  2836, 
Lots  1,  2,  35,  37  and  38,  Borough  of  The  Bronx. 

The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 

such  hearings. 

262-32-BZ 

APPLICANT— Edward  J.  Walsh,  Jr.  for  Edward  J, 
Walsh  and  Mary  Walsh,  owners. 

SUBJECT — Application  reopened  October  16,  1962  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  September  17,  1962— decision  of  the.  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7f  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district  the  erection  and  maintenance  of 
a  gasoline  service  station. 


SEPTEMBER  17,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  September  17,  1963,  at  2  o  clock  at  80 

Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 

following  matters: 

562-61-SM 

APPLICANT— United  States  Mineral  Wool  Company, 
owner — combustible  insulation. 

731-62-SA 

APPLICANT— Thatcher  Furnace  Company,  owner- 
gas-fired  heater. 

750-62-SM 

APPLICANT— National  Gypsum  Company,  owner- 
interior  incombustible  partition. 

755-62-SM 

APPLICANT— National  Gypsum  Company,  owner- 
interior  non-load  bearing  one  hour  fire  resistive  par¬ 
tition. 

1063-62-SM 

APPLICANT— Jerguson  Gage  and  Valve  Company, 
owner — liquid  level  gage. 
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1136-62-SM 

APPLICANT — Eastman  Kodak  Company,  owner — 
slow-burning  panel. 

354-62-A 

APPLICANT — Frederick  W.  Degenhardt  for  D.  D.  Wil¬ 
liamson  and  Company,  Incorporated,  owner. 

SUBJECT — Application  April  18,  1962 — Appeal  from  a 
decision  of  the  Fire  Commissioner,  re — Storage  and 
transfer  of  S09  from  tank  to  truck. 

PREMISES  AFFECTED — 5-39  46th  Avenue,  north 
side,  200  feet  west  of  Vernon  Avenue,  Block  26,  Lot 
17,  Long  Island  City,  Borough  of  Queens. 

645- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 124  Flagg  Place,  east  side, 

1167.58  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  72,  Dongan  Hills,  Borough  of  Richmond. 

646- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 126  Flagg  Place,  east  side, 

167.58  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  71,  Dongan  Hills,  Borough  of  Richmond. 

647- 62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 128  Flagg  Place,  east  side, 

226.37  feet  south  of  Four  Corners  Road,  Block  887,  Lot 
70,  Dongan  Hills,  Borough  of  Richmond. 

648- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT- — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 130  Flagg  Place,  east  side, 

1250.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  68,  Dongan  Hills,  Borough  of  Richmond. 

649- 62-A 

APPLICANT- — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 132  Flagg  Place,  east  side, 

1274.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  67,  Dongan  Hills,  Borough  of  Richmond. 

650- 62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 134  Flagg  Place,  east  side, 

1298.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  66,  Dongan  Hills,  Borough  of  Richmond. 


651- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 136  Flagg  Place,  east  side, 

1322.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  65,  Dongan  Hills,  Borough  of  Richmond. 

652- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 138  Flagg  Place,  east  side, 
1354637  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  64,  Dongan  Hills,  Borough  of  Richmond. 

653- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 140  Flagg  Place,  east  side, 

1370.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  63,  Dongan  Hills,  Boroug  hof  Richmond. 

654- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 142  Flagg  Place,  east  side, 

1394.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  62,  Dongan  Hills,  Borough  of  Richmond. 

655- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — -Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 144  Flagg  Place,  east  side, 

1418.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  61,  Dongan  Hills,  Borough  of  Richmond. 

656- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 146  Flagg  Place,  east  side, 

1442.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  60,  Dongan  Hills,  Borough  of  Richmond. 

657- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 148  Flagg  Place,  east  side, 

1466.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  59,  Dongan  Hills,  Borough  of  Richmond. 

658- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 
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SUBJECT— Application  June  29,  1962— Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 150  Flagg  Place  east  side, 

1490.37  feet  south  of  Four  Corners  Road,  Block  «»/, 
Lot  58,  Dongan  Hills,  Borough  of  Richmond. 

659- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re— building 
not  fronting  legal  street. 

PREMISES  AFFECTED—  152  Flagg  Place  east  side, 

1514.37  feet  south  of  Four  Corners  Road,  Block  oo/, 
Lot  57,  Dongan  Hills,  Borough  of  Richmond. 

660- 62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re— building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 154  Flagg  Place,  east  side, 

1538.37  feet  south  of  Four  Corners  Road,  Block  88/, 
Lot  56,  Dongan  Hills,  Borough  of  Richmond. 

661- 62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  June  29,  1962— Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 156  Flagg  Place,  east  side, 

1562.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  55,  Dongan  Hills,  Borough  of  Richmond. 

662- 62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  June  29,  1962— Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 158  Flagg  Place,  east  side, 

1586.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  54,  Dongan  Hlils,  Borough  of  Richmond. 

663- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  June  29,  1962— Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re— building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 160  Flagg  Place,  east  side, 

1610.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  53,  Dongan  Hills,  Borough  of  Richmond. 

664- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  June  29,  1962— Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re— building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 162  Flagg  Place,  east  side, 

1634.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  52,  Dongan  Hills,  Borough  of  Richmond. 

665- 62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  June  29,  1962— Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re— building 
not  fronting  legal  street. 


PREMISES  AFFECTED — 164  Flagg  Place,  east  side, 

1658.37  feet  south  of  Four  Corners  Road,  Block  88/, 
Lot  51,  Dongan  Hills,  Borough  of  Richmond. 

613-62-A 

Applicant — Albert  Melniker  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT — Application  June  27,  1962 — filed  pursuant  to 
Section  36  of  the  General  City  Law  re— erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 28  Pheston  Avenue,  south- 
west  corner  of  Ogden  Street,  Block  5324,  Lot  22o, 

a  _  _  ID  r-\£  Pmliinnnn 


614- 62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT — Application  June  27,  1962 — filed  pursuant  to 
Section  36  of  the  General  City  Law  re— erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 32  Preston  Avenue,  west 
side,  41.50  feet  south  of  Ogden  Street,  Block  5324,  Lot 
230,’Annadale,  Borough  of  Richmond. 

615- 62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT — Application  June  27.  1962 — filed  pursuant  to 
Section  36  of  the  General  City  Law  re— erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 36  Preston  Avenue  west 
side,  80:50  feet  north  of  Oakdale  Avenue,  Block  5324, 
Lot  233,  Annadale,  Borough  of  Richmond. 


-Albert  Melniker  for  Omnia  Properties, 


616-62-A 

APPLICANT- 
Inc.,  owner. 

SUBJECT — Application  June  27,  1962 — filed  pursuant  to 
Section  36  of  the  General  City  Law  re  erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 40  Preston  Avenue,  west 
side,  41.50  feet  north  of  Oakdale  Street,  Block  5324, 
T  nt  234  Annadale.  Borough  of  Richmond. 


617-62-A 

APPLICANT— Albert  Melniker  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT— Application  June  27,  1962— filed  pursuant  to 
Section  36  of  the  General  City  Law  re  erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 44  Preston  Avenue,  north¬ 
west  corner  of  Oakdale  Street,  Block  5324,  Lot  236, 
Anadale,  Borough  of  Richmond. 


618-62-A 

APPLICANT— Albert  Melniker  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT— Application  June  27,  1962— filed  pursuant  to 
Section  36  of  the  General  City  Law  re— erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 12  Ogden  Street,  south  side, 
100  feet  west  of  Preston  Avenue,  Block  5324,  Lot  224, 
Annadale,  Borough  of  Richmond. 


619-62-A 

APPLICANT— Albert  Melniker  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT— Application  June  27,  1962— filed  pursuant  to 
Section  36  of  the  General  City  Law  re— erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 16  Ogden  Street,  south  side, 
144  feet  west  of  Preston  Avenue,  Block  5324,  Lot  222, 
Annadale,  Borough  of  Richmond. 
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620- 62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT — Application  June  27,  1962 — filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 20  Ogden  Street,  south  side, 
188  feet  west  of  Preston  Avenue,  Block  5324,  Lot  220, 
Annadale,  Broough  of  Richmond. 

621- 62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT — Application  June  27,  1962 — filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 24  Ogden  Street,  south  side, 
232  feet  west  of  Preston  Avenue,  Block  5324,  Lot  218, 
Annadale,  Borough  of  Richmond. 

625- 62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Incorporated,  owner. 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 7  Fingal  Street,  north  side, 

64.48  feet  west  of  Arden  Avenue,  Block  5393,  Lot  24, 
Annadale,  Borough  of  Richmond. 

626- 62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Incorporated,  owner. 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 11  Fingal  Street,  north  side, 

106.48  feet  west  of  Arden  Avenue,  Block  5393,  Lot  26, 
Annadale,  Borough  of  Richmond. 

627- 62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Incorporated,  owner. 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 556  Oakdale  Street,  south 
side,  66.07  feet  west  of  Arden  Avenue,  Block  5393,  Lot 
13,  Annadale,  Borough  of  Richmond. 

628- 62-A 

APPLICANT — Albert  Melniker,  General  power  of  At¬ 
torney  for  the  owners). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 560  Oakdale  Street,  south 
side,  107.07  feet  west  of  Arden  Avenue,  Block  5393,  Lot 
10,  Annadale,  Borough  of  Richmond. 

629- 62-A 

APPLICANT — Albert  Melniker,  General  power  of  At¬ 
torney  for  the  owners). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 8  Edwin  Street,  south  side, 
61.87  feet  west  of  Arden  Avenue,  Block  5395,  Lot  14, 
Annadale,  Borough  of  Richmond. 

630- 62-A 

APPLICANT — Albert  Melniker,  General  power  of  At¬ 
torney  for  the  owners). 


SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 12  Edwin  Street,  south  side, 
105.87  feet  west  of  Arden  Avenue,  Block  5395,  Lot  11, 
Annadale,  Borough  of  Richmond. 

63 1- 62- A 

APPLICANT — Albert  Melniker,  General  power  of  At¬ 
torney  for  the  owners). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 18  Edwin  Street,  south  side, 
145  feet  east  of  Harold  Avenue,  Block  5395,  Lot  9, 
Annadale,  Borough  of  Richmond. 

632- 62-A 

APPLICANT — Albert  Melniker  for  Albert  Melniker 
General  Power  of  Attorney  for  the  Owner.) 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 22  Edwin  Street,  south  side, 
100  feet  east  of  Harold  Avenue,  Block  5395,  Lot  6, 
Annadale,  Borough  of  Richmond. 

633- 62-A 

APPLICANT — Albert  Melniker  for  Albert  Melniker 
General  Power  of  Attorney  for  the  Owner.) 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 26  Edwin  Street,  south  side, 
55  feet  east  of  Harold  Avenue,  Block  5395,  Lot  4, 
Annadale,  Borough  of  Richmond. 

634- 62-A 

APPLICANT — Albert  Melniker  (General  power  of  At¬ 
torney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 32  Edwin  Street,  southeast 
corner  of  Harold  Avenue,  Block  5395,  Lot  1,  Annadale, 
Borough  of  Richmond. 

635- 62-A 

APPLICANT — Albert  Melniker  (General  Power  of  At¬ 
torney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  Art  3  of  the  General  City  Law  re — building 
not  facing  legal  street. 

PREMISES  AFFECTED — 545  Sycamore  Street,  north 
side,  55  feet  east  of  Harold  Avenue,  Block  5395,  Lot  35, 
Annadale,  Borough  of  Richmond. 

636- 62-A 

APPLICANT — Albert  Melniker  (General  power  of  At¬ 
torney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 541  Sycamore  Street,  north 
side,  102  feet  east  of  Harold  Avenue,  Block  5395,  Lot 
32,  Annadale,  Borough  of  Richmond. 

637- 62-A 

APPLICANT — Albert  Melniker  (General  power  of  At¬ 
torney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 
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PREMISES  AFFECTED— 537  Sycamore  Street  north 
side,  152.36  feet  west  of  Arden  Avenue,  Block  5395, 
Lot  30,  Annadale,  Borough  of  Richmond. 

638- 62-A 

APPLICANT— Albert  Melniker  (General  power  of  At¬ 
torney  for  the  Owner). 

SUBJECT— Application  June  28,  1962— Filed  pursuant  to 
Section  36  of  the  General  City  Law  re— erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 531  Sycamore  Street,  north 
side,  106.36  feet  west  of  Arden  Avenue,  Block  5395, 
Lot  27,  Annadale,  Borough  of  Richmond. 

639- 62-A 

APPLICANT— Albert  Melniker  (General  power  of  At¬ 
torney  for  the  Owner). 

SUBJECT— Application  June  28,  1962— Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 527  Sycamore  Street,  north 
side,  60.36  feet  west  of  Arden  Avenue,  Block  5395, 
Lot  25,  Annadale,  Borough  of  Richmond. 

640- 62-A 

APPLICANT— Albert  Melniker  (General  power  of  At¬ 
torney  for  the  Owner). 

SUBJECT— Application  June  28,  1962— Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 551  Sycamore  Street,  north¬ 
east  corner  of  Harold  Avenue,  Block  5395,  Lot  37, 
Annadale,  Borough  of  Richmond. 

381-63-A 

APPLICANT— James  Whitford,  Jr.  for  Gerald  Grazi- 
ano,  owner. 

SUBJECT— Application  May  2,  1963— Filed  pursuant  to 
Section  36  Art.  3  of  the  General  Law  re — building 
not  facing  legal  street. 

PREMISES  AFFECTED— 238  Merrill  Avenue,  south 
side  2335.01  feet  west  of  Richmond  Avenue,  Block  2223, 
188,  Bulls  Head,  Borough  of  Richmond. 

735-61-A 

APPLICANT— Charles  M.  Shapiro  for  27-30  Realty 
Company,  owner;  Gleitsman’s  Incorporated,  lessee. 
SUBJECT— Application  May  18,  1961— Appeal  from  a 
decision  of  the  Fire  Commissioner  re — Electrostatic 
Spray  Booths. 

PREMISES  AFFECTED— 27-50  First  Street,  west  side, 
202  feet  north  of  Astoria  Boulevard,  Block  490,  Lot  11, 
Astoria,  Borough  of  Queens. 


676-61-A 

APPLICANT— Sixty  Four  Reade  Corporation,  owner. 

SUBJECT— Application  May  5,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 64  Reade  Street,  north  side, 
130  feet  west  of  Broadway,  Block  150,  Lot  5,  Borough 
of  Manhattan. 


679-61-A 

APPLICANT— Jacob  Fisher  and  Donald  D.  Fisher  for 
Martin  Schreiber,  owner. 

SUBJECT— Application  May  12,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system,  and  a  decision  of  the  Borough  Super¬ 
intendent. 


PREMISES  AFFECTED— 8  Harrison  Street,  north 

side,  97  feet  8  inches  west  of  Hudson  Street,  Block 
181,’  Lot  1,  Borough  of  Manhattan. 

399-63-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Joseph 
Muccioli,  owner. 

SUBJECT— Application  May  9,  1963— Review  of  a  deci¬ 
sion  of  the  Borough  Superintendent  re — Zoning  Matter 
— foundation  not  completed. 

PREMISES  AFFECTED— 28-32  Marginal  Street  West, 
west  side,  154  feet  11%  inches  north  of  Bushwick 
Avenue,  Block  3483,  Lot  32,  Borough  of  Brooklyn. 

776-61-A 

APPLICANT— Samuel  Rosenblum  for  Wallson  Realty 
Company,  owner. 

SUBJECT— Applicant  May  25,  1961— Appeal  from  an 

order  and  a  decision  of  the  Fire  Commissioner  re— sprin¬ 
kler  system,  etc. 

PREMISES  AFFECTED— 20  Harrison  Street,  north  side, 
100  feet  2  inches  east  of  Greenwich  Street,  Block  181,  Lot 
6,  Borough  of  Manhattan. 

873-61-A 

APPLICANT — Seymour  B.  Walzer  for  Imperial  Realty 
Corporation,  owner;  Flagg  Court  Playhouse  Associa¬ 
tion,  Incorporated,  lessee. 

SUBJECT— Application  May  31,  1963— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 154  72nd  Street,  south  side, 
150  feet  east  of  Colonial  Road,  7202-7224  Ridge  Boule¬ 
vard,  Block  5906,  Lot  18,  Borough  of  Brooklyn. 

962-61-A 

APPLICANT — Roth  and  Company  for  J.  I.  and  R. 
Realty  Corporation,  owner. 

SUBJECT— Application  June  22,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 56  Orchard  Street,  east 
side,  150  feet  south  of  Grand  Street,  Block  309,  Lot  7, 
Borough  of  Manhattan. 

966-61- A 

APPLICANT— Campodonico  and  Aimette,  lessee;  Pro¬ 
testant  Episcopal  Society,  owner. 

SUBJECT— Application  June  20,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 82-86  West  Broadway, 
northwest  corner  of  Warren  Street,  Block  137,  Lot  1, 
Borough  of  Manhattan. 

970-61-A 

APPLICANT — Marbud  Realty  Corporation,  owner. 
SUBJECT— Application  May  22,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 55  Walker  Street,  south 
side.  177  feet  3  inches  west  of  Broadway,  Block  193, 
Lot  36,  Borough  of  Manhattan. 

986-61-A 

APPLICANT — Samuel  Carr  for  David  S.  Weckman, 
owner. 

SUBJECT — Application  June  22,  1961 — Appeal  for  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 143  Chambers  Street,  north 
side,  SO  feet  10  inches  west  of  Hudson  Street,  Block 
140,  Lot  3,  Borough  of  Manhattan. 
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1006- 61-A 

APPLICANT — James  N.  Wells’  Sons,  Incorporated  for 
Ross  F.  Eadie  and  Robert  L.  Graham  Jr.,  as  Trustees 
under  will  of  Clement  Moore  Ogden,  owner;  B.  Man- 
del  and  Company,  lessee. 

SUBJECT — Application  June  28,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  *  AFFECTED — 517-519  West  19th  Street, 
north  side,  225  feet  west  of  10th  Avenue,  Block  691, 
Lot  22,  Borough  of  Manhattan. 

1007- 61-A 

APPLICANT— James  N.  Wells’  Sons,  Incorporated,  for 
Ross  F.  Eadie  and  Robert  L.  Graham  Jr.,  as  Trustees 
under  will  of  Clement  Moore  Ogden,  owner;  Jacob 
Rice  Glass  Company,  Incorporated,  lessee. 

SUBJECT — Application  June  28,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 525  West  23rd  Street,  north 
side,  250  feet  west  of  10th  Avenue,  Block  695,  Lot  25, 
Borough  of  Manhattan. 

1008- 61 -A 

APPLICANT — Samuel  Rosenblum  for  Vera  B.  Stein- 
muller,  owner. 

SUBJECT— Application  June  29,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 355  Seventh  Avenue,  south¬ 
east  corner  of  West  30th  Street,  Block  805,  Lots  95, 
96  and  97,  Borough  of  Manhattan. 

869-61-A 

APPLICANT — Harry  Meltzer  for  Duncan  M.  Findlay, 
Charles  F.  Noyes,  and  Anton  L.  Trunk — Trustees  for 
the  benefit  of  Ann  F.  Raphael,  Susan  F.  Rossi,  and 
Charles  Noyes  Findlay,  owners. 

SUBJECT — Application  June  8,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 72-78  Nassau  Street,  35-39 
John  Street,  northeast  corner,  Black  78,  Lot  35,  Bor¬ 
ough  of  Manhattan. 

1021-61-A 

APPLICANT — Larry  Meltzer  for  Walter  L.  Brown 
and  A.  Chauncey  Newlin,  Trustees  of  Doherty  Trust 
for  Plelen  Lee  Lassen  and  Charles  F.  Noyes,  owners. 
SUBJECT — Application  June  29,  19^61 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 64-66  Nassau  Street,  east 
side,  52  feet  6  inches  south  of  John  Street,  Block  67, 
Lot  25,  Borough  of  Manhattan. 

1023-61-A 

APPLICANT — A.  L.  Seiden  for  H.J.R.  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  June  29,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commission  re — 
sprinkler  system. 

PREMISES  AFFECTED — 128-138  Mott  Street,  east 
side,  80  feet  south  of  Hester  Street,  Block  238,  Lots 
6  and  9,  Borough  of  Manhattan. 

1026-61-A 

APPLICANT — A.  J.  Courtmel  Company,  Incorporated, 
for  Eleanora  Noyes  Findlay,  owners;  Braum  and 
Rutherford,  Incorporated,  lessee. 


SUBJECT — Application  June  29,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 90-92  Beekman  Street,  58 
Cliff  Street,  northeast  corner,  Block  98,  Lot  54,  Bor¬ 
ough  of  Manhattan. 

1045-61-A 

APPLICANT — Monaghan  and  Mattingly  for  3  North 
Moore  Street  Corporation,  owner. 

SUBJECT — Application  July  3,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 373  Canal  Street,  north 
side,  40  feet  east  of  West  Broadway,  Block  289,  Lot 
9,  Borough  of  Manhattan. 

1047-61- A 

APPLICANT — Monaghan  and  Mattingly  for  Beatrice 
David,  owner. 

SUBJECT — Application  July  3,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 247  West  Broadway,  west 
side,  75  feet  south  of  Walker  Street,  Block  191,  Lot  17, 
Borough  of  Manhattan. 

1069-61-A 

APPLICANT — Monaghan  and  Mattingly  for  E.  and  M. 
Land  Corporation,  owner. 

SUBJECT — Application  July  3,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 324  Canal  Street,  south 
side,  150  feet  west  of  Broadway,  Block  210,  Lot  10, 
Borough  of  Manhattan. 

11 12-61 -A 

APPLICANT — Lama,  Prosqauer  and  Prober  for  Rag 
Realty  Corporation,,  owner. 

SUBJECT — Application  July  7,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 66  Greene  Street,  east  side, 
201  feet  3  inches  north  of  Broome  Street,  Block  485, 
Lot  5,  Borough  of  Manhattan. 

1144-61- A 

APPLICANT — S.  Walter  Katz  for  Ettenros  Realty 
Corporation,  owner. 

SUBJECT — Application  July  7,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 7  Great  Jones  Street,  south 
side,  52  feet  2  inches!  west  of  Lafayette  Street,  Block 
530,  Lot  11,  Borough  of  Manhattan. 

1168-61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  100 
Wooster  Street  Corp.,  owner. 

SUBJECT — Application  July  18,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 100  Wooster  Street,  east 
side,  100  feet  north  of  Spring  Street,  Block  500’,  Lot  1, 
Borough  of  Manhattan. 

1391-61-A 

APPLICANT — Ludwig  Hanauer  for  Seymour  Bern¬ 
stein,  owner. 

SUBJECT — Application  filed  August  31,  1961 — Appeal 
from  a  decision  of  the  Fire  Commissioner,  re —  sprink¬ 
ler  system. 
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PREMISES  AFFECTED— 218  Madison  Avenue  and 
19  East  36th  Street,  northwest  corner,  Block  866,  Dot 
16,  Borough  of  Manhattan. 

509-63-A 

APPLICANT— Thomas  J.  Kenney  for  Kenney-Cnpps, 
Incorporated,  owner. 

SUBJECT— Application  June  17,  1963— packaging  of 
Power-Gent,  anti-freeze,  in  1  quart  and  1  gallon  con¬ 
tainers,  not  in  conformity  with  Administrative  Code 
requirements. 

MAX  H.  FOLEY,  Chairman. 


SEPTEMBER  24,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  24,  1^63,  at  10  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters : 


SUBTE'CT — Application  March  12,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-5  district,  ™ 
enlargement  in  area  of  an  existing  parking  lot  previ 
ously  granted  by  the  Board. 

PREMISES  AFFECTED— 327-339  West  46th  Street 
north  side,  321  feet  west  of  Eighth  Avenue,  Block 
1037,  Lots  15,  16  and  18,  Borough  of  Manhattan. 

512-63-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Thomas  J.  and 
Thelma  D.  Ormsby,  owners. 

SUBJECT— Application  June  18,  1963— decision  of  the 
Borough  Superintendent,  under  _  Section  72-21  of  the 
Zoning  Resolution,  to  permit,  in  a  R4  district,  the 
erection  of  a  one  story  enlargement  to  an  existing 
dwelling  that  encroaches  on  the  required  front  and 
side  yards  and  increases  the  degree  of  non-compliance. 

PREMISES  AFFECTED-3226  Randall  Avenue  south¬ 
east  corner  of  Wilcox  Avenue,  Block  5485,  Lot  25,  Bo 


1621-61-BZ 

APPLICANT— Schaefer  and  Atkin  for  Henry  Wilkens, 
owner. 

SUBJECT — Application  October  26,  1961 — decision  of 
the  Borough  Superintendent,  under  Sections  7e  and  21 
of  the  Zoning  Resolution,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  motor  repairs  and  auto 
washing,  non-automatic. 

PREMISES  AFFECTED— 55  East  233rd  Street,  north¬ 
east  corner  of  Napier  Avenue,  Block  3365,  Lot  1, 
Borough  of  The  Bronx.  _.  ir.,, 

— Laid  over  from  July  2,  1963,  to  September  24,  1963, 
for  hearing;  applicant  to  be  notified  to  send  out  20- 
day  notices. 

1686-61-BZ 

APPLICANT — James  S.  Mclnerney  for  Fregold  Realty 
Corporation,  owner. 

SUBJECT — Application  November  13,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7c  of  the 
Zoning  Resolution,  to  permit  in  a  business  and  resid¬ 
ence  use  district,  the  maintenance  of  a  parking  lot 
accessory  to  an  existing  supermarket  with  night  park¬ 
ing  for  local  residents. 

PREMISES  AFFECTED— 940  East  181st  Street,  south 
side  170  feet  west  of  Vyse  Avenue,  931  to  941  East 
180th  Street,  Block  3128,  Lot  35,  Borough  of  The 
Bronx. 

Laid  over  from  July  2,  1963,  to  September  24,  1963, 
for  hearing;  applicant  to  be  notified  to  send  out  20- 
day  notices. 

1910-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Hold  Rite 
Notions  Company,  owner;  Strauss  Stores,  lessee. 

SUBJECT— Application  December  14,  1961  —  decision 
of  the  Borough  Superintendent,  under  Sections  7e  and 
7 A  of  the  Zoning  Resolution,  to  permit  in  a  business 
use  district,  the  addition  of  accessory  minor  auto  re¬ 
pairs  and  welding  to  existing  use  of  sales  and  service 
of  auto  accessories  with  entrances  within  75  feet  of  a 
residence  district  for  a  term  of  fifteen  years. 

PREMISES  AFFECTED  —  1756-1766  86th  Street, 
southeast  corner  of  Bay  17th  Street,  Block  6368,  Lot 
29,  Borough  of  Brooklyn. 

224-63-BZ 

APPLICANT  —  333  West  46th  Street  Corporation, 
owner. 


519-63-BZ 

APPLICANT — Consolidated  Edison  Company  of  New 
York,  Incorporated,  owner. 

SUBJECT — Application  June  20,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-16  of  the 
Zoning  Resolution,  to  permit  in  a  R7-2  district,  the 
erection  of  a  two  story  building  for  use  as  a  electric 
utility  sub  station. 

PREMISES  AFFECTED— 1001-1015  Amsterdam  Ave¬ 
nue,  east  side,  from  Cathedral  Parkway  to  West  109th 
Street,  165-175  West  109th  Stret,  Block  1864,  Lot  1 
Pori  T.nt  9  Boroueh  of  Manhattan. 


388-57-BZ 

APPLICANT — Morris  Hannes  for  Joseph  P.  Oliva, 
owner. 

SUBJECT — Application  reopened  July  16,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  17,  1963— decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Sections 
7e  and  7i  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  existing  garage  building  to 
be  occupied  for  motor  vehicle  repairs  with  hand  tools 
only  and  for  storage  of  more  than  five  motor  vehicles 
within  the  building  and  the  rear  yard. 

PREMISES  AFFECTED— 2822  West  22nd  Street  west 
side,  155  feet  south  of  Neptun  Avnue,  Block  7016,  Lot 
17,  Borough  of  Brooklyn. 

66-58-BZ 

APPLICANT— John  J.  Tricarico  for  Empire  Fuel  Co., 
owner. 

SUBJECT— Application  reopened  July  16,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
July  8,  1963— decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  tinder  Section  7e  of 
the  Zoning  Resolution,  permitting  in  a  local  retail 
use  district  an  existing  building  to  be  occupied  for 
the  storage  of  oil  delivery  trucks  belonging  to  the 
owner  of  the  site. 

PREMISES  AFFECTED— 1638  8th  Avenue,  west  side, 
100  feet  south  of  Windsor  Place,  Block  1112,  Lot  52, 
Borough  of  Brooklyn. 

The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 

such  hearings. 

1737-61-BZ 

APPLICANT— Albert  Melniker  for  Alfred  Miniaci, 
owner. 


921 


CALENDAR 


SUBJECT — Application  November  21,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7e  of  the 
Zoning  Resolution,  to  permit  in  a  local  retail  use  di¬ 
strict,  the  erection  and  maintenance  of  a  gasoline 
service  station  with  accessory  uses. 

PREMISES  AFFECTED — 6800  Hylan  Boulevard,  670 
Page  Avenue,  southwest  corner,  Block  7780,  Lot  68, 
Tottenville,  Borough  of  Richmond. 

Hearing  closed — Laid  over  from  July  2  ,1963,  to  Sep¬ 
tember  24,  1963,  for  determination  as  to  Board’s  juris¬ 
diction  and  possible  decision. 

1861-61-BZ 

APPLICANT — Albert  Melniker  for  Harbor  View  In¬ 
corporated,  owner. 

SUBJECT — Application  December  12,  1961  —  decision 
of  the  Borough  Superintendent,  under  Section  21  of 
the  Zoning  Resolution,  to  permit  in  a  residence  use, 
E-2  district,  the  erection  of  a  six  story  multiple 
dwelling. 

PREMISES  AFFECTED — 2  Sherman  Avenue,  1  Hend¬ 
rick’s  Avenue,  northwest  corner,  Block  28,  Lot  157, 
New  Brighton,  Borough  of  Richmond. 

Hearing  closed — Laid  over  from  July  2,  1963,  to  Sep¬ 
tember  24,  1963,  for  determination  as  to  Board’s  juris¬ 
diction  and  possible  decision;  applicant  to  submit 
statement. 

1S64-61-BZ 

APPLICANT — Albert  Melniker  for  Sharove  Developers, 
Incorporated,  owner. 

SUBJECT — Application  December  12,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  business  and  retail 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  minor  motor  repairs  with 
hand  tools,  sale  of  accessories  and  the  parking  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 2540  Richmond  Terrace,  1 
Winant  Street,  southeast  corner,  Block  1149,  Lot  36, 
Mariners  Harbor,  Borough  of  Richmond. 

ACTION  OF  BOARD — Laid  over  from  July  2,  1963, 
to  September  24,  1963,  for  inspection  and  decision; 
hearing  closed. 

1904-61-BZ 

APPLICANT — Charles  M.  Spindler  for  Michael  P. 
Riley,  owner. 

SUBJECT — Application  December  13,  1961 — decision  of 
the  Borough  Superintendent,  under  Sections  7e,  7f  and 
7 A  of  the.  Zoning  Resolution,  to  permit  in  a  business 
and  residence  use  district,  the  change  in  occupancy 
from  stone  yard  to  gasoline  service  station,  lubrication, 
nonautomatic  car  washing,  office,  sale  of  accessories, 
minor  auto  repair  with  hand  tools  only,  safety  inspec¬ 
tion  and  the  parking  and  storage  of  motor  vehicles 
with  a  ground  sign  and  with  business  entrances  within 
75  feet  of  a  resident  district. 

PREMISES  AFFECTED— 48-02  to  48-16  Laurel  Hill 
Boulevard,  southeast  corner  of  48th  Street,  Block  2306, 
Lot  17,  Long  Island  City,  Borough  of  Queens. 

Hearing  closed— Laid  over  from  July  2,  1963,  to  July  16, 
1963,  for  inspection  and  decision,  then  to  September 
24,  1963  for  decision;  applicant  to  submit  statement. 

MAX  H.  FOLEY,  Chairman. 


SEPTEMBER  24,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  24,  1963,  at  2  o’clock  at 


80  Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on 
the  following  matters: 

377-63-SM 

APPLICANT — Juniper  Slbow  Company,  Incorporated, 
owner. 

SUBJECT — Application  May  1,  1963 — Artis  Vacuum 
Cap  (for  smoke  pipe  and  chimney),  approval  of. 

413-63-SA 

APPLICANT  —  Reliance  Instrument  Manufacturing 
Corp.,  owner  —  smoke  detector  for  heating  boilers. 

720-62-A 

APPLICANT — Larry  Meltzer  for  Edca  Realty  Corpora¬ 
tion,  owner;  Ever-Nu  Metal  Products,  Incorporated, 
lessee. 

SUBJECT — Application  July  11,  1962 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
paint  spraying. 

PREMISES  AFFECTED— 471-479  20, th  Street,  north 
side,  150  feet  west  of  Prospect  Park  West,  Block  888, 
Lot  52,  Borough  of  Brooklyn. 

911-62-A 

APPLICANT — Chas.  B.  Meyers  Associates  for  The 
Jewish  Hospital  of  Brooklyn,  Incorporated,  owner. 
SUBJECT — Application  September  27,  1962 — Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  discontinue  use  of  fibreboard  tiles. 
PREMISES  AFFECTED  —  533-561  Prospect  Place, 
north  side,  249  feet  east  of  Classon  Avenue,  Block 
1156,  Lots  1  and  21,  Borough  of  Brooklyn. 

306-61-A-Vol.  II 

APPLICANT — Joseph  Lau  for  Gallo  and  Wistrand, 
owners;  Unity  Warehouse  Company,  Incorporated, 
lessee. 

SUBJECT — Application  reopened  March  12,  1963  as 
Volume  II — Appeal  from  a  decision  of  the  Fire  Com¬ 
missioner,  re-  Sprinkler  system. 

PREMISES  AFFECTED — 387-391  Greenwich  Street, 
east  side,  24  feet,  11  inches  north  of  North  Moore 
Street,  69  North  Moore  Street,  Block  188,  Lot  10, 
Borough  of  Manhattan. 

660-61-A 

APPLICANT  —  Golden  Brands  Incorporated,  lessee; 
Frances  White,  owner. 

SUBJECT — Application  May  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 367  Park  Avenue,  northeast 
corner  of  Emerson  Place,  Block  1880,  Lot  1,  Borough 
of  Brooklyn. 

892-61 -A 

APPLICANT — Daub  and  Daub  for  Fischer  and  Sons  In¬ 
corporated,  owner. 

SUBJECT — Application  June  6,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Cemmissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 149-51  Front  Street,  150-152 
Maiden  Lane,  southeast  corner,  Block  37,  Lot  33, 
Borough  of  Manhattan. 

987-61-A-Vol.  II  .. 

APPLICANT — Henry  Nordheim  for  Stephen  Sozensky, 
owner. 

SUBJECT — Application  reopened  April  30,  as  Volume 
II — Appeal  from  an  order  and  a  decision  of  the  Fire 
Commissioner,  re-  Cellar  Apartment. 
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PREMISES  AFFECTED— 1864  White  Plains  Road, 
east  side,  119.82  feet  south  of  Rhinelander  Avenue, 
Block  4050,  Lot  34,  Borough  of  the  Bronx. 

1002-61-A 

APPLICANT— Petr  A.  Canevari  for  Salvatore  Cuccia 
of  G.  Cuccia  and  Sons,  owner. 

SUBJECT— Application  June  28,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 124  West  Houston  Street, 
north  side,  25  feet  west  of  Sullivan  Street,  Block  525, 
Lot  21,  Borough  of  Manhattan. 

1030-61-A 

APPLICANT — 343  Canal  Corporation,  owner. 

SUBJECT — Application  June  16,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — • 
sprinkler  system  etc. 

PREMISES  AFFECTED— 343  Canal  Street,  north  side, 
65  feet  west  of  Green  Street,  Block  229,  Lot  3,  Borough 
of  Manhattan. 

1038-61-A 

APPLICANT — A.L.  Seiden  for  Ohmeis  Bros  and  Batch- 
elder,  owners;  B  and  G  Foods,  Incorporated,  lessee. 
SUBJECT — Application  July  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — • 
sprinkler  system. 

PREMISES  AFFECTED— 140  Fulton  Street,  south 
side,  215  feet  4%  inches  east  of  Broadway,  Block  79, 
Lot  27,  Borough  of  Manhattan. 

1163-61-A 

APPLICANT — Samuel  Carr  for  Rudi  Realty  Company, 
owner. 

SUBJECT — Application  July  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — • 
sprinkler  system. 

PREMISES  AFFECTED— 19  West  38th  Street,  north 
side,  355  feet  west  of  5th  Avenue,  Block  840,  Lot  30, 
Borough  of  Manhattan. 

1175- 61-A 

APPLICANT — Ralmore  Realty  Corporation,  owner. 
SUBJECT — Application  July  20,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner — re 
sprinkler  system. 

PREMISES  AFFECTED — 89  East  Broadway,  south 
side,  186  feet  3  inches  east  of  Market  Street,  Block  282, 
Borough  of  Manhattan. 

1176- 61-A 

APPLICANT — Daub  and  Daub  for  Milton  Fischer  and 
Harry  Rich,  owners. 

SUBJECT — Application  July  20,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — ■ 
sprinkler  system. 

PREMISES  AFFECTED— 67-73  Vestry  Street,  260-262 
West  Street,  southeast  corner,  Block  218,  Lot  24,  Bor¬ 
ough  of  Manhattan. 

1177- 61-A 

APPLICANT — J.G.L.  Molloy  for  Lesfel  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  July  17,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 52  Leonard  Street,  south 
side,  131.1%  feet  east  of  West  Broadway,  Block  176, 
Lot  24,  Borough  of  Manhattan. 


1222-61-A 

APPLICANT— Daub  and  Daub  for  Estate  of  Esther 
Jonas,  owner. 

SUBJECT— Application  July  18,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re 
sprinkler  system. 

PREMISES  AFFECTED— 169  Mercer  Street,  west 
side,  125  feet  south  of  West  Houston  Street,  Block 
513,  Lot  22,  Borough  of  Manhattan. 

1230-61-A 

APPLICANT— Anna  Strassberg,  owner;  Niagara  Elec¬ 
tric  Novelty  and  Supply  Company,  lessee. 

SUBJECT— Application  July  14,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re 
sprinkler  system. 

PREMISES  AFFECTED— 186  Bowery,  west  side,  25 
feet  south  of  Spring  Street,  Block  478,  Lot  23,  Bor¬ 
ough  of  Manhattan. 

1235-61-A 

APPLICANT— Joseph  Schechter  for  243  South  Street 
Realty  Corporation,  owner. 

SUBJECT— Application  July  31,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 243  South  Street,  north 
side,  52  feet  11  inches  east  of  Pike  Street,  475-477 
Water  Street,  Block  248,  Lot  3,  Borough  of  Manhattan. 

1249-61-A 

APPLICANT— Lama,  Proskauer  and  Prober  for  Jacob 
Goldstein  and  Louis  Silverstein,  owners. 

SUBJECT— Application  July  31,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 119  Spring  Street  north 
side,  25  feet  east  of  Greene  Street,  Block  499,  Lot  42, 
Borough  of  Manhattan. 

835- 62-A 

APPLICANT— Goldberg  and  Scutaro  for  Esther  Sacher, 
owner. 

SUBJECT— Application  August  30,  1962— Review  of 
Decision  of  the  Borough  Superintendent  re — Zoning 
Matter. 

PREMISES  AFFECTED— 1134  East  58th  Street,  west 
side,  208  feet  north  of  Avenue  K,  Block  7805,  Lot  71, 
Borough  of  Brooklyn. 

836- 62-A 

APPLICANT— Goldberg  and  Scutaro  for  Harry  Abram¬ 
son,  owner. 

SUBJECT— Application  August  30,  1962— Review  of 
Decision  of  the  Borough  Superintendent  re — Zoning 
Matter. 

PREMISES  AFFECTED— 1091  East  58th  Street  east 
side,  576  feet  north  of  Avenue  K,  Block  7806,  Lot  35, 
Borough  of  Brooklyn. 

31-63-A 

APPLICANT— Exitolite  Corporation,  for  Comet  Realty 
Corporation,  owner. 

SUBJECT— Application  January  8,  1963— Appeal  from 
a  decision  of  the  Borough  Superintendent  re — exit 
signs. 

PREMISES  AFFECTED— 307-309  Seventh  Avenue, 
east  side,  78  feet  2%  inches  south  of  West  28th  Street, 
Block  803,  Lot  4,  Borough  of  Manhattan. 

256-63-A 

APPLICANT— Albert  Melniker  for  The  Proctor  and 
Gamble  Manufacturing  Company,  owner. 
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SUBJECT — Application  March  25,  1963 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re — Oil  pres¬ 
sure. 

PREMISES  AFFECTED — 3665  Richmond  Terrace, 
south  side,  238  feet  west  of  Western  Avenue,  Block 
1400,  Lot  1,  Port  Ivory,  Borough  of  Richmond. 

545-63-A 

APPLICANT — Everett  F.  Diehl  for  Hercules  Powder 


Company  Inc.;  lessee,  Consolidated  Edison  Company 
of  New  York,  Inc. 

SUBJECT — Application  July  3,  1963 — Review  of  a  de¬ 
cision  of  the  Commissioner  of  Marine  and  Aviation — 
construct  a  barricade  for  dynamite  magazines. 

PREMISES  AFFECTED — South  side  of  Hunt’s  Point 
Avenue,  2,170  feet  east  of  East  Bay  Avenue,  Block 
2780,  Lot  82,  Borough  of  TheTJronx. 

MAX  H.  FOLEY,  Chairman. 


MINUT 


REGULAR  MEETING 

TUESDAY  MORNING  JULY  23,  1963,  10  A.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein. 

The  minutes  of  the  regular  meetings  of  the  Board 
held  on  Tuesday  morning  and  afternoon  July  2,  1963, 
were  approved  as  printed  in  the  Bulletin  of  Tulv  11 
1963,  Vol.  48,  No.  28.  ’ 

529-40-BZ — Vol.  II 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Com¬ 
pany  and  Elvira  DeFalco,  owners. 

SUBJECT — Application  reopened  January  9,  1962  as 

Volume  II- — decision  of  the  Borough  Superintendent, 
under  Section  7a  of  the  Zoning  Resolution,  to  permit 
in  a  business  use  district,  the  reconstruction  and  ex¬ 
tension  in  area  of  an  existing  gasoline  service  station 
with  accessory  uses  of  lubrication,  non-automatic  car 
washing,  office,  sale  of  accessories,  minor  repairs  with 
hand  tools  only,  safety  inspection  station  and  the  park¬ 
in  and  storage  of  motor  vehicles  with  a  ground  sign. 
PREMISES  AFFECTED — 1788-1804  Eastern  Parkway 
and  2131-2139  Bergen  Street,  northeast  corner,  Block 
1449,  Lots  43  and  47,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  19, 
1963,  at  10  a.m.  due  to  present  lack  of  jurisdiction  of 
Board. 


857-47-BZ— Vol.  II 

APPLICANT — Lama,  Proskauer  and  Prober  for  Miled 
Properties,  Incorporated,  owner;  Socony  Mobil  Oil 
Company,  lessee. 

SUBJECT — Application  reopened  October  3,  1961  as 

Volume  II  decision  of  the  Borough  Superintendent 
under  Section  7a  of  the  Zoning  Resolution,  to  permit 
in  a  residence  use  district,  the  reconstruction  and  ex¬ 
tension  in  area  of  an  existing  gasoline  service  station 
to  provide  lubrication,  minor  auto  repairs,  car  washing 
store,  utility  room,  parking  and  storage  of  more  than 
five  motor  vehicles  on  the  open  area  with  a  business 
sign  and  ground  sign. 

PREMISES  AFFECTED  —  2173  Grand  Concourse 
west  side,  108.73  feet  north  of  East  181st  Street,  Block 
3162,  Lots  40,  41  and  43,  Borough  of  The  Bronx 
APPEARANCES— 

For  Applicant:  James  E.  Vassalatti. 

For  Opposition:  None. 

BOARO — Laid  over  to  November  19, 
1963,  at  10  a.m.  due  to  present  lack  of  jurisdiction  of 
Board. 


1555-61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Miled 
Properties,  Incorporated,  owner;  Mobil  Oil  Company, 
lessee. 

SUBJECT — Application  filed  July  25,  1961— appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  Gasoline 
Tanks. 

PREMISES  AFFECTED — 2173  Grand  Concourse,  west 
side,  180.73  feet  north  of  East  181st  Street,  Block 
3162,  Lots  40,  41  and  43,  Borough  of  The  Bronx 
APPEARANCES— 

For  Applicant:  James  E.  Vassalatti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  19, 
1963,  at  10  a.m.  due  to  present  lack  of  jurisdiction  of 
Board. 


215-61-BZ 

APPLICANT— Lama,  Proskauer  and  Prober  for  Gizella 
Brandwein,  owner. 

SU?-r?>CT— Application  February  24,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7e  and  21 
of  the  Zoning  Resolution,  to  permit  in  a  residence  use, 
B  area  district,  for  erection  of  a  one  story  building,  the 
entire  plot  which  is  in  excess  of  that  permitted  in’a  B 
area  district  for  occupancy  as  bowling  alley,  bar, 
restaurant,  kitchen,  snack  bar,  locker  rooms,  meeting 
rooms,  storage  room  and  accessory  rooms,  with  busi¬ 
ness  signs,  for  a  term  of  twenty-five  (25)  ye^rs. 

PREMISES  AFFECTED  —  1740-1752  (1750  official) 
Sedgwick  Avenue,  east  side,  221.16  feet  north  of  West 
176th  Street,  Block  2880,  Lot  158,  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalatti. 

For  Opposition  Frank  E.  Lammers. 

ACTION  OF  BOARD — Laid  over  to  November  19, 
1963,  at  10  a.m.  due  to  present  lack  of  jurisdiction  of 
Board. 


321-61-BZ— Vol.  II 

APPLICANT— Crinnion  and  Crinnion  for  Berg  Loc- 
majian,  owner. 

SUBJECT — Application  reopened  October  17,  1961  as 
Volume  II  decision  of  the  Borough  Superintendent 
under  Section  7h  of  the  Zoning  Resolution,  to  permit 
in  a  residence  use  district,  the  maintenance  of  a  park¬ 
ing  lot  for  the  parking  and  storage  of  more  than  five 
motor  vehicles  for  a  temporary  term  of  five  years 

PREMISES  AFFECTED— 3317-3319  Perry  Avenue 
west  side,  450  feet  north  of  Holt  Place,  Block  3343! 
Lot  136,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Robert  J.  Crinnion. 

For  Opposition:  None. 
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ACTION  OF  BOARD — Laid  over  to  November  19, 
1963,  at  10  a.m.  due  to  present  lack  of  jurisdiction  of 
Board. 


1442-61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Kinney 
Motors,  Incorporated,  owner. 

SUBJECT— Application  September  15,  1961— decision 

of  the  Borough  Superintendent,  under  Section  7 i  of 
the  Zoning  Resolution,  to  permit  in  a  business  use 
district  on  a  plot  presently  occupied  for  the  sale  and 
display  of  new  and  used  cars,  the  erection  of  a  one 
story  building  for  the  accessory  servicing  and  repair 
of  the  owners’  cars  with  hand  tools  only,  with  lubri- 
torium,  storage  room  and  office. 

PREMISES  AFFECTED— 2204-2216  Coney  Island 
Avenue,  923-937  Avenue  S,  northwest  corner,  Block 
6685,  Lots  49  and  53,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalatti. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  November  19, 
1963,  at  10  a.m.  due  to  present  lack  of  jurisdiction  of 
Board. 


1447-61-BZ 

APPLICANT  —  Burke  and  Groh  for  Jamaica  169th 
Street  Corporation,  owner. 

SUBJECT— Application  September  19,  1961  —  decision 
of  the  Borough  Superintendent,  under  Sections  7e  and 
21  of  the  Zoning  Resolution,  to  permit  in  a  residence 
use  C  area  district  on  a  plot  presently  occupied  with 
a  frame  dwelling,  the  erection  of  a  one  story  building 
for  use  as  a  warehouse  and  office  with  parking  and 
unloading  area,  the  proposed  building  exceeds  the  per¬ 
mitted  area  coverage  and  encroaches  on  the  required 
rear  yard. 

PREMISES  AFFECTED— 170-10  93rd  Avenue,  southside, 
75.06  feet  east  of  170th  Street,  Block  10219,  Lot  3, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh. 

Foi  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  19, 
1963,  at  10  a.m.  due  to  present  lack  of  jurisdiction  of 
Board. 


1567-61-BZ 

APPLICANT— Lama,  Proskauer  and  Prober  for  Har¬ 
old  Hyman,  owner. 

SUBJECT — Application  September  26,  1961— decision 
of  the  Borough  Superintendent,  under  Section  7e  of 
the  Zoning  Resolution,  to  permit  in  a  residence  use 
district,  the  change  in  occupancy  of  an  existing  3 
story  building  from  public  garage  to  the  manufacture 
of  flashlights  and  batteries,  office,.  storage  and  loading 
and  unloading  with  a  business  sign  for  a  temporary 
term  of  twenty  (20)  years. 

PREMISES  AFFECTED— 520-530  West  135  Street, 
south  side,  115  feet  east  of  Broadway,  Block  1988,  Lot 
53,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalatti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  19, 
1963,  at  10  a.m.  due  to  present  lack  of  jurisdiction  of 
Board. 


1568-61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Harold 
Hyman,  owner. 

SUB  TECT— Application  September  26,  1961— Appeal 

from  a  decision  of  the  Borough  Superintendent  re¬ 


egress,  steel  stairs,  etc. 

PREMISES  AFF ECT ED — 520-530  West  135th  Street 
south  side,  115  feet  east  of  Broadway,  Block  1988,  Lot 
53.  Boroueh  of  Manhattan. 


APPEARANCES—  . 

For  Applicant:  James  E.  Vassalatti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  19, 
1963,  at  10  a.m.  due  to  present  lack  of  jurisdiction  of 
Board. 


1575-61-BZ 

APPLICANT— De  Rose  and  Cavalien  for  Charlotte 
Parking  Corporation,  owner. 

SUBJECT— Application  October  17,  1961— decision  of 
the  Borough  Superintendent,  under  Section  /h  of  the 
Zoning  Resolution  to  permit  in  a  residence  use  dis¬ 
trict,  the  maintenance  of  a  parking  lot  for  the  parking 
and  storage  of  more  than  five  motor  vehicles  for  a 
temporary  term  of  ten  years. 

PREMISES  AFFECTED— 831  Brady  Avenue,  north 
side,  50  feet  west  of  Muliner  Avenue,  Block  4297, 
Lots  3  and  5,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  George  T.  Cavalien. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  November  19, 
1963,  at  10  a.m.  due  to  present  lack  of  jurisdiction  of 
Board. 


1661-61-BZ 

APPLICANT— Lama,  Proskauer  and  Prober  for  Peer¬ 
less  Management  Corporation,  owner. 

SUBJECT— Application  October  23,  1961— decision  of 
the  Borough  Superintendent,  under  Sections  7f,  7h  and 
7i  of  the  Zoning  Resolution,  to  permit  in  a  retail  and 
residence  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  lubritorium,  minor  auto  re¬ 
pairs,  car  washing,  office,  sale,  storage  room,  and  the 
parking  and  storage  of  motor  vehicles  in  the  open 
area  with  a  ground  sign  for  a  temporary  term  of  years. 

PREMISES  AFFECTED— 35-34  to  35-42  (35-38  of¬ 
ficial)  Junction  Boulevard,  west  side,  200.08  feet  north 
of  37th  Avenue,  Block  1469,  Lot  21,  Astoria,  Borough 
of  Queens. 

For  Applicant:  James  E.  Vassalatti. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  September  17, 
1963,  at  10  A.M.  for  inspection  and  decision;  applicant 
changed  basis  of  application  to  Section  7e  of  the  Zon¬ 
ing  Resolution. 


1674-61-BZ 

APPLICANT— Leonard  F.  Rothkrug  and  Herbst  and 
Rusciano  for  Nicholas  and  Elvira  Salatino,  owner ; 
Sun  Oil  Company  Incorporated,  lessee. 

SUBJECT — Application  November  10,  1961— decision  of 
the  Borough  Superintendent,  under  Sections  7e,  7 A 
and  21  of  the  Zoning  Resolution,  to  permit  m  a  local 
retail  use,  C  area  district,  the  erection  and  maintenance 
of  a  gasoline  service  station  with  accessory  minor  auto 
repairs,  non-automatic  car  wash,  lubritorium, .  office, 
sale  of  accessories,  signs  and  show  window’s  within  75 
feet  of  a  residence  district  without  the  required  rear 
yard  for  a  temporary  term  of  15  years. 


925 


MINUTES 


PREMISES  AFFECTED  —  6502-6506  14th  Avenue, 
southwest  corner  of  65th  Street,  Block  5754,  Lots  38 
and  40,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  19, 
1963,  at  10  a.m.  due  to  present  lack  of  jurisdiction  of 
Board. 


1857-61-BZ 

APPLICANT — Carl  H.  Salminen  for  Joseph  La  Bar- 
bera,  owner. 

SUBJECT — Application  December  12,  1961 — decision  of 
Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use,  G-l 
area  district,  the  change  in  occupancy  from  a  one 
family  dwelling  to  a  two  family  dwelling,  the  existing 
open  terrace  encroaches  on  the  required  15  foot 
setback. 

PREMISES  AFFECTED— 227-50  Murdock  Avenue, 
south  side,  160  feet  west  of  Cross  Island  Parkway, 
Block  11248,  Lot  7,  Queens  Village,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant  Arthur  Salminen. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  19, 
1963,  at  10  a.m.  due  to  present  lack  of  jurisdiction  of 
Board. 


1881-61-BZ 

APPLICANT — John  J.  Lynch  and  James  J.  Lyons,  Jr. 
for  P.B.G.  Realty  Incorporated,  owner. 

SUBJECT — Application  December  14,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use,  E 
area  district,  the  erection  of  a  six  story  and  basement 
multiple  dwelling  that  exceeds  the  permitted  area 
coverage  and  floor  area  ratio  and  encroaches  on  the 
required  setbacks. 

PREMISES  AFFECTED— 761-763  Astor  Avenue,  2301- 
2313  Wallace  Avenue,  northwest  corner,  Block  4348 
Lots  1  and  4,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Lynch  and  James  J.  Lyons,  Jr. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  19, 
1963,  at  10  a.m.  due  to  present  lack  of  jurisdiction  of 
Board. 


1920-61-BZ 

APPLICANT — Kenneth  W.  Milnes  for  Thomas  A.  Wet- 
lesen,  owner;  purchaser  under  contract;  New  York 
Telephone  Co.,  lessee. 

SUBJECT — Application  December  14,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7e  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  the  erection  of  a  one  story  building  and  mainten¬ 
ance  garage  with  equipment  and  storage  area  with 
parking  and  loading  and  unloading  in  the  open  area. 

PREMISES  AFFECTED — 311  Brielle  Avenue,  west 
side,  682  feet  south  of  Bradley  Avenue,  Block  1975, 
Lot  221,  Willowbrook,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Kenneth  W.  Milnes. 

For  Opposition:  None. 


ACTION  OF  BOARD — Laid  over  to  November  19, 
1963,  at  10  a.m.  due  to  present  lack  of  jurisdiction  of 
Board. 


1945-61-BZ 

APPLICANT  —  Burke  and  Groh  for  George  Caro, 
owner*. 

SUBJECT — Application  December  14,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use  G-l 
area  district,  the  conversion  of  an  existing  building 
from  a  one  family  to  a  two  family  dwelling. 

PREMISES  AFFECTED— 220-27  -100th  Avenue,  north 
side,  200  feet  east  of  220th  Street,  Block  10785,  Lots 
56  and  58,  Queens  Village,  Borough  of  Queens. 

APPEARANCES—  ,  | 

For  Applicant:  Robert  T.  Groh.  1  ;-,.’L 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  19, 
1963,  at  10  a.m.  due  to  present  lack  of  jurisdiction  of 
Board. 


223-63-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Charles  Mot- 
tola,  owner. 

SUBJECT — Application  March  13,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  and  Cl-3  district, 
for  relocation  and  reconstruction  of  an  automotive 
service  station  with  accessory  uses  including  automatic 
car  washing. 

PREMISES  AFFECTED  —  3217  White  Plains  Road, 
northwest  corner  of  Burke  Avenue,  Block  4595,  Lots 
42,  44,  46  and  48,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  17, 
1963,  at  10  A.M.  for  decision  at  the  request  of  the  appli¬ 
cant  ;  hearing  previously  closed. 


298-63-BZ 

APPLICANT  —  Leonard  F.  Rothkrug  for  Ruth  H. 

Greenberg,  owner;  Shell  Oil  Company,  lessee. 
SUBJECT — Application  April  5,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  and  maintenance  of  an  automotive  service 
station  with  accessory  uses. 

PREMISES  AFFECTED  —  248-30  South  Conduit 
Avenue,  south  side,  228.42  feet  east  of  Hook  Creek 
Boulevard,  Block  13623,  Lot  22,  Rosedale,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

For  Administration:  R.  S.  Hardy  and  Samuel  Bodian 
for  Park  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  1,  1963, 
at  10  A.M.  for  further  consideration  and  decision; 
hearing  closed. 


4S1-48-BZ 

APPLICANT — Edward  Greenfield  for  Wingate  Service 
Station,  Inc.,  owner. 

SUBJECT — Application  reopened  June  25,  1963  for 
consideration  as  to  extension  of  term  of  variance, 
expired  May  20,  1963  —  decision  of  the  Borough 
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Superintendent,  previously  granted  on  condition,  under 
Section  7 h  of  the  Zoning  Resolution,  permitting  in 
the  vacant  residence  use  district  portion  of  a  plot 
located  in  a  residence  and  unrestricted  use  district, 
on  which  is  located  a  gasoline  service  station,  the 
parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 1320-1328  Atlantic  Avenue 
south  side  200  feet  east  of  Nostrand  Avenue  and 
1315-1323  Pacific  Street,  Block  1201,  Lot  12,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Edward  Greenfield. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

rp  jp  p*  ■y,  Q  'P  g _ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert. 
Commissioner  Becker  and  Commissioner  is.  ein....  ^ 

Negative:  . .  i 

Absent:  Commissioner  Fox  - 

THE  RESOLUTION—  . 

Whereas,  on  May  12,  1953,  this  application  (Vol.  II)  was 
granted  by  the  Board  on  certain  conditions ;  and 

Whereas,  the  term  of  variance  was  extended  on  May  ZU, 
1958,  for  five  years,  and  time  to  obtain  permits  and  complete 
the  work  was  extended  on  October  6,  1959;  and. 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term  ot 
variance,  which  expired  on  May  20,  1963,  ant 

Whereas,  this  application  was  reopened  on  June  Z5, 
and  set  for  hearing  on  July  23,  1963  at  10  A.M.,  requiring 
a  new  decision  of  the  Borough  Superintendent,  photographs 
and  two  publications  in  the  Bulletin  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  23,  1963  after  due  notice  by  publication  in  the  Bulle- 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  13,  1963  acting  on  Alt.  Applic.  No.  4530-52, 
reads : 

“1.  Refer  to  Board  of  Standards  &  Appeals  for  extension 
of  time  under  Cal.  481-48-BZ.’ 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  iy55,  as 
amended  through  May  20,  1958  only  as  to  the  term  of  he 
variance,  so  that  as  amended  this  portion  of  the  resolutio 
shall  read: 

“granted  for  a  term  of  five  (5)  years  from  the  date 
of  this  amended  resolution  on  condition  that  the  sidewalk, 
curb  and  curb  cuts  on  Atlantic  Avenue  shall  be  put  in 
good  repair  and  that  the  fence  on  Pacific  Street  shall 
be  repaired,  to  permit.  .  .  ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained. 


ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT—  .  .  -o  ,  r  9 

Affirmative:  Chairman  Foley  and  Commissioner  Becker-  2 
Negative:  Vice  Chairman  Kleinert,  Commissioner  Pox, 
and  Commissioner  Klein  - 

THE  RESOLUTION—  ,  .  . 

Whereas,  on  July  25,  1957  the  Board  found  that  this  was 
an  appropriate  case  in  which  to  exercise  discretion  to  grant 
under  Section  7,  Subdivisions  e  and  i  of  the  Zoning  Reso¬ 
lution ;  the  application  was  granted  on  condition ;  and 

Whereas,  this  application  was  reopened  as  Vol.  li  on 
March  8,  1960  subject  to  regular  procedure,  for  reconsidera¬ 
tion  and  the  making  of  a  new  determination,  in  accordance 

with  the  Order  of  the  Court ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
julv  12  1960  after  due  notice  by  publication  in  the  bulletin ; 
laid  over  to  July  26,  1960  for  inspection  and  decision ;  laid 
over  from  July  16,  1963  to  July  23,  1963  for  decision  at  the 
request  of  the  applicant  ;hearing  closed;  and  . 

Whereas,  the  Board  found  that  there  was  no  justification 
for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  Section  7,  Subdivision  e  of  the  Zoning  Resolution; 

the  application  was  denied;  and 
Whereas,  on  December  18,  1962  this  application  was  re¬ 
opened  and  restored  to  the  docket  in  accordance  with  the 

Order  of  the  Court ;  and  ,  ,  „  .  .  ,  , 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  29,  1956  acting  on  N.B.  Applic.  No.  1-56,  reads: 
“1  Proposed  gasoline  service  station,  lubritorium,  car 
wash,  office  and  sales  and  minor  auto  repairs  located 
in  a  Local  Retail  Use  district  is  contrary  to  Art.  11 
Sect.  4e  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  and  the  application  has 
been  considered  and  discussed  by  the  Board;  and 

Whereas,  the  Board  found  that  there  was  no  justification 
for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  Section  7e  of  the  Zoning  Resolution; 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
acting  on  N.B.  Applic.  1-56,  Objection  No.  1,  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied. 


275-56-BZ— Vol.  II 

APPLICANT— Reavis  &  McGrath  for  Harold  S.  Goetz, 
owner ;  Shell  Oil  Company,  lessee. 

SUBJECT— Application  reopened  and  restored  to  docket 
by  order  of  the  Court  December  18,  1962 — decision  of 
the  Borough  Superintendent,  under  Section  7e  of  the 
Zoning  Resolution,  to  permit  in  a  local  retail  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline  service 
station,  office,  sales,  car  wash  (non  automatic),  minor 
repairs  and  lubritorium. 

PREMISES  AFFECTED— 929  Manor  Road,  northeast 
corner  of  Lincoln  Street,  Block  700,  Lot  1,  Castleton 
Corners,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition :  None. 


154-57-BZ 

APPLICANT— Mazza  and  Seccia  for  Properties  of  Cen¬ 
tral  Park  South,  Inc.,  owner. 

SUBJECT— Application  reopened  June  25,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
November  19,  1962— decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Section  7h 
of  the  Zoning  Resolution,  permitting  in  a  restricted  retail 
use  district,  the  parking  and  storage  of  motor  vehicles  ot 
the  pleasure  car  type  only. 

PREMISES  AFFECTED— 33-35  West  58th  Street,  north 
side  270  feet  east  of  Avenue  of  The  Americas,  Block 
1274,  Lots  12  and  13,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Eugene  M.  Seccia. 

For  Opposition :  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE—  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . —  ~ 

Negative:  - - -  ^ 

THE  RESOLUTION—  f .  . 

Whereas,  on  November  19,  1957,  this  application  was 
granted  by  the  Board  on  certain  conditions ;  and 
&  Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term  of 
variance,  which  expired  on  November  19,  1962;  and 
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Whereas,  this  application  was  reopened  on  June  25,  1963 

and  set  for  hearing  on  July  23,  1963  at  10  A.M.,  requiring 
a  new  decision  of  the  Borough  Superintendent,  photographs 
and  two  publications  in  the  Bulletin;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  23,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  May  21,  1963  acting  on  Alt.  Applic.  No.  26-57,  reads  : 

“1.  The  proposed  public  parking  lot  for  less  than  100 
motor  vehicles  &  temporary  attendant’s  shelter  lo¬ 
cated  in  a  C5-1  use  district  is  contrary  to  Sec.  32-17 
of  the  Zoning  Resolution.  Above  use  was  approved 
by  B.  of  S.  &  A.  under  Cal.  #154-57-BZ  for  a  term 
of  5  years.  Case  to  be  referred  back  to  Board  under 
Sec.  11-41  &  Sec.  13-01.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  19,  1957, 
as  amended  fhrough  only  as  to  the  term  of  the 

variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  amended  resolution,  to  permit.  .  .  ;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.” 


602-57-BZ  Vol.  I 

APPLICANT — Robert  Gottlieb  for  Rose  Gscheidle,  owner. 
SUBJECT — Application  reopened  for  consideration  as  to 
extension  of  term  of  variance,  expired  March  25,  1963 
— decision  of  the  Borough  Superintendent,  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 2300  Story  Avenue,  southeast 
corner  of  Havemeyer  Avenue,  Block  3698,  Lots  3  and  6, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Fred  Gscheidle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  . . .  q 

THE  RESOLUTION— 

Whereas,  on  March  25,  1958,  this  application— Vol.  I— 
was  granted  by  the  Board  on  certain  conditions;  and 
Whereas,  the  Resolution  was  last  amended  on  July  21, 
1959,  permitting  the  gate  on  Story  Avenue  to  be  20  feet  in 
width;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  March  25,  1963;  and 
Whereas,  this  application  was  reopened  on  February  26, 
1963  and  set  for  hearing  on  March  26,  1963  at  10  A.M. 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  March  26,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  April  30,  1963  for  inspection  by  a 
committee  of  the  Board  when  applicant  advises  Board  when 
premises  are  ready  for  inspection ;  then  to  May  14,  1963  for 
reinspection  and  decision;  hearing  closed;  then  to  July  23 
1963 ;  and  ’ 

WRereas,  the  decision  of  the  Borough  Superintendent 
dated  January  9,  1963  acting  on  Alt.  Applic.  No.  704-57 
reads 

“1.  Proposed  extension  of  term  of  variance  for  parking 
and  storage  of  motor  vehicles  in  above  premises, 


and 


beyond  March  25,  1963  is  contrary  to  B.S.  &  A.  Cal. 
602-57-BZ  (C.  of  O.  28568/60)  and  must  be  referred 
to  the  Board  of  Standards  &  Appeals  for  its  consid¬ 
eration  as  required  by  Section  11-411  of  the  Zoning 
Resolution.” 


Whereas,  the  applicant  states  that  the  terms  and  condi¬ 
tions  of  the  Resolution  have  been  complied  with;  that  the 
present  zoning  district  designation  of  the  site  is  R3-2,  and 
that  conditions  within  the  affected  area  remain  substantially 
as  they  were  when  the  Board  last  acted  on  this  application. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  25  1958 
as  amended  through  July  21,  1959,  only  as  to  the  term  of 
the  variance,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read: 

granted  for  a  term  of  five  (5)  years  from  the  date  of 
this .  amended  resolution,  to  permit.  .  .  ;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained." 


1914-61-BZ 

APPLICANT— Henry  C.  Brucker  for  David  and  Celia 
Kanes,  owner. 

SYi?J5CT~^p£licati.on  December  13,  1961— decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use  G-l 
area  district,  the  conversion  of  an  existing  one  family 
dwelling  to  a  two  family  dwelling. 

PREMISES  AFFECTED — 226-20  138th  Avenue,  south¬ 
west  corner  of  227th  Street,  Block  13140,  Lot  42 
Laurelton,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the 
request  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  c 

Negative :  .  . .  __  q 

1934-61-BZ  "  X 

APPLICANT— Burke  and  Groh  for  Clark  Carpet  Clean¬ 
ing  Company,  owner;  O/U/Contract:  Greenway  Hold¬ 
ing  Corp. 

SYuBJYCT->Plication  December  14,  1961— decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  retail  and  residence 
use,  D  and  E-l  area,  Class  %  height  district,  the  erec¬ 
tion  of  a  fourteen  story  multiple  dwelling  that  en¬ 
croaches  on  the  required  setback  and  side  yards  does 
not  provide  a  yard  abutting  the  residence  district 
exceeds  the  permitted  floor  area  in  the  E-l  district  has 
less  than  the  required  parking  spaces  and  exceeds  the 
permitted  height. 

PREMISES  AFFECTED — 223-05  Northern  Boulevard 
northe^t  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh. 

For  Opposition:  None. 

For  Administration.  Samuel  Bodian,  Park  Dept. 

ACTION  OF  BOARD — Application  withdrawn,  at  the 
request  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  . . . . .  . - . 
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1935-61-A 

APPLICANT — Burke  and  Groh  for  Clark  Carpet  Clean- 
ing  Company,  owner;  O/U/Contract:  Greenway  Hold¬ 
ing  Corporation. 

SUBJECT— Application  December  14,  1961— Filed  pur¬ 
suant  to  Section  310  of  the  Multiple  Dwelling  Law  for 
variation  of  Sections  4  and  26  sub  2  of  the  Multip  e 
Dwelling  Law  re— height,  minimum  dimensions  of 

yard  or  courts. 

PREMISES  AFFECTED — 223-05  Northern  Boulevard 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1 
and  11,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE _ r 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  3 

Negative:  - 


268-63-BZ 

APPLICANT — Henry  Nordheim  for  Loraine  C.  Marra, 
owner ;  Gabriel  Gandolfo,  lessee. 

SUBJECT— Application  March  28,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of .the 
Zoning  Resolution,  to  permit  in  a  C2-2  and  R5  district 
the  extension  of  an  existing  parking  lot  into  the 
district  for  a  term  of  five  years. 

REMISES  AFFECTED — 2048  Westchester  Avenue 
south  side,  192.61  feet  west  of  Olmstead  Avenue,  2051 
Newbold  Avenue,  Block  3805,  Lots  27,  28,  29  and  57, 
Borough  of  The  Bronx. 

For  Applicant :  Henry  Nordheim. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE—  n 

Affirmative :  - ••••;•; - - - 

Negative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - -  3 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  16,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  23,  1963  for  decision;  hearing 
closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  25,  1963  acting  on  Alt.  Applic.  No.  279-62, 
reads : 

“1.  The  proposed  extension  of  use  of  parking  and  stor¬ 
age  for  more  than  5  cars  and  sales  of  used  cars 
into  entire  lot,  located  partly  in  a  C2-2  in  an  R-5 
district  is  contrary  to  Article  II,  Chapter  2  of  the 
Zoning  Resolution.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  denied ;  and 

Whereas,  the  Board  found  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  Section  72-21  of  the  Zoning  Resolution  and  was 
therefore  not  entitled  to  relief  on  the  grounds  of  practical 
difficulty  or  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  March  25,  1963,  acting  on  Alt.  Applic.  279-62,  Objec¬ 
tion  No.  1,  be  and  hereby  is  affirmed  and  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 


371-63-BZ 

AppLiCWNT  —  Morton  S.  Cahn  for  Rose  Donza, 
owner;  American  Petrolux  Corporation,  lessee. 
SUBJECT— Application  April  30,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-2 1  ot  the 
Zoning  Resolution,  to  permit  the  rehabilitation  of  an 
existing  automotive  service  station  with  the  accessory 
uses  of  minor  auto  repairs  with  hand  tools,  lubrica¬ 
tion,  sale  of  accessories,  non-automotive  car  wash 
and ’office  with  a  projecting  business  sign. 

PREMISES  AFFECTED — 1770  Ralph  Avenue,  west 
side,  120  feet  south!  of  Glenwood  Road,  Block  797V, 
Lot’  126,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  v.  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . - - - ~ 

Negative:  . . ® 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  9,  1963  after  due  notice  by  publication  in  the  Bulle- 
tin;  laid  over  to  July  23,  1963  for  inspection  and  decision, 
hearing  closed ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  26,  1963  acting  on  N.B.  Applic.  No.  229-63, 
reads : 

“1.  The  rehabilitation  of  the  existing  gasoline  service 
station,  greasing,  auto  wrecking  and  junk  yard,  so 
that  as  rearranged  premises  will  be  used  as.  an  auto¬ 
motive  service  station,  minor  auto  repairs,  hand 
tools  only,  lubritorium,  storage  and  sales  <?f  auto 
accessories,  non-automatic  accessory  car  washing  and 
office  located  in  a  C2-2  district  is  contrary  to  Sec. 
52-41  and  Sec.  52-43  of  the  Zoning  Resolution. 

2  The  erection  of  a  business  ground  sign  more  than 
18"  beyond  the  bldg,  line  in  a  C2-2  district  is  con¬ 
trary  to  Sec.  32-652  of  the  Zoning  Resolution. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 
Whereas,  the  Board  has  made  the  findings  required  under 
Section  72-21  of  the  Zoning  Resolution;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  in  a  C2-2  district,  the  re¬ 
habilitation  of  an  existing  automotive  service  station  with 
accessory  uses  of  minor  auto  repairs  with  hand  tools  only, 
lubrication,  sale  of  accessories,  non-automatic  car  wash  and 
office  with  a  projecting  stationary  business  sign,  on  condition 
that  the  work  shall  be  done  in  accordance  with  drawings 
filed  with  this  application  dated  April  30,  1963,  4  sheets; 
that  all  other  laws,  rules  and  regulations  applicable  shall 
be  complied  with ;  and  that  permit  shall  be  obtained,  work 
completed  and  a  Certificate  of  Occupancy  obtained  within 
one  year  from  the  date  of  this  resolution. 


404-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Johnad  Real¬ 
ty  Company,  owner. 
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SUBJECT  Application  May  7,  1963  decision  of  the 
Borough  Superintendent,  under  Section  11-412 — of  the 
Zoning  Resolution,  to  permit  in  a  C8-1  and  R6  district 
the  extension  in  area  of  an  existing  auto  showroom 
with  repairs,  except  body  repairs,  to  include  the 
residential  portion. 

PREMISES  AFFECTED — 662  East  Fordham  Road, 

mm  T°'9<^ooeen  West  of  Cambreleng  Avenue, 
Block  3091,  Lot  22,  Borough  of  the  Bronx 

APPEARANCES— 

For  Applicant*  Robert  J.  Crinnion. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative;  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . .  e 

Negative:  . . .  .  q 

THE  RESOLUTION—  . . 

WheR^s  a  public  hearing  was  held  on  this  application 
on  July  9  1963  after  due  notice  by  publication  in  the  Bulle¬ 
tin,  laid  over  to  July  23,  1963  for  inspection  and  decision; 
hearing  closed ;  and 

t11l^,deci?ion  of  the  Borough  Superintendent, 
dated  May  2,  1963  acting  on  Alt.  Applic.  No.  152-63,  reads : 

1.  Proposed  application  of  C-8  Use  Regulations  to  that 
portion  °f  above  premises  located  in  an  R-6  District 
when  the  distance  from  the  district  boundary  to  the 
rear  lot  line  of  said  zoning  that  exceeds  25'  (the 

luaT  PrZl10n  /s  ,located  in  the  R-6  Dist.  and  is  less 
than  50%  of  the  total  zoning  lot)  is  contrary  to 
beet.  77-11  of  the  Zoning  Resolution.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  on  certain  conditions  ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 

nSai9n  7SCV°  .exe^cise  discretion  to  grant  under  Section 
11-41^  of  the  Zoning  Resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  applica- 
tion  be  and  it  hereby  is  granted  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  C8-1  and  R-6  districts 
the  extension  in  area  of  an  existing  auto  showroom  with 
repairs  except  body  repairs,  to  include  the  portion  of  the 
ilii  jn  the.resideuce  district,  on  condition  that  the  work 
sha  be  done  in  accordance  with  drawings  filed  with  this 
application  dated  May  7,  1963  2  sheets,  and  May  27  1963 
one  sheet;  that  all  other  laws,  rules  and  regulations  applic¬ 
able  shall  be  complied  with;  and  that  permit  shall  be  ob- 
t  •  ’  JW0^  •  ComPleted  a°d  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  resolution. 


Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
Negative:  _  "  '  .  a 

THE  RESOLUTION—  "  . 

PibIic  ,hearin?  WAS  held  on  this  application 
on  July  9,  1963  after  due  notice  by  publication  in  the  Bulle- 

heiing  cS;0Jd  7  '  '%3  f°r  inSpeCtio"  and  decision' 

3.  The  proposed  building  is  contrary  to  Section  22-00  of 
the  Zoning  Resolution,  which  lists  the  use  groups 
permitted  in  an  R-5  residence  district  ” 
and 

Whereas,  the  premises  and  surrounding  area  were  in- 

that  ffip  annf-  c?.mm[ttee  of  tbe  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/ or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
nereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-5  district, 
the  erection  of  a  16-foot  wide  retail  store  between  two 
existing  stores,  on  condition  that  the  work  shall  be  done  in 
^cordance  with  drawings  filed  with  this  application  dated 
May  14,  1963,  3  sheets;  that  the  sign  on  the  face  of  the 
b™n5  shall  be  limited  to  30  square  feet  and  shall  be 

bmIdmg  ;,.tbat  al!  rules-  laws  and  regulations 
applicable  shall  be  complied  with;  and  that  permit  shall  be 
obtained,  work  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  resolution. 


409-63-BZ 

APRLICANT—Leonard  F.  Rothkrug  for  Samalax  Real¬ 
ty  Corporation,  owner. 

SUBJECT— Application  May  14,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the 
erection  of  a  16  foot  wide  retail  store  between  two 
existing  stores. 

pREMISEs  AFFECTED — 8710  Avenue  L,  south  side 

r?  '<:et|'asi  °f  East  87th  Street,  Block  8066,  Lot  3/ 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

t wr-1  B0ARD— Application  granted  on  condition. 

THE  VOTE — 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


437-63-BZ 

APPLICANT — Frank  Randazzo  for  Marie  A.  Viteritti 
owner.  ’ 

CT— Application  May  22,  1963' — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  the 
maintenance  of  a  one  family  home  that  encroaches  on 
the  required  frond  yard.  ^ 

AFFECTED — 7415  Avenue  V,  north  side 
55  feet  west  of  Royce  Street,  Block  8434,  Lot  4 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Randazzo. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . .  q 

Negative :  . . .  " 

THE  RESOLUTION—  . . 

Whereas  a  pubhc  hearing  was  held  on  this  application 
on  July  16,  1963  after  due  notice  by  publication  in  the  Bulle¬ 
tin  ,  laid  over  to  July  23,  1963  for  decision ;  applicant  to 
submit  consents  of  affected  owners ;  hearing  closed ;  and 

a  fVrETREAS’ivbei^re^sio"  of  the  Bor°ugh  Superintendent, 
dated  June  17,  1963  acting  on  N.B.  Applic.  No.  2771-58 
reads :  ’ 

1.  The  proposed  structure  within  the  required  front 
yard  m  an  R3-2  district  is  contrary  to  Section  23-45 
of  the  Amended  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in- 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 
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Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Sectio  72-21  of  the  Zoning  Resolution  and  «  there¬ 
fore  entitled  to  relief  on  the  ground  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  of  the  Zoning  Resolution,  to 
permit  in  an  R3-2  district,  the  maintenance  of  a  one-family 
home  encroaching  on  the  required  front  yard,  on  condition 
that  the  building  shall  conform  to  drawings  h  ed  with  this 
application  dated  May  22,  1963,  6  sheets;  that  all  other  laws 
rules  and  regulations  applicable  shall  be  complied  with ,  an 
that  permit  shall  be  obtained,  work  completed  and  a  Certi¬ 
ficate  of  Occupancy  obtained  within  one  year  from  the  elate 
of  this  resolution. 


465-63-BZ 

APPLICANT— Herman  J.  Jessor  for  Mutual  Redevel¬ 
opment  Houses,  Incorporated,  owner;  Pen  South 
Parking,  Incorporated,  lessee. 

SUBJECT — Application  June  3,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  a  R®  district,  the 
use  of  transient  parking  for  the  excess  tenants  spaces 
in  an  existing  multiple  dwelling  accessory  garage  with 
roof  parking. 

PREMISES  AFFECTED— 333  West  26th  Street,  north 
side,  246.75  feet  west  of  Eighth  Avenue,  Block  751, 
Lot’  part  of  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE—  _  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - ~ 

Negative:  . ^ 

THE  RESOLUTION—  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  16,  1963  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  and  ,  _  t 

Whereas,  the  decision  of  the  Borough  Superintendent, 
date  May  14,  1963,  acting  on  N.B.  Applic.  No.  119-60, 
reads : 


“A-3.  Proposed  transient  parking  within  and  on  open  roof 
area  of  an  existing  accessory  garage  for  a  Multiple 
Dwelling  located  in  an  R-8  district  is  contrary  to 
Sec.  25-412  of  the  Zoning  Res.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
60(3)  of  the  Multiple  Dwelling  Law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulation  of  the  Zoning  Resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  60(3)  of  the  Mul¬ 
tiple  Dwelling  Law,  for  a  term  of  fifteen  (15)  years,  to  per¬ 
mit  in  an  R-8  district,  the  use  of  transient  parking  in  the  ex¬ 
cess  tenants’  spaces  in  an  existing  multiple  dwelling  acces¬ 
sory  garage  with  roof  parking,  on  condition  that  the  building 
shall  conform  to  drawings  filed  with  this  application  dated 
June  4,  1963,  3  sheets;  that  the  vehicles  parked  shall  be 
pleasure-type  cars  only  and  shall  not  exceed  275  in  number  in 
addition  to  the  number  of  cars  parked  by  tenants  and  cars 
parked  on  a  monthly  basis  by  non-tenants  of  the  building ; 
that  the  tenants  of  this  apartment  house  may  recapture  any 
of  the  space  devoted  to  transient  parking  on  30  days’  notice 


to  the  owner  in  accordance  with  Section  60 (lb  of  the  Mul¬ 
tiple  Dwelling  Law;  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with ;  and  that  an  amended 
Certificate  of  Occupancy  shall  be  obtained  within  one  year 
for  the  garage  portion  of  the  building. 


466-63-A 

APPLICANT— Herman  J.  Jessor  for  Mutual  Redevel¬ 
opment  Houses,  Incorporated,  owner;  Penn  South 
Parking,  Incorporated,  lessee. 

SUBJECT — Application  June  3,  1963 — Filed  pursuant  to 
Section  60  of  the  Multiple  Dwelling  Law,  re-  transient 
parking. 

PREMISES  AFFECTED— 333  West  26th  Street,  north 
side,  246.75  feet  west  of  Eighth  Avenue,  Block  751, 
Lot  ’ part  of  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

For  Opposition:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE—  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - - -  ~ 

Negative :  . - - -  ^ 

THE  RESOLUTION—  .  ,  ( 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  14,  1963  on  N.B.  Applic.  119-60,  reads: 

“A4 — Proposed  transient  parking  within  and  on  open 
roof  area  of  an  existing  accessory  garage  for  a 
multiple  dwelling  located  in  a  R8  district  is  con¬ 
trary  to  Sec.  60  Sub.  1  of  the  Multiple  Dwelling 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resloved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  May  14,  1963,  acting  on  N.B.  Applic.  119-60,  Objec¬ 
tion  No.  A3,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  60  of  the  Multiple  Dwelling 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  all  of  the  requirements  in  the  resolution  adop¬ 
ted  by  the  Board  this  day  under  Cal.  No.  465-63-BZ  shall 
be  complied  with. 


481-63-BZ 

APPLICANT — Helge  Westerman  for  Union  Hospital 
of  The  Bronx,  owner. 

SUBJECT— Application  June  7,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R7-2  district,  the 
construction  of  a  4  story  enlargement  to  an  existing 
hospital  without  the  required  rear  yeard. 

PREMISES  AFFECTED— 260  East  188th  Street,  south 
side,  from  Tiebout  Avenue  to  Valentine  Avenue,  Block 
3147,  Lot  50,  Borough  of  the  Bronx. 
APPEARANCES— 

For  Applicant :  Howard  Seltzer,  George  Hoffmann, 
Elliott  Wiener  and  Frederick  Schmidt. 

For  Opposition:  Abraham  Maranov. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - -  5 

Negative:  - -  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  23,  1963  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  and 
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W hereas,  the  decision  of  the  Borough  Superintendent, 
dated,  May  23,  1963  acting  on  Alt.  Applic.  No.  17-63,  reads : 

“1.  Absence  of  a  rear  yard  for  the  interior  portion  of 
the  lot  is  contrary  to  Sec.  24-36  of  Zoning  Resolu¬ 
tion  and  is  hereby  denied.” 

and 

Whereas,  the  premises  and  surrounding  area  were  inspec¬ 
ted  by  a  committee  of  the  Board  which  recommended  that 
the  application  be  granted  under  certain  conditions,  and 
Whereas,  the  Board  has  made  the  findings  required  under 
Section  72-21  of  the  Zoning  Resolution ;  and 
Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R7-2  district, 
the  construction  of  a  four  story  enlargement  to  an  existing 
hospital  without  the  required  rear  yard,  on  condition  that 
the  building  shall  conform  to  drawings  filed  with  this  ap¬ 
plication  dated  June  7,  1963,  14  sheets;  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with;  and  that 
permit  shall  be  obtained,  work  completed  and  a  Certificate 
of  Occupancy  obtained  within  one  year  from  the  date  of 
this  resolution. 


494-63-BZ 

APPLICANT — Anthony  J.  DePace  for  Very  Rev.  Msgr. 
Salvatore  Cafiero,  owner. 

SUBJECT— Application  June  12,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the 
enlargement  in  area  and  the  second  floor  addition 
to  an  existing  convent  that  encroaches  on  the  required 
front  yard. 

PREMISES  AFFECTED— 2306-2338  East  4th  Street, 
northwest  corner  of  Avenue  W,  Block  7155,  Lots  40, 
33,  36,  60,  62,  64  and  136,  Borough  of  Brooklyn. 
APPEARANCES— 

f°r_  Applicant:  Joseph  Mishure  and  Msgr.  Salvatore 
Cafiero. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _  5 

Negative  :  . . _ .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  July  23,  1963  after  due  notice  by  publication  in  the  Bulle¬ 
tin  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  5,  1963  acting  on  Alt.  Applic.  No.  747-63,  reads: 

“1.  Proposed  new  enlargement  to  an  existing  structure 
extends  into  the  required  front  yard  setback.  Provide 
a  front  yard  as  per  Sec.  23-45  of  the  Amended  Zone 
Resolution  for  an  R-4  use  district.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessa^  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 


Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-4  district, 
the  enlargement  in  area  and  the  second  floor  addition  to 
an  existing  convent  that  encroaches  on  the  required  front 
yard,  on  condition  that  the  work  shall  conform  to  drawings 
filed  with  this  application  dated  June  12,  1963,  13  sheets; 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with ;  and  that  permit  shall  be  obtained,  work  com¬ 
pleted  and  a  Certificate  of  Occupancy  obtained  within  one 
year  from  the  date  of  this  resolution. 


500-63-BZ 

APPLICANT — Ferrrenz  and  Taylor  for  St.  Margaret’s 
R.  C.  Church,  owner. 

SUBJECT — -Application  June  12,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-452  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  and  R4 
district,  the  maintenance  of  an  off  site  parking  facility 
for  a  proposed  church  and  rectory. 

PREMISES  AFFECTED  —  5940  Riverdale  Avenue, 
southeast  corner  of  West  260th  Street,  Block  5871, 
Lots  546  and  547,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Matthew  Saitta. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  . . . . 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  23,  1963  after  due  notice  by  publication  in  the  Bulle¬ 
tin  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  7,  1963  acting  on  Alt.  Applic.  No.  217-63,  reads: 
‘‘4.  Proposal  to  provide  off  site  parking  spaces  for  pro¬ 
posed  N.B.  131  &  N.B.  132  of  1962  on  location  filed 
under  this  application  where  such  new  buildings  No. 
131  &  132  of  1962  are  community  facilities  bldgs, 
located  in  R-4  district  violates  Sect.  25-53  of  Am. 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 
Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-452  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  73-452,  to  permit 
in  Cl-2  and  R-4  districts,  the  maintenance  of  an  off-site 
parking  facility  for  a  proposed  church  and  rectory,  on  con¬ 
dition  that  the  work  shall  conform  to  drawings  filed  with 
this  application  dated  June  12,  1963,  2  sheets;  on  further 
condition  that  the  surfacing  of  the  lot  shall  be  in  accordance 
with  Section  25-65  of  the  Zoning  Resolution ;  that  the 
fencing  and  screening  of  the  lot  shall  be  in  accordance  with 
Section  25-66  of  the  Zoning  Resolution ;  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with ;  and  that 
permit  shall  be  obtained,  work  completed  and  a  Certificate  of 
Occupancy  obtained  within  one  year  from  the  date  of  this 
resolution. 


516-63-BZ 

APPLICANT — Frederick  G.  Frost,  Jr.  and  Associates 
for  New  York  City  Dept,  of  Real  Estate,  owner. 
SUBJECT — Application  June  19,  1963 — decision  of  the 
Borough  Supuerintendent,  under  Section  72-21  of  the 
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Zoning  Resolution,  to  permit  in  an  Ml-5  district,  the 
erection  of  a  three  story  and  cellar  building  for  use 
as  a  precinct  house  that  encroaches  on  the  required 
rear  yard. 

PREMISES  AFFECTED— 357  West  35th  Street,  north 
side,  125  feet  east  of  Ninth  Avenue,  Block  759,  Lot  8, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leon  Brand,  Lt.  Andrew  Good  and 
Emile  Spira. 

For  Opposition:  Sidney  Grossman  and  A.  Berger. 

For  Administration :  S.  H.  Greenhill,  Dept,  of  Public 
Work. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative:  _  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  23,  1963  after  due  notice  by  publication  in  the  Bulle¬ 
tin  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  19,  1963  acting  on  N.B.  Applic.  No.  23-63  reads: 
“C-2.  Repeated — A  20  ft.  rear  yard  is  req’d  for  westerly 
portion  of  lot  (W.  35th  Street)  Sec.  43-26  New 
Amended  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 
Whereas,  the  Board  found  that  the  applicant  had  sub- 
statiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/ or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  Ml-5  district, 
the  erection  of  a  three  story  and  cellar  building  for  use  as 
a  precinct  house  that  encroaches  on  the  required  rear  yard, 
on  condition  that  the  building  shall  conform  to  drawings  filed 
with  this  application  dated  June  19,  1963,  10  sheets;  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied 
with ;  and  that  permit  shall  be  obtained,  work  completed 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  resolution. 


Adjourned:  11 :40  A.M. 

James  P.  Mulroy,  Secretary. 


REGULAR  MEETING 

TUESDAY  AFTERNOON  JULY  23,  1963,  2  P.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert.  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

119-47-SM 

APPLICANT — The  Cincrete  Corporation,  Division  of 
United  States  Plywood  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Louis  J.  Michaelson. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom- 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein  4 

Negative:  Commissioner  Fox  .  i 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads:. 
119-47-SM — Amendment  to  resolution  as  to  additional 
blocks. 

Cincrete  Corp.  Division  of  U.S.  Plywood  New  York  re¬ 
quested  that  the  resolution  adopted  June  17,  1947  and 
amended  at  various  times  through  September  20,  1960  under 
Cal.  119-47-SM  be  reopened  and  amended  so  as  to  include 
additional  sizes  of  masonry  units. 

USE:  Masonry  units  using  Norlite  as  the  aggregate. 
DESCRIPTION :  The  requested  blocks  are  manufactured 
on  the  same  equipment  as  the  presently  approved  blocks. 
The  design  mix  is  275  lbs.  of  cement  950  lbs.  of  sand  and 
2200  lbs.  Norlite  with  15  gals  of  water  per  batch.  Norlite 
approved  by  the  Board  under  Cal.  No.  954-57-SM. 
INSPECTION  &  TEST:  Samples  of  the  blocks  were  tested 
at  the  Gulick  &  Henderson  Laboratories  Inc.  in  accordance 
with  requirements  of  the  Masonry  Rules  of  the  Board 
and  the  blocks  so  tested  met  the  requirements.  The  com¬ 
plete  reports  are  on  file  with  and  are  part  of  the  record. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  17,  1947  and  amended 
at  various  times  through  September  20,  1960  under  Cal. 
119-47-SM  be  reopened  and  amended  so  as  to  include  the 
additional  size  masonry  units  manufactured  of  a  mix  as 
herein  described.  Hollow  load  bearing — 3”  x  8”  x  18',  4  x 
8"  x  18"  and  8"  x  8"  x  18" — Solid  load  bearing  4"  x  8"  x  18" 
on  condition  that  the  requirement  of  the  resolution  adopted 
June  17,  1947  and  amended  at  various  times  through  Sep¬ 
tember  under  Cal.  No.  119-47-SM  are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards,  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


454-51-SA 

APPLICANT — Hoyt  Manufacturing  Corporation, 

owner. 

APPEARANCES— 

For  Applicant:  Virginia  Hoyt  Kurtz. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
454-51-SA — Amendment  to  resolution  as  to  additional 
models  of  gas  fired  water  washed  clothes  dryers. 

Hoyt  Manufacturing  Corporation,  Westport,  Mass.,  re¬ 
quested  that  the  resolution  adopted  November  20,  1951, 
and  amended  March  20,  1962,  under  Calendar  Number 
454-51-SA  be  reopened  and  amended  so  as  to  include  the 
additional  model  of  gas  fired  clothes  dryer. 

USE:  Gas  fired  clothes  dryer. 

DESCRIPTION:  The  requested  model  is  basically  the 
same  as  the  previously  approved  models  differing  only  as 
to  styling  and  B.T.U.  input.  The  Compact  Model  has  a 
130,000  B.T.U.  input  per  hour. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  November  20,  1951 
and  amended  March  20,  1962,  under  Calendar  Number 
454-51-SA  be  reopened  aand  amended  so  as  to  include  the 
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additional  model  of  gas  fired  clothes  dryer  as  manufac¬ 
tured  by  Hoyt  Manufacturing  Corp.,  namely  the  compact 
Model  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  November  20,  1951,  and  amended  March  20, 
1962,  under  Calendar  Number  454-51-SA  be  complied 
with. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


578-53-SM 

APPLICANT — The  Peele  Company  for  Richmond 
Fireproof  Door  Company,  owner. 

APPEARANCES— 

For  Applicant:  Paul  B.  R.  Doeg. 

ACTION  OF  BOARD — Application  reopened  and  reso- 
luiton  amended  in  accordance  with  the  report  and  rec¬ 
ommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein....  4 

Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 
578-53-SM — Amendment  to  resolution  as  to  alternate 
method  of  welding. 

Peelle  Company,  New  York  for  Richmond  Fireproof 
Door  Co.  of  Richmond,  Indiana,  requested  that  the  reso¬ 
lution  adopted  July  20,  1954,  under  Calendar  Number  578- 
53-SM  be  reopened  and  amended  as  to  alternate  method 
of  welding. 

USE:  Fire  resistive  opening  protective  assembly. 

DESCRIPTION :  There  has  been  no  basic  change  in  the 
materials  used  in  the  construction  of  the  door.  The  requested 
change  is  to  allow  spot  welding  in  lieu  of  plug  welds  and 
also  a  change  in  the  method  of  applying  the  door  hard¬ 
ware.  The  requested  revisions  have  been  approved  by  the 
Underwriters  Laboratories. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  July  20,  1954, 
under  Calendar  Number  578-53-SM  be  reopened  and 
amended  so  as  to  permit  the  revisions  as  contained 
under  the  Underwriters  Laboratories  Procedure  R  3637 
Vol.  I,  up  to  and  including  November  22,  1960,  on  con¬ 
dition  that  all  other  requirements  of  the  resolution  adop¬ 
ted  July  20,  1954  under  Calendar  Number  578-53-SM  are 
complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 
John  A.  Darts, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


664-53-SM 

APPLICANT — The  Peele  Company,  owner. 
APPEARANCES— 

For  Applicant:  Paul  R.  Doeg. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
664-53-SM — Amendment  to  resolution  as  to  facia  and 
trucking  sill. 

Peelle  Co.,  Brooklyn,  New  York,  requested  that  the 
resolution  adopted  March  31,  1959  and  amended  June  27, 
1961  under  Calendar  Number  664-53-SM  be  reopened 
and  amended  so  as  to  permit  a  change  in  the  trucking 
sill  and  the  permission  to  attach  a  facia  to  the  approved 
door. 

USE:  Counter  balanced  elevator  door. 

DESCRIPTION:  The  requested  facia  is  of  16  gauge 
aluminum  sheet  that  is  attached  to  the  face  of  the  pre¬ 
sently  approved  door.  The  trucking  sill  has  been  rein¬ 
forced.  The  changes  have  been  approved  by  the  Under¬ 
writers  Laboratories  under  R-180  Vols.  I  and  II. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  March  31,  1959,  & 
amended  June  27,  1961  under  Calendar  Number  664-53- 
SM  be  reopened  and  amended  so  as  to  permit  the  revi¬ 
sions  as  contained  in  the  Underwriters  Laboratories  Pro¬ 
cedure  R-180  Vols.  I  and  II  up  to  and  including  revisions 
of  March  21,  1962,  on  condition  that  all  other  require¬ 
ments  of  the  resolution  adopted  March  31,  1959  and 
amended  June  27,  1961  under  Calendar  Number  664-53- 
SM,  are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


181-54-SM 

APPLICANT — Harold  Perrine  for  Alsynite  Division  of 
Reichhold  Chemicals,  Inc.,  owner. 
APPEARANCES— 

For  Applicant:  H.  Perrine. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
181-54-SM — Amendment  to  resolution  as  to  additional 
use  of  approved  panels. 

H.  Perrine  for  Alsynite  Division  of  Reichhold  Chemi¬ 
cals,  Inc.,  Paterson,  New  Jersey,  requested  that  the  reso¬ 
lution  adopted  February  17,  1960  and  amended  January 
16,  1962  under  Calendar  Number  181-54-SM  be  reopened 
and  amended  so  as  to  permit  the  Alsynite  to  be  used  for 
glazing  in  Multiple  Dwellings. 

DESCRIPTION:  There  has  been  no  change  in  the 
material  nor  in  the  method  of  manufacture. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  February  17,  1960, 
and  amended  January  16,  1962,  under  Calendar  Number 
181-54-SM  be  reopened  and  amended  so  as  to  permit  the 
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approved  Alsynite  Panels  to  be  used  as  a  glazing  ma¬ 
terial  on  Multiple  Dwellings  where  wood  is  permitted  for 
windows  under  Section  101. 3. b  of  the  Multiple  Dwelling 
Law  on  condition  that  all  other  requirements  of  the 
resolution  adopted  February  17,  1960  and  as  amended 
January  16,  1962  under  Calendar  Number  181-54-SM  are 
complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


960-54-SA — Vol.  IV 

APPLICANT — 'Linde  Company,  Division  of  Union  Car¬ 
bide  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  R.  M.  Neary. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein  ....  4 

Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
960-54-SA  Vol.  IV — Linde  Company,  Division  of  Union 
Carbide  Corporation  requested  that  the  resolution  adop¬ 
ted  May  3,  1955,  under  Calendar  Number  960-54-SA  Vol. 
I  and  amended  November  19,  1957  and  September  22, 
1959  under  Calendar  Number  960-54-SA  Volumes  II  and 
III  respectively  be  reopened  and  amended  as  Volume.  IV 
so  as  to  include  and  additional  Model  M-60  of  the  Linde 
“Driox”  Oxygen,  Nitrogen  and  Argon  Storage  Systems 
and  to  permit  a  change  of  material  used  in  the  fabrication 
of  the  storage  vessels  on  some  storage  units. 

DESCRIPTION:  The  previously  approved  “Driox” 
Models  were  the  M-50,  M-90,  M-100,  M-310,  AT-25,  92- 
VCC,  93-VCC  and  150-VCC.  The  metal  used  as  liquid 
container  in  these  units  was  silicon  bronze  in  the  M-50 
and  stainless  or  nickel  alloy  steel  in  the  other  Models. 
The  request  is  made  that  approval  also  be  granted  to  use 
AA  5083  Aluminum  as  the  material  for  the  inner  con¬ 
tainer  for  the  previously  approved  Models  M-90,  M-310 
and  AT-25,  and  also  the  new  Model  M-60. 

The  details  of  construction  of  these  storage  vessels  is 
as  follows: 


Liquid  Container 

M-90 

M-310 

AT-25 

Capacity  gal. 

780 

2700 

290 

Material 

AA5083  AL 

AA5083  AL 

AA5083  AL 

Inside  Diameter 

48  %" 

108" 

29  %" 

Thickness  shell 

.5" 

.786" 

.431" 

Length 

114  %" 

sphere 

88" 

Asme  Design 
Pressure 

145  p.s.i. 

220  p.s.i. 

220  p.s.i 

Hydrostatic  Test 

220  p.s.i. 

330  p.s.i. 

330  p.s.i. 

Outer  Casing 
Material 

steel 

steel 

steel 

Inside  Diameter 

59  %" 

130" 

35  %" 

Thickness 

.25" 

.25" 

.187" 

Minimum  External 
Pressure 

30  p.s.i. 

30  p.s.i. 

30  p.s.i. 

M-60 

560 

AA5083  AL 
42" 

.707" 

102" 

270  p.s.i. 
405  p.s.i. 

steel 
49  %" 
.187" 

30  p.s.i. 


The  liquid  container  is  protected  by  a  spring  loaded  relief 
valve  and  a  separate  frangible  disc  (set  below  test  pres¬ 
sure)  and  both  may  be  connected  to  the  same  vapor  phase 
pipe  from  the  container. 

A  mass  spectrometer  leak  test  is  used  for  the  casing. 

The  new  casing  relief  devices  will  operate  at  8  p.s.i. 
or  18  p.s.i.  instead  of  5  p.s.i.  as  previously.  This  will 
enable  more  efficient  vacuums  in  the  insulation  space. 
RECOMMENDATION:  The  Committee  recommends 
that  the  resolution  adopted  May  3,  1955  under  Calendar 
Number  960-54-SA  Vol.  I  and  amended  November  19, 
1957  and  September  22,  1959  as  Volume  II  and  III  re¬ 
spectively  be  reopened  and  amended  so  as  to  include  the 
Model  M-60  Linde  “Driox”  Oxygen,  Nitrogen  and  Argon 
Storage  Systems  with  AA  5083  Aluminum  to  be  per¬ 
mitted  in  the  fabrication  of  the  liquid  container  of  the 
Models  M-60,  M-90,  M-310  and  AT-25  models  provided 
that  all  storage  units  approved  under  Calendar  Number 
960-54-SA  shall  be  installed  outdoors  where  permitted  by 
law  and  that  in  the  case  of  liquid  oxygen  storage  a 
clearance  of  25  feet  in  all  directions  from  sides  and  top 
shall  be  maintained  and  no  smoking,  open  flames  or 
storage  of  combustible  materials  be  permitted  in  the 
oxygen  storage  area,  that  in  the  case  of  liquid  nitrogen 


or  argon  storage  and  in  case  of  liquid  oxygen  storage  on 
industrial  sites  the  minimum  clearance  between  storage 
unit  and  adjacent  structures  may  be  5  feet  if  the  walls 
are  fire  resistive  in  construction  and  with  no  openings 
in  the  walls  within  25  feet  of  the  unit  unless  such  open¬ 
ings  lead  to  rooms  used  exclusively  for  the  storage  of 
oxygen,  nitrogen  or  argon  and/ or  the  charging  of 
cylinders  or  suitable  containers  with  oxygen,  nitrogen  or 
argon  in  which  case  the  distance  to  the  opening  may  be 
reduced  to  10  feet,  all  electrical  installation  to  comply 
with  the  Electrical  Code  of  the  City  of  New  York,  and 
all  other  requirements  of  the  resolution  adopted  May  3, 
1955  under  Calendar  Number  960-54-SA  Vol.  I  be  com¬ 
plied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 
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503-55-SM 

APPLICANT — Security  Fire  Door  Co.,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 
503-55-SM — Security  Fire  Door  Co.,  St.  Louis,  Mo.,  filed 
for  approval  of  the  material  known  as  Security  IV2  Hour 
Counterbalanced  Elevator  Door  under  the  provisions  of 
C26-610.0  Administrative  Building  Code.  The  application 
was  subject  for  dismissal  but  was  removed  from  the  dis¬ 
missal  Calendar  at  the  request  of  the  applicant. 

USE:  A  1%  hour  fire  resistive  opening  protective  as¬ 
sembly. 

DESCRIPTION:  The  door  is  designed  for  the  protec¬ 
tion  of  openings  not  exceeding  8'-0"  in  width  and  lO'-O" 
in  height  in  elevator  shafts. 

The  door  sections  are  mounted  in  an  offset  position 
moving  vertically  in  the  guides  and  lapped  by  means  of 
a  neoprene-asbestos  cloth  astragal  where  they  come  to¬ 
gether  at  the  middle  of  the  opening.  The  opening  be¬ 
tween  the  top  door  and  the  walls  is  closed  by  means  of 
a  movable  lintel. 

The  upper  panel  is  constructed  of  14  gauge  steel  panels 
and  is  not  insulated.  The  lower  panel  is  constructed  of 
14  gauge  steel  on  one  face  and  20  gauge  steel  on  the 
shaft  side  face  and  insulated  with  1"  cellular  asbestos. 
The  construction  is  in  accordance  with  Drawings  R-1344- 
2  Fig.  1  through  9  inclusive  which  are  on  file  with  and 
are  part  of  the  record. 

INSPECTION  AND  TEST:  A  door  constructed  as 
herein  described  was  tested  at  the  Underwriters  Labora¬ 
tories  in  accordance  with  the  requirements  of  C26-610.0 
Administrative  Building  Code.  It  was  noted,  that  during 
the  course  of  the  test,  the  uninsulated  section  of  the 
assembly  did  not  meet  the  heat  transmission  require¬ 
ments  of  the  code  whereas  the  insulated  section  of  the 
door  successfully  met  the  requirements.  The  complete  re¬ 
port  R  1344-2  is  on  file  with  and  is  part  of  the  record. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  material  known  as  Securi¬ 
ty  1%  hour  Counterbalanced  Elevator  Door  (Freight 
Elevator)  for  use  in  New  York  City  under  the  provisions 
of  C26-610.0  Administrative  Building  Code  except  that 
when  uninsulated  panels  are  used,  the  door  shall  not  be 
installed  in  fireproof  partitions  and  in  corridors  used  as 
a  means  of  egress,  but  when  the  insulated  panels  are 
used  the  door  may  be  installed  in  accordance  with  the 
requirements  of  C26-610.0e.  Administrative  Building 
Code  on  condition  that  the  requirements  of  the  Rules 
of  the  Board  governing  inspection  of  Opening  Protec¬ 
tive  Assemblies  is  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

298-58-SM 

APPLICANT — Pontiac  Millwork  Co.,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accord¬ 


ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Rox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
298-58-SM — Pontiac  Millwork  Co.,  Pontiac,  Michigan, 
filed  for  approval  of  the  material  known  as  Poncraft 
Laminated  Plastic  Door  under  the  provisions  of  C26- 
610.0  Administrative  Building  Code. 

USE:  Incombustible  core  1  hour  fire  rated. 
DESCRIPTION:  The  non  rated  door  is  manufactured 
of  soft  wood  blocks,  6  inches  and  longer  with  staggered 
joints  using  Urea  Resin  glue,  standard  flush  or  stile  and 
rails  flush.  The  cross  banding  is  1/10  inch  hardwood. 
The  edge  strip  is  of  hardwood  on  four  sides  of  the  door 
and  the  hinge  edge  of  the  door  to  be  finished  similar  to 
the  face.  The  exterior  face  of  the  door  is  of  1/16  inch 
laminated  plastic  face. 

The  rated  door  has  a  mineral  core,  fire  treated  wood 
stiles  and  rails,  untreated  cross  banding  and  a  laminated 
plastic  face 

INSPECTION  AND  TEST:  The  mineral  cored  door 
was  tested  at  the  Underwriters  Laboratories  in  accord¬ 
ance  with  the  requirements  of  C26-610.0  Administrative 
Building  Code.  The  door  successfully  -met  the  require¬ 
ments  of  a  one  hour  fire  resistive  opening  protective 
assembly.  The  complete  report  Underwriters  Labora¬ 
tories  R  4428  is  on  file  with  and  is  part  of  the  record. 
RECOMMENDATION:  The  Committee  of  Test  re¬ 
commends  the  approval  of  the  material  known  as  Pon¬ 
craft  Laminated  Plastic  Door,  Fire  Resistive  Rated  only 
for  use  in  New  York  City. 

The  mineral  cored  door,  having  successfully  met  the 
requirements  of  a  one  hour  fire  resistive  opening  protec¬ 
tive  assembly  may  be  used  in  locations  requiring  an  ap¬ 
proved  fire  resistive  opening  protective  assembly  when 
constructed  as  herein  described  and  in  accordance  with 
Drawings  R  4428  which  are  on  file  with  and  are  part 
of  the  record  and  further  that  the  requirements  of  the 
Rules  of  the  Board  covering  Inspection  of  Opening  Pro¬ 
tective  Assemblies  are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 
John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

154-59-SA 

APPLICANT — Haus  and  Bresin  for  Philco  Corpora¬ 
tion,  owner. 

APPEARANCES— 

For  Applicant:  T.  Hartnett. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker,  and  Com- 


misioner  Klein  .  5 

N  egative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
154-59-SA — Amendment  to  resolution  as  to  additional 
washing  machine. 

Haus  and  Bresin  for  Philco  Corp.,  Philadelphia,  Pa., 
requested  that  the  resolution  adopted  December  8,  1959, 
and  amended  through  April  2,  1963,  under  Calendar 
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Number  154-59-SA  be  reopened  and  amended  so  as  to 
include  additional  washing  machines. 

USE:  Commercial  washing  machine — 16  lb.  capacity. 
DESCRIPTION:  The  requested  Model  WC-9116  is 
similar  to  the  presently  approved  models  differing  as  to 
cabinet  and  trim  design,  and  also  the  body  of  the  water 
inlet  valve  has  been  changed  from  nylon  to  brass,  the 
drain  hose  has  been  increased  %"  in  diameter  and  the 
wiring  to  the  water  selector  switch  has  been  modified. 

The  Model  WC-9316  is  similar  to  the  Model  WC-9116 
except  as  to  styling  changes  and  the  substitution  of  a 
plastic  pump  housing  for  a  metail  housing. 

There  has  been  no  change  in  the  size  of  the  basket, 
the  water  supply  features  nor  in  the  design  for  waste 
disposal  from  the  presently  approved  models. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  December  8, 
1959,  and  amended  through  April  2,  1963  under  Calendar 
Number  154-59-SA  be  reopened  and  amended  so  as  to 
include  the  Philco  Washing  Machines  Models  WC-9116 
and  WC-9316  on  condition  that  the  requirements  of  the 
resolution  adopted  December  8,  1959  and  amended 

through  April  2,  1963  under  Calendar  Number  154-59-SA 
are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenariic, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


155-59-SA 

APPLICANT— Haus  and  Bresin  for  Philco  Corpora¬ 
tion,  owner. 

APPEARANCES— 

For  Applicant:  T.  Hartnett. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker,  and  Com- 

misioner  Klein  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
155-59-SA — Amendment  to  resolution  as  to  additional 
washing  machines. 

Haus  and  Bresin  for  Philco  Corp.,  Philadelphia,  Pa., 
requested  that  the  resolution  adopted  January  26,  1960, 
under  Calendar  Number  155-59-SA  be  reopened  and 
amended  so  as  to  include  additional  washing  machines. 
USE:  Automatic  washing  machine  having  a  capacity  of 
10  lbs. 

DESCRIPTION:  The  requested  Model  WC-9110  is 
similar  to  the  presently  approved  Models  differing  as  to 
cabinet  and  trim  design,  and  also  the  body  of  the  water 
inlet  valve  has  been  changed  from  a  nylon  composition 
to  brass,  the  drain  hose  has  been  increased  %"  in  dia¬ 
meter,  the  wiring  to  the  water  selector  switch  has  been 
modified,  the  motor  support  has  been  changed  to  a  self 
adjusting  type  and  there  has  been  a  change  in  the  con¬ 
tour  of  the  soap  chute. 

The  Model  WC-9310  is  similar  to  the  Model  WC-9110 
except  that  the  pump  housing  has  been  changed  from  a 
metal  to  a  plastic. 

There  has  been  no  change  in  the  size  of  basket,  water 
supply  features  nor  in  the  design  of  the  waste  disposal 
from  the  presently  approved  models. 


RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  January  26,  1960, 
under  Calendar  Number  155-59-SA  be  reopened  and 
amended  so  as  to  include  the  Philco  Washing  Machine, 
Models  WC-9110  and  WC-9310  on  condition  that  the 
requirements  of  the  resolution  adopted  January  26,  1960, 
under  Calendar  Number  155-59-SA  are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenariic, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


323-59-SA 

APPLICANT — Mid-Continent  Metal  Products  Com¬ 
pany,  owner. 

APPEARANCES— 

For  Applicant:  Winston  B.  Lewis. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein  ....  4 
Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
323-59-SA — Amendment  to  resolution  as  to  control  sys- 
tem. 

Mid-Continent  Metal  Products  Co.,  Chicago,  Illinois, 
requested  that  the  resolution  adopted  September  20,  1960 
and  amended  through  October  10,  1961,  under  Calendar 
Number  323-59-SA  be  reopened  and  amended  so  as  to 
show  a  change  in  the  controls  of  the  incinerator. 

USE:  Gas  fired  burner  for  incinerator. 

DESCRIPTION:  The  request  covers  the  approval  of 
the  same  models  as  presently  approved  with  the  suffix 
32.  This  suffix  shows  that  the  control  system  can  be 
described  as  a  continuous  spark  with  thermal  electric 
flame  safety. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  September  20, 

1960  and  amended  through  October  10,  1961,  under 
Calendar  Number  323-59-SA  be  reopened  and  amended 
so  as  to  include  the  Models  H  500,  H  750  and  H  1000 
with  suffix  32  Gas  Fired  Incinomite  Gas  Burners  on 
condition  that  the  requirements  of  the  resolution  adopted 
September  20,  1960  and  amended  through  October  10, 

1961  under  Calendar  Number  323-59-SA  are  complied 
with. 

(Sgd.)  William  A.  Nolan, 

Director. 
John  A.  Darts, 

Assistant  Engineer. 
George  F.  Siclenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


324-59-SM 

APPLICANT — The  Peelle  Company,  owner. 
APPEARANCES— 

For  Applicant:  Paul  R.  Doeg. 

ACTION  OF  BOARD — Application  reopened  and  reso- 


937 


MINUTES 


lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker,  and  Com- 


misioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
324-59-SM — Amendment  to  resolution  as  use  of  access 
panel. 

Peelle  Co.,  Brooklyn,  New  York,  requested  that  the 
resolution  adopted  April  18,  1961,  and  amended  June  27, 
1961,  under  Calendar  Number  324-59-SM  be  reopened 
and  amended  so  as  to  permit  the  use  of  an  access  panel 
with  approved  dumbwaiter  door. 

USE:  Removable  panel  installed  above  the  approved 
door. 

DESCRIPTION:  The  maximum  size  of  the  panel  is 
4'-0"  wide  by  l'-6"  high.  This  movable  panel  is  located 
at  the  head  of  the  opening  frame  and  set  flush  with  the 
shaft  side  of  the  buck. 

The  panel  is  constructed  of  the  same  materials  and  is 
of  the  same  thickness  as  the  door  and  is  insulated  with 
the  same  material  as  the  dumbwaiter  door. 

The  construction  of  the  panel  is  in  accordance  with 
Underwriters  Laboratories  Procedure  R  2071  Vol.  III. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  April  18,  1961 
and  amended  June  27,  1961,  under  Calendar  Number 
324-59-SM  be  reopened  and  amended  so  as  to  permit  the 
use  of  an  access  panel,  maximum  size  4'-0"  x  l'-6,",  for  use 
in  conjunction  with  the  approved  dumbwaiter  door,  when 
constructed  in  accordance  with  the  Underwriters  Labora¬ 
tories  Procedure  R-2071  Vol.  Ill  with  revision  up  to 
December  22,  1961,  on  condition  that  the  requirements 
of  the  resolution  adopted  April  18,  1961,  and  amended 
June  27,  1961  under  Calendar  Number  324-59-SM  be 
complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


156-60-SM 

APPLICANT — Ocean  Chemicals,  Inc.,  owner. 
APPEARANCES— 

For  Applicant:  Edward  W.  Dwyer. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commission  Fox  and  Commissioner  Becker  .  4 

Negative:  . 0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
156-60-SM — Amendment  to  resolution  as  to  additional 
fire  retardant  paints. 

Ocean  Chemicals  Inc.,  requested  that  the  resolution 
adopted  November  14,  1961  under  Calendar  Number  156- 
60-SM  be  reopened  and  amended  so  as  to  include  addi¬ 
tional  fire  retardant  paints. 

USE:  Paint  used  to  reduce  flame  spread. 
DESCRIPTION:  The  requested  additional  paints  are 


known  as  Ocean  460  Emulsion  Fire  Retardant  Paint; 
Ocean  477  Epoxy  Retardant  Paint;  Ocean  505  Fire  Re¬ 
tardant  Paint;  Ocean  432  Fire  Retardant  Varnish  (Flat) 
and  Ocean  420  Fire  Retardant  Varnish  (Gloss).  The 
composition  of  these  paints,  being  of  a  proprietary  nature, 
has  been  placed  in  a  sealed  envelope  and  placed  in  the 
Board’s  safe  so  that  it  may  be  examined  at  any  time  if 
the  need  arises. 

INSPECTION  AND  TEST:  The  applicant  has  sub¬ 
mitted  reports  of  tests  conducted  by  the  Underwriters 
Laboratories  of  Canada,  the  results  were  as  follows: 
Ocean  460 — Flame  spread  of  15  on  the  basis  of  1  coat — 
125  sq.  ft./gallon.  Ocean  477 — Flame  spread  of  25  on 
the  basis  of  137  sq.  ft./gallon. 

The  applicant  has  also  submitted  additional  test  re¬ 
ports,  referring  to  Flame-Crete  Co.  of  Canada  Ltd.  The 
applicant  has  also  submitted  U.L.  of  Canada.  List  of  in¬ 
spected  appliances,  equipment  &  materials  showing,  on 
page  81,  the  approval  of  Ocean  505. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  November  14, 
1961  under  Calendar  Number  156-60-SM  be  reopened 
and  amended  so  as  to  include  the  additional  fire  retard¬ 
ant  paints  known  as  Ocean  460,  Ocean  477  and  Ocean 
505  on  condition  that  the  requirements  of  the  resolution 
adopted  November  14,  1961,  under  Calendar  Number 
156-60-SM  are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


904-61-SA 

APPLICANT — Field  Engineering  Products  Company, 
owner. 

APPEARANCES— 

For  Applicant:  Frank  H.  Field. 

ACTION  OF  BOARD — Appliance  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Committee 
on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker 

and  Commissioner  Klein  .  3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 
Fox  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
904-61-SA — Field  Engineering  Products  Company, 

Jamestown,  New  York,  filed  for  approval  of  the  appli¬ 
ance  known  as  Load-O-Matic  (Freight  Elevator)  under 
the  provisions  of  C26-191.0  Administrative  Building 
Code. 

USE:  Freight  elevator. 

DESCRIPTION:  The  appliance  is  a  holeless  hydraulic 
elevator  and  differs  from  the  conventional  hydraulic 
elevator  in  that  the  hydraulic  cylinder  or  cylinders  do 
not  have  to  sink  into  the  ground. 

A  cluster  of  three  hydraulic  cylinders  are  held  in  a 
heavy  frame,  with  one  large  cylinder  having  the  same 
piston  area  as  the  combined  area  of  the  two  smaller 
cylinders  of  the  cluster.  The  large  piston  rod  pushes  on 
the  bottom  of  the  elevator  pit  and  the  two  smaller  piston 
rods  are  attached  to  the  cross  head  of  the  elevator  cab. 

In  operation,  the  large  piston  operates  first,  raising  the 
cylinder  clusters  and  the  cab  until  the  maximum  stroke 
of  the  large  piston  has  been  reached,  then  the  cylinder 
cluster  and  the  large  piston  remains  stationary  and  the 
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two  smaller  cylinders  take  over  and  raise  the  elevator 
the  rest  of  the  desired  height.  There  is  no  change  in 
speed  of  the  elevator  for  its  entire  travel  because  the 
combined  area  of  the  two  smaller  cylinders  in  the  cluster 
is  equal  to  the  area  of  the  larger  cylinder  of  the  cluster. 

Two  I-beam  guide  rails  are  mounted  vertically  and 
parallel  to  the  rear  wall  of  the  hoistway  and  ball  bearing 
rollers  mounted  at  top  and  bottom  of  each  stile  run  in 
these  I-beam  guide  rails.  The  elevator  platform  is  cantei- 
levered  from  the  stiles  with  braces  running  from  the 
top  of  the  stiles  to  the  front  edge  of  the  platform. 

The  car  is  lifted  by  the  hydraulic  cylinder  which  is 
located  midway  between  the  guide  rails  and  fastened  at 
the  top  to  the  cross  head  and  at  the  bottom  to  the  ele¬ 
vator  pit.  Each  cylinder  is  equipped  at  the  oil  inlet- 
outlet  of  the  cylinder  with  a  special  lowering  valve  which 
automatically  regulates  the  flow  of  oil  out  of  the  cylinder 
so  that  regardless  -of  the  load,  the  elevator  will  only 
descend  at  its  predetermined  speed.  This  valve  also  acts 
as  a  safety  valve  in  the  event  of  oil  line  breakage. 

The  power  pack  is  a  compact  unit  mounted  on  a  steel 
base  and  consists  of  a  motor,  pump,  oil  tank,  motor 
starter,  relief  valve,  smooth  starting  valve,  solenoid 
leveling  valve  and  control  relays. 

The  cab  for  the  elevator  is  made  of  14  gauge  steel 
panels.  The  roof  is  covered  with  10  gauge  expanded 
metal  with  openings  in  the  metal  of  A  20"  escape 
hatch,  the  full  width  of  the  car  is  provided  in  the  front 
half  of  the  cab  roof. 

INSPECTION  AND  TEST:  An  installation  was  in¬ 
spected  by  Assistant  Engineer  John  A.  Darts,  at  1125 
Close  Avenue,  Bronx,  New  York.  It  was  noted  that  the 
maximum  speed  of  travel  is  30  feet/minute.  On  a  simu¬ 
lated  power  failure,  the  pump  became  inoperative  and 
it  was  shown  that  the  car  can  be  lowered  by  hand  re¬ 
lease  of  the  oil  valve  located  outside  the  car.  The  appli¬ 
cant  has  submitted  Dwgs.  5011,  G1082  and  630608. 

The  applicant  has  also  submitted  a  decision  of  the 
New  York  State  Board  of  Standards  and  Appeals  grant¬ 
ing  a  variance  from  the  Labor  Law  as  to  the  use  of 
this  type  of  elevator. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  appliance  known  as  Lead- 
O-Matic  (Freight  Elevator)  for  voluntary  use  in  New 
York  City  under  the  provisions  of  C26-191.0  Admini¬ 
strative  Building  Code  under  the  following  conditions: 
that  the  floor  of  the  structure  be  strong  enough  to 
accommodate  the  total  weight  of  the  loaded  car  plus 
100%  impact;  that  the  use  of  the  elevator  shall  not 
exceed  25'-0"  piercing  one  floor  and  having  openings 
at  no  more  than  2  consecutive  landings;  that  the  hoist¬ 
way  in  which  the  elevator  is  operated  shall  be  a  shaft 
as  required  under  C26-638.0  Administrative  Building 
Code;  that  the  openings  to  the  enclosure  be  protected 
with  approved  opening  protective  assemblies  as  required 
under  C26-663.0  Administrative  Building  Code  and  that 
all  doors  be  self-closing  and  equipped  with  approved  in¬ 
terlocks;  that  the  power  pack,  if  installed  external  to  the 
shaft,  shall  be  installed  in  an  area  not  accessible  to  the 
public  and  such  area  be  restricted  to  authorized  per¬ 
sonnel;  that  an  emergency  key  shall  be  provided  under 
the  provisions  of  C26-903.0  Administrative  Building 
Code;  that  the  cylinders  be  so  designed  as  to  provide 
stops  to  prevent  the  piston  from  being  pushed  out  of  the 
cylinder;  that  an  alarm  system  be  installed  in  accordance 
with  the  pertinent  sections  of  the  Administrative  Build¬ 
ing  Code;  that  lights  be  installed  in  the  cab;  that  the 
sides  of  the  cab  be  at  least  6'-0"  in  height;  that  the  floor 
area  be  based  on  a  50  lb./sq.  ft.  loading;  that  a  legal 
freight  notice,  in  accordance  with  C26-849.0  Administra¬ 
tive  Building  Code  shall  be  posted  within  the  car  and 
also  on  the  loading  side  of  each  hoistway  door  and 
further,  that  all  plans  and  specifications  submitted  to 
the  Department  of  Buildings  showing  the  proposed  in¬ 
stallation  of  this  equipment  shall  be  labeled  “Approved 


Calendar  Number  904-61-SA”  and  the  elevator  shall  bear 

a  label,  permanently  affixed,  with  the  same  wording. 

(Sgd.)  William  A.  Nolan, 

Director. 
John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report 


1489-61-SM 

APPLICANT— Contrex  Company,  owner. 

APPEARANCES— 

For  Applicant:  Richard  O.  Lawrence. 

ACTION  OF  BOARD — Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mission  on  Test. 


THE  VOTE—  .  .  „  , 

Affirmative:  Chairman  Foley,  Commissioner  Becker 

and  Commissioner  Klein  . 3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 

Fox  .  2 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1489-61-SM— Contrex  Co.,  Chelsea,  Mass.,  filed  for  ap¬ 
proval  of  the  material  known  as  Soundsheet  (R)  under 
the  provisions  of  C26-461.1  Administrative  Building 
Code. 


USE:  Light  diffusing  plastic. 

DESCRIPTION:  The  material  is  a  vacuum  formed 
plastic  laminate  composed  of  a  perforated  vinyl  plastic 
sheet  sandwiched  between  two  layers  of  impregnated 
hemp  paper.  The  overall  thickness  of  the  finished  panel 
is  0.013  inches.  The  sheet  may  be  either  corrugated  or 
flat.  The  amplitude  of  the  corrugations  is  %  inch  and 
the  frequency  is  1  3/32  inches. 

INSPECTION  AND  TEST:  The  material  was  tested 
at  the  Underwriters  Laboratories  and  it  was  noted  that 
the  flame  spread  rating  was  15-20.  The  complete  report 
is  on  file  with  and  is  part  of  the  record.  The  material  in 
itself  is  self  extinguishing. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  material  known  as  Sound- 
sheet  (R)  as  having  met  the  requirements  of  C26-461.1 
Administrative  Building  Code  for  use  as  a  light  diffus¬ 
ing  ceiling  on  condition  that  the  material  be  installed  in 
an  approved  suspension  system,  that  the  requirements  of 
C26-461.1  Administrative  Building  Code  be  complied 
with,  that,  notwithstanding  the  provisions  of  C26-1354.0 
Administrative  Building  Code,  this  material  shall  not  be 
installed  below  sprinkler  heads  and  further  that  all  car¬ 
tons  in  which  the  material  is  marketed  shall  be  labeled, 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Calendar  Number  1489- 


61-SM.” 


(Sgd.)  William  A.  Nolan, 

Director. 


John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 


Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1860-61-SM 

APPLICANT — Plarold  Perrine  for  Fiberlux  Products, 
Inc.,  owner. 
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APPEARANCES— 

For  Applicant:  H.  Perrine. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker,  and  Com- 


misioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1860-61-SM — Amendment  to  resolution  as  to  additional 
use  of  approved  panels. 

H.  Perrine  for  Fiberlux  Products,  Inc.,  Mt.  Vernon, 
New  York,  requested  that  the  resolution  adopted  June 
26,  1962,  under  Calendar  Number  1860-61-SM  be  re¬ 
opened  and  amended  so  as  to  permit  the  Fiberlux  Panels 
to  be  used  for  glazing  in  Multiple  Dwellings. 
DESCRIPTION:  There  has  been  no  change  in  the  ma¬ 
terial  nor  in  the  method  of  manufacture. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  June  26,  1962, 
under  Calendar  Number  1860-61-SM  be  reopened  and 
amended  so  as  to  permit  the  approved  Fiberlux  Panels 
to  be  used  as  a  glazing  material  on  Multiple  Dwellings 
where  wood  is  permitted  for  windows  under  Section 
101. 3. b  of  the  Multiple  Dwelling  Law  on  condition  that 
all  other  requirements  of  the  resolution  adopted  June  26, 
1962  under  Calendar  Number  1860-61-SM  are  complied 
with. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


229-62-SM 

APPLICANT — Del  Val  Consumer  Products,  owner. 
APPEARANCES— 

For  Applicant:  Benjamin  Jacobson. 

ACTION  OF  BOARD — Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  . .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
229-62-SM— Del  Val  Consumer  Products,  Warminster, 
Pa.,  filed  for  approval  of  the  material  known  as  Del  Val 
Flame  Proofing  Compound  under  the  provisions  of  the 
Flameproofing  Rules  of  the  Board. 

USE:  Flameproofing  compound  for  use  on  fabrics  used 
in  places  of  public  assembly. 

DESCRIPTION:  The  compound  is  a  mixture  of  a 
flameproofing  chemical,  approved  by  the  Board,  under 
Cal.  716-60-SM  a  wetting  agent,  water  and  glycerine. 
The  approved  compound  is  basically  a  combination  of 
organic  ammonium  salts  and  organic  nitrogen  com¬ 
pounds.  The  finished  product  is  a  water  white  aqueous 
solution. 

INSPECTION  AND  TEST:  Tests  were  conducted  by 
Philadelphia  Textile  Finishers  Inc.,  in  accordance  with 
the  Flameproofing  Rules  of  the  Board.  Tests  were  con¬ 


ducted  on  various  materials  such  as  wool,  silk,  rayon 
and  cotton,  and  in  all  conditions,  the  treated  fabrics  suc¬ 
cessfully  met  the  requirements  of  the  Flameproofing 
Rules  of  the  Board.  The  reports  are  on  file  with  and  are 
part  of  the  record. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  material  known  as  Del- 
Val  Flame  Proofing  Compound  for  voluntary  use  in 
New  York  City  as  having  met  the  test  requirements  of 
the  Flameproofing  Rules  of  the  Board  on  condition  that 
all  installations  comply  with  the  requirements  of  the 
Flameproofing  Rules  of  the  Board,  and  further  that  all 
containers  in  which  the  compound  is  marketed  shall  be 
labeled,  “Approved  by  the  Board  of  Standards  and  Ap¬ 
peals  for  use  in  New  York  City  under  Calendar  Number 
229-62-SM”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


339-62-SA 

APPLICANT — Hoyt  Manufacturing  Corporation, 

owner. 

APPEARANCES— 

For  Applicant:  Virginia  Hoyt  Kurtz. 

ACTION  OF  BOARD — Appliance  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE— 

Affirmative  Chairman  Foley,  Commissioner  Becker 

and  Commissioner  Klein  .  3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 

Fox  . 2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
339-62-SA — Hoyt  Mfg.  Corp.,  owner,  Westport,  Mass, 
filed  for  approval  of  the  appliance  known  as  Hoyt  High 
Pressure  Steam  Laundry  Drying  Tumblers,  Models 
Westport  II,  Westport  III,  compact,  Westport 'Jr.  and 
Dryerette  for  use  in  New  York  City  under  the  provisions 
of  C26-178.0  and  Article  12  Administrative  Building  Code. 
USE:  The  appliance  is  used  for  drying  laundry  using 
High  Pressure  Steam  heat  as  the  drying  medium. 
DESCRIPTION:  The  appliance  consists  of  an  outer 
shell,  constructed  of  heavy  gauge  steel.  The  shell  pro¬ 
vides  a  housing  for  such  functional  components  as  a 
revolving  cylinder  in  which  the  clothes  are  tumbled,  a 
heating  chamber  complete  with  coils  through  which  the 
high  pressure  steam  passes,  a  lint  filter  and  hopper,  and 
a  fan  or  impeller  used  to  move  air  through  the  dryer 
from  whence  it  is  exhausted  to  the  atmosphere.  The  shell 
also  supports  the  drive  mechanisms  which  drives  the  fan 
and  causes  the  cylinder  to  rotate. 

The  cylinder  is  constructed  of  a  heavy  gauge  galvan¬ 
ized  steel  perforated  sheet  with  four  lifting  ribs.  The 
cylinder  is  attached  to  a  heavy  reinforced  spider  and 
trunnion  combination,  used  for  support  of  the  cylinder 
to  which  the  drive  mechanism  is  attached. 

One  motor  drives  both  the  fan  and  the  cylinder.  On 
the  Westport  II,  Westport  III  and  the  compact  models 
the  fan  is  mounted  directly  on  the  motor  shaft,  while 
the  cylinder  is  driven  through  V-belts  at  a  reduced  speed 
to  provide  proper  tumbling  of  the  garments.  On  the 
Westport  Jr.  and  the  Dryerette  both  the  fan  and  cylinder 
are  driven  through  V-belts.  The  motor  is  controlled 
through  a  timer  or  coin  actuated  timer.  A  safety  door 
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switch  stops  the  motor  if  the  door  is  opened  while  the 
machine  is  in  operation.  The  door  also  opens  from  inside. 

The  heating  coils  are  of  the  copper  tube  type  with  ex¬ 
tended  fins  for  heat  transfer  surfaces.  A  serpentine  flow  is 
provided  through  a  single  outlet  of  each  of  two  coils. 
High  pressure  steam  is  supplied  to  the  machine,  with  a 
steam  pressure  regulator  and  pressure  gauge.  installed 
in  the  supply  line.  A  steam  trap  is  installed  in  the  re¬ 
turn  line  at  least  12’  below  the  outlet  of  the  coil.  Steam 
Pressure  is  at  90-100  P.S.I. 

The  path  of  air  flow  through  the  tumbler  is  as  fol¬ 
lows:  The  air  flows  over  the  heated  coils,  down  through 
air  opening  in  the  top  of  the  drying,  chamber,  then 
through  perforated  sides  of  the  rotating  cylinder  at 
which  time  the  hot  air  comes  in  contact  with  the  ma¬ 
terial  to  be  dried.  The  air  then  passes  through  an  open¬ 
ing  in  the  bottom  of  the  drying  chamber  and  through  a 
lint  filter  to  the  fan  from  whence  it  is  discharged  to 
the  atmosphere. 

The  models  listed  basically  function  similarly  as  de¬ 
scribed  above  and  have  similar  equipment  components. 
The  differences  occur  because  of:  1.  Load  capacity  2. 
Space  limitations  where  dryers  are  to  be  located. 

The  steam  is  supplied  by  a  boiler  that  is  not  a  com¬ 
ponent  part  of  the  dryer. 

INSPECTION  AND  TEST:  All  data  and  details  of 
construction  were  examined  by  Assistant  Architect  T.W. 
Farricker. 

These  dryers  are  the  same  as  previously  approved 
models  under  Calendar  Number  454-51-SA  except  for 
the  heating  medium. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  appliance  known  as  Hoyt 
High  Pressure  Steam  Laundry  Drying  Tumbler,  Models 
Westport  II,  Westport  III,  Compact,  Westport  Jr.  and 
Dryerette,  for  use  in  New  York  City,  under  .  C26-191.0 
Administrative  Building  Code,  when  installed  in  accord¬ 
ance  with  this  report  and  the  requirements  of  Article  12 
of  this  Administrative  Building  Code,  on  condition  ^  that 
each  unit  bear  a  label  permanently  affixed  reading:  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  339-62-A”, 
and  further  that  this  appliance  shall  not  be  used  for  dry¬ 
ing  or  tumbling  clothes  which  have  been  taken  from  an 
appliance  having  flammable  cleaning  fluids. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenariic, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standard  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  witih  the  above 
report. 


747-62-SA 

APPLICANT — Peter  S.  Gluck  for  Nordson  Corpora¬ 
tion,  owner;  Nordson  Eastern,  Incorporated,  agent. 

APPEARANCES— 

For  Applicant:  Peter  S.  Gluck  and  Leonard  H.  Jaxon. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE: 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker,  and  Com- 


misioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
747-62-SA — Peter  S.  Gluck  for  Nordson  Corporation, 


Amherst,  Ohio,  filed  for  approval  of  the  appliance  known 
as  Nordson  Hot  Airless  Spray  System  under  the  Provi¬ 
sions  of  Chapter  19,  Administrative  Code  and  the  Rules 
Governing  the  Use  of  Equipment  for  Spraying  and  Dry¬ 
ing  of  Paints  etc.  of  the  Board. 

USE:  To  apply  heated  paint  by  means  of  hydraulic 
pressure  through  a  special  spray  gun. 

DESCRIPTION:  The  purpose  of  the  Nordson  Hot  Air¬ 
less  Spray  System  is  to  reduce  the  amount  of  overspray 
by  using  paints  thinned  out  with  heat,  not  by  the  addi¬ 
tion  of  volatile  solvent,  and  applying  them  by  means  of 
hydraulic  pressure  through  a  special  spray  gun  rather 
than  by  means  of  air  pressure. 

The  basic  parts  consist  of  a  pump,  an  electric  paint 
heater,  a  filter,  a  Nordson  spray  gun  and  three  hose  as¬ 
semblies. 

The  pump,  heater  and  filter  are  mounted  on  a  sta¬ 
tionary  or  portable  platform.  A  smaller  size  unit  is  avail¬ 
able  which  is  wall  mounted.  It  is  designated  by  the 
manufacturer  as  the  Versa  model. 

The  pump  is  compressed  air  driven  and  is  of  a  two 
piston  circulating  type  with  overlapping  strokes  to  eli¬ 
minate  pressure  surges.  It  operates  at  600  lbs.  hydraulic 
pressure  with  a  maximum  paint  flow  of  60  g.p.h.  using 
not  more  than  12  c.f.m.  air  flow  at  80  p.s.i. 

The  wall  mounted  unit  (Versa  Model)  also  operates 
at  about  600  lbs.  of  hydraulic  pressure  but  is  smaller  and 
has  a  maximum  paint  flow  of  20  g.p.h.  and  uses  up  to 
7.5  c.f.m.  air  flow  at  80  p.s.i.  pressure.  It  employs  a 
single  double  acting  pump. 

Each  pump  is  equipped  with  a  pressure  regulator,  air 
filter  and  oiler. 

The  electrically  operated  paint  heater  used  in  the  sys¬ 
tem  is  either  a  2000  watt  single  or  a  4000  watt  double 
heater  which  have  been  approved  by  the  Underwriter’s 
Laboratories,  File  E  19607.  Each  heater  unit  is  equipped 
with  a  thermostat  controlling  the  temperature  over  the 
operating  range  of  100° F  to  220° F.  Each  heater  unit 
has  an  indicator  light  and  a  thermometer.  A  fusible  link 
is  provided  to  shut  down  the  heaters  in  case  of  excessive 
temperature. 

The  paint  filter  is  of  the  wire  screen  type  and  has  a 
filtering  capacity  of  not  less  than  80  g.p.h.  of  paint  at 
100  micron  Alteration. 

The  Nordson  spray  gun  is  of  the  circulating  type  less 
than  2  pounds  in  weight  and  has  a  trigger  pull,  of  less 
than  6.5  pounds  when  operated  at  the  hydraulic  pres¬ 
sures  specified.  Spray  performance,  the  volume  and  angle 
of  spray  is  controlled  by  the  nozzle  size. 

The  hose  assemblies  for  a  one  gun  operation  consist 
of: 

A.  Two — 25  foot  long  %"  I.D.  stainless  steel  braid 
reinforced  Teflon  spray  gun  hoses  made  for  a  working 
pressure  of  1500  p.s.i.  and  a  bursting  resistance  of  10,000 
p.s.i. 

B.  Two — 5  foot  long  V2"  and  %”  I.D.  hoses.  The 
%"  hose  is  a  steel  reinforced  syphon  hose  provided  with 
a  strainer.  The  %"  hose  is  a  drain  hose  assembly  made 
of  materials  suitable  for  contact  with  hot  paint  solvents. 

In  operation,  the  pump  by  suction  takes  in  paint  from 
a  container  through  the  syphon  hose  and  forces  it 
through  the  system,  first  into  the  heater  or  heaters  where 
it  is  brought  up  to  proper  temperature  for  spraying  and 
then  through  the  filter  to  the  spray  gun.  A  small  quan¬ 
tity  of  paint  is  constantly  recirculated  through  the  return 
hose  from  the  spray  gun  to  the  pump  to  maintain  uni¬ 
form  temperature  of  the  paint  at  the  gun  nozzle. 

When  the  system  is  to  be  drained  a  circulating  control 
valve  is  closed,  the  drain  valve  is  opened  and  the  paint 
flows  through  the  drain  hose  to  a  container. 
INSPECTION  AND  TEST:  A  typical  installation  was 
inspected  at  505  Carroll  Street,  Brooklyn,  by  Assistant 
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Engineer  George  F.  Sklenarik  and  Mr.  Peter  Gluck  re¬ 
presenting  the  applicant. 

The  spray  gun  and  ventilating  system  of  the  booth 
were  electrically  interlocked.  It  was  demonstrated  that 
more  spray  material  was  confined  to  the  objects  being 
painted  thereby  cutting  down  on  overspray. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  appliance  known  as  Nord- 
son  Hot  Airless  Spray  System  for  use  in  New  York  City 
under  the  Paint  Spraying  Rules  of  the  Board  and  Chap¬ 
ter  19,  Administrative  Code  when  installed  and  operated 
in  accordance  with  this  report  and  in  accordance  with  the 
installation  requirements  of  the  Electrical  Code  of  the 
City  of  New  York  provided  the  appliance  bears  a  label, 
permanently  affixed,  reading,  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  747-62-SM”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  ,that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


786-62-SM 

APPLICANT — Joseph  Platzker  for  Monsanto  Chemi¬ 
cal  Company,  owner. 

APPEARANCES— 

For  Applicant:  Joseph  Platzker. 

ACTION  O  FBOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox, 
Commissioner  Becker  and  Commissioner  Klein  ....  4 

Negative:  Vice  Chairman  Kleinert  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
786-62-SM — J.  Platzker  for  Monsanto  Chemical  Com¬ 
pany,  St.  Louis,  Missouri,  filed  for  approval  of  the  ma¬ 
terial  known  as  Monsanto  Vinyl  Panels  under  the  pro¬ 
visions  of  C26-191.0  Administrative  Building  Code. 
USE:  The  material  is  to  be  used  in  locations  where  glass 
is  permitted  such  as  skylights,  patio  roofs,  awnings,  par¬ 
titions,  school  and  multiple  dwelling  glazing. 
DESCRIPTION:  The  panels  are  manufactured  from 
polyvinyl  chloride  of  a  thickness  ranging  from  .052"  to 
0.60"  having  a  tensile  strength  of  6500  p.s.i.  and  a  flexural 
strength  of  12,000  p.s.i. 

INSPECTION  AND  TEST:  Samples  of  the  material 
were  examined  by  Ass’t.  Engr.  J.  A.  Darts  and  the  ma¬ 
terial  was  found  to  be  self  extinguishing.  The  material 
has  been  approved  by  the  Underwriters’  Laboratories. 
RECOMMENDATION:  The  Committee  on  Test  is  of 
the  opinion  that,  as  the  material  is  rated  self-extinguish¬ 
ing,  the  approval  of  the  material  known  as  Monsanto 
Vinyl  Panels  be  limited  in  scope  to  the  following  uses: 

Subdividing  partitions,  partitions  in  Class  I  Building 
150'-0"  or  less  in  height  as  provided  under  C26-667.5 
Administrative  Building  Code. 

Patio  roofs,  outside  the  fire  limits  being  considered  as 
a  miscellaneous  and  temporary  structure  as  set  forth 
under  C26-543.0  Administrative  Building  Code,  and  as 
awnings,  except  in  locations  prohibited  under  C26-219.0 
Administrative  Building  Code.  The  Committee  further 
recommends  the  material  may  be  used  for  the  glazing 
of  windows  in  schools  as  defined  under  C26-132.0  and 
C26-133.0  Administrative  Building  Code,  on  condition 


that  this  material  shall  not  be  used  in  locations  that  re¬ 
quire  resistive  opening  protective  assembly,  that  the 
school  Buildings  in  which  the  material  is  used  shall  not 
exceed  75'-0"  in  height. 

The  Committee  further  recommends  that  this  material 
may  be  used  as  a  glazing  material  for  windows  in  Mul¬ 
tiple  Dwellings  under  the  provisions  of  Section  101. 3. b 
of  the  Multiple  Dwelling  Law  and  further  that  the  glaz¬ 
ing  compounds  used  shall  only  be  those  specified  by  the 
manufacturer  and  that  all  containers  or  cartons  in  which 
this  material  is  marketed  shall  be  labeled,  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Calendar  Number  786-62-SM”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


808-62-SA 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Hos- 
kinson  Ltd.,  owner. 

APPEARANCES— 

For  Applicant:  Elliot  J.  Shapiro. 

ACTION  OF  BOARD — Appliance  approved  in  ac¬ 
cordance  with  the  report  and  recommendation  of 
Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein  ....  4 

Negative:  Commissioner  Fox  .  l 

THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 
80-862-SA — C.  M.  Shapiro  and  Sons  for  Hoskinson,  Ltd., 
Elmont,  N.  Y.,  filed  for  approval  of  the  appliance  known 
as  Hoskinson  Smokeless  Incinerator,  under  the  provi¬ 
sions  of  Article  12,  Chapter  26,  Administrative  Building 
Code. 

USE:  Packaged  incinerator  for  either  indoor  or  outdoor 
installation. 

DESCRIPTION:  The  incinerators  are  constructed  of 
cast  iron  or  steel  or  refractory  lined  and  are  equipped 
with  sheet  metal  casing,  a  charging  door  and  ashpit 
cleanout  door.  The  incinerator  is  loaded  through  the 
charging  door. 

The  cycle  consists  of  a  primary  combustion  stage,  in 
which  a  controlled  incomplete  combustion  takes  place 
and  a  smoke  elimination  or  after  burned  stage.  Com¬ 
bustion  air  is  introduced,  by  means  of  mechanical  draft, 
to  hollow  air  tubes  in  the  primary  combustion  chamber. 
The  combustion  that  takes  place  in  the  primary  cham¬ 
ber  is  incomplete  and  produces  smoke.  The  velocities 
of  the  gases  within  this  chamber  are  low  and  cut  down 
the  fly-ash  carryover. 

The  partly  burned  gases  proceed  to  the  smoke  elimi¬ 
nator  section  where  additional  combustion  air  is  intro¬ 
duced  and  the  combustion  process  is  completed.  An 
auxiliary  gas  burner  may  be  provided  to  supply  addi¬ 
tional  heat,  if  it  is  required. 

The  fuel  burning  equipment  consists  of  smoke  elimina¬ 
tor  assembly  (after  burner)  and,  when  specified,  a  com¬ 
bustion  chamber  ignitor  assembly.  If  the  combustion 
chamber  ignitor  assembly  is  not  specified,  then  the 
primary  ignition  is  accomplished  by  match  or  taper. 

The  after  burner  assembly  or  smoke  eliminator  as¬ 
sembly  consists  of  a  gas  burner  and  an  auxiliary  control 
package.  The  control  package  consists  of  a  normally 
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closed  gas  supply  solenoid  valve,  a  constant  ignition 
spark  plug  and  an  ignition  transformer. 

The  ignition  burner  assembly,  when  required,  consists 
of  a  gas  burner  and  an  auxiliary  control  package.  The 
control-package  consists  of  a  normally  closed  solenoid 
valve,  an  ignition  spark  plug,  an  ignition  supply  in  the 
event  of  a  flame  out. 

INSPECTION  AND  TEST:  An  incinerator  was  in¬ 
spected  by  Ass’t  Engr.  J.  A.  Darts  at  the  Technoply 
Plant,  Liberty  Avenue,  Queens,  New  York.  The  inspec¬ 
tion  was  also  made  by  representatives  of  Air  Pollution 
Control. 

The  incinerator  was  charged  with  approximately  425 
lbs.  of  trash  and  garbage  and  it  was  noted  during  the 
test,  during  which  95%  of  the  charge  was  burned,  that 
there  was  no  apparent  emission  from  the  stack  of  smoke 
or  particulate  matter. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  appliance  known  as  Hos- 
kinson  Smokeless  Jncinerator  for  voluntary  use  in  New 
York  City,  for  exterior  use  only  on  condition  that  the 
stacks  shall  comply  with  C26-711.0.a  Administrative 
Building  Code,  and  further  that  the  incinerator  shall  bear 
a  label,  permanently  affixed,  reading  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  808-62-SA”. 

(Sgd.)  William  A.  Nolan, 

Director 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenariic, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approe  this  appliance  in  accordance  with  the  above 
report. 


896-62-SA 

APPLICANT — Janitrol  Division,  Midland  Ross  Cor¬ 
poration,  owner. 

APPEARANCES— 

For  Applicant:  Leo  B.  McCoy. 

ACTION  OF  BOARD — Appliance  approved  in  ac¬ 
cordance  with  the  report  and  recommendation  of 
Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - -  5 

Negative:  -  0 

THE  RESOLUTION: 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
896-62-SA — Janitrol  Division,  Midland  Ross  Corp.,  Carl- 
stadt,  New  Jersey,  filed  for  approval  of  the  appliance 
known  as  Janitrol  Gas-Fired  Heater,  Series  19,  20,  24,  25 
and  31,  under  the  provisions  of  Article  12,  Administra¬ 
tive  Building  Code. 

USE:  Warm  air  heating  furnaces. 

DESCRIPTION:  The  Janitrol  Gas-Fired  Heaters  are 
floor  standing  insulated  cabinet  type  packaged  units; 
the  19,  20  and  31  series  are  of  the  upflow  type,  the  24 
and  25  series  are  of  the  counterflow  type. 

Each  series  has  aluminized  steel  burners  made  with 
slotted  ports  in  a  rounded  surface.  These  burners  are 
centered  in  exchanger  tubes  to  evenly  distribute  heat  to 
the  metal  without  flame  impingement.  The  heat  ex¬ 
changers  are  made  of  heavy  gage  welded  steel;  in  the  31 
series  stainless  steel  is  used.  Each  furnace  is  equipped 
with  a  built-in  draft  hood,  an  air  filter  and  a  blower 
fan  for  forced  air  heating. 

Controls  consist  of  a  manual  shut-off  valve,  regulator, 
pilot  gas  valve,  low  voltage  automatic  gas  valve,  thermo 


couple  and  pilot  with  100%  shut-off  in  case  of  flame 
failure,  also  a  step  down  transformer,  a  high  limit  air 
temperature  control  (200°F  max.),  a  fan  control  and 
thermostat.  In  addition  the  31  series  have  an  optional 
two-stage  flame  control  for  high  and  low  fire. 

The  19  and  24  series  have  a  direct  drive  blower  fan 
and  the  20,  25  and  31  series  employ  belt  drive. 

The  19  series  are  made  in  various  sizes  designated 
as  19-050,  19-075,  19-100  and  19-125. 

The  20  series  sizes  are  20-075,  20-100,  20-125,  20-150, 
20-185,  20-225. 

The  24  series  sizes  are  24-050,  24-075,  24-100,  24-125. 

The  25  series  sizes  are  25-075,  25-100,  25-125,  25-150, 
75-185  25-225 

The  31  series  sizes  are  31-100,  31-125,  31-150,  31-185, 
31-225. 

The  suffix  numeral  indicates  the  heat  input  in  thous¬ 
ands  of  Btu  per  hour. 

INSPECTION  AND  TEST:  All  data  submitted  was 
examined  by  Ass’t.  Engr.  G.  F.  Sklenarik. 

The  19,  20,  24,  25  and  31  series  furnaces  have  been 
tested  by  the  American  Gas  Association  and  approved 
for  installation  with  reduced  clearance  from  combustible 
construction. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  appliance  known  as  Jani¬ 
trol  Gas-Fired  Heater,  Series  19,  20,  24,  25  and  31,  for 
use  in  New  York  City  in  accordance  with  this  report  and 
the  provisions  of  Article  12,  Administrative  Building 
Code,  provided  that  each  heater  shall  bear  a  label,  per¬ 
manently  affixed,  reading  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  896-62-SA.”  ' 

The  Committee  further  recommends  that  these  heaters 
may  be  installed  with  such  minimum  clearances  from 
combustible  construction  to  the  top  and  sides  of  the 
heaters  as  specified  in  the  approval  of  the  American  Gas 
Association  to  be  shown  on  the  manufacturer’s  name¬ 
plate,  provided  that  the  sufficient  clearance  is  maintained 
to  permit  servicing  of  the  heater. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


1032-62-SM 

APPLICANT — Powhatan  Brass  and  Iron  Works, 
owner,  Fire-End  and  Croker  Corporation,  agent. 

APPEARANCES— 

For  Applicant:  C.  F.  Reininger. 

ACTION  OF  BOARD — Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - - -  5 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1032-62-SM — Powhatan  Brass  and  Iron  Works,  Ranson 
West  Va.,  filed  for  approval  of  the  material  known  as 
Powhatan  Combination  Angle  &  Pressure  Reducing 
Hose  Valve — 2%"  size  under  the  provisions  of  C26-1402.0 
Administrative  Building  Code. 

USE:  To  reduce  water  pressure  at  the  nozzle  in  stand¬ 
pipe  systems. 
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DESCRIPTION:  The  valve  is  an  angle  type,  bronze 
hose-valve  pressure  reducer  2%"  in  size  for  300  p.s.i. 
maximum  water  pressure. 

The  valve  combines  shut  off  and  pressure  reducing 
features.  It  is  intended  for  installation  at  the  hose  outlet 
of  standpipe  systems  as  a  means  of  reducing  existing 
high  pressure  in  the  piping  system  to  such  a  valve  that 
the  hose  and  nozzle  may  be  manageable.  The  valve  is 
normally  adjusted  to  give  desired  low  pressure  at  the 
hose  nozzle,  but  if  the  occasion  demands,  the  valve  can 
be  readjusted  to  give  higher  pressures.  If  the  device  has 
been  altered  to  give  higher  pressures  and  consequently 
greater  rates  of  flow,  a  readjustment  must  be  made  to 
the  original  setting  and  the  setting  locked  if  the  device 
is  to  serve  its  intended  purpose. 

INSPECTION  AND  TEST:  The  valve  has  been  tested 
and  approved  by  the  Underwriters  Laboratories  under 
EX  2041.  The  complete  report  is  on  file  with  and  is  part 
of  the  record. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  material  known  as  The 
Powhatan  Combination  Angle  &  Pressure  Reducing 
Hose  Valve  2Vi  inches  in  size  for  use  in  New  York  City 
under  the  provisions  of  C26-1402.0  Administrative  Build¬ 
ing  Code  on  conditions  that  there  be  cast  into  the  body 
of  the  valve  the  maximum  pressure  and  also  that  the 
wording  “Approved  N.Y.C.  B.S.  &  A.,  Cal.  1032-62-SM” 
appear  on  the  valve. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 

1150-62-SM 

APPLICANT — Piolite  Plastics  Corporation,  owner; 
Henry  Schaeffer,  agent. 

APPEARANCES— 

For  Applicant:  Jack  P.  La  Cava  and  Henry  Schaeffer. 
ACTION  OF  BOARD — Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE: 

Affirmative:  Chairman  Foley,  Commissioner  Becker 

and  Commissioner  Klein  .  3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 
Fox  .  2 

THE  RESOLUTION— 

Whereas,  the. report  of  a  Committee  on  Test  reads: 
1150-62-SM — Piolite  Plastics  Corp.,  Salem  Massachusetts, 
filed  for  approval  of  the  material  known  as  Pio-Grid  un¬ 
der  the  provisions  of  C26-461.1  Administrative  Building 
Code. 

USE:  Plastic  light  diffuser. 

DESCRIPTION:  The  diffuser  is  a  louvered  type  dif¬ 
fuser  2'0"  x  2'0",  formed  from  two  sheets  of  .013"  thick 
vinyl  plastic  electronically  sealed  to  a  center  membrane 
for  strength  and  regidity.  The  panel  has  square  openings 
at  every 

INSPECTION  AND  TEST:  The  material  was  tested 
at  the  Underwriters’  Laboratories  and  is  in  itself  a  self¬ 
extinguishing  plastic  meeting  the  requirements  of  C26- 
461.1  Administrative  Building  Code.  The  complete  re¬ 
port  is  on  file  with  and  is  part  of  the  record. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  material  known  as  Pio- 
Grid  for  voluntary  use  in  New  York  City  as  a  plastic 
light  diffusing  ceiling  under  the  provisions  of  C26-461.1 
Administrative  Building  Code,  on  condition  that  the 


panels  be  installed  in  an  approved  system.  The  Com¬ 
mittee  further  recommends  that,  not  withstanding  the 
provisions  of  C26-1354.0.6  Administrative  Building  Code, 
due  to  the  rigidity  of  the  panels,  they  shall  not  be  in¬ 
stalled  below  required  sprinklers.  And  further,  that  all 
cartons  in  which  the  material  is  marketed  shall  be  lab¬ 
eled  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  1150-62-SM”  and 
further  that  all  plans  submitted  to  the  Department  of 
Buildings  showing  the  proposed  use  of  this  material  shall 
be  similarly  marked. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


44-63-SM 


APPLICANT— Picone  Bros.  Builders  Supplies,  Incor¬ 
porated  for  Lehigh  Building  Block  Company,  owner. 
APPEARANCES— 

For  Applicant:  William  F.  Fagan. 

ACTION  OF  BOARD — Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 


THE  VOTE: 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
_  Commissioner  Becker  and  Commissioner  Klein  ....  4 

Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
44-63-SM— Picone  Bros.  Builders  Supplies,  Inc.  for 
Lehigh  Building  Block  Company  filed  an  application  for 
the  approval  of  the  material  known  as  Lehigh  Building 
Block  Waylite  and  Cinder  Masonry  Unite  under  the 
provisions  of  C26-309.0  Administrative  Building  Code 
and  the  Rules  of  the  Board  covering  Masonry  Units. 

USE:  Concrete  masonry  units — Cinders  or  Waylite  as 
the  aggregate. 

DESCRIPTION:  The  blocks  are  formed  on  a  Besser 
Super- Vibrapac  machine.  The  formed  blocks  are^_  cured 
in  an  autoclave  under  high  pressure  steam  and  tempera¬ 
ture  conditions. 


The  mix  is  an  follows:  Cinder  Block — 285  lbs.  cement, 
185  lbs.  sand  and  3600  lbs.  of  cinders  with  sufficient  water 
to  maintain  the  water/cement  ratio.  Waylite  block — 360 
lbs.  cement,  210  lbs.  sand  and  3600  lbs.  Waylite  and 
water  sufficient  to  maintain  the  water/cement  ratio. 


INSPECTION  AND  TEST:  Samples  of  the  various 
size  blocks  were  tested  by  the  Allentown  Testing  Lab¬ 
oratories  in  accordance  with  the  requirements  of  the 
Masonry  Rules  of  the  Board.  The  Following  size  blocks 
successfully  met  the  requirements: 

W  aylite — 


Solid  Units 
75%  Solid 


-2"  x  8"  x  18", 
-4"  x  8"  x  18", 
10"  x  8"  x  18" 


3"  x  8"  x  18", 
6"  x  8"  x  18", 


4"  x  8"  x  18" 
8"  x  8"  x  18", 


Hollow 

Header 


—3"  x  8"  x  18", 
8"  x  8"  x  18", 
Block—  6"  x  8"  x  18", 


4"  x  8"  x  18", 
12"  x  8"  x  18" 
8"  x  8"  x  18" 


6"  x  8"  x  18", 


Cinder 
Solid  Units 
75%  Solid 
Hollow 

Header 


-3"  x  8"  x  18", 
-6"  x  8"  x  18", 
-3"  x  8"  x  18", 
8"  x  8"  x  18", 
-6"  x  8"  x  18", 


4"  x  8"  x  18", 

4"  x  8"  x  18", 
10"  x  8"  x  18", 
8"  x  8"  x  18" 


6"  x  8"  x  18", 
12"  x  8"  18" 


The  complete  reports  are  on  file  with  and  are  part  of 
record. 
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RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  material  known  as  Ma¬ 
sonry  Units  as  herein  described  for  use  in  New  York 
City  as  load  bearing  masonry  units  under  C26-30y.0 
Administrative  Building  Code,  on  condition  that  the  re¬ 
quirements  of  the  Masonry  Rules  of  the  Board  are  com¬ 
plied  with  and  all  markings  of  the  block  shall  comply 
with  the  requirements  of  C26-306.0  Administrative  Build- 

in,,  Code.  (Sgd.)  William  A.  Nolan, 

V  S  Director, 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report 


526-63-SA 

APPLICANT— Charles  M.  Shapiro  and  Sons  for 
Brooklyn  Blower  &  Pipe  Corp.,  owners. 

APPEARANCES— 

For  Applicant:  Elliot  J.  Shapiro. 

ACTION  OF  BOARD— Appliance  approved  in  ac¬ 
cordance  with  the  report  and  recommendation  of 
Committee  on  Test. 

THE  VOTE:  ,  _  .  .  0  . 

Affirmative:  Chairman  Foley,  Commissioner  Becker 

and  Commissioner  Klein  . . -• . .  3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 

Fox  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
526-63-SA — Charles  M.  Shapiro  and  Sons  for  Brooklyn 
Blower  and  Pipe  Corporation,  Brooklyn,  New  York,  filed 
for  approval  of  the  appliance  known  as  Brooklyn  Blower 
Direct  Gas-Fired  Make  Up  Air  Heater,  Custom  Model, 
under  the  provisions  of  C26-191.0  and  Article  12,  Admini- 
strative  Building  Code. 

USE:  To  supply  heated  air  during  cold  weather  for  fac¬ 
tory  areas  in  which  mechanical  exhaust  used  in  process 
work  such  as  pain  spraying,  paint  baking,  etc.  exhausts 
an  excessive  quantity  of  the  regular  heat  supply. 
DESCRIPTION:  The  Brooklyn  Blower  Direct  Gas- 
Fired  Make  Up  Air  Heater  is  made  up  of  three  sections 
consisting  of  a  filter  section,  fan  section  and  burner  sec¬ 
tion.  These  sections  are  shop  fabricated  of  18  gage  mini¬ 
mum  galvanized  steel  housings  for  outdoor  installation 
The  burner  is  a  Maxon  Air  Flo  and  Air  Flo  mixer 
assembly  and  is  sized  for  each  installation  so  as  Jo  main¬ 
tain  an  air  velocity  past  the  burner  heads  that  is  within 
the  1500  LFM  to  2500.  LFM.  range  and  to  keep  the  heat¬ 
ing  requirements  within  the  25  to  1  turn  down  ration  of 
the  mixer  for  temperature  control. 

All  of  the  air  to  be  heated  is  taken  from  outdoors,  there 
being  no  recirculation  of  air  from  within  the  building. 
The  heater  and  mechanical  exhaust  system  are  to  be 

interlocked.  ,  . 

Operating  and  safety  controls  consist  of  the  air  flow 
group  and  combustion  group. 

The  air  flow  group  consists  of  a  temperature  control¬ 
ler  to  maintain  desired  air  temperature,  a  high  tempera¬ 
ture  cut  out  to  provide  protection  from  excessive  tem¬ 
perature,  an  air  flow  switch  to  stop  the  entire  unit  if  the 
blower  is  not  forcing  air  through  the  heating  system 
and  an  interlock  with  the  process  equipment  exhaust 
system  so  that  the  exhaust  must  be  turned  on  before  the 
make-up  heater  can  be  started. 

The  combustion  group  consists  of  an  electric  spark 
plug  serving  a  continuous  gas  pilot  monitored  by  a  flame 


rod  assembly  to  shut  off  gas  flow  in  case  of  flame  failure, 

a  gas  pressure  regulator,  low  gas  pressure  cut-off  switch, 
a  pilot  gas  line  with  a  normally  closed  solenoid  valve 
and  a  main  gas  line  with  a  normally  closed  solenoid 
valve  with  manual  reset.  A  combustion  controller  pro¬ 
vides  for  an  automatic  purge  prior  to  lighting  ott  the 
unit. 

INSPECTION  AND  TEST:  A  typical  installation  was 
examined  at  667  Atkins  Avenue,  Brooklyn,  New  York 
by  Ass’t  Engr.  G.  F.  Sklenarik.  Present  were  Mr.  Elliot 
Shapiro  representing  the  applicant  and  Mr._  Kugler  o 
the  Action  Bag  Company,  owner  of  the  equipment. 

The  unit  has  a  Btu  input  of  2,625,000  per  hour. 

The  Maxon  Premix  Burner  Company  conducted  tests 
in  their  laboratories  on  this  type  of  burner  to  determine 
the  carbon  monoxide  content,  in  the  make  up  supply 
air  using  a  Mine  Safety  Appliance  #47133  carbon  mo¬ 
noxide  tester.  .  ,  . 

The  capacity  of  the  burners  used  was  sufficient  to 
give  a  200°  F  rise  in  air  temperature  at  high  fire  or 
approximately  twice  the  normal  size  burner  for  the  air¬ 
flow  involved.  , 

With  the  burner  properly  adjusted  no  carbon  mon¬ 
oxide  was  detected.  With  the  burner  in  poor  adjustment 
causing  an  odor  of  aldehydes,  the  carbon  monoxide  meas¬ 
ured  less  than  .001%  or  less  then  10  parts  per  million. 

The  maximum  allowable  concentration  for  8  hours 
exposure  is  given  as  100  parts  per  million. 

By  calculation,  using  natural  gas  as  fuel,  the  carbon 
dioxide  content  was  determined  as  1530  parts  per  mil¬ 
lion  as  against  a  maximum  allowable,  concentration  for 
8  hours  exposure  of  5000  parts  per  million. 
RECOMMENDATION:  The  Committee  on  Test  rec¬ 
ommends  the  approval  of  the  appliance  known  as  the 
Brooklyn  Blower  Direct  Gas-Fired  Make  Up  Air  Heater, 
Custom  Model,  for  use  in  New  York  City  when  in¬ 
stalled  in  accordance  with  this  report  as  a  make  up  air 
heater  to  replace  air  being  exhausted  through  process 
equipment,  provided  that  the  exhaust  system  and  air 
heater  are  electrically  interlocked  so  that  the  heater 
cannot  be  operated  unless  the  exhaust  is  in  operation; 
that  each  heater  shall  be  designed  with  an  air  to  gas 
ratio  to  maintain  safe  combustion  product  concentrations 
and  that  with  the  exception  of  a  flue  connection  the 
heater  installation  shall  conform  to  Article  12,  Chapter  26, 
Administrative  Building  Code  and,  further,  that  each 
heater  shall  bear  a  label,  permanently  affixed,  reading 
"Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Calendar  Number  526- 
63-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


314-52-SM 

APPLICANT— United  States  Plywood  Corporation, 
owner. 

SUBJECT — Additional  use  of  panel. 

APPEARANCES— 

For  Applicant:  James  A.  Fitzpatrick. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice.  Chairman  Kleinert, 

ommissioner  Becker  and  Comissioner  Klein .  4 

Negative:  Commissioner  Fox  .  1 
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272-62-SM 

APPLICATE — New  Castle  Products,  Incorporated, 
owner;  R.  E.  Styles,  agent. 

SUBJECT — Application  March  27,  1962 — Splen-door, 

Model  Ranch  22,  Apex  44  and  Apex  66,  approval  of. 
APPEARANCES — 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE: 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative: - 0 


524-59-SM 

APPLICANT — The  Kemp  Corporation,  owner. 
SUBJECT — Additional  trade  name. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  September  24, 
1963,  at  2  P.M.  for  decision;  applicant  to  be  notified 
to  be  present. 


1595-61-SA 

APPLICANT — J.  B.  Slattery  &  Bro.,  Inc.,  owner. 
SUBJECT — Additional  models  of  gas  ranges. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  September  24, 
1963,  at  2  P.M.  for  decision;  applicant  to  be  notified 
to  be  present 


377-63-SM 

APPLICANT — Juniper  Elbow  Company,  Inc.,  owner. 
SUBJECT — Vent  termination  for  Type  B  vents. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  September  24, 
1963,  at  2  P.M;  no  appearance  for  applicant;  appli¬ 
cant  to  be  notified  to  be  present. 


413-63-SA 

APPLICANT — Reliance  Instrument  Manufacturing 
Corp.,  owner — smoke  detector  for  heating  boilers. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  September  24, 
1963,  at  2  P.M.  for  amendment  of  application  to  cover 
changes  in  construction. 


586-61-A 

APPLICANT — Raphael,  Searles  and  Vischi  for  Weiss 
Bowery  Corporation,  owner. 

SUBJECT — Application  May  3,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 169  Bowery,  east  side,  40.7 
feet  south  of  Delancey  Street,  Block  424,  Lot  10,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lawrence  H.  King. 

For  Administration:  Lieut.  John  F.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE : 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Fox  and  Commissioner  Becker  .  4 

Negative:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  April  4,  1961  on  Violation  Order  No.  495067, 
reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
in  the  cellar. 

Chapter  C19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  April  4,  1961,  acting  on  Violation  Order 
#495067,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
appeal  dated  May  3,  1961,  7  sheets  and  July  11,  1963,  one 
sheet ;  that  a  non-automatic  sprinkler  system  shall  be  in¬ 
stalled  throughout  the  cellar ;  that  cellar  stairs  shall  be 
enclosed  in  fireproof  partition  with  fireproof  self-closing 
doors  and  that  the  storage  of  paint  shall  be  eliminated  from 
the  cellar. 


774-61-A 

APPLICANT — Larry  Meltzer  for  Duncan  M.  Findley, 
Joseph  Rubinstein,  owners. 

SUBJECT — Application  May  24,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 115-117  Worth  Street,  40- 
44  Lafayette  Street,  northwest  corner,  Block  170,  Lot 
12,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer  and  D.  M.  Findlay. 
For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD1 — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  'Com¬ 


missioner  Klein  _ _ _ _ 5 

Negative:  _ _ 0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  19,  1961  on  Violation  Order  No.  488073, 
reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  C19-161.0  Adm.  Code.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  May  19,  1961,  acting  on  Viol.  Order 
#488073,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  ^hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
appeal  dated  July  22,  1963,  9  sheets;  on  further  condition 
that  the  non-automatic  sprinkler  system  shall  be  maintained 
in  good  condition  in  the  cellar  and  subcellar;  that  the  door 
between  the  the  elevator  lobby  and  the  passage  to  the 
Catherine  Lane  fire  escape  shall  be  omitted  on  the  fifth 
floor;  that  fire  extinguishers  shall  be  provided  on  the  third 
floor  to  the  satisfaction  of  the  Fire  Commissioner;  and  that 
two  means  of  egress  shall  be  provided  from  the  Worth 
Street  space  on  the  second  floor. 
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For  Administration:  Lieut.  John  P.  Manfredi,  Fire  system  and  thermostatic  fire  alarm  system  may  be  mstailea 
Dept.  jointly  with  such  systems  called  for  in  Cal.  No.  127-62-A, 

ACTION  OF  BOARD — Appeal  granted  on  condition.  premises  347-345  Broadway. 

THE  VOTE—  .  .  - - 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

r* _ -  TTVw  r^tv^nieeiAtiAr  Rppl^pr  rmH  frim- 


Whereas,  the  order  and  decision  of  the  Fire  Commis-  an  order  and  a  decision  of  the  Fire  Commissioner  re 

sioner  dated  May  2,  1961  on  Violation  Order  Nos.  507680  sprinkler  system. 

and  507681,  reads :  PREMISES  AFFECTED— 83  Spring  Street,  north  side, 

“1.  Provide  an  approved  automatic  sprinkler  system  50  feet  west  of  Crosby  Street,  Block  497,  Lot  33,  Bor- 
throughout  the  building.  ough  of  Manhattan. 

Ch.  19-161.0  Adm.  Code.”  APPEARANCES— 

and  For  Applicant:  Larry  Meltzer. 

Whereas,  the  premises  was  inspected  by  a  committee  of  For  Administration:  Lieut.  John  P.  Manfredi,  Fire 

the  Board  which  recommended  that  the  appeal  be  granted  Dept.  _ 

under  certain  conditions.  ACTION  OF  BOARD — Appeal  granted  on  condition. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis-  THE  VOTE:  . 

sioner,  dated  May  2,  1961,  acting  on  Viol.  Order  Nos.  507680  Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 

and  507681,  Objection  No.  1,  be  and  it  hereby  is  modified  Commissioner  Fox,  Commissioner  Becker  and  Com- 

and  that  the  appeal  be  and  it  hereby  is  granted  on  condition  missioner  Klein  . . 

that  the  building  shall  conform  to  drawings  filed  with  this  Negative:  . . . . ® 

application  dated  May  8,  1963,  5  sheets ;  on  further  condition  -j-jjE  RESOLUTION— 

that  a  rate-of-rise  fire  detection  system  shall  be  installed  Whereas,  the  order  and  decision  of  the  Fire  Commis- 
throughout  with  central  office  connection ;  and  that  there  si0ner,  dated  March  24,  1961  on  Violation  Order  No.  499377 
shall  be  no  woodworking  in  the  building  except  on  the  first  reacis  ■ 


SUBJECT— Application  June  16,  1961— Appeal  from  an  the  Board  which  recommended  that  the  appeal  be  granted 
order  and  a  decision  of  the  Fire  Commissioner  re —  under  certain  conditions. 

sprinkler  system.  Resolved,  that  the  order  and  decision  of  the  Fire  Com- 


ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE: 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert,  127-62-A 
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Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _  5 

Negative:  _ _ _  0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  August  4,  1961  and  January  IS,  1962  on  Vio¬ 
lation  No.  485465,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  premises. 

Chapter  19.161.0  Admin.  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  4,  1961  and  January  15,  1962  acting  on  Vio¬ 
lation  Order  #485465,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings,  filed 
with  this  appeal  dated  July  19,  1963,  11  sheets;  that  an 
automatic  sprinkler  system  shall  be  installed  in  the  cellar 
and  basement  and  a  thermostatic  fire  alarm  system  with 
central  office  connection  installed  throughout  the  building; 
that  the  automatic  sprinkler  system  and  thermostatic  fire 
alarm  system  may  be  installed  jointly  with  such  systems 
called  for  in  Cal.  No.  914-61-A,  premises  343  Broadway. 


367-62-A 

APPLICANT — Michael  Canale  for  Canale  Chemical 
Corporation,  owner. 

SUBJECT — Application  April  24,  1962 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re — packaging  of 
Combustible  Mixture  known  as  “Do-All”  in  one  quart 
and  one  gallon  Polyethylene  containers,  in  New  York 
City,  capacity  of  containers  not  in  conformity  with 
administrative  code  requirements. 

APPEARANCES— 

For  Applicant:  Sol  Walter  Hoffman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley.  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ _  5 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
March  1,  1962  and  April  13,  1962  on  Folder  No.  122-3024, 
reads : 


“This  is  to  inform  you  that  your  application  for  our 
approval  of  DO-ALL  in  one  quart  and  one  gallon  Poly¬ 
ethylene  containers,  must  be  denied  on  the  grounds  that 
said  container  fails  to  conform  with  Section  C19-62.0, 
subdivision  b,  of  the  Administrative  Code  of  the  City  of 
New  York.” 
and 

Whereas,  the  sample  submitted  has  been  inspected  by 
Board, 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  March  1,  1962  and  April  13,  1962  acting  on  Folder 
#122-3024,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  containers 
shall  be  in  accordance  with  the  sample  Polyethylene  con¬ 
tainer  submitted  to  the  Board;  and  that  they  shall  be 
shipped  with  12  quarts  or  four  gallons  to  a  corrugated  car¬ 
ton,  which  has  had  a  200  psi  test  with  ICC  approval,  and 
that  these  cartons  shall  be  equipped  with  separators. 


605-62-A 

APPLICANT — Catholic  Youth  Organization  of  the 
Diocese  of  Brooklyn,  Incorporated,  owner. 


SLIBJECT — Application  June  27,  1962 — Appeal  from  an 
order  of  the  Fire  Commissioner  re — storing  of  lique¬ 
fied  chlorine. 

PREMISES  AFFECTED — 2720  Surf  Avenue,  south 
side,  entire  block,  West  27th  Street,  West  28th  Street 
and  Riegehnann  Boardwalk,  Block  7069,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  E.  Murphy. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . . . . . .  5 

Negative :  _ _ _ _ _ _  0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  2,  1961  and  June  19,  1962  on  Account 
#S. 592.550,  reads: 

“Please  be  advised  that  your  request  to  store  chlorine 
cylinders  at  subject  premises  is  denied.  Ch. 19.95.0-6  and 
Ch. 19-11.0  of  the  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  May  2,  1961  and  June  19,  1962,  acting  on 
Account  #S. 592, 550,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
work  shall  conform  to  drawings  filed  with  this  appeal  dated 
June  27,  1962,  2  sheets ;  on  further  condition  that  a  vent  shall 
be  provided  through  the  roof  over  the  storage  room ;  that  an 
open  showerhead  shall  be  provided  in  the  room  with  outside 
valve  control ;  and  that  a  curb  6  inches  high  shall  be  pro¬ 
vided  across  the  door  opening. 


142-63-A 

APPLICANT — Larry  Meltzer  for  Allgood  Realty  Cor¬ 
poration,  owner;  Smolowitz  Brothers,  lessee. 
SUBJECT — Application  February  18,  1963 — Appeal 

from  a  decision  of  the  Borough  Superintendent,  re — 
Egress. 

PREMISES  AFFECTED — 910-912  Utica  Avenue,  west 
side,  200  feet  north  of  Snyder  Avenue,  Block  4464,  Lot 
23,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _  5 

Negative:  _ _  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  13,  1963  on  Alt.  Applic.  4464-55,  reads: 

“1.  Provide  a  secondary  means  of  egress  located  not 
less  than  two-thirds  the  depth  of  the  building  away 
from  the  street  wall,  leading  to  the  street,  as  re¬ 
quired  by  Section  6.1.2.4  (d)  (8)  of  the  Admini¬ 
strative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  Februray  13,  1963,  acting  on  Alt.  Applic.  4464-55, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
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appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  filed  with  this  appeal 
dated  February  18,  1963,  3  sheets. 


286-63-A 

APPLICANT— Carson,  Lundin  and  Shaw  for  The 

Brooklyn  Savings  Bank,  owner. 

SUBJECT— Application  April  3,  1963— Appeal  from  a 
decision  of  the  Borough  Superintendent  re — wood 
veneer. 

PREMISES  AFFECTED— 203-211  Montague  Street, 
328-338  Fulton  Street,  northwest  corner,  162  Pierre- 
pont  Street,  Block  244,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES—  „  ,  .  , 

Fof  Applicant:  A.  J.  Wheeler,  Attilio  Scacchetti  and 

J.  Burbello. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  _  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  — - 6 

Negative:  -  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  12,  1963  on  Amendment  to  N.B.  Applic.  748-60, 
reads : 

“1.  Thickness  of  wood  veneer  of  %"  untreated  wood  is 
contrary  to  Sec.  10.9.2.7  for  veneers  in  fireproof 

buildings  for  3  and  4  floors.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
Board;  and 

Whereas,  the  Board  finds  that  fireproof  wood  is  required 
by  Section  C-27-666  of  the  Administration  Code,  but  the 
Committee  recommended  granting  in  this  case. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  12,  1963,  acting  on  Amendment  to  N.B.  Applic. 
748-60,  Objection  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
appeal  dated  April  3,  1963,  4  sheets ;  and  that  all  other  laws, 
rules  and  regulations  applicable  shall  be  complied  with. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  13,  1963,  acting  on  Alt.  Applic.  169-63,  Objec¬ 
tion  No.  A2,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Sections  177  and  34  of  the  Multiple 
Dwelling  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  April  10,  1963,  4 
sheets ;  and  that  all  other  laws,  rules  and  regulations  ap¬ 
plicable  shall  be  complied  with. 


305-63-A 

APPLICANT — Abraham  Grossman  for  Julius  Goldberg 
and  Sarah  Alter,  owners. 

SUBJECT — Application  April  10,  1963 — Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  177,  and  Section  34  subd.  6  of  the 
Multiple  Dwelling  Law  re — cellar  apartment. 
PREMISES  AFFECTED— 8  West  86th  Street,  south 
side,  150'  feet  west  of  Central  Park  West,  Block  1199, 
Lot  39,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  5 

Negative:  _  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  13,  1963  on  Alt.  Applic.  169-63,  reads: 

“A2 — Proposed  cellar  apartment  is  contrary  to  Sec.  177 
MDL  and  Sec.  34  Sub.  6  MDL.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


312-63-A 

APPLICANT— Samuel  Rosenblum  for  Ecole  Francaise, 
owner. 

SUBJECT— Application  April  11,  1963— Appeal  from 

a  decision  of  the  Borough  Superintendent  re — Class  3 
construction,  public  use  (school),  egress,  hallway,  etc. 
PREMISES  AFFECTED— 22  East  95th  Street,  south 
side,  98  feet,  9%  inches  east  of  Madison  Avenue,  Block 
1506,  Lot  60V2,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum  and  Donle  Correa. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Becker  and  Commissioner  Klein  ....  4 

Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  5,  1963  on  Alt.  Applic.  239-63,  reads : 

“1.  Proposed  public  use  (school  for  3rd  &  4th  floors  & 
proposed  public  use  within  a  5-story  non-fireproof 
Class  III  bldg,  contrary  to  C26-254.0. 

2.  Provide  two  legal  means  of  egress  from  each  floor 
as  req’d  by  Sec.  6.1.2.2.3  B.C. 

4.  Provide  public  hallway  leading  to  rear  stairway  as 
per  C26-81.0b  &  Sec.  6. 1.2.4.  d3.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  5,  1963,  acting  on  Alt.  Applic.  239-63,  Objec¬ 
tions  No.  1,  2  and  4,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition _  that  the 
building  shall  conform  to  drawings  filed  with  this  appeal 
dated  April  11,  1963,  2  sheets;  on  further  condition  that  the 
present  sprinkler  system  shall  be  maintained  in  good  con¬ 
dition  ;  that  all  doors  leading  to  the  stairs  and  public  halls 
shall  be  made  fireproof  self-closing ;  and  that  any  holdback 
devices  on  those  doors  shall  be  removed. 


330-63-A 

APPLICANT — Andrew  F.  Warren  for  Carbona  Prod¬ 
ucts  Company,  owner. 

SUBJECT — Application  April  17,  1963' — Packaging  of 
combustible  mixture  known  as  Carbona  Dry-Clean 
Rug  Powder  in  %  gallon  and  1  gallon  glass  jars 
(containers)  not  in  accordance  with  Administrative 
Code  requirements. 

APPEARANCES— 

For  Applicant:  Andrew  F.  Warren. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Foley.  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein . — - - — -  5 

Negative  :  . .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  Fire  Commissioner,  dated 
March  18,  1963  on  Folder  No.  122-3187,  reads: 

“Your  application  for  Carbona  Dry  Clean  Rug  Powder 
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in  half  (%)  gallon  and  one  (1)  gallon  glass  jars, 
must  be  denied  on  the  grounds  that  said  containers  fail 
to  conform  with  Section  C19-62.0  subdivision  b  of  the 
Administrative  Code  of  the  City  of  New  York. 

The  aforementioned  section  specifies  that  Combustible 
Mixtures  shall  be  packaged  in  glass  bottles  of  a  capa¬ 
city  not  exceeding  32  ounces  each,  or  in  metal  etc.” 

and 

Whereas,  the  sample  submitted  has  been  inspected  by 
the  Board. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  March  18,  1963,  acting  on  Folder  #122-3187  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  round  glass  containers  with 
screw  caps  shall  be  in  accordance  with  the  sample  submit¬ 
ted  to  the  Board;  that  shipping  shall  be  done  with  six  % 
gallon  containers  per  shipping  carton  or  four  one-gallon 
containers  per  shipping  carton,  both  with  separators. 


352-63-A 

APPLICANT — Irwin  Emerman  for  Benbar  Associates, 
Incorporated,  owner. 

SUBJECT — Application  April  25,1963 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 505-507  West  Street,  north¬ 
east  corner  of  Jane  Street,  Block  642,  Lot  1,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Irwin  Emerman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

xA.ffirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commisioner  Fox  and  Commissioner  Becker  .  4 

Negative:  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  27,  1962,  May  15,  1962,  October  11, 
1962  and  March  27,  1963  on  Order  No.  1383-2,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  sys¬ 
tem  throughout  the  building  having  at  least  one 
source  of  water  supply,  arranged  and  equipped 
per  Chapt.  26 — Art.  16  Adm.  Code.  (Sec.  280  Labor 
Law.)” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  27,  1962,  May  15,  1962,  October  11, 
1962  and  March  27,  1963,  acting  on  Order  No.  1383-2,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  filed  with  this  appeal 
dated  April  25,  1963,  14  sheets;  on  further  condition  that 
the  restaurant  kitchen  in  the  basement  shall  be  sprinklered 
including  the  serving  space  adajacent;  that  the  kitchen 
range  hood  shall  be  vented  and  that  one  inch  sprinkler 
heads  shall  be  provided  in  the  hood ;  that  the  fire  escape 
balcony  at  the  fifth  floor  level  on  the  Jane  Street  side  shall 
be  connected  to  the  roof ;  that  all  doors  to  stairs  shall  be 
made  fireproof  self-closing;  that  the  metal  shields  over 
the  transoms  at  the  bedroom  doors  shall  be  repaired;  and 
that  all  room  doors  shall  be  equipped  with  closing  springs. 


474-63-A 

APPLICANT — Morris  J.  Junger  for  Nu-Color  Corpor¬ 
ation  of  America,  owner. 

SUBJECT — Application  June  5,  1963  —  Packaging  of 
Fabric  spray  combustible  mixture  known  as  Fabric 


Spray  in  24  ounce  aerosol  containers,  contrary  to 
Adm.  Code  requirements. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW: 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ _  5 

Negative:  _ _  0 


776-61-A 

APPLICANT — Samuel  Rosenblum  for  Wallson  Realty 
Company,  owner. 

SUBJECT — Applicant  May  25,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system,  etc. 

PREMISES  AFFECTED — 20  Harrison  Street,  north 
side,  100  feet  2  inches  east  of  Greenwich  Street,  Block 
181,  Lot  6,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Frank  J.  Purdue. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD — Laid  over  to  September  17, 
1963,  at  2  P.M.  at  request  of  applicant,  for  reconsidera¬ 
tion  by  the  Fire  Department. 


911-62-A 

APPLICANT — Chas  B.  Meyers  Associates  for  The 
Jewish  Hospital  of  Brooklyn,  Incorporated,  owner. 

SUBJECT — Application  September  27,  1962 — Appeal 

from  an  order  and  a  decision  of  the  Fire  Commissioner 
re — discontinue  use  of  fibreboard  tiles. 

PREMISES  AFFECTED— 533-561  Prospect  Place, 
north  side,  249  feet  east  of  Classon  Avenue,  Block 
1156,  Lots  1  and  21,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire 
Dept. 

ACTION  OF  BOARD — Laid  over  to  September  24, 
1963,  at  2  P.M.  for  decision;  applicant  to  be  notified  to 
be  present;  hearing  previously  closed. 


399-53-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Joseph 
Muccioli,  owner. 

SUBJECT — Application  May  9,  1963 — Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re — Zoning  Mat¬ 
ter — foundation  not  completed. 

PREMISES  AFFECTED— 28-32  Marginal  Street  West, 
west  side,  154  feet  11%  inches  north  of  Bushwick 
Avenue,  Block  3483,  Lot  32,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

For  Opposition:  Michael  Petrone. 

ACTION  OF  BOARD — Laid  over  to  September  17, 
1963,  at  2  P.M.  for  decision;  applicant  to  submit  furth¬ 
er  information;  hearing  previously  closed. 


661-50-BZ-Vol.  II 

APPLICANT — Haus  and  Bresin  for  Salvatore  Assante, 
owner. 

SUBJECT — Application  for  consideration — reopening 
for  extension  of  time  to  complete  which  expired  Sep¬ 
tember  26,  1962 — decision  of  the  Borough  Superin¬ 

tendent;  previously  granted  on  condition,  under  Sec- 
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tions  7f  and  7i  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  extension  in  area  of  an 
existing  gasoline  service  station,  motor  vehicle  repair 
shop,  auto  washing,  lubrication,  office,  storage  and  sale  of 
auto  accessories,  ground  sign  and  parking  lot  for  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 18-02  to  18-14  27th  Avenue 
and  27-01  18th  Street,  southeast  corner,  and  18-03 
Astoria  Boulevard,  Block  541,  Lots  5,  6  and  7,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  T.  Hartnett. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  5 

Negative:  _  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  26,  1961,  on  certain  conditions ;  and 


Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  on  September  26,  1961,  only 
as  to  the  time  to  obtain  permits  and  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  permit  shall  be  obtained  and  work  ^  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (Alt.  167/61) 


777-56-BZ 

APPLICANT — Gulf  Oil  Corporation,  lessee  for  Tre- 
marco  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening 
for  amendment  of  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  un¬ 
der  Section  7c  of  the  Zoning  Resolution,  permitting 
in  a  retail  and  residence  use  district,  the  reconstruction 
and  maintenance  of  a  gasoline  station,  office,  sales, 
car  wash,  and  minor  motor  repairs. 

PREMISES  AFFECTED — 1810  Forest  Avenue,  south¬ 
west  corner  of  Richmond  Avenue,  Block  1706,  Lot 
28,  Granitville,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - -  5 

Negative:  _  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  25,  1957,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  February  27, 
1962;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  November  7,  1962;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  fune  25,  1957,  as 
amended  through  November  7,  1962,  by  adding  thereto: 

“that  the  accessory  building  may  be  reduced  in  size 
and  relocated  substantially  as  shown  on  revised  draw¬ 
ings  of  proposed  conditions  marked  ‘Received  June  28, 
1963’,  3  sheets,  on  condition  that  other  than  as  herein 


amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.  (N.B.  897/56) 


68-61-BZ 

APPLICANT— John  J.  Lynch  and  James  J.  Lyons,  Jr. 

for  P.  B.  G.  Realty  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening 

for  amendment  of  resolution — decision  of  the  Bor¬ 
ough  Superintendent;  previously  granted  on  condi¬ 
tion,  under  Section  21  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use,  C  and  E-l  area  district, 
the  erection  of  multiple  dwelling  in  the  E-l  area  por¬ 
tion  of  the  plot. 

PREMISES  AFFECTED — 2166  Matthews  Avenue, 
east  side,  95.59  feet  south  of  Pelham  Parkway  south, 
Block  4323,  Lot  18,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  John  J.  Lynch  and  James  J.  Lyons,  Jr. 
ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker 

and  Commissioner  Klein  . 3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 

Fox  .  2 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  24,  1962,  on  certain  conditions;  and 
W hereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  24,  1962,  by 
adding  thereto : 

“that  in  the  event  the  owner  desires  to  rearrange  the 
cellar  so  that  it  will  not  be  used  for  living  purposes, 
except  for  a  superintendent’s  apartment,  and  to  con¬ 
struct  the  building  so  that  the  cellar  will  be  at  an  ele¬ 
vation  of  67  feet  6  inches  and  the  first  floor  will  be  at 
an  elevation  of  78  feet,  such  changes  shall  be  permitted 
substantially  as  shown  on  revised  drawings  of  proposed 
conditions  marked  ‘Received  July  3,  1963,’  2  sheets, 
on  condition  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects”.  (N.B.  1396/60) 


548-61-BZ 

APPLICANT — Joseph  B.  Lynch  for  Texaco,  Inc., 
owner. 

SUBJECT — Application  for  consideration — reopening 
for  amendment  of  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  un¬ 
der  Section  7e  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium,  nonautoma¬ 
tic  car  washing,  storage  room,  minor  auto  repairs, 
office,  sales,  ground  sign,  roof  sign,_  curb  cuts  and 
parking  and  storage  of  motor  vehicles  in  open  area  for 
a  term  of  twenty  (20)  years. 

PREMISES  AFFECTED— 65-01  to  65-19  (65-07  offi¬ 
cial)  Woodhaven  Boulevard,  east  side,  from  65th  Ave¬ 
nue  to  65th  Road,  85-02  to  85-10  65th  Avenue,  85-01 
to  85-09  65th  Roard,  Block  3137,  Lot  1,  Rego  Park, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended. 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker,  and  Com- 

misioner  Klein  .  5 

Negative :  - - -  0 
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THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  26,  1961,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  October  2,  1962;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  26,  1961, 
as  amended  on  October  2,  1962,  by  adding  thereto : 

“that  the  planted  area,  fences,  gasoline  tanks  and  pump 
islands  shall  be  arranged  and  installed  substantially  as 
shown  on  revised  drawing  of  proposed  conditions 
marked  ‘Received  June  28,  1963,’  one  sheet,  on  condi¬ 
tion  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.” 
(N.B.  928/61) 


982-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Greenpoint 
Warehouse  Terminal  Company,  Inc.,  owner. 
SUBJECT — Application  for  consideration — reopening 
for  amendment  of  resolution — decision  of  the  Bor¬ 
ough  Superintendent;  previously  granted  on  condition, 
under  Section  7e  of  the  Zoning  Resolution,  permitting 
in  a  manufacturing  use  district,  the  maintenance  of  a 
cellar  carpentry  shop  using  power  saws  and  lumber 
storage  as  an  accessory  to  the  permitted  use  of  mo¬ 
tion  picture  studios  for  a  termporary  term  of  twenty 
(20)  years. 

PREMISES  AFFECTED— 214-226  East  44th  Street, 
south  side,  230  feet  east  of  3rd  Avenue,  213-223  East 
43rd  Street,  Block  1317,  Lots  9,  10,  11  and  37,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein  ....  4 

Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  14,  1961,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  October  23,  1962 ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  14,  1961, 
as  amended  on  October  23,  1962,  by  adding  thereto : 

“that  the  third  floor  of  the  building  may  be  used  and 
occupied  as  a  retail  photographic  developing  and  print¬ 
ing  establishment  and  offices,  substantially  as  shown  on 
revised  drawing  of  proposed  conditions  marked  ‘Re¬ 
ceived  July  2,  1963’,  one  sheet,  on  condition  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects.”  (Alt.  1762/58) 


1393-61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Branch 
and  Merrit,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening 
for  extension  of  time  to  complete  which  expired  De¬ 
cember  5,  1962 — decision  of  the  Borough  Superinten¬ 
dent;  previously  granted  on  condition,  under  Sec¬ 
tion  7e  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  erection  of  a  one  story  building 
for  use  as  stores  with  business  signs  for  a  temporary 
term  of  twenty  years. 


PREMISES  AFFECTED — 6  West  112th  Street,  south 
side,  100  feet  west  of  5th  Avenue,  Block  1595,  Lot  140, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative:  . . . .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  5,  1961,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  5,  1961, 
only  as  to  the  time  to  obtain  permits  and  complete  the  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion  ;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained”.  (Alt.  164/61) 


1745-61-BZ 

APPLICANT — Ingram  S.  Carner  for  Mike  and  Joe’s 
Auto  Service,  owner. 

SUBJECT'Application  for  consideration  —  reopening 
for  extension  of  time  to  complete  which  expired  May 
22,  1963 — decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Section  7a  of 
the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  reconstruction  of  an  existing  gasoline 
service  station,  with  office;  lubritorium,  car  washing 
non-automatic,  minor  auto  repairs  and  the  parking  of 
cars  awaiting  service,  with  a  sign  standard  and  curb 
cuts. 

PREMISES  AFFECTED— 96-06  to  96-12  (96-10  offi¬ 
cial)  Corona  Avenue,  south  side,  53.27  feet  east  of 
Junction  Boulevard,  Block  1878,  Lot  4,  Corona,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

AC1ION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . .  5 

Negative:  _ _ _ _  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  22,  1962,  on  certain  conditions  ;and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  22,  1962,  only 
as  to  the  time  to  obtain  permits  and  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion  ;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained”.  (Alt.  2132/61) 


735-62-BZ 

APPLICANT — 'Leonard  F.  Rothkrug  for  Ellar  Estates 
Corporation,  owner;  Humble  Oil  and  Refining  Com¬ 
pany,  lessee. 
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SUBJECT— Application  for  consideration— reopening 
for  amendment  of  resolution— decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  un¬ 
der  Sections  73-211  and  73-212  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  C2-2  mapped  in  an  R3-2  district, 
the  erection  and  maintenance  of  an  automotive  service 
station,  loading  and  unloading,  accessory  uses  and 
signs. 

PREMISES  AFFECTED— 1980-1992  Ralph  Avenue, 
northwest  corner  of  Avenue  J,  Block  7763,  Lots  45 
and  46,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox, 

Commissioner  Becker  and  Commissioner  Klein  -  4 

Negative  . . .  0 

Not  Voting:  Vice  Chairman  Kleinert  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  20,  1962  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  20,  1962, 
by  adding  thereto: 

“that  the  gasoline  service  station  may  be  redesigned 
and  constructed  substantially  as  shown  on  revised 
drawings  of  proposed  conditions  marked  ‘Received  June 
25,  1963,  2  sheets,  on  condition  that  other  than  as  here¬ 
in  amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (N.B.  22/60) 


241-47-BZ 

APPLICANT — Morton  S.  Cahn  and  Joseph  Levy,  Jr.  for 
Ridgewood  Real  Estate  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening 
for  extension  of  term  of  variance  which  expired  May 
4,  1963 — decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Section  7e  of 
the  Zoning  Resolution  ipermitting  in  a  residence  use 
district,  the  extension  to  existing  structure  (knitting 
mill). 

PREMISES  AFFECTED— 16-23  to  16-25  Hancock 
Street,  northwest  side,  245  feet  northeast  of  Wyckoff 
Avenue,  Block  3548,  Lot  97,  Ridgewood,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

ACTION  OF  BOARD — Application  reopened  and  set 
for  hearing  on  October  1,  1963,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new 
decision  of  the  Borough  Superintendent  and  pho¬ 
tographs,  which  have  been  filed,  and  two  publications 
in  the  Bulletin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  _  0 


517-56-BZ 

APPLICANT — De  Rose  and  Cavalieri  for  Theresa  La 
Vine,  owner. 

SUBJECT — Application  for  consideration — reopening 
for  extension  of  term  of  variance  which  expired 


March  18,  1963— decision  of  the  Borough  Superinten¬ 
dent;  previously  granted  on  condition,  under  Section 
7h  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  the  extension  of  the  present  use  of  a 
dwelling  and  5  car  garage  to  include  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  on  the 
unbuilt  upon  portion  of  the  plot. 

PREMISES  AFFECTED— 1071-1073  Hall  Place,  west 
side,  174.9  feet  south  of  East  167th  Street,  Block 
2691,  Lots  93  and  94,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  George  J.  Cavalieri. 

ACTION  OF  BOARD — Application  reopened  and  set 
for  hearing  on  October  1,  1963,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new 
decision  of  the  Borough  Superintendent  and  photo¬ 
graphs,  which  have  been  filed,  and  two  publications  in 
the  Bulletin  as  notice. 


THE  VOTE— 
Affirmative:  Chairman 
Commissioner  Fox, 

missioner  Klein  - 

Negative :  - 


Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Com- 
_ _ _ _ _  5 

_ 0 


1024-62-BZ 

APPLICANT — Reavis  and  McGrath  for  Trade  Fifth 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening 
for  amendment  of  resolution — decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  C5-3  district,  the  erection  of  five  additional 
floors  to  an  existing  five  story  building  that  will  pene¬ 
trate  the  sky  exposure  plane. 

PREMISES  AFFECTED— 592-594  Fifth  Avenue,  2-6 
West  48th  Street,  southwest  corner,  Block  1263,  Lot 
41,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  R.  S.  Hardy  and  A.  Hausman. 
ACTION  OF  BOARD — Application  reopened  as  Vol. 
II  subject  to  the  regular  procedure. 

THE  VOTE—  .  _  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox'  Commissioner  Becker  and  Com¬ 
missioner  Klein - 3 

Negative:  . . . ® 


1929-61-BZ 

APPLICANT— Crinnion  and  Crinnion  for  Bernard  Et- 
tinger,  owner. 

SUBJECT— Application  December  14,  1961— decision 
of  the  Borough  Superintendent,  under  Section  7h  of 
the  Zoning  Resolution,  to  permit  in  a  residence  use 
district,  the  maintenance  of  a  parking  lot  for  the 
parking  and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 1070  Chatterton  Avenue, 
southwest  corner  of  Pugsley  Avenue,  Block  3787,  Lots 
26,  27,  28,  29,  30,  31,  32,  33  and  34,  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Robert  Crinnion. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative :  -  0 
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156-62-SR 

SUBJECT — Proposed  Amendments  to  the  Rules  cover¬ 
ing  Coin-Operated  Dry  Cleaning  Establishments. 
APPEARANCES— None. 

ACTION  OF  BOARD — Amendments  to  the  Rules 
Adopted. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Becker  ....  4 

Negative:  _  0 

Absent :  Commissioner  Klein  _  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  Friday  morning 
April  19,  1963,  at  10  a.m.  on  the  Proposed  Amendments 
to  the  Rules  Covering  Coin-Operated  Dry  Cleaning  Estab¬ 
lishments,  after  due  notice  in  the  Bulletin;  and 

Whereas,  after  hearing  the  interested  parties,  the  public 
hearing  was  closed,  the  matter  was  laid  over  for  decision, 
date  to  be  set;  and 

Whereas,  all  suggestions  and  recommendations  were 
considered  by  the  Board  at  Executive  Session ;  and 

Whereas,  this  date  was  set  for  decision  by  the  Board. 
Resolved,  that  the  Board  of  Standards  &  Appeals  does 
hereby  adopt  the  following  Amendments  to  the  Rules 
Covering  Coin-Operated  Dry  Cleaning  Establishments. 
New  Matter  in  italics 
Old  matter  to  be  deleted  in  brackets  [  ] 

Application  of  Rules 

These  rules  shall  be  deemed  to  apply  only  to  coin- 
operated  dry  cleaning  establishments  pursuant  to  Article 
III,  Chapter  2,  Section  32-15  A  and  Section  32-25  D  of 
the  Zoning  Resolution  effective  December  15,  1961. 

These  rules  shall  not  be  deemed  to  modify  or  repeal  Chap¬ 
ter  19  of  the  Administrative  Code  of  the  City  of  New  York 
or  the  Rules  Governing  Dry  Cleaning  Establishments  adop¬ 
ted  by  the  Board  of  Standards  and  Appeals  under  [Calen¬ 
dar  Number  958-47-SR-Vol.  II  and]  Calendar  Number 
432-62-SR. 

Rule  2.  Approvals 

2.1.1  The  Department  of  Buildings  shall  have  exclusive 
jurisdiction  over  inspections  and  enforcement  of  all  provi¬ 
sions  of  these  rules,  except  where  such  jurisdiction  is  spe¬ 
cifically  given  to  any  other  Agency  in  these  Rules  or  by  the 
New  York  City  Charter. 

2.6  All  coin-operated  dry  cleaning  units  shall  be  installed 
in  a  diked  area  all  parts  of  which  shall  be  impervious  to 
the  solvent  used  in  such  units.  The  diked  section  shall 
consist  of  a  four  inch  curb  above  the  floor.  All  solvent 
spillage  into  the  diked  area  shall  be  conducted  by  gravity 
flow,  or  by  an  automatic  pump,  where  cellar  space  is  not 
available  into  a  tank  which  shall  be  equipped  with  a  leak 
proof  pump  and  [enclosed]  closed ,  piping  system,  to  pump 
the  solvent  back  to  the  dry  cleaning  units.  Such  tanks 
[system]  shall  be  [installed  pursuant  to  the  Rules]  con¬ 
structed  of  not  less  than  14  U.S.  Gauge  Steel,  or  where  the 
tank  capacity  is  275  gallons  or  larger,  tanks  shall  be  con¬ 
structed  in  accordance  with  the  Oil  Burner  Rules  of  the 
Board  of  Standards  and  Appeals.  The  said  tank  or  tanks 
shall  be  of  sufficient  capacity  to  accept  all  solvent  con¬ 
tained  in  the  largest  tank  or  interconnected  group  of  tanks 
in  the  dry  cleaning  unit  or  units  which  it  services. 

Rule  3.  Restrictions  on  [Locations  and] 
Area[s] 

3.1.1  In  calculating  the  gross  floor  area  pursuant  to  Rule 
3.1,  the  area  restriction  shall  not  include  the  area  used  by 
lawful  non-dry  cleaning  operations  of  a  multiple  use  type 
of  service  establishment,  nor  shall  this  section  apply  to 
any  premises  where  use  group  16  is  permitted  by  the  Zon¬ 
ing  Resolution. 


[3.2  No  coin-operated  dry  cleaning  establishment  shall  be 
permitted  within  any  building : 

3.2.1  which  is  of  wood  frame  construction; 

3.2.2  which  is  classified  as  a  public  building  pursuant  to 
Section  C26-235.0  of  the  Administrative  Building  Code ; 

3.2.3  where  any  part  of  such  establishment  is  within  20 
feet  of  any  public  building.] 

Rule  5.  Fire  Prevention 

5.5  [Inflammable]  Flammable  liquids  and  solvents  shall 
not  be  used  for  spotting  and  sponging.  Spotting  and  spong¬ 
ing  may  be  done  with  water,  which  may  contain  soap  and 
non-combustible  detergents. 

5.7  All  solvent  used  in  the  dry  cleaning  unit  shall  be 
either  (a)  received  and  stored  in  metal  containers  not  ex¬ 
ceeding  55  gallons  each  and  pumped  directly  into  a  dry 
cleaning  unit  or  units  by  means  of  a  detachable  leakproof 
pump  and  pipe  system,  or  (b)  received  and  stored  in  a 
tank  or  tanks  [installed)]  constructed  in  accordance  with 
the  Oil  Burner  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals  [relating  to  the  receiving  and  storing  of  light  fuel 
oils]  and  pumped  directly  into  a  dry  cleaning  unit  or  units 
by  means  of  a  closed  leakproof  pipe  and  pump  system. 

5.8  In  any  [such]  coin-operated  dry  cleaning  establish¬ 
ment,  no  member  of  the  general  public  shall  be  permitted 
to  [do  spotting  or  sponging  or]  make  use  of  any  device 
employing  live  steam  or  heat  for  pressing  or  finishing. 
[,  or  any  inflammable  liquid  or  solvent.] 

5.10  All  coin-operated  dry  cleaning  establishments  shall 
be  provided  with  at  least  two  portable  dry  chemical  fire 
extinguishers  of  not  less  than  five  pounds  capacity  each. 
The  Fire  Department  shall  have  jurisdiction  over  the  loca¬ 
tion  and  size  of  these  fire  extinguishers  and  shall  make 
periodic  inspections  to  insure  that  the  fire  extinguishers  are 
in  proper  working  order,  and  that  proper  housekeeping 
conditions  are  maintained  on  the  premises  and  that  the  sol¬ 
vent  used  shall  be  of  the  type  for  which  the  unit  was  ap¬ 
proved  by  the  Board. 

Rule  6.  Ventilation 

6.1.1  Any  open  flame  drying  equipment  shall  be  located  at 
least  25'-0"  from  any  dry  cleaning  unit  unless  placed  in  an  en¬ 
closed  area,  or  (a)  a  vapor  tight  partition  which  may  con¬ 
tain  glass,  equipped  with  self-closing  doors,  is  provided  be¬ 
tween  the  dry  cleaning  unit  and  the  dryer.  This  portion  may 
provide  either  complete  or  partial  separation  provided  that 
any  partial  separation  is  so  arranged,  that  the  line  of  air 
travel  around  the  partition  from  the  dry  cleaners  to  the 
dryers  is  a  minimum  of  25'-0"  or  (b)  a  solid  incombustible 
vapor  tight  partition  is  constructed  extending  from  the  top 
of  the  dryers  to  the  ceiling  above  and  all  other  portions  of 
the  dryer  enclosure  are  solid  and  equipped  with  a  self-clos¬ 
ing  access  door  so  that  vapors  from  the  cleaning  units  can¬ 
not  reach  the  dryer  flame,  provided  that  adequate  fresh  air 
for  combustion  and  drying  is  supplied  to  the  dryers  from 
the  outer  air;  in  which  event  the  separation  between  dryers 
and  dry  cleaners  may  be  reduced  to  a  minimum  of  15'-0". 

6.1.2  Suspended  oil  or  gas  fired  heating  units,  approved  by 
the  Board  may  be  installed  provided  that  they  are  located 
at  least  T- 0"  above  the  floor  and  at  least  5'-0",  measured 
horizontally,  from  any  dry  cleaning  equipment. 

6.2  Coin-operated  dry  cleaning  establishments  shall  be 
equipped  with  adequate  ventilation  to  provide  at  least  four 
(4)  completed  changes  of  air  volume  an  hour.  The  minimum 
ventilation  specified  here  shall  be  maintained  at  all  times 
when  the  coin-operated  dry  cleaning  establishment  is  open. 
This  ventilation  system,  which  includes  the  scavenger  ducts 
required  under  Rule  6.7,  shall  be  arranged  to  draiv  air  from 
the  public  area  into  the  service  area  and  exhaust  it  from 
the  sendee  area  to  the  outer  air. 

6.4  [Additional  general]  Emergency  ventilation  of  the  ser¬ 
vice  area  back  of  coin-operated  dry  cleaning  units  shall  be 
provided  so  that  in  emergencies  a  minimum  of  one  air 
change  per  minute  of  the  enclosed  service  area  will  be 
provided.  Where  this  ventilation  is  for  use  in  emergencies 
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only,  and  is  not  operated  at  other  times,  the  requirements 
of  Rule  6.8  relating  to  the  terminus  of  direct  equipment  ex¬ 
hausts  shall  not  apply.  ,  ..  . 

6.6  In  [addition  to]  meeting  all  [other]  ventilation  require¬ 
ments  provided  for  in  these  Rules,  the  following  shall  apply: 
[(a)]  A  power  exhaust  system  shall  be  provided  for  the 
removal  of  toxic  vapors  consisting  of :  at  least  one  indi¬ 
vidual  exhaust  on  each  dry  cleaning  unit;  scavenger  ducts 
located  on  each  dry  cleaning  unit;  scavenger  ducts  located 
at  each  unit ;  power  exhaust  fans  for  the  space  behind 
such  unit;  and  air  intakes  located  [on]  at  the  front 
[grill]  of  each  such  unit.  Such  intake  openings  shall  be  lo¬ 
cated  not  more  than  five  feet  above  the  floor,  and  shall  have 
a  minimum  free  area  of  50  sq.  in.  for  each .  machine.  All 
exhaust  facilities  shall  be  sealed  and  air  tight  and  con¬ 
structed  in  such  manner  so  that  all  solvent  vapors  shall  be 
discharged  mechanically  to  the  open  air  in  the  manner 
specified  in  subsection  1  through  4  of  Rule  6.8  hereof.  All 
exhaust  facilities,  other  than  the  emergency  ventilation  re¬ 
quired  by  Rule  6.4,  shall  be  operated  continually  while  the 
premises  are  open  to  the  public.  Provisions  must  be  made 
by  air  intakes  to  replace  air  exhausted  from  the  establish¬ 
ments  to  the  outside. 

6.7  A  scavenger  duct  shall  be  provided  in  the  service  area 
at  each  unit  and  shall  be  designed  to  pick  up  vapors  sur¬ 
rounding  the  equipment  near  the  floor.  The  suction  inlet 
for  these  scavenger  ducts  shall  be  located  not  less  than  two 
or  more  than  six  inches  above  the  floor  and  shall  exhaust 
[300  linear]  100  cubic  feet  of  air  per  minute.  The  scavenger 
duct  shall  not  be  less  than  3"  in  diameter. 

Rule  7.  Operating  Precautions 

7.3  The  owner-operator  of  any  coin-operated  dry  cleaning 
establishment  shall  furnish  to  any  person  cleaning  out  a  dry 
cleaning  unit  [an  approved  type]  a  respirator  for  his  use 
during  the  process  of  cleaning  out  any  such  unit. 

7.10  [Spotting  or  sponging  with  inflammable  liquid  sol¬ 
vent  shall  not  be  permitted  in  coin-operated  dry  cleaning 
establishments  except  as  provided  in  Rule  5.5  and  5.9] 
A  weighing  device  shall  be  located  on  premises  to  assure 
that  the  rated  dry  load  capacity  of  coin-operated  dry  clean¬ 
ing  machine  shall  not 1  be  exceeded. 

[7.11  A  weighing  device  shall  be  located  on  premises  to 
assure  that  the  rated  dry  load  capacity  of  coin-operated 
dry  cleaning  machine  shall  not  be  exceeded.] 

432-62-SR 

SUBJECT — Proposed  Rules  covering  Non-Coin-Operated 

Dry  Cleaning  Establishments. 

APPEARANCES— None. 

ACTION  OF  BOARD — Rules  Adopted. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


Commissioner  Fox  and  Commissioner  Becker  -  4 

Negative:  - - . -  0 

Absent :  Commissioner  Klein  . . .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  Friday  morning 
September  28,  1962,  at  10  a.m.  on  the  Proposed  Rules  cov¬ 
ering  Non-Coin-Operated  Retail  Dry  Cleaning  Establish¬ 
ments,  after  due  notice  in  the  Bulletin ;  and 

Whereas,  after  hearing  the  interested  parties,  the  public 
hearing  was  closed,  the  matter  laid  over  for  decision  date 
to  be  set;  and 

Whereas,  all  suggestions  and  recommendations  were 
considered  by  the  Board  at  Executive  Session ;  and 

Whereas,  on  April  19,  1963,  this  matter  was  again  laid 
over  for  further  consideration  and  for  adoption  together 
with  Cal.  No.  156-62-SR,  Proposed  Amendments  to  the 
Rules  Covering  Coin-Operated  Dry  Cleaning  Establish¬ 
ments  ;  and 

Whereas,  this  date  was  set  for  decision  by  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  adopt  the  following  Rules  Covering  Non-Coin- 
Operated  Dry  Cleaning  Establishments. 


Pursuant  to  the  Zoning  Resolution  of  The 

City  of  New  York 
Authority 

Section  666,  subdivision  2  of  the  Charter  of  the  City  of 
New  York  and  article  VII,  Chapter  2,  Section  72-01  (d) 
of  the  Zoning  Resolution  of  the  City  of  New  York. 

Application  of  Rules 

These  rules  shall  be  deemed  to  apply  only  to  those  non¬ 
coin-operated  retail  dry  cleaning  establishments  hereafter 
established  pursuant  to  Section  32-15  and  32-25  of  the 
Zoning  Resolution. 

No  dry  cleaning  establishment  shall  hereafter  be  estab¬ 
lished  in  the  City  of  New  York  unless  it  complies  with 
one  of  the  following  regulations:  XT 

A — Coin-operated  Dry  Cleaning  Rules  (Calendar  Num¬ 
ber  156-62  SR)  or 

B— Non-Coin-Operated  Retail  Dry  Cleaning  Rules  (Cal¬ 
endar  Number  431-62  SR)  or  .  .  .  _ 

C _ C  19-76  through  C  19-80  of  the  Administrative  Code. 

Excerpts  from  Zoning  Resolution: 

32-15 

Use  Group  6 

Convenience  Retail  or  Service  Establishments 

Dry  cleaning  or  clothes  pressing  establishments  or  re¬ 
ceiving  stations  dealing  directly  with  ultimate  consumers, 
limited  to  2,000  square  feet  of  floor  area  per  establishment, 
provided  that  only  solvents  with  a  flash  point  or  not  less 
than  138.2  degrees  Fahrenheit  shall  be  used,  and  total 
aggregate  dry  "load  capacity  of  machines  shall  not  exceed 
60  lbs. 

32-25 

Use  Group  16 

Dry  cleaning  or  cleaning  and  dyeing  establishments,  with 
no  limitation  on  type  of  operation,  solvents,  floor  area,  or 
capacity  per  establishment. 

Rule  1.  Definitions 

Rule  1.1  Dry  Cleaning.  For  the  purpose  of  these  rules 
“dry  cleaning”  shall  be  deemed  to  be  the  insertion,  into  a 
dry  cleaning  machine  or  unit,  of  textiles,  fabrics,  garments 
or  other  articles  for  the  purpose  of  cleaning  them  by  the 
use  of  solvents  (other  than  water)  with  a  flash  point  of 
not  less  than  138.2  degrees  Fahrentheit  when  tested  in  a 
tagliabue  open  cut  tester,  and  the  removal  of  same  from 
such  machine  by  an  employee  or  owner-operator  of  a  dry 
cleaning  establishment,  with  a  rail,  counter,  or  other  divider 
separating  the  dry  cleaning  units  from  the  customer  space. 
Rule  1.2  Dry  Cleaning  unit.  A  “dry  cleaning  unit”  is  the 
machinery  or  equipment  in  which  textiles,  fabrics,  gar¬ 
ments  or  other  articles  are  carried  through  a  complete 
cleaning  cycle.  A  “dry  cleaning  unit”  may  consist  of  one 
or  more  detached  component  machines. 

Rule  1.3  Dry  Cleaning  Establishment.  For  the  purpose  of 
these  rules  a  dry  cleaning  establishment  shall  be  deemed 
to  be  a  non-coin-operated  retail  establishment  used  for  dry 
cleaning,  (as  defined  in  rule  1.1  of  these  rules)  dealing 
directly  with  ultimate  consumers,  limited  to  2,000  square 
feet  of  floor  area  per  establishment  and  wherein  the  total 
aggregate  dry  load  capacity  of  the  dry  cleaning  machines 
shall  not  exceed  60  lbs.  This  rule  and  ruk  3.1  shall  not 
apply  to  any  premises  where  Use  Group  16  is  permitted. 
Rule  1.4  Dealing  directly  with  the  ultimate  consumer. 
For  the  purpose  of  these  rules  and  to  carry  into  effect  the 
provisions  of  section  32-15  A  of  the  Zoning  Resolution  of 
the  City  of  New  York,  the  term  “dealing  directly  with 
the  ultimate  consumer”  shall  refer  only  to  those  retail  non¬ 
coin-operated  dry  cleaning  establishments  which  perform 
services  on  articles  conveyed  directly  by  a  retail  customer 
to  such  establishment  or  collected  directly  from  and  de¬ 
livered  to  the  retail  customer  by  an  employee  of  such 
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establishment  or  by  any  vehicle  in  the  ownership,  operation 
or  control  of  such  establishment. 

Rule  1.5  The  term  “existing”  shall  mean  those  dry  clean¬ 
ing  establishments  established  prior  to  december  15,  1961. 
Rule  1.6  The  term  “hereafter  established”  shall  mean 

those  dry  cleaning  establishments  established  after  Decem¬ 

ber  14,  1961. 

Rule  1.7  The  term  “inflammable  liquid  solvents”  shall 

mean  such  as  will  omit  an  inflammable  vapor  at  a  temp¬ 
erature  below  100  degrees  Fahrenheit  when  tested  in  a  tag- 
liabue  open  cup  tester. 

Rule  1.8  The  term  “combustible  solvent”  shall  mean  a 

liquid  solvent  that  will  either  burn  or  will  support  com¬ 
bustion. 

Rule  1.9  The  term  “non-combustible  solvent”  shall  mean 
a  liquid  solvent  that  will  not  burn  and  will  not  support 
combustion. 

Rule  1.10  The  term  “spotting  or  sponging”  shall  mean 
the  local  application  of  an  “inflammable  liquid  solvent” 
to  remove  spots  of  dirt,  grease,  paint  or  stains  from  wear¬ 
ing  apparel,  textiles,  fabrics  or  articles  of  any  other  sort. 
Rule  1.11  The  terms  “dry  cleaning  establishment  using  a 
combustible  solvent”  and  “dry  cleaning  establishment  using 
a  non-combustible  solvent”  as  used  in  these  rules  shall 
refer  to  the  solvent  used  as  the  detergent  in  the  dry  cleaning 
units. 

Rule  1.12  All  other  terms  used  shall  be  as  defined  in  the 
Zoning  Resolution,  Administrative  Code,  Multiple  Dwelling 
Lawr,  or  Labor  Law,  when  not  inconsistent  with  the  specific 
terms  defined  herein. 

Rule  2.  Approval 

Rule  2.1  It  shall  be  unlawful  to  use  any  premises  for  any 
hereafter  established  non-coin-operated  retail  dry  cleaning 
establishment  unless  application  and  plans  have  been  filed 
with,  and  approved  by,  the  Department  of  Buildings  or  the 
Department  of  Marine  and  Aviation  in  accordance  with 
law. 

Rule  2.1.1  The  Department  of  Buildings  shall  have  ex¬ 
clusive  jurisdiction  over  inspections  and  enforcement  of 
all  provisions  of  these  rules,  except  where  such  jurisdic¬ 
tion  is  specifically  given  to  any  other  Agency  in  these 
Rules  or  by  the  New  York  City  Charter. 

Rule  2.2  The  provisions  of  these  rules  shall  not  apply 
to  any  dry  cleaning  establishment  for  which  plans  were 
approved  prior  to  the  effective  date  of  these  rules,  provided 
that  such  establishment  complied  with  the  rules  in  force 
at  the  time  of  approval. 

Rule  2.3  No  dry  cleaning  unit  shall  be  installed  unless 
such  unit  is  approved  by  the  Board  of  Standards  and 
Appeals. 

Rule  2.4  The  dry  load  capacity  of  all  dry  cleaning  units 
shall  be  rated  by  the  Board  of  Standards  and  Appeals  on 
the  basis  of  2.8  pounds  per  cubic  foot  of  the  volume  of  the 
washing  compartment. 

Rule  2.5  No  dry  cleaning  solvent  shall  be  used  unless 
such  solvent  has  been  tested  and  rated  by  the  Fire  Com¬ 
missioner. 

Rule  2.6  It  shall  be  unlawful  in  any  dry  cleaning  unit 
approved  by  the  Board  to  use)  any  solvent  other  than  that 
for  which  the  dry  cleaning  unit  has  been  approved  by  the 
Board. 

Rule  2.7  No  non-conforming  existing  dry  cleaning  es¬ 
tablishment  shall  be  enlarged  or  extended  unless  such  ex¬ 
tension  or  enlargement  be  made  in  a  conforming  manner. 

Rule  3.  Restrictions  on  Locations  and  Areas 

Rule  3.1  No  dry  cleaning  establishment  shall  have  a  gross 
floor  area  exceeding  2,000  square  feet  to  be  used  for  dry 
cleaning  and  incidental  operations,  including  space  used 
for  pressing,  finishing,  storage  and  for  the  service  of  cus¬ 
tomers.  The  square  foot  area  limitation  shall  apply  to  the 
aggregate  of  all  space  so  used  on  all  floors  and  mezzanines 
of  the  premises  involved  above  the  cellar  or  basement 
thereof.  Additional  space  may  be  used  on  a  lower  floor 


which  is  either  a  basement  or  cellar  provided  that  on 
such  floor  there  shall  be  no  dry  cleaning  and  no  storage 
of  recently  cleaned  articles.  Such  additional  space  may 
include  ordinary  storage,  boilers,  compressors,  pumps  and 
filtration  equipment. 

Rule  3.1.  In  calculating  the  gross  floor  area  of  a  non¬ 
coin-operated  dry  cleaning  establishment  pursuant  to  Rule 

3.1  such  gross  floor  area  in  a  multiple  use  type  of  service 
establishment,  shall  not  include  the  area  used  for  lawful 
non-dry-cleaning  operations. 

Rule  3.2  No  non-coin-operated  retail  dry  cleaning  estab¬ 
lishment  using  a  combustible  solvent  shall  be  permitted 
within  any  building  which  is : 

3.2.1  of  wood  frame  (class  4)  construction;  or 

3.2.2  which  is  classified  as  a  public  building  pursuant  to 
Section  26-235.0  of  the  Administrative  Code  except  when 
located  in  a  portion  of  such  building  completely  separated 
from  the  public  use  portion  by  unpierced  fire-proof  con¬ 
struction  having  a  3  hour  fire  rating  provided  Rule  3.2.3  is 
complied  with;  or 

3.2.3  where  any  part  of  such  establishment  is  within 
20  feet  of  the  public  use  portion  of  a  public  building. 

Rule  4.  Egress 

Rule  4.1  Egress  from  all  establishments  subject  to  these 
rules  shall  comply  with  the  Administrative  Code  and  all 
other  laws,  rules  and  regulations  applicable  thereto  and  in 
addition  thereto,  all  such  establishments  shall  be  provided 
with  an  unobstructed  aisle  not  less  than  3  feet  wide  leading 
from  the  main  work  area  to  all  required  means  of  egress. 
All  required  exit  doors  shall  swing  in  the  direction  of 
egress. 

Rule  5.  Fire  Prevention 

All  hereafter  established  dry  cleaning  establishments,  sub¬ 
ject  to  these  rules,  shall  comply  with  the  following: — 
Rule  5.1  No  boiler  shall  be  permitted  in  the  same  area  or 
space  where  dry  cleaning  units  are  located,  nor  in  the 
cellar  directly  under  or  within  5  ft.  (measured  horizontally) 
from  any  dry  cleaning  unit,  unless  either 

(a)  the  boiler  or  boilers  shall  be  enclosed  in  a  one  hour 
hire  resistive  unpierced  enclosure  and  entered  only  from 
the  outer  air :  or 

(b)  The  boiler  or  boilers  shall  be  enclosed  in  a  one 
hour  Fire  resistive  enclosure  with  a  one-hour  fireproof 
self-closing  door  opening  into  a  ventilated  vestibule  simi- 
larly  enclosed  and  entered  by  a  one-hour  fireproof  self¬ 
closing  door  opening  onto  the  interior  of  the  premises  or 
establishment. 

Rule  5.1.2  The  ceiling  of  all  such  boiler  rooms  as  re- 
quired  in  Rule  5.1  and  the  adjoining  entrance  vestibule  re¬ 
ferred  to  in  Rule  5.1  (b)  above,  shall  be  fire-retarded  with 
one-hour  fire  resistive  material. 

Rule  5.2  Non-fireproof  partitions  and  ceilings  within  six 
un0/  a^y  dry  cleanin£  unit  using  a  combustible  solvent 
shall  be  fire-retarded'  with  one-hour  fire  resistive  materials 
and  doors  and  with  two  approved  automatic  wet  pipe 
sprinkler  heads  located  over  each  cleaning  unit;  these 
sprinkler  heads  may  have  their  source  of  supply  from  the 
house  water  system. 

Rule  5.3  All  openings  from  any  such  dry  cleaning  estab¬ 
lishment,  using  a  combustible  solvent,  leading  to  a  fire 
escape  shall  be  equipped  with  a  one-hour  fireproof  self- 
closing  door  or  fireproof  window  assembly. 

Rule  5.4  Except  as  provided  in  Rule  5.1,  there  shall  not 
be  employed  in  any  such  dry  cleaning  establishment  using 
a  combustible  solvent .  any  device  or  apparatus  employing 
flame  01  fire  or  which  is  likely  to  produce  an  exposed  spark, 
except  electric  apparatus  placed  at  least  five  feet  above 
the  floor  or  approved  type  of  “explosion  proof  electric 
motors.  In  such  establishments  all  lighting  shall  be  fitted 
with  keyless  sockets  and  all  switches  and  receptacles  shall 
be  placed  at  least  four  feet  above  the  floor. 

Nothing  contained  in  this  rule  or  Rule  5.1  shall  prohibit 
the  installation  of  any  gas,  or  oil-fired  heating  device  of  a 
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type  approved  by  the  Board  for  use  in  garages  or  in  com¬ 
bustible  or  explosive  atmospheres.  . 

Rule  5.5  In  an  establishment  using  a  non-combustible 
solvent,  no  direct-fired  clothes  dryer  shall  be  located  within 
25'  of  a  dry  cleaning  unit  unless  an  uncombustible  vapor 
tight  partition  (which  may  contain  glass),  equipped  with 
self-closing  doors,  is  provided  between  the  dry  cleaning 
unit  and  the  frame  producing  device.  This  partition  may 
provide  either  complete  or  partial  separation,  provided 
that  any  partial  separation  is  so  arranged  that  the  line  of 
air  travel  around  the  partition  from  the  dry  cleaners  to  the 
dryers  is  a  minimum  of  25'. 

Rule  5.5.1  The  25  feet  separation  between  dry  cleaning 
units  and  direct  fired  clothes  dryers  as  required  by  rule 
5.5  may  be  reduced  to  15  feet  where  a  solid  incombustible 
vapor-tight  partition  is  constructed  extending  from  the 
top  of  direct-fired  clothes  dryers  to  the  ceiling  and  all  por¬ 
tions  of  the  dryer  enclosures  are  solid,  except  for  self 
closing  access  doors,  so  that  vapors  from  the  dry  cleaning 
units  cannot  reach  the  dryer  flame,  provided  adequate 
fresh  air  for  combustion  and  drying  is  supplied  to  the 
dryers  from  the  outer  air. 

Rule  5.5.2  Nothing  contained  in  these  rules  shall  prohibit 
the  installation  of  suspended  gas  or  oil-fired  heaters  ap¬ 
proved  by  the  Board,  provided  that  such  heaters  are  located 
at  least  7'  above  the  floor,  and  at  least  5'  (measured  hori¬ 
zontally)  from  any  dry  cleaning  unit  using  a  non-combus¬ 
tible  solvent. 

Rule  5.6  It  shall  be  unlawful  to  store  any  inflammable 
liquids  or  solvents  in  quantities  aggregating  more  than  five 
gallons  without  a  permit  as  provided  in  Article  9  of 
Chapter  19  of  the  Administrative  Code. 

Rule  5.7  All  inflammable  liquids  and  solvents  used  for 
spotting  and  sponging  shall  be  contained  in  approved  indi¬ 
vidual  metal  containers  not  exceeding  two-quart  capacity 
each. 

Rule  5.8  All  sludge  or  residue  removed  from  a  dry  clean¬ 
ing  unit  shall  be  placed  in  a  metal  container  not  exceeding 
55  gallons  of  capacity  with  a  tight  fitting  cover  and  shall 
be  removed  from  the  premises  and  disposed  of  in  a  lawful 
manner. 

Rule  5.9  All  solvent  used  in  the  dry  cleaning  unit  shall 
be  either  (a)  received  and  stored  in  metal  containers  not 
exceeding  55  gallons  each  and  pumped  directly  into  a  dry 
cleaning  unit  or  units  by  means  of  a  detachable  leakproof 
pump  and  pipe  system,  or  (b)  received  and  stored  in  a 
tank  or  tanks  constructed  in  accordance  with  the  Oil 
Burner  Rules  of  the  Board  of  Standards  and  Appeals, 
and  pumped  directly  into  a  dry  cleaning  unit  or  units  by 
means  of  a  closed  leakproof  pipe  and  pump  system. 

Rule  5.10  All  non-coin-operated  retail  dry  cleaning  es¬ 
tablishments  shall  be  provided  with  at  least  two  portable 
dry  chemical  fire  extinguishers  of  not  less  than  five  pounds 
capacity  each.  The  fire  department  shall  have  jurisdiction 
over  the  location  of  these  fire  extinguishers  and  shall  make 
periodic  inspection  to  insure  that  the  fire  extinguishers  are 
in  proper  working  order,  and  that  proper  housekeeping 
conditions  are  maintained  on  the  premises  and  that  the 
dry  cleaning  solvent  used  shall  be  of  the  type  for  which  the 
dry  cleaning  unit  was  approved  by  the  Board. 

Rule  6.  Ventilation 

Rule  6.1  All  hereafter  established  dry  cleaning  establish¬ 
ments  subject  to  these  rules  shall  be  equipped  with  ade¬ 


quate  ventilation  to  provide  at  least  four  complete  changes 
of  air  volume  an  hour  of  such  establishments  during  the 
operation  of  any  dry  cleaning  units,  and  such  ventilation 
as  is  otherwise  required  by  law.  The  ventilating  system  shall 
be  so  arranged  that  air  surrounding  the  dry  cleaning  equip¬ 
ment  shall  not  be  drawn  through  or  past  any  unprotected 
flame  producing  device.  Sufficient  make-up  air  shall  be 
introduced  into  all  part  of  the  establishment  to  equal  the  air 
exhaust  by  dry  cleaning  units,  dryers,  and  exhaust  venti¬ 
lating  system.  .  ... 

Rule  6.2  The  direct  equipment  exhausts  or  vents  of  all  dry 

cleaning  establishments  subject  to  these  rules  shall  termi¬ 
nate  to  the  outer  air  in  the  following  manner : 

(1)  At  least  7  feet  above  the  roof,  street,  yard,  or 
court  grade  on  which  it  opens  in  which  said  estab¬ 
lishment  is  located,  and 

(2)  The  exhaust  shall  be  under  negative  pressure  within 
the  envelope  of  the  building  by  means  of  a  power 
operated  fan,  and 

(3)  The  terminal  of  the  exhaust  shall  be  at  least  five 
feet  from  any  window  or  ventilating  opening  if  said 
window  or  ventilating  opening  lies  on  the  same  plane 
as  the  exhaust  terminal  such  terminal  shall  be  at 
least  15  feet  away  from  the  same;  with  the  exhaust 
terminal  arranged  so  as  to  direct  the  exhaust  away 
from  any  building  opening  within  15  feet  radius 
of  such  terminal,  and 

(4)  All  direct  equipment  exhausts  or  vents  shall  be 
provided  with  approved  mesh  lint  arrestors  which 
shall  be  kept  clean  unless  approved  lint  traps  are 
provided  on  the  units. 

Rule  7.  Operating  Precautions 

Rule  7.1  A  printed  notice  embodying  these  Rules  shall 
be  posted  in  a  conspicious  place  in  all  dry  cleaning  estab¬ 
lishments.  ....  , 

Rule  7.2  All  equipment  shall  be  installed  in  such  manner 
as  to  minimize  noise,  vibration,  smoke,  and  odors,  and 
other  forms  of  nuisances  to  the  occupants  of  the  premises 
in  which  such  cleaning  establishment  may  be  located  or  to 
the  occupants  of  any  adjacent  premises. 

Rule  8.  Penalties 

Any  violation  of  these  Rules  shall  be  subject  to  the  penal¬ 
ties  prescribed  in  the  Zoning  Resolution  therefor,  in  addition 
to  other  penalties  prescribed  by  law. 

Rule  9.  Effective  Date  of  Rules 

The  effective  date  of  these  Rules  will  be  twenty  (20)  days 
after  date  of  publication  of  the  rules  as  adopted. 

Rule  10.  Separability 

If  any  term,  part  or  provision  of  any  of  the 
aforesaid  Rules  shall  be  held  unconstitutional  or  ineffec¬ 
tive  in  whole  or  in  part,  such  determination  shall  not  be 
deemed  to  invalidate  the  remaining  terms,  parts  or  pro¬ 
visions  of  these  Rules. 


Adjourned:  4:00  P.M. 


James  P.  Mulroy,  Secretary. 


957 


_ 

1 


2T/JI  >..iU;r 

fill  A  1 

30/.  : 

-Y  .7  .  >’ 

•  '  m: \  y 


.  : 
•V  . 


•  >Y  .. 


J  f  ^ 


YYITO',. 


.  oi  h  !l 


,r  • 


> 


BOARD  OF  STANDARDS  AND  APPEALS 
80  LAFAYETTE  STREET 
NEW  YORK  13,  N.  Y. 


..  .  .  o 

University  of  Illinois  Library 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board 

First ,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each — add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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Correction  Affecting  Calendar 
177-62-SM  and  1878-61-BZ. 

Local  Law  34  of  62. 

Notices. 


Numbers,  1578-61-A, 


PETITION  AND  ORDER  OF  CERTIORARI 
SERVED  ON  THE  BOARD  OF  STANDARDS 
AND'APPEALS. 

On  July  24,  1963,  Petition  and  Order  of  Certiorari  was  served 

Fi;,wi,B'par?.  ReTavis  &  McGrath,  attorneys  for  petitioner, 
Elizabeth  Realty  Co.,  Inc.,  owner,  seeking  a  review  of  the  Board’s 
demal  on  June  11,  1963  of  the  application,  based  on  a  decision  of 
tbe  Borough  Superintendent,  under  Section  73-211  of  the  Zoning 
Resolution  to  permit  in  a  C2-6  district,  the  erection  and  main¬ 
tenance  of  an  automotive  service  station  with  accessory  uses ; 
Calendar  Number  1046-62-BZ;  Premises  276-292  East  Houston  Street 

of  Manhattan^  WCSt  °f  Avenue  B>  Block  397,  Lot  63,  Borough 

*  *  *  * 

COURT  DECISION. 

Matter  of  Zakin  vs.  Foley: — On  January  8,  1963,  the  Board 
granted  a  variance  under  Section  73-16  of  the  Zoning  Resolution, 
to  permit  in  an  R5  district,  the  erection  of  a  one  story  structure 
lor  use  as  an  electric  utility  sub-station  ;  Calendar  Number  789-62- 
BZ, ;  Premises  435  Beach  9th  Street,  west  side,  340.47  feet  north  of 
Lanett  Avenue,  Block  15613,  Lot  12  (mapped  street).  Far  Rockaway, 
Borough  of  Queens. 

At  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  James  J. 
Conroy  stated,  as  follows : 

“Accordingly,  respondents’  cross-motion  is  granted  and  the 
petition  is  dismissed  with  leave  to  the  petitioner,  if  so  advised 
to  serve  an  amended  petition  within  ten  days  after  service  of 
a  copy  of  the  order  to  be  entered  hereon,  with  notice  of  entry 
Respondents  are  given  leave  to  serve  their  return  within  thirty 
days  thereafter.  The  application  to  intervene  is  denied  without 
J,0  renewal  upon  compliance  with  section  193-b  of 
the  Civil  Practice  Act.  Settle  order.” 

(N.  Y.  Law  Journal,  March  21,  1963,  page  17) 

At  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  Tessler 
of  the^o'ard  "of  Proceeding  for  an  order  directing  that  the  decision 
ruled*  B  d  f  Standards  and  Appeals  be  cancelled  and  annulled, 

‘Tbe«  Petitioner  offers  nothing  to  indicate  that  the  board  acted 
Sftton  d0ism1sseL”r  y-  ^  cross-motio"  *  panted  and  the 
(N.  Y.  Law  Journal,  July  9,  1963,  page  9). 

DISCONTINUANCE  OF  PROCEEDINGS 

20  I969r  ih  SRne  JSA  C"m,mlSSioner?  Fox’  Foley’  et  a!— On  January 

30,  1962,  the  Board  denied  the  application  for  reopening  as  Volume 

^Li  bileC-  j°  ,regalar  Procedure,  the  application  which  was  previ- 

under  Section  vfnf  t°h  7  °f  +th<?  Borou*h  Superintendent, 

FFf'r  7t  f  th?  Zoning  Resolution,  to  permit  in  a  residence 

F®  /^trict’  a  chanse  in  use  of  the  first  floor,  from  doctor’s  office 
to  Art  Gallery  and  office;  Calendar  Number  220-61-BZ  Vol.  I  • 
Premises  18  East  82nd  Street,  south  side,  109  feet  west  of  Madison 
Avenue,  Block  1493,  Lot  61,  Borough  of  Manhattan. 

In  Supreme  Court,  New  York  County,  the  above  entitled  nro- 
ceeding  to  review  a  determination  of  the  Board  was  discontinued 
by  stipulation  and  agreement  by  both  parties  on  July  1,  1963. 

NOTE  OUR  NEW  TELEPHONE  NUMBERS. 


CHAIRMAN 
VICE  CHAIRMAN 
COMMISSIONER 
COMMISSIONER 
COMMISSIONER 
Secretary  of  the  Board 
DIRECTOR 
DEPUTY  DIRECTOR 
CHIEF  CLERK 
ENGINEERING 

Building  Zone  —566-5416 

Administrative  Appeals  566-5416 

Materials  and  Appliances  Sfifi-SIOd 

SPECIAL  ORDER  CALENDAR  —566-5415 

APPLICATIONS-INFORM  ATI  ON-RULES — 566-5174 


Max  H.  Foley— 566-5557 
Edwin  W.  Kleinert — 566-5489 
Hugh  P.  Fox— 566-5521 
Samuel  L.  Becker— 566-5520 
Joseph  B.  Klein— 566-5580 
—566-5488 
—566-5479 
—566-5417 
—566-5216 
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CALENDAR 


DOCKET 

New  Cases  Filed  Up  to  August  31,  1963 

Cal.  No.  Dept.  Premises  Affected 

596-63-A — F.D. — 331  East  38th  Street,  and  673  First 
Avenue,  northwest  corner,  Block  944,  Lot  22,  Borough 
of  Manhattan,  F.D.  Decision  re-  permission  for  smoking. 


597-63-BZ— B.M.— 227-229  West  13th  Street,  north  side, 
2645  feet  east  of  Greenwich  Avenue,  Block  618,  Lots  43 
and  54,  Borough  of  Manhattan,  Alt.  2277-63,  re-  theatre 
in  R-6  district. 


598-63-SA — Crane  Electric  Hydronic  Baseboard,  Models 
HA-24  through  HA-120  and  H-125  through  H-288, 
manufactured  by  Crane  Company,  Appliance. 


599-63-BZ — B.B. — 201  Broadway,  north  side,  165  feet 
8  inches  east  of  Driggs  Avenue,  Block  2446,  Lot  91, 
Borough  of  Brooklyn,  Alt.  662-63,  re-  change  in  use, 
provide  front  yard  in  M  1-1  district. 


600-63-A— F.D.— 29-02/20  Broadway,  south  side  between 
29th  Street  and  30th  Street,  Block  586,  Lots  35  and  39, 
Long  Island  City,  Borough  of  Queens,  F.D.  Order  875-3 
and  Decision,  re-  sprinkler  system. 


601-63-A— F.D.— 226-230  East  106th  Street,  south  side, 
250  feet  west  of  2nd  Avenue,  Block  1655,  Lot  35,  Bor¬ 
ough  of  Manhattan,  F.D.  Order  2586-3  and  Decision,  re¬ 
sprinkler  system. 


602-63-SM — 40-156  Plyamul,  plaster  to  concrete  bonding 
agent,  manufactured  by  Reichhold  Chemical  Inc.,  Ma¬ 
terial. 


603-63-SA — Weil  Pump  Company,  Ever-Flo  Water 
Booster  System,  manufactured  by  Weil  Pump  Company, 
Appliance. 


604-63-A — F.D. — 3801-3815  Nostrand  Avenue,  east  side 
between  Avenue  Y  and  Avenue  Z,  Block  7446,  Lot  1, 
Borough  of  Brooklyn,  F.D.  Order  3031-3  and  Decision, 
re-  sprinkler  system. 


605-63-A — F.D. — 68-18  Main  Street,  northwest  corner 
of  68th  Drive,  Block  6486,  Lot  39,  Flushing,  Borough  of 
Queens,  F.D.  Order  4897-2,  and  Decision,  re — sprinkler 
system. 


606-63-SM — Poly-Glas  Laundry  tray  of  reinforced  fiber 
glass,  Models  IS,  IT,  and  1C,  manufactured  by  Twin 
City  Granite  Company,  Material. 


607-63-SA — Flametech  Burner,  Models  PG,  PGO,  PG02, 
and  PG06,  20-750  H.P.,  commercial  and  industrial  gas 
and/or  oil  burner,  manufactured  by  Lientz  Company, 
Appliance. 


608-63-A — F.D. — 3817-3829  Nostrand  Avenue,  east  side 
between  Avenue  Y  and  Avenue  Z,  Block  7446,  Lot  1, 
Borough  of  Brooklyn,  F.D.  Order  3030-3  and  Decision, 
re-  sprinkler  system. 


609-63-A — F.D. — 3831-3841  Nostrand  Avenue,  east  side 
between  Avenue  Y  and  Avenue  Z,  Block  7446,  Lot  1, 
Borough  of  Brooklyn,  F.D.  Order  3032-3  and  Decision, 
re-  sprinkler  system. 


610-63-BZ — B.Bx. — 727  East  222nd  Street,  north  side, 
230  feet  east  of  White  Plains  Road,  Block  4836,  Lots  32 
and  33,  Borough  of  The  Bronx,  N.B.  215-63,  re-  side 
yards  in  R-5  district. 


611-63-BZ— B.M.— 1283  Fifth  Avenue,  southeast  corner 
of  East  110th  Street,  Block  1615,  Lots  4  and  69,  Borough 
of  Manhattan,  Alt.  535-63,  re-  change  in  use  from  apart¬ 
ment  to  studio  in  R-9  district. 


612-63-A— F.D.— 35-09  Francis  Lewis  Boulevard,  east 
side  between  35th  Avenue  and  36th  Avenue,  Block  6142, 
Lot  50,  Bayside,  Borough  of  Queens,  F.D.  Order  4891-2 
and  Decision,  re-  sprinkler  system. 


613-63-A— F.D.— 35-08  to  35-58  Vernon  Boulevard,  and 
70-67  36th  Avenue,  northwest  corner,  Block  327,  Lots  1 
and  16,  Long  Island  City,  Borough  of  Queens,  F.D. 
Folder  No.  W800379,  re-  fuel  oil  installation. 


614-63-A — F.D. — 320  Park  Avenue,  west  side,  from  East 
50th  Street  to  East  51st  Street,  Block  1286,  Lots  31,  35, 
41,  142,  and  42,  Borough  of  Manhattan,  F.D.  Order  158-3 
and  Decision,  re-  sprinkler  system. 


615-63-A — B.Q. — 118-18  Union  Turnpike,  south  side,  82.4 
feet  west  of  Austin  Street,  Block  3335,  Lot  23,  Kew 
Gardens,  Borough  of  Queens,  N.B.  1580-61,  Permit 
#4093,  re-  request  to  revoke  permit. 


616-63-SM — Permatop,  epoxy  surface  topping  for  con¬ 
crete  substrates,  manufactured  by  Permagile  Corpora¬ 
tion  Material. 


617-63-A — F.D. — 3720  Nostrand  Avenue,  west  side,  200 
feet  south  of  Avenue  X,  Block  7422,  Lot  1017,  Borough 
of  Brooklyn,  F.D.  Order  2093-3  and  Decision,  re-  sprink¬ 
ler  system. 


618-63-BZ — B.M. — 110-118  Church  Street,  and  33-41 
Park  Place,  northwest  corner,  Block  126,  Lots  2  and  4, 
Borough  of  Manhattan,  N.B.  33-63,  re-  building  in 
excess  of  that  permitted  for  C6-4  district,  mechanical 
equipment. 


619-63-A — F.D. — 2925  Kings  Highway,  northwest  corner 
of  Nostrand  Avenue,  Block  7683,  Lots  56  and  61,  Bor- 
rough  of  Brooklyn,  F.D.  Order  3037-3,  and  Decision, 
re-  sprinkler  system. 


620-63-SM — United  States  Steel  Corporation  “Ambridge” 
Standard  Steel  Joist  “J”  Series,  manufactured  by  United 
States  Steel  Corporation,  Material. 


621-63-A — F.D. — Packaging  of  combustible  material 
known  as  Pocket  Kleen,  not  in  accordance  with  Admini¬ 
strative  Code,  F.D.  Letter. 


622-63-A — B.M. — 201-205  Lexington  Avenue,  northeast 
corner  of  East  32nd  Street,  Block  888,  Lots  22-24,  Bor¬ 
ough  of  Manhattan,  NB  20-60,  re-  public  hallways,  show 
windows,  masonry  returns. 


623-63-SM — Celotex  Luminous  Ceiling  Panel  and/or 
Difus-A-Lite,  Types  “O”,  “R”  and  “Z”,  manufactured 
by  Difus-A-Lite  Products,  Material. 


624-63-A — F.D. — 252-11  Northern  Boulevard,  north  side, 
197  feet  west  of  Little  Neck  Parkway,  Block  9129,  Lot 
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44,  Little  Neck,  Borough  of  Queens,  F.D.  Order  901-1 
and  Decision,  re-  sprinkler  system. 


640-63-SM  Kaykor  Rigid  Vinyl  Building  Panels,  manu¬ 
factured  by  Kaykor  Products  Corporation,  Material. 


625-63-SM — Structoglas  “A”  and  Structoglas  “SE”  fac¬ 
tory  skylight  and  sidelights,  manufactured  by  Structo¬ 
glas  Inc.  Material. 


626-63-SM — Resolite,  skylights,  glazing,  partitions,  desk 
covers,  etc.,  manufactured  by  Resolite  Corporation,  Ma¬ 
terial. 


627-63-SM — Weyerhaeuser  “Roddis”  Fire  Door,  1% 
hour,  manufactured  by  Weyerhaeuser  Company,  Ma¬ 
terial. 


628-63-A — F.D. — 61-27  Springfield  Boulevard,  southeast 
corner  of  Horace  Harding  Expressway,  Block  7644,  Lot 
9,  Flushing,  Borough  of  Queens,  F.D.  Order  1058-2 
and  Decision,  re-  sprinkler  system. 


^'6^A77,9,eneral  Electric  and  Hotpoint,  Model  Nos. 
BG,  NG,  NW,  RG,  RW,  SW,  US,  UW,  Water  Heater, 
manufactured  by  General  Electric  Company,  Hotpoint 
Division,  Appliance. 


642-63-A  F.D. — Packaging  of  combustible  material 
known  as  “Sapolin  Color  Toner  in  16  oz.  polyethylene 
containers  not  in  accordance  with  Administrative  Code 
Requirements,  F.D.  Decision. 


643-63-SM — “ALDEK”  Aluminum  stages  and  planks 
manufactured  by  R.D.  Werner  Company,  Inc.,  Material! 


644-63-SA — “Vesta”  Gas  Fired  Ranges,  various  models, 
manufactured  by  Athens  Stove  Works  Inc.,  Appliance. 


629-63-A — B.Bx. — 660  Fox  Street,  southwest  corner  of 
Leggett  Avenue,  Block  2683,  Lot  65,  Borough  of  The 
Bronx,  N.B.  565-581,  re-  Pre-Fab  Construction,  (P.S. 
62).  v 


630-63-A — B.M. — 240  West  113th  Street,  south  side, 
215.6  feet  east  of  8th  Avenue,  Block  1828,  Lot  15,  Bor¬ 
ough  of  Manhattan,  B  52-55-63,  re-  Pre-Fab  Construction 
(P.S.  113). 


631-63-A — B.Q. — 26-01  Mott  Avenue,  southeast  corner 
of  Bay  28th  Street,  Block  15693,  Lot  1,  Far  Rockaway, 
Borough  of  Queens,  NB  1475  thru  1478,  re-  Pre-Fab 
Construction,  (P.S.  104). 


632-63-A — B.B. — 146-170  Kingston  Avenue,  southwest 
corner  of  St.  Marks  Avenue,  Block  1229,  Lot  28,  Bor¬ 
ough  of  Brooklyn,  NB  692/69 3-63,  re-  Pre-Fab  Con¬ 
struction,  (P.S.  289). 


633-63-A — F.D. — Southwest  corner  of  Avenue  X  and 
Shell  Road,  Block  7188A,  Lot  40,  Borough  of  Brooklyn, 
Folder  No.  X573246,  re-  spray  painting  system. 


634-63-A — B.R. — 2  Romer  Road,  south  side,  1274  feet 
east  of  Four  Corners  Road,  Block  870,  Lot  63,  Todt 
Hill,  Borough  of  Richmond,  N.B.  1716-63,  re-  building 
not  fronting  on  legal  street,  exceeds  area. 


635-63-A — F.D. — 161  Washington  Street,  east  side,  77 
feet  north  of  Liberty  Street,  Block  58,  Lot  11,  Borough 
of  Manhattan,  F.D.  Order  489283,  and  Decision,  re¬ 
sprinkler  system. 


645-63-SM — Tinicum  Fiberglas  Laundry  Trays,  single 
and  double  compartments  manufactured  by  Tinicum 
Metal  Corporation,  Inc.,  Material. 


646-63-SM — Terrafino,  resilient  flooring  tile,  manufac¬ 
tured  by  Terrafino  Corporation,  Material. 


647-63-BZ — B.R. — 1815  Forest  Avenue,  north  side,  100 
feet  west  of  Morningstar  Road,  Block  1180,  Lot  6,  New 
Dorp,  Borough  of  Richmond,  NB.  1690-63,  re-  accessory 
parking  for  supermarket,  Cl-1  and  R4  district. 


648-63-A — B.M. — 86-98  Park  Avenue,  31-39  East  39th 
Street,  and  28-42  East  40th  Street,  northwest  corner, 
block  front,  Block  869,  Lots  34-49,  Borough  of  Man¬ 
hattan,  NB.  41-60,  Review  of  a  decision  of  the  Borough 
Superintendent  re-  alteration  of  building. 


649-63-BZ — B.Bx. — 6071  Broadway,  west  side,  255.26  feet 
north  of  West  249th  Street,  Block  3415,  Lot  1221,  Bor¬ 
ough  of  The  Bronx.  Alt.  695-62,  re-  proposed  change  in 
use  from  garage  to  auto  shop,  in  C2-2  district. 


650-63-BZ — B.Q. — 147-10  12th  Avenue,  southeast  corner 
of  147th  Street,  Block  4482,  Lot  1,  Whitestone,  Borough 
of  Queens,  NB  1152-63,  re-  Setbacks  in  R2  district. 


651-63-A — F.D. — 21-25  Crescent  Street,  southeast  side, 
109.2  feet  west  of  21st  Avenue,  Block  858,  Lot  5,  Long 
Island  City,  Borough  of  Queens,  F.D.  Order  607217,  and 
Decision,  re-  Fireproof  doors  on  classrooms. 


652-63-SM — Vitri-Bond,  water  emulsion  bonding  agent, 
manufactured  by  Vitricon  Manufacturing  Inc.,  Material. 


636-63-SM — Micro-Lok  Fiber  Insulation,  manufactured 
by  Johns-Manville  Corporation,  Material. 


637-63-SM — J-M  Spintex  Duct  Insulation,  for  mineral 
fiber,  manufactured  by  Johns-Manville  Corporation. 
Material. 


6-8-63-SM — J-M  Termobestos  Calcium  Silicate  Pipe 
Covering  and  Block  Insulation,  manufactured  by  Johns- 
Manville  Corporation,  Material. 


639-63-SM — Safety-Ply,  TLMX-301,  manufactured  by 
Teclainat  Corporation,  Material. 


653-63-A— B.M.— 106-112  Wall  Street,  115-127  Front 
Street,  northeast  corner,  Block  27,  Lots  5,  6,  7,  8,  9,  10, 
and  11,  Borough  of  Manhattan,  NB.  9-63  re-  unrated 
windows  in  lot  line  wall. 


654-63-BZ — B.R. — 3938  Richmond  Avenue,  southwest 
corner  of  Oakdale  Street,  Block  5323,  Lot  6,  Eltingville, 
Borough  of  Richmond,  NB  1551-61,  re-  erection  and 
maintenance  of  proposed  bank  building  in  R3-2  district. 


655-63-A — F.D. — 200  East  74th  Street,  and  1279  Third 
Avenue,  northeast  corner  Block  1428,  Lots  44-48,  Bor¬ 
ough  of  Manhattan,  F.D.  Order  2743-3  and  Decision, 
re-  sprinkler  system. 
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656-63-A— F.D.— 5102-5112  13th  Avenue,  southwest  of 
51st  Street  Block  5655,  Lots  51  and  54,  Borough  of 
Brooklyn,  F.D.  Order  1820-3  and  Decision,  re-  sprinkler 

system. 


657-63-SM — Plexiglas,  SE-3,  for  use  as  plastic  diffusers, 
manufactured  by  Rohm  and  Haas  Company,  Material. 


670-63-BZ — B.Bx. — 1723  Boston  Road  west  side  108.45 
feet  south  of  Southern  Boulevard,  Block  2940,  Lot  53, 
Borough  of  The  Bronx,  Alt.  559-63  re-  change  in  use; 
from  club  room  to  billiard  parlor,  in  Cl-4  district. 


671-63-A— F.D. — 185  Kings  Highway,  northwest  corner 
of  West  11th  Street,  Block  6620,  Lot  32,  Borough  of 
RmnUvn  F.D.  Order  3510-3,  and  Decision,  re-  sprinkler 


658-63- A — F.D. — 450  Forest  Avenue,  southeast  corner  of 
City  Boulevard,  Block  259  Lots  1-12  (18  1,  22,  21), 
West  Brighton,  Borough  of  Richmond,  F.D.  Order  1942-3 
and  Decision,  re-  Sprinkler  System. 


659-63-SA — Atmos-Pak  Inc.,  Models  Nos.  Rge  1020- 
2320-2800-3280,  gas  engine  driven  air  conditioners,  manu¬ 
factured  by  Atmos-Pak  Inc.,  Appliance. 


660-63-BZ — B.B. — 561  Empire  Boulevard,  northside,  224 
feet  west  of  Kingston  Avenue,  Block  1311,  Lot  159, 
Borough  of  Brooklyn,  Alt.  1283-63  re-  extension  of  manu¬ 
facturing  use,  rear  yard  and  side  yard  required. 


661-63-A — F.D. — 1728  Shore  Parkway,  west  side,  1.44 
feet  north  of  Denyses  Lane,  Block  6942,  Lot  2,  Borough 
of  Brooklyn,  F.D.  Order  1670-3  and  Decision,  re- 
Sprinkler  System. 


662-63-A— B.M.— 80-82  Wooster  Street,  east  side,  126 
feet  south  of  Spring  Street,  Block  486,  Lot  9,  Borough 
of  Manhattan,  Alt.  783-63,  re-  fire  escapes  on  building 
over  six  stories. 


663-63-BZ— B.R. — 46  Tenth  Avenue,  northeast  corner 
of  Rose  Avenue,  Block  422,  Lot  27,  New  Dorp,  Borough 
of  Richmond,  Alt.  50-63,  re-  floor  area  ratio,  rear  and 
side  yards,  pre-fab  construction  in  R-3  district. 


664-63-A — F.D. — 120  Meisner  Avenue,  southeast  corner 
of  Rockland  Avenue  Block  2250,  Lot  1,  Egbertville, 
Borough  of  Richmond,  F.D.  Order  2467-3,  and  Decision, 
re-  extend  sprinkler  system. 


665-63-BZ— B.B.— 209-227  York  Street,  north  side,  from 
Navy  Street  to  Front  Street,  88-104  Navy  Street,  and 
254-270  Front  Street,  Block  44,  Lot  1,  Block  56,  Lots 
24,  32,  33,  and  part  of  3,  Block  57,  All  Lots,  Borough  of 
Brooklyn,  P.S.  307,  NB  754-63,  re-  erection  of  public 
school,  bulk  requirements  to  be  determined  in  Ml-2 
district. 


666-63-A— B.B.— 209-227  York  Street,  north  side,  from 
Navy  Street  to  Front  Street,  88-104  Navy  Street,  254-270 
Front  Street,  Block  44,  Lot  1,  Block  56,  Lots  24,  32,  33, 
and  part  of  3,  Block  57,  All  Lots,  Borough  of  Brooklyn, 
P.S.  307,  NB  754-63,  re-  building  not  fronting  on  legal 
street. 


system. 

672-63-A — B.B. — 3130  (3116-3138)  Brighton  6th  Street, 
west  side,  100  feet  north  of  Bnghtwater  Court,  Block 
7284  Lot  2255,  Borough  of  Brooklyn,  Alt.  275-60,  re- 


673-63-A—B.B.— 4201-11  Avenue  D,  northeast  corner  of 
East  43rd  Street,  Block  4960,  Lot  44,  Borough  of 
Brooklyn,  Alt.  327-63,  re-  retainment  of  marquee. 


RULES 

Arc  and  Gas  Welding  and  Oxygen 

Cutting  . Nov.  27,  1956. 

Cements,  Air  Entraining  Portland,  . 

Rules  for  Approval  and  Use  of..  April  12,  1955 
Cements,  Blended,  Rules  for  Test- 

ing  and  Use  of  . Mar.  15,  1955— Vol.  40,  No.  11 

C"l™,,f.0f0“T.nCy:.f”r!d  Dec.  28,  1943 — Vol.  28.  No.  52A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  . . . Dec.  10,  1962. 

Concrete  Rules  (Hydrated  Lime).  Aug.  3,  1937  Vol.  22,  No.  31 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  . . .  Aug.  8,  1962. 

Dry  Cleaning  Establishments,  Rules 

Covering  .  Sept.  15,  1955. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . July  20,  1962. 

Exterior  Veneering  Materials, 

Rules  for  . .  •  •  •  •  ar.  llt  1 952— —V o*.  37,  Wo.  1  *A 

Factory  Exit  Rules  . Feb.  22,  1955. 

Fire  Alarm  Rules  (Interior)  . May  J963.  ,  -- 

Fire  Drill  Rules  . June  20,  1963 — Vol.  48,  No.  25 

Fire  Resistive,  Flameproof  Ma-  ,  -T  e 

terials,  etc.,  Rules  for  Testing  of  Jan.  31,  1963  Vol.  No.  5 

Hatchway  Protection  . June  5,  1928 — Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.280  of  The  Labor 

Law)  . May  25,  1961— Vol.  46,  No.  21 

Insulating  Fibre  Board  Rules  ....  Mar.  25,  1952  Vol.  37,  No.  13A 

Oil  Burner  Rules  . .  June  1,  1962. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of  .  May  27,  1954. 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Sunolv)  . Mar.  20,  1960. 

Procedure,  Rules  of  .  Jan.  17,  1963 — Vol.  48,  No.  3 

Smoking  in  Factories,  Rules  for..  Apr.  25,  1963  Vol.  48,  No.  17 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc . May  2,  1963 — -Vol.  48,  No.  18 

Sprinkler,  Rules  . June  29,  1937  Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  . .  Sept.  3,  1946 — Vol.  31,  No.  36 

DESIGNATIONS:  B. — Department  of  Buildings;  B.B.— Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buddings, 
Manhattan:  B.Q. — Department  of  Buildings,  Queens;  B.K.— 
Department  of  Buildings,  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D.— Health  Department;  F.D. — Fire  Department, 


667-63-BZ— B.Q.— 252-15  Horace  Harding  Expressway, 
north  side,  6.88  feet  west  of  253rd  Street,  Block  8254,  Lot 
37,  Bayside,  Borough  of  Queens,  NB  1019-63,  re-  floor 
area  ratio,  front  and  side  yards,  in  Rl-2  district. 


668- 63-A — B.M.— 321-25  West  50th  Street,  north  side,  252 
feet  west  of  Eighth  Avenue,  Block  1041,  Lot  21,  Borough 
of  Manhattan,  Alt.  636-63,  re-  hospital  over  four  stories 
in  height. 

669- 63-SA — “ODIS”  U-Tube  Fuel  Oil  Heater,  Type  U, 
manufactured  by  Old  Dominion  Iron  and  Steel  Corpora¬ 
tion,  Appliance. 


SEPTEMBER  17,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  17,  1963,  at  10  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters; 

1939-61-BZ 

APPLICANT— Burloc  of  Staten  Island  Incorporated, 
owner. 

SUBJECT— Application  December  14,  1961— decision  of 
the  Borough  Superintendent,  under  Section  7c  of  the 
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Zoning  Resolution,  to  permit  in  a  restricted  retail  and 
residence  use  district,  the  erection  of  a  one  story  build¬ 
ing  for  use  as  retail  stores  including  a  dry  cleaning 
establishment. 

PREMISES  AFFECTED — 2397-2413  Hylan  Boulevard, 
north  side,  from  Burbank  Avenue  to  Locust  Avenue, 
Block  3646,  Lots  1,  58  and  60,  New  Dorp,  Borough  of 
Richmond. 

Laid  over  from  February  5,  1963  to  April  2,  1963,  for 
applicant  to  send  out  twenty-day  notices  and  amend 
application;  then  to  June  11,  1963,  for  hearing  applicent 
to  send  out  20-day  notices  to  affected  owners;  then  to 
September  17,  1963,  for  hearing;  20-day  notices  to  be 
sent  by  the  applicant  to  affected  property  owners. 


493-63-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Foster  Dis¬ 
tributors,  Incorporated,  owner. 

SUBJECT — Application  June  11,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  the 
erection  of  a  one  story  warehouse  on  a  lot  16'-8"  wide 
between  two  existing  warehouses. 

PREMISES  AFFECTED — 805  Sterling  Place,  north- 
side,  276  feet,  8  inches  east  of  Rogers  Avenue,  Block 
1240,  Lot  66,  Borough  of  Brooklyn. 


506-63-BZ 

APPLICANT — Lama,  Proskauer  &  Prober  for  Jerome 
Gratenstein,  owner. 

SUBJECT — Application  June  11,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  the 
combining  of  a  garage  building  and  laundry  building 
previously  before  the  Board  and  the  extension  of  the 
laundry  use. 

PREMISES  _  AFFECTED — 42-64  Crown  Street,  902- 
916  Franklin  Avenue,  southwest  corner,  Block  1190, 
Lots  29,  33  and  36,  Borough  of  Brooklyn. 

— 

511-63-BZ 

APPLICANT — Andrew  Di  Camillo  for  Andrew  J.  & 
Henry  A.  Me  Caddin,  owners. 

SUBJECT — Application  June  17,  1963 — Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  the  en¬ 
largement  in  area  of  an  existing  funeral  establishment 
to  occupy  the  basement  and  cellar  of  the  adjoining 
building. 

PREMISES  AFFECTED — 22-24  -  7th  Avenue,  north¬ 
west  corner  of  Sterling  Place,  Block  942,  Lots  48  and 
49,  Borough  of  Brooklyn. 

518-63-BZ 

APPLICANT — James  Whitford  for  Staten  Island 
Drive-In  Corporation,  owner. 

SUBJECT — Application  June  18,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  08-1  and  R3-2  dis¬ 
trict,  the  enlargement  in  area  of  an  existing  drive  in 
theatre  previously  granted  by  the  Board. 

PREMISES  AFFECTED — 2865  Richmond  Avenue,  10 
Yukon  Avenue,  southwest  corner,  Block  2460,  Lot  98, 
New  Springville,  Borough  of  Richmond. 


74-44-BZ 

APPLICANT — Larry  Meltzer  for  Linjan  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  reopened  July  9,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance  which 


expired  May  22,  1961 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7i  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district  for  a  term  of  five  years,  the  mainten¬ 
ance  of  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 375  South  1st  Street,  north 
side,  63  feet,  4  inches  east  of  Grand  Street  Extension 
and  206  Grand  Street  Extension,  Block  2399,  Lot  23, 
Borough  of  Brooklyn. 


75-53-BZ 

APPLICANT — Leo  Goldman  and  Sol  Goldman,  owners. 

SUBJECT — Application  reopened  July  9,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  16,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7f  of 
the  Zoning  Resolution,  permitting  in  the  business  use 
portion  of  a  lot  located  in  a  residence  and  business  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  motor  vehicle  repairs,  auto 
laundry  and  office,  for  a  term  of  ten  years. 

PREMISES  AFFECTED — 3301  Boston  Road,  north¬ 
west  corner  of  Gun  Hill  Road,  Block  4705,  Lots  1  and 
68,  Borough  of  The  Bronx. 


890-57-BZ 

APPLICANT — Ludwig  P.  Bono  for  Alfred  Servido, 
Jr.,  owner. 

SUBJECT — Application  reopened  July  9,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance  which 
expired  April  8,  1963 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district  for  a  term  of  five  years,  the 
parking  and  storage  of  motor  vehicles  of  the  pleasure 
type  only. 

PREMISES  AFFECTED— 105  Rockwood  Street  and 
1530  Walton  Avenue,  northeast  corner,  Block  2836, 
Lots  1,  2,  35,  37  and  38,  Borough  of  The  Bronx. 

The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 


262-32-BZ 

APPLICANT— Edward  J.  Walsh,  Jr.  for  Edward  J. 
Walsh  and  Mary  Walsh,  owners. 

SUBJECT — Application  reopened  October  16,  1962  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  September  17,  1962 — decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7f  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district  the  erection  and  maintenance  of 
a  gasoline  service  station. 

PREMISES  AFFECTED — Southwest  corner  of  Wyona 
Aevnue  and  Willowbrook  Road,  Block  2099,  Lot  27, 
(formerly  Lots  29  and  31)  Port  Richmond,  Borough 
of  Richmond. 

Hearing  closed — Laid  over  from  January  22,  1963,  to 
March  5,  1963,  for  decision;  applicant  to  submit  revised 
drawings  then  to  September  17,  1963,;  for  decision  at 
the  request  of  the  applicant. 


1661-61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Peer¬ 
less  Management  Corporation,  owner. 

SUBJECT — Application  October  23,  1961 — decision  of 
the  Borough  Superintendent,  under  Sections  7f,  7h  and 
7i  of  the  Zoning  Resolution,  to  permit  in  a  retail  and 
residence  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  lubritorium,  minor  auto  re¬ 
pairs,  car  washing,  office,  sale,  storage  room,  and  the 
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parking  and  storage  of  motor  vehicles  in  the  open 
area  with  a  ground  sign  for  a  temporary  term  of  years. 

PREMISES  AFFECTED— 35-34  to  35-42  (35-38  of¬ 
ficial)  Junction  Boulevard,  west  side,  200.08  feet  north 
of  37th  Avenue.  Block  1469,  Lot  21,  Astoria,  Borough 


of  Queens. 

Laid  over  from  July  23,  1963  to  September  17,  1963, 
for  inspection  and  decision;  applicant  changed  basis  ot 
application  to  Section  7e  of  the  Zoning  Resolution. 


645-62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construe 


tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re— building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 124  Flagg  Place,  east  side, 
1167.58  feet  south  of  Four  Corners  Road,  Block  So/, 
Lot  72,  Dongan  Hills,  Borough  of  Richmond. 


223-63-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Charles  Mot- 
tola,  Lincolndale  Homes,  Inc.,  Mario  Avallone  and 
Frank  Calabro,  owners. 

SUBJECT— Application  March  13,  1963— decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  and  Cl-3  dis¬ 
trict,  the  relocation  and  reconstruction  of  an  automo¬ 
tive  service  station  with  accessory  uses  including  auto¬ 
matic  car  washing. 

PREMISES  AFFECTED— 3217  White  Plains  Road, 
northwest  corner  of  Burke  Avenue,  Block  4595,  Lots 
42,44,  46  and  48,  Borough  of  The  Bronx. 

Hearing  Closed.  Laid  over  from  July  23,  1963,  to  Sep¬ 
tember  17,  1963,  for  decision  at  the  request  of  the 
applicant. 

MAX  H.  FOLEY,  Chairman 


SEPTEMBER  17,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  17,  1963,  at  2  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

562-61-SM 

APPLICANT— United  States  Mineral  Wool  Company, 
owner — combustible  insulation. 


731-62-SA 

APPLICANT— Thatcher  Furnace  Company,  owner— 
gas-fired  heater. 


750-62-SM 

APPLICANT— National  Gypsum  Company,  owner- 
interior  incombustible  partition. 


755-62-SM 

APPLICANT— National  Gypsum  Company,  owner- 
interior  non-load  bearing  one  hour  fire  resistive  par¬ 
tition. 


1063-62-SM 

APPLICANT— Jerguson  Gage  and  Valve  Company, 
owner — liquid  level  gage. 

1136-62-SM 

APPLICANT— Eastman  Kodak  Company,  owner— 
slow-burning  panel. 


646-62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re— building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 126  Flagg  Place,  east  side, 
167.58  feet  south  of  Four  Corners.  Road,  Block  88/, 
Lot  71,  Dongan  Hills,  Borough  of  Richmond. 


647-62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re— building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 128  Flagg  Place,  east .side, 

226.37  feet  south  of  Four  Corners  Road,  Block  88/,  Eot 
70,  Dongan  Hills,  Borough  of  Richmond. 


648-62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  June  29,  1962— Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re— building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 130  Flagg  Place,  east  side, 

1250.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  68,  Dongan  Hills,  Borough  of  Richmond. 


649-62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  June  29,  1962— Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re— building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 132  Flagg  Place,  east  side, 

1274.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  67,  Dongan  Hills,  Borough  of  Richmond. 


650-62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  June  29,  1962— Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re— building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 134  Flagg  Place,  east  side, 

1298.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  66,  Dongan  Hills,  Borough  of  Richmond. 


354-62-A 

APPLICANT— Frederick  W.  Degenhardt  for  D.  D.  Wil¬ 
liamson  and  Company,  Incorporated,  owner. 

SUBJECT— Application  April  18,  1962— Appeal  from  a 
decision  of  the  Fire  Commissioner,  re — Storage  and 
transfer  of  S02  from  tank  to  truck. 

PREMISES  AFFECTED— 5-39  46th  Avenue,  north 
side,  200  feet  west  of  Vernon  Avenue,  Block  26,  Lot 
17,  Long  Island  City,  Borough  of  Queens. 


651-62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  June  29,  1962— Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re— building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 136  Flagg  Place,  east  side, 

1322.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  65,  Dongan  Hills,  Borough  of  Richmond. 
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652-62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 138  Flagg  Place,  east  side, 
1354637  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  64,  Dongan  Hills,  Borough  of  Richmond. 


653-62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 140  Flagg  Place,  east  side, 

1370.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  63,  Dongan  Hills,  Boroug  hof  Richmond. 


654-62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 142  Flagg  Place,  east  side, 

1394.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  62,  Dongan  Hills,  Borough  of  Richmond. 


655-62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 144  Flagg  Place,  east  side, 

1418.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  61,  Dongan  Hills,  Borough  of  Richmond. 


656- 62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 146  Flagg  Place,  east  side, 

1442.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  60,  Dongan  Hills,  Borough  of  Richmond. 

657- 62- A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 148  Flagg  Place,  east  side, 

1466.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  59,  Dongan  Hills,  Borough  of  Richmond. 


658-62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

AFFECTED — 150  Flagg  Place,  east  side, 

1490.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  58,  Dongan  Hills,  Borough  of  Richmond. 


659-62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT  Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED-  152  Flagg  Place,  east  side, 

1514.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  57,  Dongan  Hills,  Borough  of  Richmond. 


660-62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT  Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 154  Flagg  Place,  east  side, 

1538.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  56,  Dongan  Hills,  Borough  of  Richmond. 


661-62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT  Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 156  Flagg  Place,  east  side, 

1562.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  55,  Dongan  Hills,  Borough  of  Richmond. 


662-62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT  Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — buildiner 
not  fronting  legal  street. 

PREMISES  AFFECTED — 158  Flagg  Place,  east  side, 

1586.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  54,  Dongan  Hlils,  Borough  of  Richmond. 


663-62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT  Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — buildiner 
not  fronting  legal  street. 

PREMISES  AFFECTED — 160  Flagg  Place,  east  side, 

1610.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  53,  Dongan  Hills,  Borough  of  Richmond. 


664-62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT  Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 162  Flagg  Place,  east  side, 

1634.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  52,  Dongan  Hills,  Borough  of  Richmond. 


665-62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re — building 
not  fronting  legal  street. 

AFFECTED — 164  Flagg  Place,  east  side, 

1658.37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  51,  Dongan  Hills,  Borough  of  Richmond. 
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613-62-A  . 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 

Inc.,  owner. 

SUBJECT — Application  June  27,  1962 — filed  pursuant  to 
Section  36  of  the  General  City  Law  re  erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 28  Pheston  Avenue,  south¬ 
west  corner  of  Ogden  Street,  Block  5324,  Lot  228, 
Annadale,  Borough  of  Richmond. 


620-62-A  . 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT — Application  June  27,  1962 — filed  pursuant  to 
Section  36  of  the  General  City  Law  re  erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 20  Ogden  Street  south  side, 
188  feet  west  of  Preston  Avenue,  Block  5324,  Eot  Z2U, 
Annadale,  Broough  of  Richmond. 


614-62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT — Application  June  27,  1962 — filed  pursuant  to 
Section  36  of  the  General  City  Law  re  erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 32  Preston  Avenue  west 
side,  41.50  feet  south  of  Ogden  Street,  Block  5324,  Lot 
230,  Annadale,  Borough  of  Richmond. 


621-62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT — Application  June  27,  1962 — filed  pursuant  to 
Section  36  of  the  General  City  Law  re— erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 24  Ogden  Street  south  side, 
232  feet  west  of  Preston  Avenue,  Block  5324,  Lot  218, 
Annadale,  Borough  of  Richmond. 


615-62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 


Inc.,  owner. 

SUBJECT — Application  June  27,  1962 — filed  pursuant  to 
Section  36  of  the  General  City  Law  re— erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 36  Preston  Avenue  west 
side,  80:50  feet  north  of  Oakdale  Avenue,  Block  5324, 
Lot’233,  Annadale,  Borough  of  Richmond. 


625-62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 
Incorporated,  owner. 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re— erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 7  Fingal  Street  north  side, 
64.48  feet  west  of  Arden  Avenue,  Block  55y5,  Rot  24, 
Annadale,  Borough  of  Richmond. 


616-62-A 

APPLICANT — Albert  Melniker  for  Omnia  Properties, 


Inc.,  owner. 

SUBJECT — Application  June  27,  1962 — filed  pursuant  to 
Section  36  of  the  General  City  Law  re— erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED-40  Preston  Avenue,  west 
side,  41.50  feet  north  of  Oakdale  Street,  Block  5524, 
Lot  234,  Annadale,  Borough  of  Richmond. 


626-62-A 

APPLICANT— Albert  Melniker  for  Omnia  Properties, 
Incorporated,  owner. 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re— erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 11  Fingal  Street  north  side, 
106.48  feet  west  of  Arden  Avenue,  Block  5595,  Rot  20, 
Annadale,  Borough  of  Richmond. 


617-62-A 

APPLICANT— Albert  Melniker  for  Omnia  Properties, 


Inc.,  owner. 

SUBJECT — Application  June  27,  1962 — filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 44  Preston  Avenue,  north¬ 
west  corner  of  Oakdale  Street,  Block  5o24,  Lot  236, 
Anadale,  Borough  of  Richmond. 


627-62-A 

APPLICANT— Albert  Melniker  for  Omnia  Properties, 
Incorporated,  owner. 

SUBJECT— Application  June  28,  1962— Filed  pursuant  to 
Section  36  of  the  General  City  Law  re— erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 556  Oakdale  Street,  south 
side,  66.07  feet  west  of  Arden  Avenue,  Block  5393,  Lot 
13,  Annadale,  Borough  of  Richmond. 


618-62-A 

APPLICANT— Albert  Melniker  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT— Application  June  27,  1962— filed  pursuant  to 
Section  36  of  the  General  City  Law  re— erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 12  Ogden  Street  south  side, 
100  feet  west  of  Preston  Avenue,  Block  5524,  Rot  224, 
Annadale,  Borough  of  Richmond. 


628-62-A 

APPLICANT— Albert  Melniker,  General  power  of  At¬ 
torney  for  the  owners). 

SUBJECT— Application  June  28,  1962— Filed  pursuant  to 
Section  36  of  the  General  City  Law  re  erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 560  Oakdale  Street,  south 
side,  107.07  feet  west  of  Arden  Avenue,  Block  5393,  Lot 
10,  Annadale,  Borough  of  Richmond. 


619-62-A 

APPLICANT— Albert  Melniker  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT— Application  June  27,  1962— filed  pursuant  to 
Section  36  of  the  General  City  Law  re— erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 16  Ogden  Street,  south  side, 
144  feet  west  of  Preston  Avenue,  Block  5324,  Lot  222, 
Annadale,  Borough  of  Richmond. 


629-62-A 

APPLICANT — Albert  Melniker,  General  power  of  At¬ 
torney  for  the  owners). 

SUBJECT— Application  June  28,  1962— Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 8  Edwin  Street,  south  side, 
61.87  feet  west  of  Arden  Avenue,  Block  5395,  Lot  14, 
Annadale,  Borough  of  Richmond. 
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630-62-A 

APPLICANT — Albert  Melniker,  General  power  of  At¬ 
torney  for  the  owners). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 12  Edwin  Street,  south  side, 
105.87  feet  west  of  Arden  Avenue,  Block  5395,  Lot  11, 
Annadale,  Borough  of  Richmond. 


631-62-A 

APPLICANT — Albert  Melniker,  General  power  of  At¬ 
torney  for  the  owners). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 18  Edwin  Street,  south  side, 
145  feet  east  of  Harold  Avenue,  Block  5395,  Lot  9, 
Annadale,  Borough  of  Richmond. 


632-62-A 

APPLICANT — Albert  Melniker  for  Albert  Melniker 
General  Power  of  Attorney  for  the  Owner.) 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 22  Edwin  Street,  south  side, 
100  feet  east  of  Harold  Avenue,  Block  5395,  Lot  6, 
Annadale,  Borough  of  Richmond. 


633-62-A 

APPLICANT — Albert  Melniker  for  Albert  Melniker 
General  Power  of  Attorney  for  the  Owner.) 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 26  Edwin  Street,  south  side, 
55  feet  east  of  Harold  Avenue,  Block  5395,  Lot  4, 
Annadale,  Borough  of  Richmond. 


634-62-A 

APPLICANT — Albert  Melniker  (General  power  of  At¬ 
torney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 32  Edwin  Street,  southeast 
corner  of  Harold  Avenue,  Block  5395,  Lot  1,  Annadale, 
Borough  of  Richmond. 


635-62-A 

APPLICANT — Albert  Melniker  (General  Power  of  At¬ 
torney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  Art  3  of  the  General  City  Law  re — building 
not  facing  legal  street. 

PREMISES  AFFECTED— 545  Sycamore  Street,  north 
side,  55  feet  east  of  Harold  Avenue,  Block  5395,  Lot  35, 
Annadale,  Borough  of  Richmond. 


636-62-A 

APPLICANT — Albert  Melniker  (General  power  of  At¬ 
torney  for  the  Owner). 

SUBJECT— Application  June  28,  1962— Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 541  Sycamore  Street,  north 
side,  102  feet  east  of  Harold  Avenue,  Block  5395,  Lot 
32,  Annadale,  Borough  of  Richmond. 


637-62-A 

APPLICANT — Albert  Melniker  (General  power  of  At¬ 
torney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 537  Sycamore  Street,  north 
side,  152.36  feet  west  of  Arden  Avenue,  Block  5395, 
Lot  30,  Annadale,  Borough  of  Richmond. 


638-62-A 

APPLICANT — Albert  Melniker  (General  power  of  At¬ 
torney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 531  Sycamore  Street,  north 
side,  106.36  feet  west  of  Arden  Avenue,  Block  5395, 
Lot  27,  Annadale,  Borough  of  Richmond. 


639-62-A 

APPLICANT — Albert  Melniker  (General  power  of  At¬ 
torney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 527  Sycamore  Street,  north 
side,  60.36  feet  west  of  Arden  Avenue,  Block  5395, 
Lot  25,  Annadale,  Borough  of  Richmond. 


640-62-A 

APPLICANT — Albert  Melniker  (General  power  of  At¬ 
torney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant  to 
Section  36  of  the  General  City  Law  re — erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 551  Sycamore  Street,  north¬ 
east  corner  of  Harold  Avenue,  Block  5395,  Lot  37, 
Annadale,  Borough  of  Richmond. 


381-63-A 

APPLICANT — James  Whitford,  Jr.  for  Gerald  Grazi- 
ano,  owner. 

SUBJECT — Application  May  2,  1963 — Filed  pursuant  to 
Section  36  Art.  3  of  the  General  Law  re — building 
not  facing  legal  street. 

PREMISES  AFFECTED— 238  Merrill  Avenue,  south 
side  2335.01  feet  west  of  Richmond  Avenue,  Block  2223, 
188,  Bulls  Head,  Borough  of  Richmond. 


735-61-A 

APPLICANT — Charles  M.  Shapiro  for  27-30  Realty 
Company,  owner;  Gleitsman’s  Incorporated,  lessee. 

SUBJECT — Application  May  18,  1961 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re — Electrostatic 
Spray  Booths. 

PREMISES  AFFECTED— 27-50  First  Street,  west  side, 
202  feet  north  of  Astoria  Boulevard,  Block  490,  Lot  11, 
Astoria,  Borough  of  Queens. 


676-61-A 

APPLICANT — Sixty  Four  Reade  Corporation,  owner. 

SUBJECT — Application  May  5,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 64  Reade  Street,  north  side, 
130  feet  west  of  Broadway,  Block  150,  Lot  5,  Borough 
of  Manhattan. 
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679-61-A 

APPLICANT— Jacob  Fisher  and  Donald  D.  Fisher  for 
Martin  Schreiber,  owner. 

SUBJECT— Application  May  12,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re 
sprinkler  system,  and  a  decision  of  the  Borough  Super- 


986-61-A 

APPUfANT — Samuel  Carr  for  David  S. 


Weckman, 


intendent. 

PREMISES  AFFECTED— 8  Harrison  Street,  north 
side,  97  feet  8  inches  west  of  Hudson  Street,  Block 
181,  Lot  1,  Borough  of  Manhattan. 


399-63-A 

APPLICANT— Lama,  Proskauer  and  Prober  for  Joseph 


owner. 

SUBJECT — Application  June  22,  1961 — Appeal  for  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 143  Chambers  Street,  north 
side,  50  feet  10  inches  west  of  Hudson  Street,  Block 
140,  Lot  3,  Borough  of  Manhattan. 


Muccioli,  owner. 

SUBJECT— Application  May  9,  1963— Review  of  a  deci¬ 
sion  of  the  Borough  Superintendent  re— Zoning  Matter 
— foundation  not  completed. 

PREMISES  AFFECTED— 28-32  Marginal  Street  West, 
west  side,  154  feet  lltt  inches  north  of  Bushwick 
Avenue,  Block  3483,  Lot  32,  Borough  of  Brooklyn. 


776-61-A 

APPLICANT— Samuel  Rosenblum  for  Wallson  Realty 
Company,  owner. 

SUBJECT— Applicant  May  25,  1961— Appeal  from  an 

order  and  a  decision  of  the  Fire  Commissioner  re— sprin¬ 
kler  system,  etc. 

PREMISES  AFFECTED— 20  Harrison  Street,  north  side, 
100  feet  2  inches  east  of  Greenwich  Street,  Block  181,  Lot 
6,  Borough  of  Manhattan. 


873-61-A 

APPLICANT — Seymour  B.  Walzer  for  Imperial  Realty 
Corporation,  owner;  Flagg  Court  Playhouse  Associa¬ 
tion,  Incorporated,  lessee. 

SUBJECT— Application  May  31,  1963— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 154  72nd  Street,  south  side, 
150  feet  east  of  Colonial  Road,  7202-7224  Ridge  Boule¬ 
vard,  Block  5906,  Lot  18,  Borough  of  Brooklyn. 


962-61-A 

APPLICANT— Roth  and  Company  for  J.  I.  and  R. 
Realty  Corporation,  owner. 

SUBJECT— Application  June  22,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 56  Orchard  Street,  east 
side,  150  feet  south  of  Grand  Street,  Block  309,  Lot  7, 
Borough  of  Manhattan. 


966-61-A 

APPLICANT — Campodonico  and  Aimette,  lessee;  Pro¬ 
testant  Episcopal  Society,  owner. 

SUBJECT— Application  June  20,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 82-86  West  Broadway, 

northwest  corner  of  Warren  Street,  Block  137,  Lot  1, 
Borough  of  Manhattan. 


1006-61-A 

APPLICANT— James  N.  Wells’  Sons,  Incorporated  for 
Ross  F.  Eadie  and  Robert  L.  Graham  Jr.,  as  Trustees 
under  will  of  Clement  Moore  Ogden,  owner;  B.  Man- 
del  and  Company,  lessee. 

SUBJECT — Application  June  28,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 517-519  West  19th  Street, 
north  side,  225  feet  west  of  10th  Avenue,  Block  691, 
T  nt  22  Roroueh  of  Manhattan. 


1007-61-A 

APPLICANT— James  N.  Wells’  Sons,  Incorporated,  for 
Ross  F.  Eadie  and  Robert  L.  Graham  Jr.,  as  Trustees 
under  will  of  Clement  Moore  Ogden,  owner;  Jacob 
Rice  Glass  Company,  Incorporated,  lessee. 

SUBJECT — Application  June  28,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re 
sprinkler  system. 

PREMISES  AFFECTED— 525  West  23rd  Street  north 
side,  250  feet  west  of  10th  Avenue,  Block  695,  Lot  26, 
Borough  of  Manhattan. 


1008-61-A 

APPLICANT— Samuel  Rosenblum  for  Vera  B.  Stein- 
muller,  owner. 

SUBJECT — Application  June  29,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re 
sprinkler  system. 

PREMISES  AFFECTED— 355  Seventh  Avenue,  south- 
east  corner  of  West  30th  Street,  Block  805,  Lots  95, 
96  and  97,  Borough  of  Manhattan. 


869-61-A 

APPLICANT— Harry  Meltzer  for  Duncan  M.  Findlay, 
Charles  F.  Noyes,  and  Anton  L.  Trunk— Trustees  for 
the  benefit  of  Ann  F.  Raphael,  Susan  F.  Rossi,  and 
Charles  Noyes  Findlay,  owners. 

SUBJECT— Application  June  8,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 72-78  Nassau  Street  35-39 
John  Street,  northeast  corner,  Black  78,  Lot  35,  Bor¬ 
ough  of  Manhattan. 


1021-61- A 

APPLICANT— Larry  Meltzer  for  Walter  L.  Brown 
and  A.  Chauncey  Newlin,  Trustees  of  Doherty  Trust 
for  Helen  Lee  Lassen  and  Charles  F.  Noyes,  owners. 


970-61-A 

APPLICANT— Marbud  Realty  Corporation,  owner. 
SUBJECT— Application  May  22,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 


SUBJECT— Application  June  29,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 64-66  Nassau  Street,  east 
side,  52  feet  6  inches  south  of  John  Street,  Block  67, 
Lot  25,  Borough  of  Manhattan. 
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1023-61-A 

APPLICANT — A.  L.  Seiden  for  H.J.R.  Realty  Corpora¬ 
tion,  owner. 

SUBJECT— Application  June  29,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commission  re — 
sprinkler  system. 

PREMISES  AFFECTED — 128-138  Mott  Street,  east 
side,  80  feet  south  of  Hester  Street,  Block  238,  Lots 
6  and  9,  Borough  of  Manhattan. 


1026-61-A 

APPLICANT — A.  J.  Courtmel  Company,  Incorporated, 
for  Eleanora  Noyes  Findlay,  owners;  Braum  and 
Rutherford,  Incorporated,  lessee. 

SUBJECT — Application  June  29,  1961' — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 90-92  Beekman  Street,  58 
Cliff  Street,  northeast  corner,  Block  98,  Lot  54,  Bor¬ 
ough  of  Manhattan. 


1045-61-A 

APPLICANT— Monaghan  and  Mattingly  for  3  North 
Moore  Street  Corporation,  owner. 

SUBJECT — Application  July  3,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 373  Canal  Street,  north 
side,  40'  feet  east  of  West  Broadway,  Block  289,  Lot 
9,  Borough  of  Manhattan. 


1047-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Beatrice 
David,  owner. 

SUBJECT  Application  July  3,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 247  West  Broadway,  west 
side,  75  feet  south  of  Walker  Street,  Block  191,  Lot  17, 
Borough  of  Manhattan. 


1069-61-A 

APPLICANT — Monaghan  and  Mattingly  for  E.  and  M. 
Land  Corporation,  owner. 

SUBJECT  Application  July  3,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 324  Canal  Street,  south 
side,  150  feet  west  of  Broadway,  Block  210,  Lot  10, 
Borough  of  Manhattan. 


1112-61-A 

APPLICANT — Lama,  Prosqauer  and  Prober  for  Rag 
Realty  Corporation,,  owner. 

SUBJECT  Application  July  7,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 66  Greene  Street,  east  side, 
201  feet  3  inches  north  of  Broome  Street,  Block  485,’ 
Lot  5,  Borough  of  Manhattan. 


1144-61-A 

APPLICANT — S.  Walter  Katz  for  Ettenros  Realty 
Corporation,  owner. 

SUBJECT — Application  July  7,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 


PREMISES  AFFECTED — 7  Great  Jones  Street,  south 
side,  52  feet  2  inches!  west  of  Lafayette  Street,  Block 
530,  Lot  11,  Borough  of  Manhattan. 


1168-61-A 

— Lama,  Proskauer  and  Prober  for  100 
Wooster  Street  Corp.,  owner. 

SUBJECT  Application  July  18,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 100  Wooster  Street,  east 
side,  100  feet  north  of  Spring  Street,  Block  500,  Lot  1, 
Borough  of  Manhattan. 


1391-61-A 

APPLICANT — Ludwig  Hanauer  for  Seymour  Bern¬ 
stein,  owner. 

SUBJECT— Application  filed  August  31,  1961— Appeal 
from  a  decision  of  the  Fire  Commissioner,  re —  sprink¬ 
ler  system. 

^^UMISES  AFFECTED — 218  Madison  Avenue  and 
19  East  36th  Street,  northwest  corner,  Block  866,  Lot 
16,  Borough  of  Manhattan. 


5Q9-63-A 

APPLICANT  Thomas  J.  Kenney  for  Kenney-Cripps 
Incorporated,  owner. 

SUBJECT— Application  June  17,  1963— packaging  of 
Power-Gent,  anti-freeze,  in  1  quart  and  1  gallon  con¬ 
tainers,  not  in  conformity  with  Administrative  Code 
requirements. 

MAX  H.  FOLEY,  Chairman. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
1  uesday  morning,  September  24,  1963,  at  10  o’clock  at  8i 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  th. 
tollowing  matters: 


1621-61-BZ 

APPLICANT— Schaefer  and  Atkin  for  Henry.  Wilkens 
owner.  ’ 

SUBJECT— Applicati°n  October  26,  1961— decision  of 
the  Borough  Superintendent,  under  Sections  7e  and  21 
ot  the  Zoning  Resolution,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  motor  repairs  and  auto 
washing,  non-automatic. 

PREMISES  AFFECTED — 55  East  233rd  Street,  north¬ 
east  corner  of  Napier  Avenue,  Block  3365,  Lot  1 
Borough  of  The  Bronx.  ’ 

—Laid  over  from  July  2,  1963,  to  September  24,  1963 
for  hearing;  applicant  to  be  notified  to  send  out  20- 
day  notices. 


1686-61-BZ 


APPLICANT  James  S.  Mclnerney  for  Fregold  Realty 
Corporation,  owner.  3 

SVuBJlCT~Application  November  13,  1961— decision  of 
the  Borough  Superintendent,  under  Section  7c  of  the 
Zoning  Resolution,  to  permit  in  a  business  and  resid¬ 
ence  use  district,  the  maintenance  of  a  parking  lot 
accessory  to  an  existing  supermarket  with  night  park¬ 
ing  for  local  residents.  F 


PREMISES  AFFECTED — 940  East  181st  Street,  south 

ioaA  c  feet  ^.est  of  Vyse  Avenue,  931  to  941  East 
180th  Street,  Block  3128,  Lot  35,  Borough  of  The 
Bronx. 
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Laid  over  from  July  2,  1963,  ^  September  24  1963, 
for  hearing;  applicant  to  be  notified  to  send  out  20- 
day  notices. 


PREMISES  AFFECTED — 2822  West  22nd  Street,  west 
side,  155  feet  south  of  Neptun  Avnue,  Block  7016,  Lot 
17,  Borough  of  Brooklyn. 


1910-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Hold  Rite 
Notions  Company,  owner;  Strauss  Stores,  lessee. 

SUB  TECT— Application  December  14,  1961  —  decision 
of  the  Borough  Superintendent,  under  Sections  7e  and 
7 A  of  the  Zoning  Resolution,  to  permit  in  a  business 

use  district,  the  addition  of  accessory  minor  auto  re¬ 
pairs  and  welding  to  existing  use  of  ,f*!es  ?a,n * 
of  auto  accessories  with  entrances  within  7t)  feet  ot 
residence  district  for  a  term  of  fifteen  years. 

PREMISES  AFFECTED  -  1756-1766  86th  Street 
southeast  corner  of  Bay  17th  Street,  Block  6368,  Lot 
29,  Borough  of  Brooklyn. 


224-63-BZ 

APPLICANT  —  333  West  46th  Street  Corporation, 

SUBJECT— Application  March  12,  1963— decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-5  district  the 
enlargement  in  area  of  an  existing  parking  lot  previ 
ously  granted  by  the  Board. 

PREMISES  AFFECTED  327-339  West  46th  Street 
north  side,  321  feet  west  of  Eighth  Avenue,  Block 
1037,  Lots  15,  16  and  18,  Borough  of  Manhattan. 


512-63-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Thomas  J.  and 
Thelma  D.  Ormsby,  owners.  .  . 

SUBJECT— Application  June  18,  1963— decision  of  the 
Borough  Superintendent,  under  _  Section  72-21  of  the 
Zoning  Resolution,  to  permit,  in  a  R4  district,  the 
erection  of  a  one  story  enlargement  to  an  existing 
dwelling  that  encroaches  on  the  required  front  and 
side  yards  and  increases  the  degree  of  non-compliance. 

PREMISES  AFFECTED-3226  Randall  Avenue  south¬ 
east  corner  of  Wilcox  Avenue,  Block  5485,  Lot  25,  Bo¬ 
rough  of  The  Bronx. 


519-63-BZ 

APPLICANT — Consolidated  Edison  Company  of  New 
York,  Incorporated,  owner. 

SUBJECT — Application  June  20,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-16  ot  the 
Zoning  Resolution,  to  permit  in  a  R7-2  district,  the 
erection  of  a  two  story  building  for  use  as  a  electric 
utility  sub  station. 

PREMISES  AFFECTED — 1001-1015  Amsterdam  Ave¬ 
nue,  east  side,  from  Cathedral  Parkway  to  West  109th 
Street,  165-175  West  109th  Stret,  Block  1864,  Lot  1 
and  Part  of  Lot  9,  Borough  of  Manhattan. 


388-57-BZ  . 

APPLICANT— Morris  Hannes  for  Joseph  P.  Oliva, 
owner. 

SUBJECT — Application  reopened  July  16,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  17,  1963— decision  of  the  Borough  Superintend¬ 
ent  previously  granted  on  condition,  under  Sections 
7e  and  7i  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  existing  garage  building  to 
be  occupied  for  motor  vehicle  repairs  with  hand  tools 
only  and  for  storage  of  more  than  five  motor  vehicles 
within  the  building  and  the  rear  yard. 


66-58-BZ  . 

APPLICANT — John  J.  Tricarico  for  Empire  tuel  Lo., 

owner. 

SUBTECT — Application  reopened  July  16,  1963  tor  con¬ 
sideration  as  to  extension  of  term  of  1 variance,  expire d 
Tulv  8  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7e  of 
the  Zoning  Resolution,  permitting  in  a  local  retail 
use  district  an  existing  building  to  be  occupied  for 
the  storage  of  oil  delivery  trucks  belonging  to  the 
owner  of  the  site. 

PREMISES  AFFECTED — 1638  8th  Avenue,  west  side, 
100  feet  south  of  Windsor  Place,  Block  1112.  Lot  62, 
Borough  of  Brooklyn. 

The  following  cases  were  laid  over  from  prevmus  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 


L737-61-BZ  . 

APPLICANT — Albert  Melniker  for  Alfred  Mimaci, 

SUBTECT— Application  November  21,  1961— decision  of 
the  Borough  Superintendent,  under  Section  7e  of  the 
Zoning  Resolution,  to  permit  in  a  local  retail  use  di¬ 
strict,  the  erection  and  maintenance  of  a  gasoline 
service  station  with  accessory  uses. 

PREMISES  AFFECTED — 6800  Hylan  Boulevard  670 
Page  Avenue,  southwest  corner,  Block  7780,  Lot  o», 
Tottenville,  Borough  of  Richmond. 

Hearing  closed — Laid  over  from  July  2  ,1963,  to  Sep¬ 
tember  24,  1963,  for  determination  as  to  Board  s  juns- 


APPLICANT — Albert  Melniker  for  Harbor  View  In¬ 
corporated,  owner.  #  . 

SUBJECT — Application  December  12,  1961  —  decision 
of  the  Borough  Superintendent,  under  Section  21  of 
the  Zoning  Resolution,  to  permit  in  a  residence  use, 
E-2  district,  the  erection  of  a  six  story  multiple 
dwelling.  __  , 

PREMISES  AFFECTED— 2  Sherman  Avenue,  1  Hend¬ 
rick’s  Avenue,  northwest  corner,  Block  28,  Dot  it)/, 
New  Brighton,  Borough  of  Richmond. 

Hearing  closed — Laid  over  from  July  2,  1963,  to  Sep¬ 
tember  24,  1963,  for  determination  as  to  Board  s  juris¬ 
diction  and  possible  decision;  applicant  to  submit 
statement. 


1864-61-BZ 

APPLICANT — Albert  Melniker  for  Sharove  Developers, 
Incorporated,  owner. 

SUBJECT — Application  December  12,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  business  and  retail 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  minor  motor  repairs  with 
hand  tools,  sale  of  accessories  and  the  parking  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 2540  Richmond  Terrace,  1 
Winant  Street,  southeast  corner,  Block  1149,  Lot  36, 
Mariners  Harbor,  Borough  of  Richmond. 

Hearing  closed — Laid  over  from  July  2,  1963,  to  Septem¬ 
ber  24,  1963,  for  inspection  and  decision. 
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1904-61-BZ 

APPLICANT — Charles  M.  Spindler  for  Michael  P. 
Riley,  owner. 

SUBJECT — Application  December  13,  1961 — decision  of 
the  Borough  Superintendent,  under  Sections  7e,  7f  and 
7 A  of  the_  Zoning  Resolution,  to  permit  in  a  business 
and  residence  use  district,  the  change  in  occupancy 
from  stone  yard  to  gasoline  service  station,  lubrication, 
nonautomatic  car  washing,  office,  sale  of  accessories, 
minor  auto  repair  with  hand  tools  only,  safety  inspec¬ 
tion  and  the  parking  and  storage  of  motor  vehicles 
with  a  ground  sign  and  with  business  entrances  within 
75  feet  of  a  resident  district. 

PREMISES  AFFECTED— 48-02  to  48-16  Laurel  Hill 
Boulevard,  southeast  corner  of  48th  Street,  Block  2306, 
Lot  17,  Long  Island  City,  Borough  of  Queens. 

Hearing  closed — Laid  over  from  July  2,  1963,  to  July  16, 
1963,  for  inspection  and  decision,  then  to  September 
24,  1963  for  decision;  applicant  to  submit  statement. 

MAX  H.  FOLEY,  Chairman. 


SEPTEMBER  24,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  24,  1963,  at  2  o’clock  at 
80  Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on 
the  following  matters: 

377-63-SM 

APPLICANT — Juniper  Slbow  Company,  Incorporated, 
owner. 

SUBJECT — Application  May  1,  1963 — Artis  Vacuum 
Cap  (for  smoke  pipe  and  chimney),  approval  of. 


413-63-SA 

APPLICANT  —  Reliance  Instrument  Manufacturing 
Corp.,  owner  —  smoke  detector  for  heating  boilers. 


26-63-SM 

APPLICANT — The  Flintkote  Company,  owner — Van 
Packer  Industrial  Stack,  Model  H  T. 

548-62-SA 

APPLICANT — Huebsch  Originators,  owner  —  gas- 
heated  clothes  dryer. 

815-62-SA 

APPLICANT — Boiler  Engineering  and  Supply  Com- 
pany,  Inc.,  owner — gas-fired  steam  or  hot  water  boilers. 


819-62-SM 

APPLICANT — Donn  Products,  Inc.,  owner — compo¬ 
nent  part  of  a  1  hour  fire  resistive  partition. 


852-62-SM 

APPLICANT — Harold  Perrine  for  Baldwin-Ehret-Hill, 
Inc.,  owner — incombustible  acoustical  ceiling  tile. 


908-62-SM 

APPLICANT — The  Masland  Duraleather  Company, 
owner — vinyl  wall  veneer. 

946-62-SA 

APPLICANT — Locke  Stove  Company,  owner — wall 
mounted  gas-fired  room  heater. 


1053-62-SM 

APPLICANT — D.  J.  O’Connel  for  Insulated  Block 
Corporation,  owner — solid  masonry  units. 


81-63-SA 

APPLICANT — M.  Kweller  for  American  Permac,  Inc., 
owner — dry  cleaning  machines  using  perchlorethylene 
solvent. 


138-63-SA 

APPLICANT — National  Welding  Equipment  Company, 
owner — a  brazing,  welding  or  soldering  torch. 


413-63-SA 

APPLICANT — Reliance  Instrument  Manufacturing 
Corporation,  owner — a  smoke  detector. 


353-63-SM 

APPLICANT— United  States  Plywood  Corporation, 
owner — lobby  panel. 


720-62-A 

APPLICANT — Larry  Meltzer  for  Edca  Realty  Corpora¬ 
tion,  owner;  Ever-Nu  Metal  Products,  Incorporated, 
lessee. 

SUBJECT — Application  July  11,  1962 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
paint  spraying. 

PREMISES  AFFECTED— 471-479  20th  Street,  north 
side,  150  feet  west  of  Prospect  Park  West,  Block  888, 
Lot  52,  Borough  of  Brooklyn. 


911-62-A 

APPLICANT — Chas.  B.  Meyers  Associates  for  The 
Jewish  Hospital  of  Brooklyn,  Incorporated,  owner. 

SUBJECT — Application  September  27,  1962 — Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  discontinue  use  of  fibreboard  tiles. 

PREMISES  AFFECTED  —  533-561  Prospect  Place, 
north  side,  249  feet  east  of  Classon  Avenue,  Block 
1156,  Lots  1  and  21,  Borough  of  Brooklyn. 


306-61-A-Vol.  II 

APPLICANT — Joseph  Lau  for  Gallo  and  Wistrand, 
owners;  Unity  Warehouse  Company,  Incorporated, 
lessee. 

SUBJECT — Application  reopened  March  12,  1963  as 
Volume  II — Appeal  from  a  decision  of  the  Fire  Com¬ 
missioner,  re-  Sprinkler  system. 

PREMISES  AFFECTED — 387-391  Greenwich  Street, 
east  side,  24  feet,  11  inches  north  of  North  Moore 
Street,  69  North  Moore  Street,  Block  188,  Lot  10, 
Borough  of  Manhattan. 


660-61-A 

APPLICANT  —  Golden  Brands  Incorporated,  lessee; 
Frances  White,  owner. 

SUBJECT — Application  May  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 367  Park  Avenue,  northeast 
corner  of  Emerson  Place,  Block  1880,  Lot  1,  Borough 
of  Brooklyn. 
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892-61 -A 

APPLICANT— Daub  and  Daub  for  Fischer  and  Sons  In¬ 
corporated,  owner. 

SUBJECT— Application  June  6,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Cemmissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 149-51  Front  Street,  150-152 
Maiden  Lane,  southeast  corner,  Block  37,  Lot  33, 
Borough  of  Manhattan. 


1176-61-A  . 

APPLICANT — Daub  and  Daub  for  Milton  Fischer  and 


Harry  Rich,  owners. 

SUBJECT — Application  July  20,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re 
sprinkler  system. 

PREMISES  AFFECT  ED — 67-7 3  Vestry  Street,  26(1-262 
West  Street,  southeast  corner,  Block  218,  Lot  24,  bor¬ 
ough  of  Manhattan. 


987-61-A-Vol.  II  .. 

APPLICANT— Henry  Nordheim  for  Stephen  Sozensky, 
owner. 

SUBJECT — Application  reopened  April  30,  as  Volume 
II — Appeal  from  an  order  and  a  decision  of  the  Fire 
Commissioner,  re-  Cellar  Apartment. 

PREMISES  AFFECTED— 1864  White  Plains  Road, 
east  side,  119.82  feet  south  of  Rhinelander  Avenue, 
Block  4050,  Lot  34,  Borough  of  the  Bronx. 


1002-61-A 

APPLICANT — Petr  A.  Canevari  for  Salvatore  Cuccia 
of  G.  Cuccia  and  Sons,  owner. 

SUBJECT— Application  June  28,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 124  West  Houston  Street, 
north  side,  25  feet  west  of  Sullivan  Street,  Block  525, 
Lot  21,  Borough  of  Manhattan. 


1030-61-A 

APPLICANT— 343  Canal  Corporation,  owner. 

SUBJECT— Application  June  16,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system  etc. 

PREMISES  AFFECTED— 343  Canal  Street,  north  side, 
65  feet  west  of  Green  Street,  Block  229,  Lot  3,  Borough 
of  Manhattan. 


APPLICANT — J.G.L.  Molloy  for  Lesfel  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  July  17,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re 


sprinkler  system. 

PREMISES  AFFECTED— 52  Leonard  Street,  south 
side,  131.1%  feet  east  of  West  Broadway,  Block  1/6, 
Lot  24,  Borough  of  Manhattan. 


1222-61-A 

APPLICANT— Daub  and  Daub  for  Estate  of  Esther 
Jonas,  owner. 

SUBJECT — Application  July  18,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 169  Mercer  Street,  west 
side,  125  feet  south  of  West  Houston  Street,  Block 
513  ’Lot  22.  Borough  of  Manhattan. 


1230-61-A 

APPLICANT— Anna  Strassberg,  owner;  Niagara  Elec¬ 
tric  Novelty  and  Supply  Company,  lessee. 

SUBJECT — Application  July  14,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 186  Bowery,  west  side,  25 
feet  south  of  Spring  Street,  Block  478,  Lot  23,  Bor¬ 
ough  of  Manhattan. 


1088-61-A 

APPLICANT— A.L.  Seiden  for  Ohmeis  Bros  and  Batch- 
elder,  owners;  B  and  G  Foods,  Incorporated,  lessee. 

SUBJECT— Application  July  11,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 140  Fulton  Street,  south 
side,  215  feet  4%  inches  east  of  Broadway,  Block  79, 
Lot  27,  Borough  of  Manhattan. 


1235-61-A 

APPLICANT — Joseph  Schechter  for  243  South  Street 


Realty  Corporation,  owner. 

SUBJECT — Application  July  31,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 243  South  Street  north 
side  52  feet  11  inches  east  of  Pike  Street,  475-477 
Water  Street,  Block  248,  Lot  3,  Borough  of  Manhattan. 


1163-61-A 

APPLICANT— Samuel  Carr  for  Rudi  Realty  Company, 
owner. 

SUBJECT— Application  July  13,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 19  West  38th  Street,  north 
side,  355  feet  west  of  5th  Avenue,  Block  840,  Lot  30, 
Borough  of  Manhattan. 


1175-61-A 

APPLICANT— Ralmore  Realty  Corporation,  owner. 

SUBJECT— Application  July  20,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner — re 
sprinkler  system. 

PREMISES  AFFECTED— 89  East  Broadway,  south 
side,  186  feet  3  inches  east  of  Market  Street,  Block  282, 
Borough  of  Manhattan. 


1249-61-A 

APPLICANT— Lama,  Proskauer  and  Prober  for  Jacob 
Goldstein  and  Louis  Silverstein,  owners. 

SUBJECT— Application  July  31,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re 
sprinkler  system. 

PREMISES  AFFECTED— 119  Spring  Street  north 
side,  25  feet  east  of  Greene  Street,  Block  499,  Lot  42, 
Borough  of  Manhattan. 


835-62-A 

APPLICANT— Goldberg  and  Scutaro  for  Esther  Sacher, 
owner. 

SUBJECT — Application  August  30,  1962 — Review  of 
Decision  of  the  Borough  Superintendent  re — Zoning 
Matter. 

PREMISES  AFFECTED— 1134  East  58th  Street,  west 
side,  208  feet  north  of  Avenue  K,  Block  7805,  Lot  71, 
Borough  of  Brooklyn. 
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836-62-A 

APPLICANT — Goldberg  and  Scutaro  for  Harry  Abram¬ 
son,  owner. 

SUBJECT — Application  August  30,  1962 — Review  of 
Decision  of  the  Borough  Superintendent  re — Zoning 
Matter. 

PREMISES  AFFECTED— 1091  East  58th  Street  east 
side,  576  feet  north  of  Avenue  K,  Block  7806,  Lot  35, 
Borough  of  Brooklyn. 


31-63-A 

APPLICANT — Exitolite  Corporation,  for  Comet  Realty 
Corporation,  owner. 

SUBJECT — Application  January  8,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re — exit 
signs. 

PREMISES  AFFECTED — 307-309  Seventh  Avenue, 
east  side,  78  feet  2%  inches  south  of  West  28th  Street, 
Block  803,  Lot  4,  Borough  of  Manhattan. 


256-63-A 

APPLICANT — Albert  Melniker  for  The  Proctor  and 
Gamble  Manufacturing  Company,  owner. 

SUBJECT — Application  March  25,  1963 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re — Oil  pres¬ 
sure. 

PREMISES  AFFECTED — 3665  Richmond  Terrace, 
south  side,  238  feet  west  of  Western  Avenue,  Block 
1400,  Lot  1,  Port  Ivory,  Borough  of  Richmond. 


545-63-A 

APPLICANT — Everett  F.  Diehl  for  Hercules  Powder 
Company  Inc.;  lessee,  Consolidated  Edison  Company 
of  New  York,  Inc. 

SUBJECT — Application  July  3,  1963 — Review  of  a  de¬ 
cision  of  the  Commissioner  of  Marine  and  Aviation — 
construct  a  barricade  for  dynamite  magazines. 

PREMISES  AFFECTED — South  side  of  Hunt’s  Point 
Avenue,  2,170  feet  east  of  East  Bay  Avenue,  Block 
2780,  Lot  82,  Borough  of  TheTBronx. 

MAX  H.  FOLEY,  Chairman. 


OCTOBER  1,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  1,  1963,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the  follow¬ 
ing  matters: 

1931-61-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Jobreen 
Realty  Corporation,  owner. 

SUBJECT — Application  December  14,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7e  and 
21  of  the  Zoning  Resolution,  to  permit  in  a  residence 
use  district,  the  maintenance  of  a  non-transient  park¬ 
ing  lot  for  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 1410  Jesup  Avenue,  east 
side,  353.66  feet  north  of  Edward  L.  Grant  Highway, 
Block  2872,  Lot  60,  Borough  of  The  Bronx. 


478-63-BZ 

APPLICANT — DeRose  and  Cavalieri  for  Giovanni  Ga- 
lasso,  owner. 

SUBJECT — Application  June  6,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the 


change  in  occupancy  of  an  existing  two  family  dwelling 
to  a  three  family  dwelling  that  will  create  a  non- 
compliance. 

PREMISES  AFFECTED — 1944  Blackrock  Avenue, 
south  side,  227.62  feet  east  of  Virginia  Avenue,  Block 
3788,  Lot  16,  Borough  of  The  Bronx. 


482-63-BZ 

APPLICANT — Haus  and  Bresin  for  Gladys  K.  Ander¬ 
son,  owner;  Tidewater  Oil  Company,  lessee. 

SUBJECT — Application  June  7,  1963 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  & 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-3 
district,  the  reconstruction  of  an  existing  automotive 
service  station  with  accessory  uses  and  a  post  standard 
and  sign. 

PREMISES  AFFECTED — 5510  Broadway,  199  West 
230th  Street,  northeast  corner,  Block  3266,  Lot  21, 
Borough  of  The  Bronx. 


540-63-BZ 

APPLICANT — Francis  X.  Gina  and  Associates,  for 
Church  of  Saint  Lucy,  owner. 

SUBJECT — Application  June  28,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the 
Zoning  Resolution,  to  permit  in  a  R7-2  district,  the 
erection  of  a  three  story  building  for  use  as  a  school 
and  convent  that  encroaches  on  the  required  rear  yard 
equivalent. 

PREMISES  AFFECTED — 315-325  East  103rd  Street, 
north  side,  and  324-336  East  104th  Street,  south  side, 
250  feet  east  of  Second  Avenue,  Block  1675,  Lot  11, 
Borough  of  Manhattan. 


517-56-BZ 

APPLICANT — DeRose  and  Cavalieri  for  Theresa  La- 
Vine,  owner. 

SUBJECT — Application  reopened  July  23,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
March  18,  1963 — decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Section 
7h  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  the  unbuilt  upon  portion  of  the  plot  to 
be  used  for  the  parking  and  storage  of  motor  vehicles 
of  the  pleasure  car  type  only,  in  conjunction  with  the 
five  car  garage  now  on  the  rear  of  the  site. 

PREMISES  AFFECTED— 1071-1973  Hall  Place,  west 
side,  174.9  feet  south  of  East  167th  Street,  Block  2691, 
Lots  93  and  94,  Borough  of  The  Bronx. 


241-47-BZ 

APPLICANT — Morton  S.  Cahn  and  Joseph  Levy,  Jr. 
for  Ridgewood  Real  Estate  Corp.,  owner. 

SUBJECT— Application  reopened  July  23,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  May  4,  1963 — decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7e  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  the  extension  of  existing  structure  (knit¬ 
ting  mill). 

PREMISES  AFFECTED— 16-23  to  16-25  Hancock 
Street,  northwest  side,  245  feet  northeast  of  Wyckoff 
Avenue,  Block  3548,  Lot  97,  Ridgewood,  Borough  of 
Queens. 


298-63-BZ 

APPLICANT — Leonard  R.  Rothkrug  for  Ruth  H. 

Greenberg,  owner;  Shell  Oil  Company,  lessee. 
SUBJECT— Application  April  5,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
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Zoning  Resolution,  to  permit  in  a  C2-2  district,  the  1143-61-A  _ 

erection  and  maintenance  of  an  automotive  service  APPLICANT — J.G.L.  Molloy  for  Lesfel  Realty  Corp- 

station  with  accessory  uses.  oration,  owner. 

Hearing  closed— Laid  over  from  July  9,  1963,  to  July  23,  SUBJECT— Application  July  13,  1961— Appeal  from  an 
1963,  for  continued  hearings;  applicant  to  submit  state-  order  and  a  decision  of  the  Fire  Commissioner  re- 
ment;  Nassau  County  representative  to  be  notified  to  sprinkler  system. 

be  present;  then  to  October  1,  1963,  for  further  con-  PREMISES  AFFECTED— 50  Leonard  Street,  south 
sideration  and  decision.  side,  126.7%  feet  east  of  West  Broadway,  Block  176, 

MAX  H.  FOLEY,  Chairman.  Lot  23,  Borough  of  Manhattan. 


OCTOBER  1,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  1,  1963,  at  10  o’clock  at  80  Lafay- 
fayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters. 

876-61-A 

APPLICANT— Baptist  Children’s  Home  of  Long  Is¬ 
land,  owner. 

SUBJECT— Application  April  14,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 2360  Ocean  Avenue,  North¬ 
west  corner  of  Avenue  S,  Block  6825,  Lot  20,  Borough 
of  Brooklyn. 


936-61-A 

APPLICANT— F.  W.  Woolworth  Company,  lessee, 
Morgan  Guaranty  Trust  Company  of  New  York, 
owner. 

SUBJECT— Application  June  15,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 29-33  West  42nd  Street, 
north  side,  400  feet  west  of  Fifth  Avenue,  32-36  West 
43rd  Street,  Block  1258,  Lot  18,  Borough  of  Man¬ 
hattan. 


1016-61-A 

APPLICANT — Jack  Lunati  for  Jack  and  Maurice  Lu- 
nati,  owners. 

SUBJECT — Application  June  12,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 450  Water  Street,  south 
side,  180  feet  east  of  Market  Slip,  Block  249,  Lot  53, 
Borough  of  Manhattan. 


1035-61-A 

APPLICANT — Unger  and  Unger  for  Charles  F.  Gold¬ 
ing,  owner. 

SUBJECT — Application  July  5,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 47  Cliff  Street,  north  side, 
81  feet  7  inches  east  of  Fulton  Street,  Block  94,  Lot 
3,  Borough  of  Manhattan. 


1117-61-A 

APPLICANT — Louis  Lieberman  for  Putnam  Rolling 
Company,  owner. 

SUBJECT — Application  July  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 30-32  Howard  Street,  north¬ 
west  corner  of  Crosby  Street,  Block  232,  Lot  21, 
Borough  of  Manhattan. 


1247-61-A 

APPLICANT— Daub  and  Daub  for  Established  Estates 
Incorporated,  owner. 

SUBJECT— Application  July  31,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 102-104  West  38th  Street, 
south  side,  60  feet  west  of  Avenue  of  the  Americas, 
Block  813,  Lot  40,  Borough  of  Manhattan. 


1291-61-A 

APPLICANT— Joseph  Lau  for  1327  New  York  Avenue. 
Corporation,  owner. 

SUBJECT— Application  August  8,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1327  York  Avenue,  North¬ 
west  corner  of  East  71st  Street,  Block  1465,  Lot  28, 
Borough  of  Manhattan. 


1297-61-A 

APPLICANT— Hurley  and  Hughes  for  John  Chatillon 
and  Sons,  owners. 

SUBJECT— Application  August  9,  1961— Appeal  from 
an  order  and  a  decision  of  the  Borough  Superintendent 
re-  sprinkler  system. 

PREMISES  AFFECTED— 50-52  Franklin  Street,  north 
side,  125  feet  10  inches  west  of  Lafayette  Street,  Block 
172,  Lot  28,  Borough  of  Manhattan. 


1303-61-A 

APPLICANT— William  McA.  Shiland  for  T.  R.  Wil¬ 
liams,  owner. 

SUBJECT— Application  August  9,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 220  11th  Avenue,  northeast 
corner  of  West  25th  Street,  Block  697,  Lot  1,  Bor¬ 
ough  of  Manhattan. 


1309-61-A 

APPLICANT — Daub  and  Daub  for  Jerome  M.  Cohen, 
Alma  G.  Roos,  Jesse  H.  Barkin,  Trustees  for  Stephen 
Barkin  and  Helen  O.  Rich,  owners. 

SUBJECT — Application  August  4,  1961 — Appeal  from 
orders  and  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system,  watchman  service  etc., 

PREMISES  AFFECTED — 162  Madison  Avenue,  west 
side,  98.6%  feet  north  of  West  32nd  Street,  Block  862, 
Lot  55,  Borough  of  Manhattan. 


1318-61-A 

APPLICANT — Daub  and  Daub  for  Bernhardine  Stolz 
and  Erika  Magid,  owners. 

SUBJECT — Application  filed  August  9,  1961,  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  Sprinkler 
system,  and  watchman  service. 
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PREMISES  AFFECTED — 160  Madison  Avenue,  west 
side,  73  feet  IIV2  inches  north  of  East  32nd  Street, 
Block  862,  Lot  20,  Borough  of  Manhattan. 


1313-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Edyth 
Realty  Corporation,  owner. 

SUBJECT — Application  August  10,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 47  West  28th  Street,  north 
side,  175  feet  west  of  Fifth  Avenue,  Block  830,  Lot  11, 
Borough  of  Manhattan. 


1314-61-A 

APPLICANT — Monaghan  and  Mattingly  for  J  and  H. 
Brody  Realty  Corporation,  owner. 

SUBJECT — Application  August  10,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinklker  system. 

PREMISES  AFFECTED— 360-362  Broadway,  south¬ 
east  corner  of  Franklin  Street,  Block  171,  Lot  7, 
Borough  of  Manhattan. 


1317-61-A 

APPLICANT — Samuel  Rosenblum  for  Fifteen  Estates, 
Incorporated  ,58  Estates,  Incorporated  and  Harry  H. 
Perse,  owners. 


SUBJECT — Application  August  9,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 58  West  15th  Street,  south 
side,  113  feet  8  inch  east  of  Sixth  Avenue,  Block  816, 
Lot  74,  Borough  of  Manhattan. 


1333-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Morris 
Silverman,  owner. 

SUBJECT — Application  August  10,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 43  West  28th  Street,  north 
side,  150  feet  west  of  Fifth  Avenue,  Block  830,  Lot 
13,  Borough  of  Manhattan. 


773-62-A 

APPLICANT — Alexander  A.  Livingston  for  Olga  Goth, 
owner. 

SUBJECT — Application  July  31,  1962 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 316-318  East  22nd  Street, 
south  side,  235  feet  east  of  2nd  Avenue,  Block  927, 
Lot  46,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman. 


CORRECTIONS 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the 
Board  of  Standards  and  Appeals  held  on  March  26,  1963, 
as  they  appeared  in  Bulletin  No.  14,  Vol.  48,  are  hereby 
corrected  to  read  as  follows: 

1578-61-A 

APPLICANT — Margaret  Pollock,  doing  business  as 
Chelsea  Decal  Co.,  owner. 

SUBJECT — Application  October  13,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 107  West  17th  Street,  north 
side,  125  feet  west  of  6th  Avenue,  Block  793,  Lot  31, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  Brickman. 

For  Administration:  E.  A.  Meyer,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  _  0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  16,  1961  and  September  13,  1961  on 
Violation  Order  No.  513788,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
in  cellar,  first  floor  and  third  floor. 

Ch.  19.161.0  Adm.  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  May  16,  1961  and  September  13,  1961,  acting  on  Vio¬ 
lation  Order  No.  513788,  Objection  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  application  dated  March  19,  1963.  6  sheets; 
that  the  cellar  stairs  shall  be  enclosed  with  a  masonry 
partition  and  a  fireproof  self-closing  door;  that  the  cellar 
shall  be  equipped  with  a  non-automatic  dry  'sprinkler 
system  with  a  Siamese  connection. 

*Correction:  In  the  Resolved  section  above,  drawings 
date  corrected  to  read  March  i9,  1963. 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the 
Board  of  Standards  and  Appeals  held  on  July  17,  1962  as 
they  appeared  in  Bulletin  No.  30,  Vol.  47,  are  hereby 
corrected  to  read  as  follows: 

177-62-SM 

APPLICANT — United  States  Plywood  Corporation, 
owner. 

APPEARANCES— 

For  Applicant:  John  B.  Finley. 

ACTION  OF  BOARD — Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Commit¬ 
tee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox, 
Commissioner  Becker  and  Commissioner  Klein  ....  4 

Negative:  Vice  Chairman  Kleinert  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
177-62-SM — United  States  Plywood  Corporation,  New 
York,  filed  for  approval  of  the  material  known  as  Weld- 
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wood  Fiberglas  Panel  under  the  provisions  of  the  C26- 
191.0  Administrative  Building  Code. 

USE:  The  material  is  to  be  used  in  locations  where  glass 
is  allowed  such  as  patio  roofs,  awnings,  partitions,  limited 
glazing. 

DESCRIPTION:  The  paneling  is  made  of  a  blend  of 
20%  acrylic,  60%  polyester  and  20%  styrene  fabrication 
of  the  panels. 

INSPECTION  AND  TEST:  Samples  of  the  material 
were  examined  by  Assistant  Engineer  John  A.  Darts. 
The  material  has  been  approved  by  the  Underwriters 
Laboratories  and  is  also  listed  as  self  extinguishing. 
RECOMMENDATION :  The  Committee  on  Test  is  of  the 
opinion  that,  as  the  material  is  rated  as  self  extinguishing, 
the  approval  of  the  material,  Weldwood  Fiberglas  Panel,  be 
limited  in  scope  to  the  following  uses : 

♦Correction:  In  the  Recommendation  section  above  the 
words  “slow  burning”  corrected  to  read  uself  extinguish¬ 
ing " 


♦CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the 
Board  of  Standards  and  Appeals  held  on  April  17,  1962, 
as  they  appeared  in  Bulletin  No.  17,  Vol.  47,  are  hereby 
corrected  to  read  as  follows: 

1878-61-BZ 

APPLICANT — Lama  Proskauer  and  Prober  for  Morris 
R.  Weinberg  and  Philip  H.  Weinberg,  owners. 
SUBJECT — Application  December  13,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use,  E-l 
area  district  for  a  temporary  term  of  twenty-five  years, 
the  erection  of  a  one  story  building  for  use  as  a  fac¬ 
tory,  storage,  office,  warehousing,  manufacturing,  dis¬ 
play  and  sales  of  drugs  and  pharmaceuticals,  assorted 
products,  sundries  and  vitamin  products  with  patron 
and  employee  parking  and  loading  and  unloading  in 
the  open  area  with  a  business  sign,  the  proposed  build¬ 
ing  exceeds  the  permitted  area  coverage  encroaches  on 
the  required  rear  yard  and  setback  from  a  mapped 
street. 


PREMISES  AFFECTED -227-15  North  Conduit 
Boulevard,  north  side,  671.04  feet  west  of  230th  Place, 
Block  13193,  Lot  170,  Laurelton,  Borough  of  Queens. 

APPEARANCES— 

Ror  Applicant:  Alfred  A.  Lama,  R.  S.  Hardy  and  A. 
Lieberman. 

For  Opposition:  Max  M.  Lome. 

For  Administration:  Samuel  Bodian,  Dept,  of  Parks. 
ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Klein  .  4 

Negative  .  0 

Not  Voting:  Commissioner  Becker  .  1 

THE  RESOLUTION— 

Whereas,  the  amended  decision  of  the  Borough  Superin¬ 
tendent,  dated  April  6,  1962,  acting  on  N.B.  Applic.  No. 
6173-61,  reads: 

“1.  The  proposed  erection  of  a  bdg.  in  a  Residence 
Use  district  to  be  used  for  a  factory,  storage,  offices, 
warehousing,  manufacturing,  display  and  sales  of  drugs, 
pharmaceuticals,  assorted  products,  sundries  and  vita¬ 
min  products  and  accessory  parking  of  patrons  and 
employees  cars,  loading  and  unloading  in  open  area  is 
contrary  to  Art.  II  Sect.  3  of  the  Zoning  Resolution. 

2.  The  proposed  bldg,  in  an  E-l  area  district  so 
located  that  it  deprives  the  lot  of  a  required  rear  yard 
is  contrary  to  Art.  IV  Sect.  15-A  and  Sect.  17  of  the 
Zoning  Resolution. 

3.  The  proposed  bldg,  in  an  E-l  area  district  ex¬ 
ceeds  the  permissible  area  coverage  contrary  to  Art. 
IV  Sect.  15-A(d)  of  the  Zoning  Resolution. 

4.  The  proposed  business  signs  and  business  entrance 
(curb  cut)  in  a  Residence  Use  district  are  contrary  to 
Art.  II  Sect.  3  of  the  Zoning  Resolution.” 

♦Correction:  In  the  Premises  Affected  section  “731.04 
feet”  corrected  to  read:  “671.04”  feet  and  in  the  decision 
of  the  Borough  Superintendent  amended  decision  of 
April  6,  1962  is  shown  to  correct. 


LOCAL  LAW 


LOCAL  LAW— 34  OF  62 

EFFECTIVE— JULY  1,  1962. 

A  LOCAL  LAW  to  amend  the  administrative  code  of 
the  city  of  New  York,  in  relation  to  the  payment  of 
fees  in  connection  with  the  filing  of  applications  with 
the  board  of  standards  and  appeals. 

Be  is  enacted  by  the  Council  as  follows : 

Section  1.  Section  669-1.0  of  the  administrative  code  of  the 
city  of  New  York,  as  amended  by  local  law  ninety-four  for 
the  year  nineteen  hundred  fifty-seven  is  hereby  amended  to 
read  as  follows : 

§669.-1.0Fees — The  following  fees  shall  be  charged  for 


the  following  applications,  appeals  and  reviews. 

1.  a.  Application  for  approval  of  materials, 

appliances  and  methods  or  variances  of  construc¬ 
tion  .  $100  00 

b.  Application  for  amendment  of  prior  approval 
of  materials,  appliances  and  methods  or  variances 
of  construction  .  25  00 

2.  a.  Application  to  vary  the  application  of  the 

zoning  resolution  except  as  provided  in  subdivi¬ 
sion  b  .  100  00 


b.  Where  such  application  is  for  conversion 
from  a  one  family  dwelling  to  a  two  family 


dwelling  .  25  00 

c.  Application  for  an  extension  of  the  term  of 
years  of  a  zoning  variance  previously  granted  ..  50  00 


d.  Application  for  a  change  in  use,  height,  area 

or  bulk  of  premises  in  connection  with  a  zoning 
variance  previously  granted  .  5000 

e.  Application  for  special  permits  provided  in 

zoning  resolution  .  100  00 

3.  Appeals  from  or  application  for  review  of 
any  order,  requirement  or  determination  of  the 
commissioner  of  buildings  or  of  any  borough  su¬ 
perintendent  of  buildings  of  the  department  of 
buildings  the  fire  commissioner  or  any  rule  or  reg¬ 
ulation  or  amendment  or  repeal  thereof  made  by 


the  fire  commissioner  .  50  00 

4.  Application  for  an  extension  of  time  in 
which  to  comply  with  the  conditions  imposed  in 
the  resolution  of  the  board  of  standards  and 
appeals .  25  00 


5.  Application  filed  for  variation  of  the  provi¬ 
sions  of  the  multiple  dwelling  law  or  labor  law, 
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and  application  filed  pursuant  to  the  general 

city  law  . ~ .  50  00 

6.  Exemptions — a.  The  provisions  of  this  section  shall 
not  apply  if  the  owner  of  the  premises  affected  by  the  appli¬ 
cation,  appeal  or  review,  be  a  corporation,  or  association 
organized,  and  operated  exclusively  for  religious,  charitable 
or  educational  purposes,  or  for  one  or  more  such  purposes, 
no  part  of  the  net  earnings  of  which  enures  to  the  benefit 
of  any  private  individual  and  provided  that  the  premises  af¬ 
fected  are  to  be  used  exclusively  by  such  corporation  or  as¬ 
sociation  for  one  or  more  such  purposes. 

b.  The  provisions  of  this  section  shall  not  apply  if  a 
municipal  department  or  agency  of  the  city  is  the  applicant 
or  appellant  before  the  board  of  standards  and  appeals. 

§2.  This  local  law  shall  take  effect  on  July  1,  1962. 

HOURS  OF  CONSULTATION 
10  A.M.  to  1  P.M. 

.Any  person  desiring  to  consult  the  Chairman,  the  Com¬ 
missioners,  Director  or  the  Engineers,  pertaining  to  the 
work  of  the  board,  will  be  seen  only  between  the  hours  of 
ten  in  the  morning  and  one  in  the  afternoon — Saturdays  ex¬ 
cepted. 


PUBLIC  HEARINGS 

Tuesday  at  10  a.m.,  12  p.m.  and  2  p.m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  at  80  Lafayette  Street,  9th  Floor, 
Borough  of  Manhattan. 


NOTICE 

1 —  CALENDAR:  Notices  of  public  hearing  on  applica¬ 
tions  for  zoning  variances,  will  be  published  twice:  first 
publication,  listing  new  cases  set  for  hearing,  in  the  Bulletin 
available  to  the  public  at  least  14  days  before  the  date  of 
hearing;  second  publication,  in  the  last  Bulletin  available 
to  the  public  immediately  prior  to  the  hearing  date.  The 
second  publication  will  be  augmented  with  a  listing  of  cases 
laid  over  from  previous  hearings.  Attention  is  directed  to 
the  MINUTES  of  such  previous  hearings,  where  the  rea¬ 
sons  for  laid  over  cases  will  have  been  published.  Notices 
of  public  hearing  on  applications  for  approval  of  materials 
and  appliances  will  be  published  once,  at  least  10  days  prior 
to  the  hearing  date. 

2—  MINUTES:  The  publication  of  the  “digest”  of  the 
applicant’s  statement  has  been  discontinued,  except  that  the 
administrative  orders,  decisions,  etc.,  which  are  the  subject 
of  each  application  or  appeal  will  be  published.  The  summary 
of  information  given  in  the  Appeal  Form  (Form  A)  will 
be  published  for  Administrative  Appeals.  The  Board  will 
continue  to  publish  such  other  matters  as  it  may  deem  ad¬ 
visable. 

NOTICE  TO  APELLANTS  AND  APPLICANTS 

No  appeal  or  application,  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to  seek 
relief  until  it  is  filed  on  the  form  required  by  the  rules  of 
this  board. 


Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied,  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  Administrative  Official  either  Borough 
Superintendent  of  Buildings  or  Fire  Commissioner  and  file 
with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans  must 
indicate  the  points  of  the  compass  so  as  to  establish  the  true 
location  and  position  of  the  property,  the  subject  of  the 
appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  their  dis¬ 
position  expedited  by  conforming  to  these  directions. 

Max  H.  Foley,  Chairman. 


NOTICE 


The  Board  has  adopted  the  following  procedure  in 

handling  Administrative  (interpretive)  Appeals  filed  to 
review,  decision  of  the  Borough  Superintendents  on  ques¬ 
tions  involving,  the  legality  of  administrative  interpreta¬ 
tion  and  application  of  provisions  of  the  new  Zoning 
Resolution : 

1.  Plans  required  shall  consist  of  eight  copies  on 

paper  8V2"  x  11"  in  size,  except  that  where  accept¬ 
able  to  the  Director,  such  plans  may  be  of  a  size 
which  can  readily  be  folded  to  fit  the  Board’s 
binders. 

2.  Such  plans  need  only  be  sufficient,  in  the  opinion 
of  the  Director,  as  to  clearly  illustrate  the  points 
involved. 

3.  Date  of  hearing  shall  be  set  as  expeditiously  as 

possible,  allowing  sufficient  time  for  one  publica¬ 
tion  in  the  Bulletin. 

4.  Where  sufficient  number  of  appeals  have  been 

decided  on  a  question,  which  in  the  opinion  of  the 
Director  are  applicable  to  a  General  Resolution,  the 
Director  shall,  under  a  selected  calendar  number, 
recommend  to  the  Board,  the  adoption  of  a  General 
Resolution. 

5.  Upon  the  assignment  of  a  date  of  hearing  on  the 
adoption  of  a  General  Resolution,  the  Director  shall 
notify  the  Commissioner  of  Buildings,  the  Archi¬ 
tects  Council,  and  the  various  architectural  and 
engineers  societies;  and  such  other  interested  par¬ 
ties  as  he  may  deem  affected  by  the  question 
involved. 

6.  At  the  public  hearing  on  a  proposal  to  adopt  a 

General  Resolution  the  Commissioner  of  Buildings 
and  any  other  interested  parties  may  appear  or 

may  file  briefs  setting  forth  their  positions  on  the 
matter  involved. 

7.  The  Director  shall  furnish  each  member  of  the 

Board  with  a  copy  of  his  report  recommending  the 
adoption  of  a  General  Resolution,  which  report 
shall  include  a  summary  of  prior  actions  by  the 

Board  on  Administrative  (interpretive)  Appeals 
involving  the  same  question. 

8.  A  permanent  cumulative  subject  index  shall  be 

maintained  by  the  Director  of  all  such  appeals 
properly  indexed  so  as  to  be  readily  referrable  to 
the  sections  of  the  Zoning  Resolution  involved. 


Effective  May  22,  1962 


James  P.  Mulroy 
Secretary  of  the  Board 
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L 

University  of  Illinois  Library 
Serials  Dept, 

Urbana,  Ill. 


NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each — add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 


\Jhr  CxS> 


OCT  2  1963 

imirsity  (if  h  i  ^BULLETIN 

OF  THE 


BOARD  OF  STANDARDS  AND  APPEALS 

CITY  OF  NEW  YORK 

Issued  under  authority  of  Chapter  27,  Section  665  of  the  Charter  of  the  City  of  New  York 

Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  80  Lafayette  Street,  9th  Floor,  Manhattan, 

New  York  13,  N.  Y. 


Vol.  XL VIII 


Subscription 
$15.00  a  year 


September  19,  1963 


By  Mail,  35  cents  (Cash  only)  qo 

Single  Copies,  25  cents 


DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS 


MAX  H.  FOLEY,  Chairman 
Edwin  W.  Kleinert,  Vice  Chairman 
Hugh  P.  Fox 
Samuel  L.  Becker 
Joseph  B.  Klein 

Commissioners. 


William  A.  Nolan,  Director 
Solomon  Sheer,  Deputy  Director 


James  P.  Mulroy,  Secretary 


John  B.  Cincotta,  Chief  Clerk 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York  13,  N.  Y. 


Telephone— 566-5174. 


CONTENTS 


Petition  and  Order  of  Certiorari  Served  on  the  Board  of 
Standards  and  Appeals. 

Docket. 

Notice  of  Hearing  Calendar. 


PETITION  AND  ORDER  OF  CERTIORARI 
SERVED  ON  THE  BOARD  OF  STANDARDS 
AND  APPEALS. 

On  August  29,  1963,  Petition  and  Order  of  Certiorari  was  served 
on  the  Board  by  Leonard  F.  Rothkrug,  attorney  for  petitioner,  Sove¬ 
reign  Operating  Corporation,  owner,  seeking  a  review  of  the  Board’s 
denials  on  July  16,  1963  of  the  applications  to  modify  the  decisions 
of  the  Borough  Superintendent  in  which  he  refused  to  accept  as  a 
modification  a  proposed  change  from  five  six-story  apartment  houses 
to  two  fourteen-story  apartment  houses  under  the  provisions  of  Sec¬ 
tion  11-31  (b)  of  the  Zoning  Resolution,  Calendar  Numbers  433-63-A 
and  434-63-A ;  Premises  46  and  48  Chester  Place,  southeast  comer 
of  Cebra  Avenue,  Block  679,  Lot  61,  Stapleton,  Borough  of  Rich¬ 
mond. 

NOTICE 

1 —  CALENDAR:  Notices  of  public  hearing  on  applica¬ 
tions  for  zoning  variance,  will  be  published  twice:  first 
publication,  listing  new  cases  set  for  hearing,  in  the 
Bulletin  available  to  the  public  at  least  14  days  before  the 
date  of  hearing;  second  publication,  in  the  last  Bulletin 
available  to  the  public  immediately  prior  to  the  hearing 
date.  The  second  publication  will  be  augmented  with  a 
listing  of  cases  laid  over  from  previous  hearings.  Atten¬ 
tion  is  directed  to  the  MINUTES  of  such  previous 
hearings,  where  the  reasons  for  laid  over  cases  will  have 
been  published.  Notices  of  public  hearing  on  applications 
for  approval  of  materials  and  appliances  will  be  pub¬ 
lished  once,  at  least  10  days  prior  to  the  hearing  date. 

2—  MINUTES:  The  publication  of  the  “digest”  of  the 
applicant’s  statement  has  been  discounted,  except  that 
the  administrative  orders,  decisions,  etc.,  which  are  the 
subject  of  each  application  or  appeal  will  be  published. 
The  summary  of  information  given  in  the  Appeal  Form 
(Form  A)  will  be  published  for  Administrative  Appeals. 
The  Board  will  continue  to  publish  such  other  matters 
as  it  may  deem  advisable. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  Septem¬ 
ber  10,  1963,  Affecting  Calendar  Numbers,  325-63-BZ, 
388-63-BZ,  502-63-BZ,  503-63-A,  520-63-BZ,  850-57-BZ, 
122-58-BZ,  423-60-BZ,  396-63-BZ,  397-63-BZ,  398-63-A. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Sep¬ 
tember  10,  1963,  884-61-A,  1043-61-A,  1125-61-A,  377- 
61-A— Vol.  II,  814-61-A,  834-61-A,  837-61-A,  843-61-A, 
854-61-A,  858-61-A,  860-61-A,  870-61-A,  871-61-A,  883- 
61-A,  907-61-A,  939-61-A,  941-61-A,  942-61-A,  949-61-A, 
955-61-A,  157-62-A,  1105-62-A,  285-31-BZ— Vol.  II, 
187-36-BZ— Vol.  II,  557-60-BZ,  837-60-BZ— Vol.  II, 
234-61-BZ,  235-61-BZ,  374-53-BZ  474-56-BZ,  1461-61- 
BZ,  486-63-SM,  582-63-SM. 
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DOCKET 

New  Cases  Filed  up  to  September  10,  1963 

Cal.  No.  Dept.  Premises  Affected 

674-63-A — B.Q. — 332  Beach  63rd  Street  and  6211  Beach 
Channel  Drive,  Block  15907,  Lot  601,  Arverne,  Borough 
of  Queens,  Alt.  1418-63,  re-frame  building. 


675-63-SA — Koldwave,  various  models,  manufactured  by 
Heat  Exchangers,  Inc.  Appliance. 


676-63-SA — Westinghouse  Dishwashers,  Models  SUC24- 
DO,  SUC24SO,  SUE4A,  SUE4C,  manufactured  by 
Westinghouse  Electric  Corporation,  Appliance. 


677-63-SM — Rustless  Slab  Bolsters,  manufactured  by 
Universal  Builders  Supply  Company,  Inc.  Material. 


678-63-SM— Hornbond  concrete  bonding  agent  manufac¬ 
tured  by  W.  R.  Grace  and  Company,  Material. 


690-63-BZ— B.B.— 567-583  Amboy  Street,  31-47  Hege- 

man  Avenue,  982-984  Hopkinson  Avenue,  northeast  cor¬ 
ner  of  Amboy  Street  and  Hegeman  Avenue,  Block  3622, 
Lots  5,  6,  9,  H  &  56,  Borough  of  Brooklyn  N.B.  6 27-b3, 

nrAnAcprI  ciinprtTi<irlc6t.  R6  district* 


691-63-BZ—B.Q.— 91-05  Beach  Ch*nnQel  9rig >j ^Block 

ir6°.?5  BLc?  Rockaway  feach^Bor'iulh  of 

Q«e5ns^A?t.  808-63,  re-  proposed  extension  to  funeral 
home,  R4  district. 


692-63- A _ B.M. — 215  West  29th  Street,  north  side ,167 

feet  w^t  of  7th  Avenue,  Block  779,  Lot  30,  Borough  of 
Manhattan,  Alt.  791-63,  re-  egress. 


693-63-BZ— B.M.— 1380-1389  Avenue  of  the  Americas 
east  side  63-71  West  56th  Street  and  58-68  West  57th 
Street,  Block  1272,  Lots  1,71,104,  Borough  o  Manhattan, 


\T  B  916.60  n»- 


679-63-SM — Faslot,  forms  void  in  concrete  for  insertion 
of  anchors,  manufactured  by  Universal  Builders  Supply 
Company,  Material. 


680-63-SM — Dynahide  floor  covering  for  concrete  and 
masonry,  manufactured  by  Guard  Industries,  Inc.  Ma¬ 
terial. 


681-63-SM — Feutron  Drapery  material,  manufactured  by 
American  Felt  Company,  Material. 


682-63-A — B.M. — 643  East  13th  Street,  north  side,  142.6 
feet  west  of  Avenue  C,  Block  396,  Lot  41,  Borough  of 
Manhattan,  B.N.  3755-62,  re-egress. 


694-63-A— B.M.— 1380-1389  Avenue  of  the  America  east 
side  63-71  West  56th  Street  and  58-68  West  57th  Street, 
Block  1272,  Lots  1,  71,  104,  Borough  of  Manhattan,  N.B. 
216-60,  transient  parking. 


595-63-A— F.D.— 2966-2970  Third  Avenue,  east  side  from 
East  153rd  Street  to  Bergen  Avenue,  482-492  East  153rd 
Street  Block  2362,  Lots  52  and  53,  Borough  of  the 
d.  ’  n  HrHpr  No.  2895-3.  re.  sprinkler  system. 


696-63-A — B.M. — 321  West  22nd  Street,  north  side, 
278  IVz  feet  west  of  8th  Avenue,  Block  746,  Lot  25,  Bor¬ 
ough  of  Manhattan,  Alt.  772-63,  re  proposed  extension 
Class  3  converted  dwelling. 


683-63-SM — Cleveland  High  Strength  structure  bolts  and 
nuts  ASTM  -A325,  manufactured  by  Cleveland  Cap 
Screw  Company,  Division  of  Standard  Pressed  Steel 
Company,  Material. 


684-63-SM — Flamort  WC,  manufactured  by  Flamort 
Chemical  Company,  Material. 


697-63-SM — BFG  Flexible  Vinyl  Flashing,  manufactured 
by  the  B.  F.  Goodrich  Company,  Alaterial. 


698-63-A— F.D.— 348-358  East  79th  Street,  south  side,  25 
feet  west  of  First  Avenue,  Block  1453,  Lot  28,  Borough 
of  Manhattan,  F.D.  Order  No.  3456-3,  re-  sprinkler 
svstem. 


685-63-A — F.D. — 342-346  Amsterdam  Avenue,  west  side, 
25.6%  feet  north  of  West  76th  Street,  Block  1168,  Lots 
30  and  31,  Borough  of  Manhattan,  F.D.  Order  1124-3, 
re-sprinkler  system. 


686-63-A — F.D. — 171-50  Northern  Boulevard,  south  side 
from  172nd  Street  to  Auburndale  Lane,  Block  5510,  Lot 
1,  Flushing,  Borough  of  Queens,  F.D.  Order  No.  3722-2, 
re-sprinkler  system. 


687-63-BZ — B.Q. — 52-02  Tilth  Street,  southwest  corner 
of  52nd  Avenue,  Block  2008,  Lots  37,38,40,41,  Corona, 
Borough  of  Queens,  Alt.  803-63,  re-proposed  parking  and 
storage,  R6  district. 


688-63-A — B.M. — 19  East  21st  Street,  north  side,  180  feet 
east  of  Fifth  Avenue,  Block  850,  Lot  18,  Borough  of 
Manhattan,  Alt.  18-61,  re-Class  111  construction — public 
use. 


689-63-BZ — B.R. — 1490  Clove  Road,  southwest  corner  of 
Tiogas  Street,  Block  661,  Lot  1,  Sunnyside,  Borough  of 
Richmond,  Alt.  213-63,  re-off  street  loading  and  parking, 
R3-2  district. 


699-63-SM — Seal-Tex  for  use  as  drapes  or  curtains  man¬ 
ufactured  by  Frankel  Associates,  Inc,.  Material. 

Restored  to  Docket 

374-53-BZ — B.M. — 280-286  Broadway,  east  side,  from 
Chambers  to  Reade  Streets,  53-63  Chambers  Street  and 
37  Reade  Street,  Block  153,  Lot  1,  Borough  of  Manhat¬ 
tan,  Amendment  to  Alt.  89-53,  reopened  for  considera¬ 
tion  as  to  extension  of  term  of  variance,  re-  garage  for 
more  than  5  cars — retail  use  district. 


474-56-BZ — B.Bx. — 1245-1257  Morris  Avenue,  west  side, 
300  feet  north  of  East  167th  Street,  Block  2450,  Lot  42, 
Borough  of  The  Bronx,  Alt.  289-56,  reopened  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  re-  parking 
lot — residence  use  district. 


1461-61-BZ — B.Q. — 145-31  (145-15  official)  Rockaway 
Boulevard,  northwest  corner  of  Inwood  Street,  Block 
12048,  Lot  77,  South  Ozone  Park,  Borough  of  Queens, 
N.B.  720-61,  reopened  for  consideration  as  to  extension 
of  time  to  complete,  re-  extension  of  uses  of  an  existing 
gasoline  service  station — business  and  residence  use  dis¬ 
tricts. 


979 


CALENDAR 


RULES 

Arc  and  Gas  Welding  and  Oxygen 
Cutting  . Nov.  27,  1956. 

Cements,  Air  Entraining  Portland, 

Rules  for  Approval  and  Use  of..  April  12,  1955 

Cements,  Blended,  Rules  for  Test- 

ing  and  Use  of  .  Mar.  15,  1955 — Vol 

Certificate  of  Occupancy,  approved 
form  . . Dec.  28,  1943 — Vol. 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 
Use  of.. . Dec.  10,  1962. 

Concrete  Rules  (Hydrated  Lime).  Aug.  3,  1937 — Vol. 

Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering _ Aug.  8,  1962. 

Dry  Cleaning  Establishments,  Rules 
Covering  . .  Sept.  15,  1955. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . July  20,  1962. 

Exterior  Veneering  Materials, 

Rules  for  . . Mar.  11,  1952— Vol. 

Factory  Exit  Rules  .  Feb.  22,  1955. 

Fire  Alarm  Rules  (Interior)  . May  1963. 

Fire  Drill  Rules  . . . June  20,  ’l963 — Vol. 

Jbire  Resistive,  Flameproof  Ma- 

terials,  etc.,  Rules  for  Testing  of  Jan.  31,  1963 — Vol. 

Hatchway  Protection  . June  5,  1928 — Vol. 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.280  of  The  Labor 

Law)  ......... . May  25,  1961 — Vol. 

Insulating  Fibre  Board  Rules - Mar.  25,  1952 — Vol 

Oil  Burner  Rules  . June  1,  1962. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of .  May  27,  1954. 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 
Supply)  . Mar.  20,  1960. 

Procedure,  Rules  of  . Jan.  17,  1963 — Vol. 

Smoking  in  Factories,  Rules  for..  Apr.  25,  1963 — Vol 

Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc . May  2,  1963 _ Vol. 

Sprinkler,  Rules  . . June  29.  1937— Vol. 

Wire  Class  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  . .  Sept.  3,  1946 — Vol. 


.  40,  No.  11 
28,  No.  52A 

22,  No.  31 


37,  No.  11 A 


48,  No.  25 

48,  No.  5 
13,  No.  23 


46,  No.  21 
37,  No.  13A 


48,  No.  3 
48,  No.  17 

48,  No.  18 
22,  No.  26 

31,  No.  36 


DESIGNATIONS:  B. — Department  of  Buildings;  B.B. — Depart- 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan:  B.Q.— -Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings,  Richmond  \  B.Bx. — Department  of  Build- 
ings,  Bronx;  H.D.  Health  Department;  F.D. — Fire  Department, 


SEPTEMBER  24,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  24,  1963,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters : 


1621-61-BZ 

APPLICANT — Schaefer  and  Atkin  for  Henry  Wilkens, 
owner. 

SUBJECT — Application  October  26,  1961 — decision  of 
the  Borough  Superintendent,  under  Sections  7e  and  21 
of  the  Zoning  Resolution,  to  permit  in  a  residence  use 
district  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  motor  repairs  and  auto 
washing,  non-automatic. 

PREMISES  AFFECTED — 55  East  233rd  Street,  north¬ 
east  corner  of  Napier  Avenue,  Block  3365,  Lot  1 
Borough  of  The  Bronx. 

—Laid  over  from  July  2,  1963,  to  September  24,  1963, 
for  hearing;  applicant  to  be  notified  to  send  out  20- 
day  notices. 


1686-61-BZ 

APPLICANT — James  S.  Mclnerney  for  Fregold  Realty 
Corporation,  owner. 

SUBJECT — Application  November  13,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7c  of  the 
Zoning  Resolution,  to  permit  in  a  business  and  resid¬ 
ence  use  district,  the  maintenance  of  a  parking  lot 
accessory  to  an  existing  supermarket  with  night  park¬ 
ing  for  local  residents. 


PREMISES  AFFECTED — 940  East  181st  Street,  south 
side,  170  feet  west  of  Vyse  Avenue,  931  to  941  East 
180th  Street,  Block  3128,  Lot  35,  Borough  of  The 
Bronx. 

Laid  over  from  July  2,  1963,  to  September  24,  1963, 
for  hearing;  applicant  to  be  notified  to  send  out  20- 
day  notices. 


1910-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Hold  Rite 
Notions  Company,  owner;  Strauss  Stores,  lessee. 

SUBJECT — Application  December  14,  1961  —  decision 
of  the  Borough  Superintendent,  under  Sections  7e  and 
7 A  of  the  Zoning  Resolution,  to  permit  in  a  business 
use  district,  the  addition  of  accessory  minor  auto  re¬ 
pairs  and  welding  to  existing  use  of  sales  and  service 
of  auto  accessories  with  entrances  within  75  feet  of  a 
residence  district  for  a  term  of  fifteen  years. 

PREMISES  AFFECTED  -  1756-1766  86th  Street, 
southeast  corner  of  Bay  17th  Street,  Block  6368,  Lot 
29,  Borough  of  Brooklyn. 


224-63-BZ 

APPLICANT  333  West  46th  Street  Corporation 
owner. 

SUBJECT— Application  March  12,  1963— decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-5  district,  the 
enlargement  in  area  of  an  existing  parking  lot  previ¬ 
ously  granted  by  the  Board. 

PREMISES  AFFECTED— 327-339  West  46th  Street, 
north  side,  321  feet  west  of  Eighth  Avenue,  Block 
1037,  Lots  15,  16  and  18,  Borough  of  Manhattan. 


512-63-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Thomas  J.  and 
Thelma  D.  Ormsby,  owners. 

SUBJECT  Application  June  18,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit,  in  a  R4  district,  the 
erection  of  a  one  story  enlargement  to  an  existing 
dwelling  that  encroaches  on  the  required  front  and 
side  yards  and  increases  the  degree  of  non-cornpliance. 

PREMISES  AFFECTED — 3226  Randall  Avenue,  south¬ 
east  corner  of  Wilcox  Avenue,  Block  5485,  Lot  25,  Bo¬ 
rough  of  The  Bronx. 


519-63-BZ 

APPLICANT — Consolidated  Edison  Company  of  New 
York,  Incorporated,  owner. 

SUBJECT— Application  June  20,  1963— decision  of  the 
Borough  Superintendent,  under  Section  73-16  of  the 
Zoning  Resolution,  to  permit  in  a  R7-2  district,  the 
erection  of  a  two  story  building  for  use  as  a  electric 
utility  sub  station. 

PREMISES  AFFECTED — 1001-1015  Amsterdam  Ave¬ 
nue,  east  side,  from  Cathedral  Parkway  to  West  109th 
Street,  165-175  West  109th  Stret,  Block  1864  Lot  1 
and  Part  of  Lot  9,  Borough  of  Manhattan. 


388-57-BZ 

APPLICANT — Morris  Hannes  for  Joseph  P.  Oliva 
owner. 

SUBJECT— Application  reopened  July  16,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  17,  1963 — decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Sections 
7e  and  / i  of  the  Zoning  Resolution,  permitting  in  a 
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residence  use  district,  the  existing  garage  building  to 
be  occupied  for  motor  vehicle  repairs  with  hand  tools 
only  and  for  storage  of  more  than  five  motor  vehicles 
within  the  building  and  the  rear  yard. 

PREMISES  AFFECTED— 2822  West  22nd  Street  west 
side,  155  feet  south  of  Neptun  Avnue,  Block  7016,  Lot 
17,  Borough  of  Brooklyn. 


66-58-BZ 

APPLICANT — John  J.  Tricarico  for  Empire  Fuel  Co., 
owner. 

SUBJECT— Application  reopened  July  16,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
July  8,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7e  of 
the  Zoning  Resolution,  permitting  in  a  local  retail 
use  district  an  existing  building  to  be  occupied  for 
the  storage  of  oil  delivery  trucks  belonging  to  the 
owner  of  the  site. 

PREMISES  AFFECTED— 1638  8th  Avenue,  west  side, 
100  feet  south  of  Windsor  Place,  Block  1112.  Lot  52, 
Borough  of  Brooklyn. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 

1737-61-BZ 

APPLICANT— Albert  Melniker  for  Alfred  Miniaci, 
owner. 

SUBJECT — Application  November  21,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7e  of  the 
Zoning  Resolution,  to  permit  in  a  local  retail  use  di¬ 
strict,  the  erection  and  maintenance  of  a  gasoline 
service  station  with  accessory  uses. 

PREMISES  AFFECTED — 6800  Hylan  Boulevard,  670 
Page  Avenue,  southwest  corner,  Block  7780,  Lot  68, 
Tottenville,  Borough  of  Richmond. 

Hearing  closed — Laid  over  from  July  2  ,1963,  to  Sep¬ 
tember  24,  1963,  for  determination  as  to  Board’s  juris¬ 
diction  and  possible  decision. 


1861-61-BZ 

APPLICANT — Albert  Melniker  for  Harbor  View  In¬ 
corporated,  owner. 

SUBJECT— Application  December  12,  1961  —  decision 
of  the  Borough  Superintendent,  under  Section  21  of 
the  Zoning  Resolution,  to  permit  in  a  residence  use, 
E-2  district,  the  erection  of  a  six  story  multiple 
dwelling. 

PREMISES  AFFECTED— 2  Sherman  Avenue,  1  Hend¬ 
rick’s  Avenue,  northwest  corner,  Block  28,  Lot  157, 
New  Brighton,  Borough  of  Richmond. 

Hearing  closed — Laid  over  from  July  2,  1963,  to  Sep¬ 
tember  24,  1963,  for  determination  as  to  Board’s  juris¬ 
diction  and  possible  decision;  applicant  to  submit 
statement. 


1864-61-BZ 

APPLICANT — Albert  Melniker  for  Sharove  Developers, 
Incorporated,  owner. 

SUBJECT — Application  December  12,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  business  and  retail 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  minor  motor  repairs  with 
hand  tools,  sale  of  accessories  and  the  parking  of 
more  than  five  motor  vehicles. 


PREMISES  AFFECTED— 2540  Richmond  Terrace,  1 
Winant  Street,  southeast  corner,  Block  1149,  Lot  36, 
Mariners  Harbor,  Borough  of  Richmond. 

Hearing  closed — Laid  over  from  July  2,  1963,  to  Septem¬ 
ber  24,  1963,  for  inspection  and  decision. 


1904-61-BZ 

APPLICANT— Charles  M.  Spindler  for  Michael  P. 
Riley,  owner. 

SUBJECT — Application  December  13,  1961 — decision  of 
the  Borough  Superintendent,  under  Sections  7e,  7f  and 
7 A  of  the  Zoning  Resolution,  to  permit  in  a  business 
and  residence  use  district,  the  change  in  occupancy 
from  stone  yard  to  gasoline  service  station,  lubrication, 
nonautomatic  car  washing,  office,  sale  of  accessories, 
minor  auto  repair  with  hand  tools  only,  safety  inspec¬ 
tion  and  the  parking  and  storage  of  motor  vehicles 
with  a  ground  sign  and  with  business  entrances  within 
75  feet  of  a  resident  district. 

PREMISES  AFFECTED— 48-02  to  48-16  Laurel  Hill 
Boulevard,  southeast  corner  of  48th  Street,  Block  2306, 
Lot  17,  Long  Island  City,  Borough  of  Queens. 

Hearing  closed — Laid  over  from  July  2,  1963,  to  July  16, 
1963,  for  inspection  and  decision,  then  to  September 
24,  1963  for  decision;  applicant  to  submit  statement. 


388-63-BZ 

APPLICANT — Lindenbaum  and  Young  for  Martin  L. 
Baron,  owner. 

SUBJECT— Application  May  6,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the 
maintenance  of  aparking  lot  opposite  the  World’s 
Fair,  for  a  temporary  term  of  three  (3)  years. 

PREMISES  AFFECTED— 58-05  Rodman  Street, 

southeast  corner  of  58th  Avenue,  Block  6353,  Lots 
1,  3,  3,  4,  Flushing,  Borough  of  Queens 

Hearing  closed — Laid  over  from  September  10,  1963  to 

September  24,  1963,  for  inspection  and  decision. 


520-63-BZ 

APPLICANT— Haus  and  Bresin  for  James  Forlano  and 
Frank  Aguele,  owners. 

SUBJECT— Application,  June  21,  1963— decision  of  the 
Borough  Superintendent,  under  Section  73-01  (b)  of 
the  Zioning  Resolution,  to  permit  the  erection  of  a 
one  story  and  cellar  building  for  use  as  restaurant, 
and  greenhouse  with  outdoor  sales  and  with  acces¬ 
sory  signs,  and  the  building  encroaches  on  the  required 
front  and  side  yards. 

PREMISES  AFFECTED— 2455-2465  Linden  Blvd.  and 
800-802  Logan  Street,  northwest  corner,  Block  4480, 
Lot  28,  Borough  of  Brooklyn. 

Hearing  closed — Laid  over  from  September  10,  1963  to 

September  24,  1963,  for  inspection  and  decision. 

MAX  H.  FOLEY,  Chairman. 


SEPTEMBER  24,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  24,  1963,  at  2  o’clock  at 
80  Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on 
the  following  matters: 

377-63-SM 

APPLICANT — Juniper  Slbow  Company,  Incorporated, 
owner. 

SUBJECT — Application  May  1,  1963 — Artis  Vacuum 
Cap  (for  smoke  pipe  and  chimney),  approval  of. 


981 


CALENDAR 


91 1-62- A 


413-63-SA 

APPLICANT  —  Reliance  Instrument  Manufacturing 
Corp.,  owner  —  smoke  detector  for  heating  boilers. 


26-63-SM 

APPLICANT — The  Flintkote  Company,  owner — Van 
Packer  Industrial  Stack,  Model  H  T. 


548-62-SA 

APPLICANT — Huebsch  Originators,  owner  —  gas- 
heated  clothes  dryer. 

815-62-SA 

APPLICANT — Boiler  Engineering  and  Supply  Com- 
pany,  Inc.,  owner — gas-fired  steam  or  hot  water  boilers. 


819-62-SM 

APPLICANT — Donn  Products,  Inc.,  owner — compo¬ 
nent  part  of  a  1  hour  fire  resistive  partition. 


852-62-SM 

APPLICANT — Harold  Perrine  for  Baldwin-Ehret-Hill, 
Inc.,  owner — incombustible  acoustical  ceiling  tile. 


908-62-SM 

APPLICANT — The  Alasland  Duraleather  Company, 
owner — vinyl  wall  veneer. 


946-62-SA 

APPLICANT — Locke  Stove  Company,  owner — wall 
mounted  gas-fired  room  heater. 


1053-62-SM 

APPLICANT — D.  J.  O’Connel  for  Insulated  Block 
Corporation,  owner — solid  masonry  units. 


81-63-SA 

APPLICANT — M.  Kweller  for  American  Permac,  Inc., 
owner— dry  cleaning  machines  using  perchlorethylene 
solvent. 


138-63-SA 

APPLICANT — National  Welding  Equipment  Company, 
owner — a  brazing,  welding  or  soldering  torch. 

413-63-SA 

APPLICANT — Reliance  Instrument  Manufacturing 

Corporation,  owner — a  smoke  detector. 


353-63-SM 

APPLICANT — United  States  Plywood  Corporation, 
owner — lobby  panel. 


720-62-A 

APPLICANT — Larry  Meltzer  for  Edca  Realty  Corpora¬ 
tion,  owner;  Ever-Nu  Metal  Products,  Incorporated, 
lessee. 

SUBJECT— Application  July  11,  1962— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
paint  spraying. 

PREMISES  AFFECTED— 471-479  20th  Street,  north 
side,  150  feet  west  of  Prospect  Park  West,  Block  888, 
Lot  52,  Borough  of  Brooklyn. 


APPLICANT— Chas.  B.  Meyers  Associates  for  The 
Jewish  Hospital  of  Brooklyn,  Incorporated,  owner. 

SUBJECT — Application  September  27,  1962 — Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  discontinue  use  of  fibreboard  tiles. 

PREMISES  AFFECTED  —  533-561  Prospect  Place 
north  side,  249  feet  east  of  Classon  Avenue,  Block 
1156,  Lots  1  and  21,  Borough  of  Brooklyn. 


814-61-A 

APPLICANT — A.  L.  Seiden  for  Saltway  Realty  Corp¬ 
oration,  owner. 

SUBJECT  Application  May  29,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 185-187  Canal  Street,  99 
Mott  Street,  northwest  corner,  Block  205,  Lot  30,  Bor¬ 
ough  of  Manhattan. 


834-61-A 

APPLICANT — Robert  Teichman  for  Filman  Realty 
Company  c/o  Henry  J.  Kohlman  (Co-owner). 

SUBJECT — Application  May  26,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 122  West  21st  Street,  south 
side,  272  feet  west  of  Avenue  of  the  Americas,  Block 
7 96,  Lot  53,  Borough  of  Manhattan. 


837-61-A 

APPLICANT — A.  L.  Seiden  for  Graycliff  Realty  Corp¬ 
oration  and  Naomi  K.  Raber,  owners. 

SUBJECT  Application  June  1,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 171-173  Canal  Street,  north 
side,  41  feet  10  %  inches  west  of  Elizabeth  Street, 
Block  204,  Lot  30,  Borough  of  Manhattan. 


854-61-A 

APPLICANT — A.  L.  Seiden  for  Estate  of  John  I.  Gil¬ 
len,  deceased  and  Estate  of  James  S.  Maher,  deceased 
owners. 

SUBJECT — Application  June  7,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 421-423  West  14th  Street, 
north  side,  349  feet,  6  inches  east  of  10th  Avenue, 
Block  712,  Lot  part  of  lot  14,  Borough  of  Manhattan. 

860-61-A 

APPLICANT — A.  L.  Seiden  for  Estate  of  John  J.  Gillen, 
deceased  and  Estate  of  James  S.  Maher,  deceased, 
owners. 

SUBJECT — Application  June  8,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 425  West  14th  Street,  north 
side,  328  feet,  11  inches,  east  of  10th  Avenue,  Block 
712,  Lot  part  of  lot  14,  Borough  of  Manhattan. 

871-61-A 

APPLICANT — A.  L.  Seiden  for  Estate  of  John  J.  Gillen, 
deceased  and  Estate  of  James  S.  Maher,  deceased, 
owners. 

SUBJECT — Application  June  12,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 
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PREMISES  AFFECTED — 427  West  14th  Street  north 
side,  308  feet,  4  inches  east  of  10th  Avenue,  Block  712, 
part  of  lot  14,  Borough  of  Manhattan. 

858-61-A  .  _  ™  i 

APPLICANT — Bon  Gail  Corporation,  owner;  St.  Marks 
Baths,  Incorporated  lessee. 

SUBJECT— Application  June  7,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system,  doors  and  arches. 

PREMISES  AFFECTED— 6  St.  Marks Pk£e’T 
side,  100  feet  east  of  Third  Avenue,  Block  463,  Lot  12, 
Borough  of  Manhattan. 

870-61-A 

APPLICANT — Robert  Teichman  for  Nuzel  Realty 
Corporation,  owner. 

SUBJECT — Application  June  9,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED-142  Duane  Street  south 
side,  124  feet  3%  inches  west  of  Church  Street,  Block 
146,’ Lot  18,  Borough  of  Manhattan. 


SUBTECT — Application  June  20,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 678  Broadway,  east  side  57 
feet,  6  inches  south  of  Great  Jones  Street,  Block  530, 
Lot’ 5,  Borough  of  Manhattan. 

955-61-A  r  o  -J 

APPLICANT — A.  L.  Seiden  for  Charles  M.  Seiden, 
owner. 

SUBTECT — Application  June  21,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 100  Chambers  Street  south 
side,  25  feet  east  of  Church  Street,  Block  135,  Lot  16, 
Borough  of  Manhattan. 


883-61-A 

APPLICANT— Sidney  M.  Moskowitz  for  Mae  Pollet, 
owner. 

SUBJECT — Application  June  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 190  William  Street  east 
side,  102  feet,  3  inches,  south  of  Frankfort  Street,  Block 
103,  Lot  5,  Borough  of  Manhattan. 


157-62-A 

APPLICANT— 877  Second  Avenue  Corporation,  owner: 
Newel  Art  Galleries,  lessee. 

SUBJECT — Application  February  6,  1962— Appeal  from 
orders  of  the  Fire  Commissioner  re-  sprinkler  system. 
PREMISES  AFF E CT ED — 877  2nd  Avenue  northwest 
corner  of  East  47th  Street,  Block  1320,  Lot  29,  Bor 

ough  of  Manhattan.  .... 

and  M.  and  A. — Dept,  of  Marine  and  Aviation. 


907-61-A 

APPLICANT — Irwin  Emerman  for  Abraham  Rosenthal, 
owner. 

SUBJECT — Application  June  15,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 113  Hester  Street,  north 
side,  67.5  feet  west  of  Eldridge  Street,  Block  306,  Lot 
38,  Borough  of  Manhattan. 


1105-62-A 

APPLICANT— 318  West  75th  Street  Corporation, 

SUBJECT— Application  December  10,  1962— Filed  pur¬ 
suant  to  Section  310  of  the  Multiple  Dwelling  Law  for 
a  variance  of  Sections  34  and  177  of  the  Multiple 
Dwelling  Law  re-cellar  apartment. 

PREMISES  AFFECTED — 318  West  75th  Street  south 
side,  58  feet  west  of  Riverside  Drive,  Block  1184,  Lot 
100,’ Borough  of  Manhattan. 


939-61-A 

APPLICANT — H.  E.  Horwood  for  Olga  L.G.  Conkling 
and  Muriel  Van  H.  Versluys,  owners. 


306-61- A-Vol.  II 

APPLICANT — Joseph  Lau  for  Gallo  and  Wistrand, 
owners;  Unity  Warehouse  Company,  Incorporated, 

lessee. 

SUBJECT — Application  reopened  March  12,  1963  as 
Volume  II— Appeal  from  a  decision  of  the  Fire  Com¬ 
missioner,  re-  Sprinkler  system. 

PREMISES  AFFECTED— 387-391  Greenwich  Street, 
east  side,  24  feet,  11  inches  north  of  North  Moore 
Street,  69  North  Moore  Street,  Block  188,  Lot  10, 
Borough  of  Manhattan. 


SUBJECT— Application  June  20,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 450  Broadway,  east  side,  104 
feet  3  inches  south  of  Grand  Street,  Block  232,  Lot  8, 
Borough  of  Manhattan. 


941-61-A 

APPLICANT— Samuel  Rosenblum  for  Franjer  Realty, 
Incorporated,  owner. 

SUBJECT— Application  June  20,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 41  and  43  Bond  Street, 
south  side,  239  feet  8  inches  west  of  Bowery,  Block 
529,  Lots  29  and  30,  Borough  of  Manhattan. 


942-61-A 

APPLICANT— H.  E.  Horwood  for  Gustav  F.  Herbst 
and  Fred  P.  Herbst,  owners. 


660-61-A 

APPLICANT  —  Golden  Brands  Incorporated,  lessee; 
Frances  White,  owner. 

SUBJECT— Application  May  11,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 367  Park  Avenue,  northeast 
corner  of  Emerson  Place,  Block  1880,  Lot  1,  Borough 
of  Brooklyn. 


892-61-A 

APPLICANT— Daub  and  Daub  for  Fischer  and  Sons  In¬ 
corporated,  owner. 

SUBJECT— Application  June  6,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Cemmissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 149-51  Front  Street,  150-152 
Maiden  Lane,  southeast  corner,  Block  37,  Lot  33, 
Borough  of  Manhattan. 
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987-61-A-Vol.  II  .. 

APPLICANT — Henry  Nordheim  for  Stephen  Sozensky, 
owner. 

SUBJECT — Application  reopened  April  30,  as  Volume 
II — Appeal  from  an  order  and  a  decision  of  the  Fire 
Commissioner,  re-  Cellar  Apartment. 

PREMISES  AFFECTED— 1864  White  Plains  Road, 
east  side,  119.82  feet  south  of  Rhinelander  Avenue, 
Block  4050,  Lot  34,  Borough  of  the  Bronx. 


1002-61-A 

APPLICANT — Petr  A.  Canevari  for  Salvatore  Cuccia 
of  G.  Cuccia  and  Sons,  owner. 

SUBJECT  Application  June  28,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 124  West  Houston  Street, 
north  side,  25  feet  west  of  Sullivan  Street,  Block  525, 
Lot  21,  Borough  of  Manhattan. 


1030-61-A 

APPLICANT — 343  Canal  Corporation,  owner. 

SUBJECT — Application  June  16,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system  etc. 

PREMISES  AFFECTED — 343  Canal  Street,  north  side, 
65  feet  west  of  Green  Street,  Block  229,  Lot  3,  Borough 
of  Manhattan. 


1088-61-A 

APPLICANT — A.L.  Seiden  for  Ohmeis  Bros  and  Batch- 
elder,  owners;  B  and  G  Foods,  Incorporated,  lessee. 

SUBJECT — Application  July  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 140  Fulton  Street,  south 
side,  215  feet  4%  inches  east  of  Broadway,  Block  79, 
Lot  27,  Borough  of  Manhattan. 


1163-61-A 

APPLICANT — Samuel  Carr  for  Rudi  Realty  Company, 
owner. 

SUBJECT — Application  July  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 19  West  38th  Street,  north 
side,  355  feet  west  of  5th  Avenue,  Block  840,  Lot  30, 
Borough  of  Manhattan. 


1175-61-A 

APPLICANT — Ralmore  Realty  Corporation,  owner. 

SUBJECT — Application  July  20,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner — re 
sprinkler  system. 

PREMISES  AFFECTED — 89  East  Broadway,  south 
side,  186  feet  3  inches  east  of  Market  Street,  Block  282, 
Borough  of  Manhattan. 


1176-61-A 

APPLICANT — Daub  and  Daub  for  Milton  Fischer  and 
Harry  Rich,  owners. 

SUBJECT — Application  July  20,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 67-73  Vestry  Street,  260-262 
West  Street,  southeast  corner.  Block  218,  Lot  24,  Bor¬ 
ough  of  Manhattan. 


1177-61-A 

APPLICANT — J.G.L.  Molloy  for  Lesfel  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  July  17,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 52  Leonard  Street,  south 
side,  131.1%  feet  east  of  West  Broadway,  Block  176, 
Lot  24,  Borough  of  Manhattan. 


1222-61-A 

APPLICANT — Daub  and  Daub  for  Estate  of  Esther 
Jonas,  owner. 

SUBJECT — Application  July  18,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 169  Mercer  Street,  west 
side,  125  feet  south  of  West  Houston  Street,  Block 
513,  Lot  22,  Borough  of  Manhattan. 


1230-61-A 

APPLICANT — Anna  Strassberg,  owner;  Niagara  Elec¬ 
tric  Novelty  and  Supply  Company,  lessee. 

SUBJECT — Application  July  14,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 186  Bowery,  west  side,  25 
feet  south  of  Spring  Street,  Block  478,  Lot  23,  Bor¬ 
ough  of  Manhattan. 


1235-61-A 

APPLICANT — Joseph  Schechter  for  243  South  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  July  31,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 243  South  Street,  north 
side,  52  feet  11  inches  east  of  Pike  Street,  475-477 
Water  Street,  Block  248,  Lot  3,  Borough  of  Manhattan. 


1249-61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Jacob 
Goldstein  and  Louis  Silverstein,  owners. 

SUBJECT— Application  July  31,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 119  Spring  Street,  north 
side,  25  feet  east  of  Greene  Street,  Block  499,  Lot  42, 
Borough  of  Manhattan. 

835- 62-A 

APPLICANT — Goldberg  and  Scutaro  for  Esther  Sacher, 
owner. 

SUBJECT — Application  August  30,  1962 — Review  of 
Decision  of  the  Borough  Superintendent  re — Zoning 
Matter. 

PREMISES  AFFECTED — 1134  East  58th  Street,  west 

side,  208  feet  north  of  Avenue  K,  Block  7805,  Lot  71, 

Borough  of  Brooklyn. 

836- 62-A 

APPLICANT — Goldberg  and  Scutaro  for  Harry  Abram¬ 
son,  owner. 

SUBJECT — Application  August  30,  1962 — Review  of 
Decision  of  the  Borough  Superintendent  re — Zoning 
Matter. 

PREMISES  AFFECTED — 1091  East  58th  Street  east 
side,  576  feet  north  of  Avenue  K,  Block  7806,  Lot  35, 
Borough  of  Brooklyn. 
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31-63-A 

APPLICANT— Exitolite  Corporation,  for  Comet  Realty 
Corporation,  owner. 

SUBJECT— Application  January^  8,  1963— Appeal  from 
a  decision  of  the  Borough  Superintendent  re  exit 
signs. 

PREMISES  AFFECTED— 307-309  Seventh  Avenue, 
east  side,  78  feet  2%  inches  south  of  West  28th  Street, 
Block  803,  Lot  4,  Borough  of  Manhattan. 


SUBJECT— Application  August  12,  1963— Appeal  from 
a  decision  of  the  Borough  Superintendent  _  re-  panel 
construction,  combustible  material,  roof  drainage,  and 
footings.  (P.S.  289) 

PREMISES  AFFECTED— 146-170  Kingston  Avenue, 
south  west  corner  of  Saint  Marks  Avenue,  Block  1229, 
Lot  28,  Borough  of  Brooklyn. 

MAX  H.  FOLEY,  Chairman. 


256-63-A  OCTOBER  8,  1963,  10  A.M. 

APPLICANT— Albert  Melniker  for  The  Proctor  and  NOTICE  IS  HEREBY  GIVEN  of  a,  Public  ' hRe(?rT1Ilg 
Gamble  Manufacturing  Company,  owner.  Tuesday  morning,  October  8,  1963,  at  10  o  clock  at  La- 

SUBJECT— Application  March  25,  1963— Appeal  from  a  fayette  Street,  9th  floor,  New  York  13,  N.  .,  on 
decision  of  the  Borough  Superintendent  re — Oil  pres-  lowing  matters. 


sure. 

PREMISES  AFFECTED— 3665  Richmond  Terrace, 
south  side,  238  feet  west  of  Western  Avenue,  Block 
1400,  Lot  1,  Port  Ivory,  Borough  of  Richmond. 


545-63-A 

APPLICANT — Everett  F.  Diehl  for  Hercules  Powdc- 
Company  Inc.;  lessee,  Consolidated  Edison  Company 
of  New  York,  Inc. 

SUBJECT — Application  July  3,  1963 — Review  of  a  de¬ 
cision  of  the  Commissioner  of  Marine  and  Aviation — 
construct  a  barricade  for  dynamite  magazines. 

PREMISES  AFFECTED— South  side  of  Hunt’s  Point 
Avenue,  2,170  feet  east  of  East  Bay  Avenue,  Block 
2780,  Lot  82,  Borough  of  The  Bronx. 


629-63-A 

APPLICANT — John  J.  Saunders,  Board  of  Education 
for  Bureau  of  Design,  Construction  and  Physical  Plant, 
owner. 

SUBJECT — Application  August  12,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent — re  Con¬ 
struction  of  Pre-Fab  Schools. 

PREMISES  AFFECTED— 660  Fox  Street,  southwest 
corner,  of  Leggett  Avenue,  Block  2683,  Lot  65,  Bor¬ 
ough  of  the  Bronx. 


630-63-A 

APPLICANT — John  J.  Saunders,  Board  of  Education, 
for  Bureau  of  Design,  Construction  and  Physical  Plant, 
owner. 

SUBJECT — Application  August  12,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  roof  and 
wall  construction,  aluminum  alloy  and  footings  for 
school.  (P.S.  >113) 

PREMISES  AFFECTED  — 240  West  113th  Street, 
south  side,  215.6  feet  east  of  8th  Avenue,  Block  1828, 
Lot  15,  Borough  of  Manhattan. 


631-63-A 

APPLICANT — John  J.  Saunders,  Board  of  Education 
for  Bureau  of  Design  Construction  and  Physical  Plant, 
owner. 

SUBJECT— Application  August  12,  1963— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Acme 
Missle  Products,  aluminum  alloy  and  foundation  foot¬ 
ings.  (P.S.  104) 

PREMISES  AFFECTED— 26-01  Mott  Avenue,  south¬ 
east  corner  of  Bay  28th  Street,  Block  15693,  Lot  1, 
Far  Rockaway,  Borough  of  Queens. 


632-63-A 

APPLICANT — John  J.  Saunders,  Board  of  Education, 
for  Bureau  of  Design,  Construction  and  Physical  Plant, 
owner. 


168-63-BZ 

APPLICANT — Sawyer,  Sullivan  and  Ryan  for  Texaco, 
Incorporated,  owner;  Harold  Friedman  Service  Sta¬ 
tion,  lessee.  .  . 

SUBJECT— Application  May  29,  1963— decision  of  the 
Borough  Superintendent,  under  Section  11-4  2  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  ^strict,  at  an 
existing  automotive  station  previously  granted  °y 
Boardr,  the  enlargement  in  the  lot  area  and  floor  area. 

PREMISES  A F F E CT ED  796-808  Utica  Avenue,  736- 
746  Linden  Boulevard,  southwest  corner,  Block  4675, 


504-63-BZ 

APPLICANT— Halpern  and  Hurley  for  Frances  P.  Head- 
ley,  owner. 

SUBJECT— Application  June  17,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R2  district,  the  erec¬ 
tion  of  a  one  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area,  encroaches  on  the  required 
front  yard  and  with  a  garage  within  the  required  side 
yard  and  open  space. 

PREMISES  AFFECTED-219-02  132nd  Road  132-27 
219th  Street,  southeast  corner,  Block  12929,  Lot  w, 
Springfield  Gardens,  Borough  of  Queens. 


529-63-BZ 

APPLICANT— Zachary  Rosenfield,  for  New  York  City 
Housing  Authority,  owner. 

SUBJECT— Application  June  15,  1963— decision  of  the 
Borough  Superintendent,  under  Section  73-643  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  the  erec- 
tion  of  a  two  story  community  center  facility  within 
an  existing  housing  development  that  increases  the  de- 
gree  on  non-compliance  as  to  lot  area  per  room. 

PREMISES  AFFECTED — >1619  East  174th  Street, 
super-block  bounded  by  East  174th  Street  Bronx 
River  Avenue  and  Harrod  Avenue,  Block  3886,  Lot  2, 
(Bronx  River  Houses),  Borough  of  The  Bronx. 


566-63-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Wil¬ 
liam  E.  Kleinhenz,  owner. 

SUBJECT— Applicaiton  July  9,  1963— decision  of  the 
Borough  Superintendent,  under  Section  11-412  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C2-2 
and  R3-2  district,  the  enlargement  and  extension  in 
area  of  an  existing  automotive  service  establishment 
previously  granted  by  the  Board. 

PREMISES  AFFECTED— 205-01  to  205-19  (205-11  offi¬ 
cial)  Northern  Boulevard  north  side,  from  205th  Street 
to  Clear  View  Expressway,  43-10  to  43-46  Clearview 
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Expressway,  43-27 ’to  43-35  205th  Street,  Block  6269, 
Lot  2°  (formerly  20  and  part  of  9)  Bayside,  Borough 
of  Queens. 


374-53-BZ 

APPLICANT — Mazza  and  Seccia  for  Broadcham  Real¬ 
ties,  Inc.,  owner. 

SUBJECT— Application  reopened  September  10,  1963  for 
consideration — to  extension  of  term  of  variance,  ex¬ 
pired  July  17,  1963 — decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7f  of  the  Zoning  Resolution,  permitting  in  a  retail  use 
district,  the  cellar  and  basement  of  existing  building  to 
be  used  for  garage  for  more  than  five  motor  vehicles 
and  storage. 

PREMISES  AFFECTED — 280-286  Broadway,  east  side, 
from  Chambers  to  Reade  Streets,  53-63  Chambers 
Street  and  37  Reade  Street,  Block  153,  Lot  1,  Borough 
of  Manhattan. 


341-63-A 

APPLICANT— Max  Siegel  Associates  for  333  East  69th 
Street  Corporation,  owner;  333  Garage  Corporation 
garage  lessee. 

SUBJECT— Application  April  19,  1963— Filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re — tran¬ 
sient  parking. 

PREMISES  AFFECTED — 325-339  East  69th  Street 

£°rtl?  fife  99  2  inches  west  of  First  Avenue, 

Block  1444,  Lot  15,  Borough  of  Manhattan. 


474-56-BZ 

APPLICANT — Morris  Avenue  Parking  Company,  Inc., 
owner. 

SUBJECT — Application  reopened  September  10,  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expires  September  17,  1963 — decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  a  parking  lot  for  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 1245-1257  Morris  Avenue, 
west  side,  300  feet  north  of  East  167th  Street,  Block 
2450,  Lot  42,  Borough  of  The  Bronx. 


502-63-BZ 

APfLICANT—  Haus  and  Bresin  for  Golden  Gate 
Motor  Inn,  Incorporated,  owner. 

SUBJECT— Application  June  14,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  C2-1  district,  the 
maintenance  of  a  business  sign,  that  exceeds  the’ per¬ 
mitted  surface  area  and  the  permitted  height. 

P  Wi^7S79Sv  AFF  cCTED — 3867-3891  Shore  Parkway, 
t  KnaPP  Street,  northwest  corner.  Block  8806 

Lot  17,  Borough  of  Brooklyn. 

Hearing  closed — Laid  over  from  September  10,  1963  to 
October  8,  1963,  for  inspection  and  decision;  and  for 
applicant  to  consider  submitting  a  new  proposition  and 
for  discussion  with  the  Building  Department. 


503-53-A 

A??LIC^NT~ Haus  and  Bresin  for  Golden  Gate 
Motor  Inn  Incorporated,  owner. 

SUBJECT  -Application  June  14,  1963 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re — ground 
sign. 


1461-61-BZ 

APPLICANT — Charles  M.  Spindler  for  Joseph  La- 
Capro,  owner. 

SUBJECT— Application  reopened  September  10,  1963  for 
consideration  as  to  extension  of  time  to  complete,  ex¬ 
pired  April  3,  1963 — decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  conditions  under  Sec¬ 
tion  7c  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  and  residence  use  district,  within  the  business  por¬ 
tion  of  the  premises,  the  reconstruction  and  extension 
of  the  uses  of  an  existing  gasoline  service  station  to 
include  motor  vehicle  repairs  with  hand  tool-  only  car 
washing,  lubrication  and  the  extension  of  the  parking 
area  into  the  residence  portion  of  the  premises  for  ac¬ 
cessory  parking,  with  a  ground  sign. 

PREMISES  AFFECTED — 145-31  (145-15  official)  Rock- 
away  Boulevard,  northwest  corner  of  Inwood  Street, 
Block  12048,  Lot  77,  South  Ozone  Park,  Borough  of 
Queens. 


BBMISES  AFFECTED  —  3867-3891  Shore  Parkway, 
2/04-27/2  Knapp  Street,  northwest  corner,  Block  8806 
Lot  17,  Borough  of  Brooklyn. 

MAX  H.  FOLEY,  Chairman. 


OCTOBER  8,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
fuesday  afternoon,  October  8,  1963,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

843-61-A 

APPLICANT— Broadfrank  Company  for  Mark  Ten- 
nenbaum,  Emil  Tanner  and  Leo  Beller,  owners. 
SUBJECT  Application  June  6,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 359  Broadway,  west  side,  54 
feet  3%  inches  south  of  Franklin  Street,  Block  174 
Lot  33,  Borough  of  Manhattan. 


340-63-BZ 

APPLICANT — Max  Siegel  Associates  for  333  East  69th 
Street  Corporation,  owner;  Garage  Lessee — 333  Garage 
Corporation. 

SUBJECT — Application  April  19,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  a  C2-8  and  R8 
district,  for  a  term  of  fifteen  years,  the  use  of  transient 
parking  for  the  unused  and  surplus  tenants  spaces  in 
an  existing  multiple  dwelling  accessory  garage. 

PREMISES  AFFECTED  — 325-339  East  69th  Street, 
north  side,  99  feet,  2  inches  west  of  First  Avenue, 
Block  1444,  Lot  15,  Borough  of  Manhattan. 

Hearing  closed— Laid  over  from  June  18,  1963  to  July  2, 
1963,  for  inspection  and  decision,  then  to  October  8,’ 
1963,  for  decision  at  the  request  of  the  applicant. 


1209-61-A 

APPLICANT— Bernard  J.  Gillroy  for  Samstan  Realty, 
Incorporated,  owner  Maxwell  Lumber  Company, 

1  vboCCa 

SUBJECT  Application  July  27,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 510-512  West  24th  Street 
south  side,  175  feet  -west  of  Tenth  Avenue,  Block  695,’ 
Lots  45  and  46,  Borough  of  Manhattan. 


729-61-A 

APPL1  CANT— Abraham  Dollinger  for  55  N.  Moore 
btreet  Realty  Corporation,  owner;  The  Rugol  Com¬ 
pany,  lessee. 
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SUBJECT— Application  May  23,  1961— Appeal  from  a*, 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 55-57  North  Moore  Street, 
north  side,  100  feet  9%  inches  west  of  Hudson  Street, 
Block  188,  Lot  1,  Borough  of  Manhattan. 


866-61-A 

APPLICANT— Samuel  Rosenblum  for  Jennie  Yablon 
and  Mildred  Rosenberg,  owner. 

SUBJECT— Application  June  6,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED  — 640  Broadway,  southeast 
corner  of  Bleecker  Street,  iBlock  522,  Lot  14,  Borough 
of  Manhattan. 


900-61-A 

APPLICANT — Robert  Teichman  for  144  Duane  Street 
Corporation,  owner. 

SUBJECT— Application  June  14,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED  — 144  Duane  Street,  south 
side,  116  feet  8  inches  east  of  West  Broadway,  Block 
146,  Lot  17,  Borough  of  Manhattan. 


996-61-A 

APPLICANT— Monaghan  and  Mattingly  for  David 
Bickerton  and  Sons,  Inc.,  owner. 

SUBJECT— Application  June  26,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 50  Lispenard  Street,  north 
side,  50  feet  east  of  Greene  Street,  Block  194,  Lot  27, 
Borough  of  Manhattan. 


929-62-A 

APPLICANT — Samuel  Rosenblum  for  Lau-Jer  Realty 
Corporation,  owner. 

SUBJECT — Application  October  5,  1962— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 30-32  East  21st  Street,  south 
side,  223  feet  east  of  Broadway,  Block  849,  Lot  55, 
Borough  of  Manhattan. 


971-62-A 

APPLICANT— Max  Siegel  Associates  for  Perot-Sedg- 
wick  Corporation,  owner. 

SUBJECT— Application  October  19,  1962— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  fire  walls. 

PREMISES  AFFECTED  -  3065  Sedgwick  Avenue, 
southwest  corner  of  Perot  Street,  Block  3253,  Lot  215, 
Borough  of  the  Bronx. 


911-61-A 

APPLICANT— Joseph  Lau  for  Whitmord  Securities, 
owner. 

SUBJECT— Application  June  15,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 164  Front  Street,  northeast 
corner  of  Fletcher  Street,  Block  71,  Lot  36,  Borough 
of  Manhattan. 


25-63-A 

APPLICANT — L.  A.  Hunziker  for  The  Brooklyn  Union 


Gas  Company,  owner. 

SUBJECT— Application  January  9,  1962— Appeal  from 
decisions  of  the  Fire  Commissioner  re-  oil  pump,  bche- 
dule  80  steel  pipe. 

PREMISES  AFFECTED— 116-20  208th ;  Street,  south- 
west  corner  of  146th  Avenue,  Block  11080,  Lot  163, 
Cambria  Heights,  Borough  of  Queens. 


929-61-A 

APPLICANT— Haro  Corporation,  owner. 

SUBJECT— Application  June  19,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 42  Cliff  Street,  east  side,  44 
feet  5  inches  north  of  Fulton  Street,  Block  95,  Lot  41, 
Borough  of  Manhattan. 


971-61-A 

APPLICANT — Pietro  Alurtto  for  Pietro  Alurtto  and 
Rosa  Lisa  Alurtto,  owners,  Pietro  Alurtto  and  Sons, 
lessee. 

SUBJECT— Application  June  23,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED  —  798-800  East  New  York 
Avenue,  south  side,  208  feet  4%  inches  east  of  Troy 
Avenue,  Block  4806,  Lots  64  and  67,  Borough  of 
Brooklyn. 


995-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Lispenard 
Realty  Corporation,  owner. 

SUBJECT— Application  June  26,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED  —  46-48  Lispenard  Street, 
north  side,  75  feet  ea^t  of  Greene  Street,  Block  194, 
Lot  26,  Borough  of  Manhattan. 


238-63-A 

APPLICANT— Robert  S.  Hanser  for  American  Grease 
Stick  Company,  owner. 

SUBJECT— Application  March  20,  1963— Packaging  of 
combustible  Mixture  known  as  Mr.  Zip  Rust  Fighter 
in  1.6  oz.  plastic  containers— containers  not  in  conform¬ 
ity  with  Adm.  Code,  requirements  of  New  York. 


541-63-A 

APPLICANT— Ifill  and  Johnson  for  Carver  Federal 
Savings  and  Loan  Association,  owner. 

SUBJECT— Application  July  2,  1963— Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  zoning  mat- 
ter — area  of  sign. 

PREMISES  AFFECTED — 71-75  West  125th  Street, 
north  side,  85  feet  east  of  Lenox  Avenue,  Block  1/25, 
Lot  5,  Borough  of  Manhattan. 


613-63-A 

APPLICANT— T.  R.  Galloway  for  Consolidated  Edison 
Company  of  New  York,  Incorporated,  owner. 

SUBJECT— Application  July  31,  1963— Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Fuel  Oil  Tanks. 

PREMISES  AFFECTED— 35-08  to  35-58  Vernon  Bou¬ 
levard,  7-67  36th  Avenue,  northwest  corner,  Block  327, 
Lot  1  and  16,  Long  Island  City,  Borough  of  Queens. 


633-63-A 

APPLICANT— New  York  City  Transit  Authority,  for 
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City  of  New  York,  owner. 

SUBJECT — Application  August  13,  1963 — Appeal  from 
a  decision  of  the  Fire  Commissioner — re-  Spray  Ex¬ 
haust  System. 


PREMISES  AFFECTED — Southwest  Corner  of  Ave¬ 
nue  X  and  Shell  Road,  Block  7188A,  Lot  40,  Borough 
of  Brooklyn. 

MAX  H.  FOLEY,  Chairman. 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING  SEPTEMBER  10,  1963,  10  A.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein. 

The  minutes  of  the  regular  meetings  of  the  Board 
held  on  Tuesday  morning  and  afternoon  July  9th,  16th 
and  23rd  1963,  were  approved  as  printed  in  the  Bulletins 
of  July  18th,  25th  and  August  1st,  1963,  Vol.  48,  Nos. 
29,  30  and  31. 


325-63-BZ 

APPLICANT — Henry  Nordheim  for  Barto  Realty  Com¬ 
pany,  owner. 

SUBJECT— -Application  April  16,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-451  of  the 
Zoning  Resolution  to  permit  in  an  R8  district,  the 
maintenance  of  an  off-site  parking  facility  for  an  exist¬ 
ing  multiple  dwelling. 

PREMISES  AFFECTED— 2338  Walton  Avenue,  east 
side,  447.03  feet  north  of  East  183rd  Street,  Block  3183, 
Lot  27,  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  1,  1963, 
at  10  A.M.  for  inspection  and  decision;  applicant  to 
file  letter  and  modify  drawing;  hearing  closed. 


388-63-BZ 

APPLICANT — Lindenbaum  and  Young  for  Martin  L. 
Baron,  owner. 

SUBJECT' — Application  May  6,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the 
maintenance  of  a  parking  lot  opposite  the  World’s 
Fair,  for  a  temporary  term  of  three  (3)  years. 

PREMISES  AFFECTED — 58-05  Rodman  Street  south¬ 
east  corner  of  58th  Avenue,  Block  6353,  Lots  1,  2,  3 
and  4,  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  S.  Lindenbaum. 

For  Opposition:  Angelo  P.  Anastasio,  Rose  Salerno, 
Viola  &  Thomas  Kelly,  Vincent  Mancuso,  Constantino 
Saglio  and  David  E.  Whikehart. 

For  Administration:  John  A.  Bagley,  Boro.  President 
of  Queens. 

ACTION  OF  BOARD — Laid  over  to  September  24, 
1963,  at  10  A.M.  for  inspection  and  decision;  hearing 
closed. 


502-63-BZ 

APPLICANT — Haus  and  Bresin  for  Golden  Gate  Motor 
Inn,  Incorporated,  owner. 

SUBJECT — Application  June  14,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  C2-1  district,  the 
maintenance  of  a  business  sign  that  exceeds  the  per¬ 
mitted  height. 


PREMISES  AFFECTED— 3867-3891  Shore  Parkway, 
2754-2772  Knapp  Street,  northwest  corner,  Block  8806, 
Lot  17,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  S.  Haus. 

For  Opposition:  Samuel  Bodian  for  Park  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  8,  1963, 
at  10  A.M.  for  inspection  and  decision;  and  for  appli¬ 
cant  to  consider  submitting  a  new  proposition  and  for 
discussion  with  the  Building  Department;  hearing  closed. 


503-63-A 

APPLICANT — Haus  and  Bresin  for  Golden  Gate  Motor 
Inn  Incorporated,  owner. 

SUBJECT — Application  June  14,  1963 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  ground 
sign. 

PREMISES  AFFECTED — 3867-3891  Shore  Parkway, 
2754-2772  Knapp  Street,  northwest  corner,  Block  8806, 
Lot  17,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

ACTION  OF  BOARD — Laid  over  to  October  8,  1963, 
at  10  A.M.  for  inspection  and  decision  in  conjunction 
with  Cal.  No.  502-63-BZ;  hearing  closed. 


520-63-BZ 

APPLICANT — Haus  and  Bresin  for  James  Forlano  and 
Frank  Aguele,  owners. 

SUBJECT — Application,  June  21,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-01(b)  of 
the  Zoning  Resolution,  to  permit  the  erection  of  a 
one  story  and  cellar  building  for  use  as  restaurant, 
and  greenhouse  with  outdoor  sales  and  with  accessory 
signs,  and  the  building  encroaches  on  the  required 
front  and  side  yards. 

PREMISES  AFFECTED1 — 2455-2465  Linden  Boulevard 
and  800-802  Logan  Street,  northwest  corner,  Block  4480, 
Lot  28,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus  and  Robert  T.  Groh. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  24, 
1963,  at  10  A.M.  for  inspection  and  decision;  hearing 
closed. 


850-57-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Jack  Romita, 
owner. 

SUBJECT — Application  reopened  July  2,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  10,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7h  of 
the  Zoning  Resolution,  permitting  in  a  retail  and  resi¬ 
dence  use  district,  on  the  residential  portion  of  the  plot 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  of  the  pleasure  car  type  only. 

PREMISES  AFFECTED — 2360-2368  Prospect  Avenue, 
east  side,  70  feet  south  of  East  187th  Street,  Block 
3114,  Lots  52  and  54,  Borough  of  The  Bronx. 
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APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

For  Opposition:  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE—  _ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klein ert. 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . 

Negative:  . - . 

THE  RESOLUTION—  .  . 

Whereas,  on  June  10,  1958,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 

Whereas,  the  applicant  requested  reopening  of  this 
application  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
af  variance,  which  expired  on  June  10,  1963;  and 

Whereas,  this  application  was  reopened  on  July  2,  1963 
and  set  for  hearing  on  September  10,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin ;  and 
W^hereas  a  public  hearing  was  held  on  this  application 
on  September  10,  1963  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  8,  1963  acting  on  Alt.  Applic.  No.  31-57,  reads : 
“1.  Proposed  extension  of  term  of  variance  granted  by 
Board  of  Standards  and  Appeals  for  above  premises 
under  Cal.  #850-57-BZ  must  be  referred  to  the 
B.S.  &  A.  for  its  determination  as  per  Sect.  11-411 
of  the  Zoning  Resolution.” 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  10,  1958,  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 

read : 

“granted  for  a  term  of  five  (5)  years  from  the  date 
of  this  amended  resolution,  to  permit  .  .  .  ,  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects ;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained.” 


Whereas,  this  application  was  reopened  on  July  2,  1963 
and  set  for  hearing  on  September  10,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  10,  1963  after  due  notice  by  publication  in 
the  Bulletin; 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  10,  1963  acting  on  Alt.  Applic.  No.  105-58,  reads : 

“1.  Proposed  public  parking  lot  for  less  than  100  cars, 
pleasure  type,  located  in  an  R-8  use  district  & 
temporary  shelter  for  attendant  is  contrary  to  Chap. 
2,  Sec.  22-10  of  the  Zoning  Resolution.  Such  use  to 
be  referred  back  to  the  Board  Cal.  #122-58-BZ  & 
Sec.  73-00  of  the  Zoning  Resolution.” 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  28,  1958, 
only  as  to  the  term  of  the  variance,  so  that  as  amended  it 
shall  read : 

“granted  for  a  term  of  five  (5)  years  from  the  date 
of  this  amended  resolution,  to  permit  .  .  .  ,  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects  and  that  a  Certificate 
of  Occupancy  shall  be  obtained.” 


122-58-BZ 

APPLICANT— Cyril  Hyman  for  Berno  Realty  Corp., 
owner. 

SUBJECT — Application  reopened  July  2,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
October  28,  1963— decision  of  the  Borough  Superinten¬ 
dent,  previously  granted  on  condition,  under  Section 
7h  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  the  use  of  vacant  land  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  of  the 
pleasure  car  type  only. 

PREMISES  AFFECTED— 434-444  West  25th  Streefi 
south  side,  230  feet  east  of  10th  Avenue,  Block  722 
Lots  58-64  inclusive,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Cyril  Hyman. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

VOTE _ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  .  ® 

THE  RESOLUTION—  .  . 

Whereas,  on  October  28,  1958,  this  application  was 
granted  by  the  Board  on  certain  conditions;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance  which  will  expire  on  October  28,  1963;  and 


423-60-BZ 

APPLICANT — Paul  Feldman  for  Rugby  Auto  Service, 
owner. 

SUBJECT — Application  reopened  July  2,  1963  for  con¬ 
sideration  as  to  extension  of  time  to  complete,  expired 
March  7,  1962— decision  of  the  Borough  Superintend 
ent,  previously  granted  on  condition,  under  Section  7i 
of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  construction  of  an  extension  to  an  existing 
building  and  extend  the  present  automobile  repair  shop 
to  include  such  welding  as  is  necessary  in  connection 
with  minor  auto  repairs. 

PREMISES  AFFECTED— 1028-1040  Utica  Avenue 
west  side,  100  feet  south  of  Tilden  Avenue,  Block  4734, 
Lot  11,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Paul  Feldman. 

For  Opposition:  None. 

ACTION  OF  BOARD — Time  extended  to  complete 
the  work. 

THE  VOTE:  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  — - -  5 

Negative:  -  ^ 

THE  RESOLUTION— 

Whereas,  on  March  7,  1961,  this  application  was  granted 
by  the  Board  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  extension  of  the  time  within  which  to  obtain 
permits  and  complete  the  work,  which  expired  on  March 

7,  1962;  and  .  ,  T  i  o  icya? 

Whereas,  this  application  was  reopened  on  July  2,  1963 

and  set  for  hearing  on  September  10,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent 
and  two  publications  in  the  Bulletin;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  10,  1963  after  due  notice  by  publication  in 
the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  22,  1963  acting  on  Alt.  Applic.  No.  1215-60, 
reads : 

“1.  Proposed  amendment  for  extension  of  time  to  com¬ 
plete  work  under  Section  22A,  Art.  V  of  old  zone 
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resolution  and  B.S.A. 
referred  to  B.S.A.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  7  1963 
only  as  to  the  time  to  obtain  permits  and  complete  the 

sWh°all  read  ^  a”lended  this  portion  of  the  resolution 

tbat  P|rmit  shall  be  obtained,  work  completed  and 
a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  resolution. 


396-63-BZ 

APPLICANT— Associated  Architects  and  Engineers 

&erKVSl^?r\Breines  for  City  of  New  York— Dept,  of 
I  ublic  Works. 

SbDB^B^?T^Ppbca^on  ■^■Pr^  1963 — decision  of  the 

Borough  Superintendent,  under  Section  73-641  of  the 
Zoning  Resolution,  to  permit  in  a  R8  district,  at  an 
existing  hospital,  the  erection  of  a  new  building  that 
encroaches  on  the  required  setback. 

PREMllSES  AFFECTED— 462  First  Avenue,  southeast 

Manhattan  “  958’  Lot  1  Borough  of 

APPEARANCES— 

For  Applicant:  Lewis  Alan  Berne. 

For  Opposition:  None. 

For  Administration;  S.  H.  Greenhill,  Dept,  of  Public 
Works. 


a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  g?ant 
under  Section  72-21  of  the  Zoning  Resolution,  and  "s 
therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resohed  that  the  Board  of  Standards  and  Appeals  does 
aA  v9’natl°n  ln  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  for  a  term  of  five  years  to 

r  district»  in  an  existing  three-story  and 

cellar  building,  the  maintenance  of  doctors’  offices  on  the 
second  floor  on  condition  that  the  building  shall  conform 
to  drawings  filed  with  this  application  dated  May  9,  196? 
7  sheets ,  on  further  condition  that  a  sprinkler  system  shall 
be  installed  throughout  the  entire  building,  thafaT  laws 
regulat!ons  aPPhcable  shall  be  complied  with  ’ 
perinn  Sha11  be  obtained>  work  completed  and  a 
tained  with” 


Ketcher  for  Dabin  Equi- 


398-63-A 

APPLICANT — Frederick  A. 
ties  Corporation,  owner 

A«™s?o?AeB?ppHca^.APPliCati0n  Wi‘hdraWn  a‘  ,he  P*EMISES  AFFECTED-2015  Grand  Concourse 
THE  VOTE—  Cth  nfuerp°  Bush  Street’  Block  2808>  Lot  93* 

Ar™?!L3.ai™"?°!e/^Vice  Chairman  Kleinert,  APPEARANCES- 


- - j.  <_ucy,  vice  ^nairman  iviei 

Commissioner  Becker  and  Commissioner  Klein  4 
Negative:  Commissioner  Fox  .  ""  j 


397-63-BZ 

APPLICANT— Frederick  A.  Ketcher  for  Dabin  Equities 
Corporation,  owner. 

SUBJECT— Application  May  9,  1963— Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R8  district,  in  an 
existing  three  story  and  cellar  building,  the  mainten¬ 
ance  of  doctors  offices  on  the  ground  floor. 

PREMISES  AFFECTED — 2015  Grand  Concourse 
southwest  corner  of  Bush  Street,  Block  2808,  Lot  93 
Borough  of  The  Bronx.  ’ 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  .  q 

the  resolution— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  Jujy  9,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  September  10,  1963  for  inspection 
and  decision;  hearing  closed;  and 

a  W™**  !  re  decisi°n  of  the  Borough  Superintendent, 
dated  April  15,  1963  acting  on  Alt.  Applic.  No.  784-63 
reads :  ’ 

“2.  The  proposed  change  of  legal  use  of  the  2nd  floor 
from  a  dwellmg  to  a  doctor’s  and  dentist’s  office 
in  a  building  located  in  an  R-8  district  is  contrary 
to  Sec.  22-00  of  the  Zon.  Res.” 


For  Applicant:  Frederick  A.  Ketcher. 

THEIOVOTE— °ARD~APPeal  granted  on  ^^On- 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

Comnmiont,  Becker  and  Com! 

Negative:  . "  .  ** 

THE  RESOLUTION—  .  ° 

daRdHADn?15th1Q«eCisi0AH0fAthr  B°rouSh  Superintendent, 
aatea  April  15,  1963  on  Alt.  Applic.  784-62,  reads : 

5.  The  stairway  is  contrary  to  Sec.  C26-2920  AC 
as  follows:  ' 

a)  With  pf  stairway  is  not  36"  wide. 
h)  1  Stair  not  enclosed  with  walls  having  a  fire 
resistive  rating  of  one  hour. 

?°net  °pe"s  on  fairway  enclosure. 

^  stairs F  Stmr  18  ^  Separated  from  upper 

k)  endosure  'm  a  COntinuous 

l)  Hand  rails  are  not  provided  ” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 

undeBOcertainkcondrtionsmended  ‘hat  ***  ^ 

dated  Aoril  °f  1Borugh  Superintendent, 

aatea  April  15,  1963,  acting  on  Alt.  Applic.  784-62  Ohier- 

“m5,  bK  a^d  d  hereby  is  modified  and  that  the  appeal 
be  and  hereby  is  granted  on  condition  that  the  obi eS 
as  to  hand  rails  shall  be  complied  wfth.  C 
a  wet  sprinkler  system  shall  be  installed  throughout  the 
budding  and  that  all  of  the  requirements  of  the  resolution 
adopted  this  day  under  Calendar  No.  397-63-BZ  and  all 

p!,ed  witt!'  rU,“  ^  regUlati0ns  aPPbcabie  shall  be  com” 


and 


Whereas,  the  premises  and  surrounding  area  were  in- 


Adjourned  11 :30  A.M. 


James  P.  Mulroy,  Secretary 


minutes 


REGULAR  MEETING 
TUESDAY  AFTERNOON  SEPTEMBER  10, 1963,2  P.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein. 

884-61-A 

APPLICANT _ A.  L.  Seiden  for  Marbak  Trading  Com¬ 
pany,  owner.  ,  .  . 

SUBTECT — Application  June  13,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 258-260  Bowery,  west  side, 
252*  feet,  8  %  inches  north  of  Prince  Street,  Block  507, 
Lot  34,  Borough  of  Manhattan. 

APPEARANCES— 

|o°rr  AdmMsteto:  beut'/ohn  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW:  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . - .  q 

Negative :  — . . .  . 


SUBJECT— Application  reopened  July  3,  1962  at  Vol 
lf_re  Appeal  from  an  order  and  a  decision  of  the 
Fire  Commissioner  re-  sprinkler  system. 
pt? FMTSFS  AFFECTED— 2  Hudson  Street,  northeast 
hornet  5  Chambers  Street,  Block  140,  Lot  1,  Borough 
of  Manhattan. 

Applicant:  Morris  Kweller  and 
For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  1st, 

at  2  P.M.,  for  inspection  and  decision;  applicant  tone 
revised  drawings;  hearing  closed. 


1043-61-A  .  ,  u 

APPLICANT — Monaghan  and  Mattingly  for  Harry 

Munvez,  owner. 

SUBTECT — Application  June  30,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system.  , 

PP-RMTSFS  AFFECTED— 115  Hester  Street,  north 
100  feet  east  of  Forsyth  Street,  Block  306,  Lot 
39,  Borough  of  Manhattan. 

APPEARANCES—  t  r  +.  1 

For  Applicant:  Stephen  Lee  Crystal. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant. 

TAffirm?tTve7 Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Corn^ 

missioner  Klein  . . - . - - - - - - -  ^ 

Negative:  - 


814-61-A  „  . 

APPLICANT — A.  L.  Seiden  for  Saltway  Realty  Corp¬ 

oration,  owner. 

SUBJECT— Application  May  29,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system.  nn 

PREMISES  AFFECTED-185-187  Canal  Street,  99 

Mott  Street,  northwest  corner,  Block  205,  Lot  3U, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  L.  Seiden.  . 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dep  . 
ACTION  OF  BOARD— Laid  over  to  September  24, 
1963,  at  2  P.M.,  for  inspection  and  decision.  Hearing 

closed. 


834-61-A  ,  „  u 

APPLICANT— Robert  Teichman  for  Filman  Realty 
Company  c/o  Henry  J.  Kohlman  (Co-owner). 
SUBTECT — Application  May  26,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 122  West  21st  Street,  south 
side,  272  feet  west  of  Avenue  of  the  Americas,  Block 
796,'  Lot  53,  Borough  of  Manhattan. 

appearances— 

For  Applicant:  R.  Teichman.  . 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  September  24, 
1963,  at  2  P.M.,  for  inspection  and  decision.  Hearing 

closed. 


1125-61-A  _  ,  .  • 

APPLICANT — H.  E.  Horwood  for  Cannon  Foundation 

Incorporation,  owner. 

SUBJECT— Application  July  13,  1961— Appeal  from 

an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 86-88  Worth  Street  south 
side,  103  feet  9  inches  west  of  Broadway,  7-9  Thomas 
Street,  Block  152,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

VOTE _ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ^ 

Negative  . 


837-61-A  ,.rf  _  ,, 

APPLICANT — A.  L.  Seiden  for  Graycliff  Realty  cor¬ 
poration  and  Naomi  K.  Rabor,  owners. 

SUBTECT — Application  June  1,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED  171-173  Canal  Street,  north 
side  41  feet  10  Vs  inches  west  of  Elizabeth  Street, 
Block  204,  Lot  30,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  L.  Seiden. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  September  24, 
1963  at  2  P.M.,  for  inspection  and  decision;  plans  to 
be  revised  and  brought  up-to-date.  Hearing  closed. 


377-61-A— Vol.  II  .  .  _ 

APPLICANT — Morris  Kweller  for  Benjamin  Schaffer, 
owner. 


843-61-A 

APPLICANT — Broadfrank  Company  for  Mark  Tennen- 
baum,  Emil  Tanner  and  Leo  Beller,  owners. 

SUBTECT — Application  June  6,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 
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PREMISES  AFFECTED — 359  Broadway,  west  side, 
54  feet  3  %  inches  south  of  Franklin  Street,  Block  174, 
Lot  33,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  8,  1963, 
at  2  P.M.,  for  continued  hearing  at  the  request  of 
the  applicant. 


854-61-A 

APPLICANT. — A.  L.  Seiden  for  Estate  of  John  J. 
Gillen,  deceased  and  Estate  of  James  S.  Maher,  de¬ 
ceased,  owner. 

SUBJECT  Application  June  7,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 421-423  West  14th  Street 
^9  feet>  d  inches  east  of  10th  Avenue,’ 
Block  712,  Lot  part  of  lot  14,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  L.  Seiden. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  September  24, 
1963,  at  2  P .M.,  for  inspection  and  decision.  Hearing 
closed. 


858-61-A 

APPLICANT  Bon  Gail  Corporation  owner;  St.  Marks 
Baths,  Incorporated  lessee. 

SUBJECT— Application  June  7,  1961 — Appeal  from  an 
or  ,er  ana  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system,  doors  and  arches. 

PR-5M^Ef  AFFECTED — 6  St.  Marks  Place,  south 
side,  100  feet  east  of  Third  Avenue,  Block  463,  Lot  12 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  A.  Zimbalist  and  Irving  Frome 
For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept! 

A  PS  — Laid  over  to  September  24, 

closed  1  r’M’’  f°r  lnspection  and  decision.  Hearing 


860-61-A 


APPLICANT— A.  L.  Seiden  for  Estate  of  John  J 
Gillen,  deceased  and  Estate  of  James  S.  Maher 
deceased,  owner.  ’ 


SUBJECT  Application  June  8,  1961 — Appeal  from  an 

or  .  r  ana  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 


PREMISES  AFFECTED  425  West  14th  Street,  north 
side,  328  feet,  11  inches,  east  of  10th  Avenue,  Block 
712,  part  of  Lot  14,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  L.  Seiden. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
A  PS  tv? CARD— Laid  over  to  September  24, 

closed3*  2  P’M’’  f°r  mspection  and  decision.  Hearing 


870-61-A 


APPLICANT — Robert  Teichman  for  Nuzel  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  June  9,  1961— Appeal  from  an 
°.er  and  a  decision  of  the  Fire  Commissioner  re- 
spnnkler  system. 


P^5M5iEfS  NTECTED-142  Duane  Street,  south 
i'de’  t121  feet  3  %  inches  west  of  Church  Street,  Block 
146,  Lot  18,  Borough  of  Manhattan. 


APPEARANCES— 

bor  Applicant:  Robert  Teichman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

A PS  P0ARD — Laid  over  to  September  24, 
iyo3,  at  2  P.M.  for  inspection  and  decision.  Hearing 
closed. 


871-61-A 

A?pLIOANT — A.  L.  Seiden  for  Estate  of  John  J 
Gillen,  deceased  and  Estate  of  James  S.  Maher,  de¬ 
ceased,  owners. 

SUBJECT  Application  June  12,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 427  West  14th  Street,  north 
side,  308  feet,  4  inches  east  of  10th  Avenue,  Block  712 
Lot,  part  of  lot  14,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  A.  L.  Seiden. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  24, 
1963,  at  2  P.M.  for  inspection  and  decision.  Hearing 
closed. 


883-61-A 

APPLICANT — Sidney  M.  Moskowitz,  for  Mae  Pollet 
owner. 

SUBJECT  Application  June  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
spnnkler  system. 

PREMISES  AFFECTED — 190  William  Street,  east 
side  102  feet,  3  inches,  south  of  Frankfort  Street, 
Block  103,  Lot  5,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Sidney  M.  Moskowitz. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ALTION  OF  BOARD — Laid  over  to  September  24, 
1963,  at  2  P .M.  for  inspection  and  decision.  Hearing 
closed. 


907-61-A 

APPLICANT— Irwin  Emerman  for  Abraham  Rosen¬ 
thal,  owners. 


SUBJECT  Application  June  15,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprmkler  system. 


FKEM1SES  AFFECTED — H3  Hester  Street,  north 

t  feet  west  of  Eldridge  Street,  Block  306 

Lot  38,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Irwin  Emerman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

A?o/'?ON  BOARD— Laid  over  to  September  24, 

1965  at  2  P.M.  for  inspection  and  decision.  Hearing 
closed.  & 


939-61-A 


APPLICANT— H.  E.  Horwood  for  Olga  L.  G.  Conk- 
ling  and  Murial  Van  H.  Versluys,  owner. 

SUBJECT— Application  June  20,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprmkler  system. 


ir\A  r  To  .'  ,  Diuduwdy,  east  side, 

104  feet  3  inches  south  of  Grand  Street,  Block  232, 
Lot  8,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  H.  E.  Horwood. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
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ACTION  OF  BOARD — Laid  over  to  September  24, 
1963,  at  2  P.M.  for  inspection  and  decision.  Hearing 

closed. 


941-61-A 

APPLICANT — Samuel  Rosenblum  for  Franjer  Realty 
Incorporated,  owner. 

SUBJECT— Application  June  20,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system.  , 

PREMISES  AFFECTED  41  and  43  Bond  Street, 
south  side  239  ft.  8  inches  west  of  Bowery,  Block  529, 
Lots  29  and  30,  Borough  of  Manhattan. 

AFo?AAlpplkanEtf'Samuel  Rosenblum  and  Jerome  J. 

For Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  September  24, 
1963,  at  2  P.M.  for  inspection  and  decision.  Hearing 
closed. 


157-62-A 

APPLICANT _ 8 77  Second  Avenue  Corporation,  owner. 

Newel  Art  Galleries,  lessee. 

SUBJECT— Application  February  6,  1962— Appeal  from 
orders  of  the  Fire  Commissioner  re-  sprinkler  system. 

PPFMISES  AFFECTED— 877  2nd  Avenue,  northwest 
corner  of  East  47th  Street,  Block  1320,  Lot  29,  Borough 
of  Manhattan. 

APPEARANCES—  .  w  p  chirW 

For  Applicant:  Peter  W.  Quinn  and  W.  R.  bhirley. 
For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  24, 
1963,  at  2  P.M.  for  inspection  and  decision.  Hearing 
closed. 


942-61-A  ^  „  „  ,  , 

APPLICANT — H.  E.  Horwood  for  Gustav  r.  Herbst 
and  Fred  P.  Herbst,  owners. 

SUBTECT — Application  June  20,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 678  Broadway,  east  side, 
57  feet  6  inches  south  of  Great  Jones  Street,  Block 
530,  Lot  5,  Borough  of  Manhattan. 

appearances— 

For  Applicant:  H.  E.  Horwood. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  September  24, 
1963,  at  2  P.M.  for  inspection  and  decision.  Hearing 

closed. 


949-61-A 

APPLICANT — The  New  York,  New  Haven  and  Hart¬ 
ford  Railroad  Company,  owner;  Morrelli  Bros.,  lessee. 

SUBJECT — Application  June  21,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
standpipe  system. 

PREMISES  AFFECTED— Pier  39  East  River,  foot 
of  Montgomery  Street,  Block  none,  Lot  none,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  August  C.  Nimphias,  Jr. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  22, 
1963,  at  2  P.M.  for  inspection  and  decision.  Hearing 
closed. 


1105-62-A 

APPLICANT — 318  West  75th  Street  Corporation, 
owner. 

SUBTECT— Application  December  10,  1962— Filed  pur¬ 
suant  to  Section  310  of  the  Multiple  Dwdi fe^TWlT 
a  variance  of  section  34  and  177  of  the  Multiple  Dwe 
ing  Law  re-  cellar  apartment. 

PREMISES  AFFECTED — 318  West  75th  Street  south 
side,  58  feet  west  of  Riverside  Drive,  Block  1184,  Lot 
100  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Francis  B.  Bardan. 

ACTION  OF  BOARD — Laid  over  to  September  24, 
1963,  at  2  P.M.  for  inspection  and  decision;  hearing 
closed. 


955-61-A 

APPLICANT — A.  L.  Seiden  for  Chas.  M.  Seiden, 
owner. 

SUBJECT — Application  June  21,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 100  Chambers  Street  south 
side,  25  feet  east  of  Church  Street,  Block  135,  Lot 
16,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  L.  Seiden. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  September  24, 
1963,  at  2  P.M.  for  inspection  and  decision.  Hearing 
closed. 


285-31-BZ — Vol.  II 

APPLICANT — Morton  S.  Cahn  for  Nicholas  Marg, 
owner. 

SUBJECT— Application  for  consideration  —  reopening 
for  extension  of  time  to  complete  which  expired  July 
10  1963 — decision  of  the  Borough  Superintendent, 

previously  granted  on  condition,  under  Sections  7a 
and  7i  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  reconstruction  of  an  existing 
gasoline  service  station,  offices,  grease  pits  and  four 
car  garage,  by  rebuilding  the  service  building  to  in¬ 
clude  bait  and  tackle,  office,  grease  pits,  minor  auto 
repairs  and  store  and  relocate  pumps  and  install 
ground  signs  and  continue  uses  for  a  stated  term  of 
thirty  (30)  years. 

PREMISES  AFFECTED— 164-50  Cross  Bay  Boule¬ 
vard,  northwest  corner  of  165th  Avenue,  Block  14086, 
Lot  147,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . 

Negative:  . * .  9 

THE  RESOLUTION—  ,  t  _  , 

Whereas,  this  application  was  granted  by  the  Board 
as  Vol.  II,  on  July  11,  1961,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  July  10,  1962;  and 
Whereas,  the  resolution  was  last  amended  on  May  7, 

1963;  and  f  . 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  11,  1961.  as 
amended  through  May  7,  1963,  only  as  to  the  time  to  obtain 
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234-61-BZ 

APPLICANT — Morton  S.  Cahn  for  John  T.  Calamari, 
owner. 

SUBJECT— Application  for  consideration  —  reopening 
for  extension  of  time  to  complete  which  expired  July 
3,  1963  —  decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Section  7 a  of 
the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  reconstruction  of  a  lawful  gasoline  service 
station  and  motor  vehicle  repair  shop  and  extend  the 
use  to  include  gasoline  service  station,  lubritorium, 
motor  vehicle  repairs,  car  washing,  non-automatic, 
office,  ground  sign  and  storage  and  sales  of  auto  ac¬ 
cessories. 

PREMISES  AFFECTED — 46-15  Junction  Boulevard, 
northeast  corner  of  Alstyne  Avenue,  Block  1622,  Lot 
38,  Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  11,  1961,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  July  3,  1962;  and 

.  Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  11,  1961,  as 
amended  on  July  3,  1962,  only  as  to  the  time  to  obtain  per¬ 
mits  and  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  1477/59) 


235-61-BZ 

APPLICANT — Morton  S.  Cahn  for  Joseph  Savino, 
Frank  Savino  and  Nunzio  Savino,  owners. 

SUBJECT— Application  for  consideration  —  reopening 
for  extension  of  time  to  complete  which  expired  July 
10,  1963  —  decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Sections  7a  and 
7 A  of  the  Zoning  Resolution,  permitting  in  a  local 
retail  use  district,  the  reconstruction  and  relocation  of 
an  existing  gasoline  service  station  and  extend  the 
use  to  include  gasoline  service  station,  lubritorium, 
minor  repairs,  car  washing,  non-automatic,  office, 
storage  and  sales  of  auto  accessories,  ground  signs 
with  signs  and  business  entrance  within  75  feet  of  a 
residence  use  district  and  parking  of  more  than  five 
(5)  cars  awaiting  service. 

PREMISES  AFFECTED— 140-10  New  York  Boule¬ 
vard,  southwest  corner  of  140th  Avenue,  Block  12317, 
part  of  Lot  85,  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  . .  0 
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THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  20,  1961,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  July  10,  1962;  and 
Whereas,  the  applicant  requested  an  extension  a  further 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  20,  1961,  as 
amended  through  July  10,  1962,  only  as  to  the  time  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (N.B.  387/61) 

374-53-BZ 

APPLICANT — Mazza  and  Seccia  for  Broadcham  Equi¬ 
ties,  Inc.,  owner. 

SUBJECT— Application  for  consideration  —  reopening 
for  extension  of  term  of  variance  which  expired  July 
17,  1963  —  decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Section  7f  of 
the  Zoning  Resolution,  permitting  in  a  retail  use  dis¬ 
trict,  the  change  in  occupancy  of  cellar  and  basement 
of  existing  building  from  printing  plant  and  storage 
to  garage  for  more  than  five  motor  vehicles  and 
storage. 

PREMISES  AFFECTED — 280-286  Broadway,  east  side, 
from  Chambers  to  Reade  Streets,  53-63  Chambers 
Street  and  37  Reade  Street,  Block  153,  Lot  1,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Eugene  Seccia. 

ACTION  OF  BOARD — Application  reopened  and  set 
for  hearing  on  October  8,  1963,  at  10  A.M.,  to  con¬ 
sider  extension  of  the  term  of  variance,  requiring  a 
new  decision  of  the  Borough  Superintendent  and 
photographs,  which  have  been  filed,  and  two  publica¬ 
tions  in  the  Bulletin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  . 0 


474-56-BZ 

APPLICANT — Morris  Avenue  Parking  Company,  Inc., 
owner. 

SUBJECT— Application  for  consideration  —  reopening 
for  extension  of  term  of  variance  —  decision  of  the 
Borough  Superintendent;  previously  granted  on  con¬ 
dition,  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  proposed 
parking  lot  for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1245-1257  Morris  Avenue, 
west  side,  300  feet  north  of  East  167th  Street,  Block 
2450,  Lot  42,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Daniel  Kushner. 

ACTION  OF  BOARD — Application  reopened  and  set 
for  hearing  on  October  8,  1963,  at  10  A.M.,  to  con¬ 
sider  extension  of  the  term  of  variance,  requiring  a 
new  decision  of  the  Borough  Superintendent  and 
photographs,  which  have  been  filed,  and  two  publica¬ 
tions  in  the  Bulletin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  o 
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permits  and  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  1878/ 60) 


187-36-BZ — Vol.  II 

APPLICANT— Lama,  Proskauer  and  Prober  for  So- 
cony  Mobil  Oil  Company,  owner. 

SUBJECT— Application  for  consideration— reopening 

for  extension  of  time  to  complete  which  expired  July 
10,  1963 — decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Section  7 a  of 
the  Zoning  Resolution,  permitting  in  a  retail  and 
business  use  district,  at  an  existing  gasoline  service 
station,  the  erection  of  a  one-story  rear  extension  for 
use  as  utility  room,  the  rearrangement  of  interior 
partitions,  provide  a  porcelain  enamel  facade,  install 
additional  gasoline  tanks  and  extend  the  uses  to  include 
minor  auto  repairs,  car  washing,  utility  room  _  and 
parking  and  storage  of  motor  vehicles  with  a  business 
sign  projecting  more  than  18  inches  beyond  the 
building  line. 

PREMISES  AFFECTED— 1192-1196  Bay  Street  and 
111-117  Hylan  Boulevard,  northwest  corner,  Block 
2850,  Lot  32,  Rosebank,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . - - - - - —  t> 

Negative:  . — - 0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  1,  1960,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  July  10,  1962;  and 

Whereas,  the  applicant  requested  an  extension  a  fur¬ 
ther  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  1,  1960,  as 
amended  through  July  10,  1962,  only  as  to  the  time  to  ob¬ 
tain  permits  and  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

‘that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion ;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  469/59) 


557-60-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Emanuel  Los- 
quadro,  owner. 

SUBJECT — Application  for  consideration  • —  reopening 
for  amendment  of  resolution  —  decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  7 a  of  the  Zoning  Resolution,  permitting  in  a 
retail  use  district,  the  rehabilitation  and  extension  of 
an  existing  gasoline  service  station,  to  provide  a  new 
accessory  building,  six  (6)  tanks,  the  installation  of 
curb  cuts  and  the  extension  of  the  uses  to  include 
non-automatic  car  washing,  office,  sale  of  accessories, 
motor  vehicles,  repairs  with  hand  tools  only  and  the 
parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 813-821  Annadale  Road, 
east  side,  363  feet  north  of  Posen  Street,  Block  6225, 
Lot  21,  Annadale,  Borough  of  Richmond. 


APPEARANCES—  Tjr  , 

For  Applicant:  Frederick  A.  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


rp  |  J  jg  Y  Q  'p  _ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . 

Negative  . 

THE  RESOLUTION—  .  .  „  , 

Whereas,  this  application  was  granted  by  the  Foard  on 
November  15,  1960,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  February  13,  1963;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 


resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  15,  1960, 
as  amended  through  February  13,  1963,  by  adding  thereto, 
“that  the  accessory  building  may  be  reduced  in  size 
on  condition  that  the  work  shall  be  done  in  accordance 
with  revised  drawings  filed  with  this  application  dated 
‘July  8,  1963,’  one  sheet  and  ‘July  11,  1963,’  2  sheets; 
and  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects. 
(Alt.  240/60) 


837-60-BZ— Vol.  II 

APPLICANT— Paul  T.  Treutler  for  Attilio  and  Clara 
Bressan,  owners. 

SUBJECT— Application  for  consideration  —  reopening 
for  amendment  of  resolution  —  decision  of  the  Bor¬ 
ough  Superintendent;  previously  granted  on  condition, 
under  Sections  7e  and  21  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  for  a  stated  term 
of  years,  the  erection  of  a  one  story  and  basement 
extension  to  an  existing  two  family  dwelling  and 
change  the  occupancy  to  one  family  dwelling  and 
stores. 

PREMISES  AFFECTED— 457  Quincy  Avenue  and 
2820  Dewey  Avenue,  southwest  corner,  Block  5579, 
Lot  5,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Paul  T.  Treutler. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE—  .  .  _  .  , 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  . . . . — - —  ^ 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 

Fox  . .  2 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 

Vol.  II,  on  December  12,  1961,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  November  20, 

1962;  and  „  , 

Whereas,  the  applicant  requested  a  further  amendment 

of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  amend  the  resolution  adopted  on  December  12,  1961, 

as  amended  on  November  20,  1962,  by  adding  thereto : 
“that  the  extension  may  be  relocated  and  constructed 
substantially  as  shown  on  revised  drawings  of  proposed 
conditions  marked  ‘Received  August  26,  1963’,  2  sheets, 
except  that  face  brick  shall  be  provided  on  the  exterior 
of  the  west  wall  similar  to  that  shown  on  the  front 
and  east  walls;  that  the  remaining  walls  at  the  rear 
may  be  faced  with  high  grade  common  brick ;  on  condi¬ 
tion  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.” 
(Alt.  538/61) 
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1461-61-BZ 

APPLICANT — Charles  M.  Spindler  for  Joseph  La- 
Capro,  owner;  doing  business  as  Beaver  Auto  Service. 

SUBJECT — Application  for  consideration  —  reopening 
for  extension  of  time  to  complete  which  expired  April 
3,  1963  —  decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Section  7c  of 
the  Zoning  Resolution,  permitting  in  a  business  and 
residence  use  district,  within  the  business  portion  of 
the  premises,  the  reconstruction  and  extension  of  the 
uses  of  an  existing  gasoline  service  station  to  include 
motor  vehicle  repairs,  car  washing,  lubrication  and 
the  extension  of  the  parking  area  into  the  residence 
portion  of  the  premises  with  a  ground  sign. 
PREMISES  AFFECTED— 145-31  (145-15  official) 

Rockaway  Boulevard,  northwest  corner  of  Inwood 
Street,  Block  12048,  Lot  77,  Ozone  Park,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  set 
for  hearing  on  October  8,  1963,  at  10  A.M.,  to  con¬ 
sider  extension  of  time  to  obtain  permits  and  complete 
the  work,  which  had  expired  by  limitation,  requiring 
a  new  decision  of  the  Borough  Superintendent,  which 
has  been  filed,  and  two  publications  in  the  Bulletin 
as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


486-63-SM 

APPLICANT — Medusa  Portland  Cement  Company, 
APPEARANCES— 

For  Applicant:  Harold  Boddorff. 

ACTION  OF  BOARD — Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
486-63-SM — Medusa  Portland  Cement  Company,  owner, 
filed  for  approval  of  the  material  known  as  Medusa  Hi 
Early  Portland  Cement  (RM  66)  as  manufactured  at  a 
plant  located  at  York,  Pa.  The  application  was  filed 
under  the  provisions  of  C26-312.0  of  the  Administrative 
Building  Code. 

USE:  A  white  cement  used  for  concrete  and  concrete 
products. 

DESCRIPTION:  The  plant  at  York,  Pa.,  was  previ¬ 
ously  inspected  in  1955,  by  a  Committee  on  Test  and 
found  to  be  satisfactory.  Limestone,  clay  and  sand  used 
for  the  manufacture  of  the  white  cement  are  obtained 
from  Medusa’s  quarries  adjacent  to  the  plant.  Gypsum  is 
received  by  rail.  Cement  is  manufactured  by  the  wet 
process.  In  the  process  limestone  is  crushed  and  fed 
to  the  raw  mill.  Sand  and  clay  slurries  also  enter  the 
raw  mill.  After  the  slurry  is  ground  in  the  raw  mill  it  is 
pumped  to  two  slurry  tanks  where  it  is  agitated  with 
compressed  air.  Then  the  slurry  is  pumped  to  a  large 
kiln  feed  tank.  From  the  kiln  feed  tank  the  slurry  is  in¬ 
troduced  to  the  upper  end  of  a  450  ft.  fuel  oil  heated 
kiln. 

The  clinker  is  discharged  from  the  lower  end  of  the 
kiln  and  stored  in  closed  silos.  Clinker  and  gypsum  for 


finish  grinding  are  proportioned  by  weighing  feeders 
located  under  each  storage  silo.  R  M  66  is  a  finer  ground 
cement  and  so  the  clinker  and  gypsum  must  be  reground 
to  produce  a  finer  ground  cement. 

All  quality  controls  are  under  the  jurisdiction  of  the 
plant  chemist  and  the  Chemical  and  Quality  Control 
Department. 

A  trend  console  for  the  kiln  indicates  preheat  temp¬ 
erature,  calcining  temperature,  burning  temperature,  pri¬ 
mary  air  flow,  fuel  oil  flow,  kiln  feed  end  draft.  These 
indications  provide  close  control  of  burning,  quenching 
and  cooling  in  order  to  produce  a  clinker  having  poten¬ 
tial  color  and  strength  characteristics  of  uniform  quality. 

The  close  control  of  clinker  and  gypsum  feed  rates 
in  the  finish  mill  provides  for  a  finished  cement  of  uni¬ 
form  quality  with  regard  to  color,  setting  time  and 
strength. 

The  reports  submitted  by  the  Haller  Testing  Labora¬ 
tories  indicated  that  the  finished  cement  meets  the  re¬ 
quirements  of  A.S.T.M.  050-61. 

RECOMMENDATION:  On  th  basis  of  the  inspection 
and  the  data  filed  by  the  applicant,  the  Committee  on 
Test  approves  the  material  known  as  Medusa  Hi  Early 
Portland  Cement  (  R  M  66)  as  manufactured  at  the 
York,  Pa.,  plant  of  the  Medusa  Portland  Cement  Co., 
for  use  in  New  York  City  under  the  provisions  of  C26- 
312.0  Administrative  Building  Code,  on  condition  that 
the  owner  shall  submit  monthly  for  a  period  of  six 
months  from  the  date  of  this  resolution  and  annually 
thereafter,  a  certified  copy  of  mill  reports  certifying  that 
all  cement  manufactured  at  the  applicant’s  plant  and 
shipped  into  New  York  City  complied  with  all  require¬ 
ments  of  the  resolution  including  A.S.T.M.  C150-61 
specifications.  And  further  approval  that  all  bags  in 
which  the  material  is  marketed  shall  be  labeled  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use 
in  N.Y.C.  under  Cal  486-63-SM  and  when  shipped  in 
bulk,  the  bill  of  lading  shall  be  similarly  marked. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


582-63-SM 

APPLICANT — Atlantic  Cement  Company,  Inc.,  agent 
for  Puerto  _  Rican  Cement  Company,  Incorporated, 
Ponce  Division,  owner. 

APPEARANCES— 

For  Applicant:  Frederick  G.  Stroh  and  H.  A.  Bonsteel. 
ACTION  OF  BOARD — Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  q 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
582-63-SM  Atlantic  Cement  Company,  Inc.,  agent  for 
Puerto  Rican  Cement  Company,  Inc.,  Ponce  Division, 
owner,  filed  for  approval  of  the  material  known  as  Port¬ 
land  Cement  Type  I  as  manufactured  at  a  plant  located 
at  Ponce,  Puerto  Rico.  The  application  was  filed  under 
the  provisions  of  C26-312.0  of  the  Administrative  Building 
Code. 

USE:  Cement  used  for  concrete  and  concrete  products. 
DESCRIPTION:  The  clinker  for  Type  I  cement  is 
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manufactured  at  this  plant  by  the  wet  process.  The 
basic  limestone  quarries  are  adjacent  to  the  plant  and 
consist  of  400  acres,  300  to  400  ft.  high  with  a  predicted 
life  of  over  100  years. 


The  raw  materials  used  for  the  cement  are  as  follows: 

1.  Basic  limestone  with  a  65  to  85%  Ca  CO3  in  the 
quarry  next  to  the  plant.  . 

Basic  limestone  with  a  85  to  92%  Ca  CO3  in  the 


quarry  three  miles  from  the  plant. 

2.  Clay  containing  52%  Si  O2,  18%  AI2  O3  7.8%  Fe2 
O3  from  a  pit  three  miles  from  the  plant. 

3.  Sand  containing  95%  silica  from  a  quarry  adjacent 
to  the  plant.  This  sand  is  used  to  maintain  the 
silica  content  of  the  clinker. 

4.  Gypsum  imported  from  the  Dominican  Republic. 

The  basic  limestone  is  hauled  from  the  quarry  to  two 
hammermills  and  crushed  to  minus  %  inch  size  and 
placed  in  storage  bins.  . 

Clay  after  excavation  and  hauling  to  the  plant  is  fed 


to  a  wash  mill. 

After  the  washmill  the  clay  at  this  time  emerges  as  a 
slurry  containing  about  50%  water.  The  slurry  is  held 
in  large  tanks  under  continual  air  and  mechanical  agi¬ 
tation  until  it  is  pumped  into  the  raw  mills  feed.  In  the 
raw  mill  grinding  process  clay  slurry,  crushed  limestone 
and  sand  are  ground  in  three,  three  compartment  raw 
mills.  The  final  mill  slurry  is  pumped  to  measuring 
tanks,  then  to  four  slurry  tanks  and  finally  fed  to  the 
kilns.  The  five  kilns  at  this  plant  are  oil  fired.  After  the 
clinker  leaves  the  kilns  it  is  stored  in  a  building.  When 
needed  the  clinker  is  transferred  to  mill  feed  bins.  The 
grinding  is  performed  in  seven  finish  mills  where  gypsum 
is  added  to  the  clinker.  Finished  cement  is  pumped  from 
each  mill  to  three  groups  of  cement  silos  for  storage. 
Quality  controls  are  as  follows: 

1.  Daily  composite  sample  of  clay  slurry. 

2.  Monthly  chemical  analysis  of  clay. 

3.  Hourly  samples  from  raw  mills  containing  clay 
slurry,  limestone  and  sand. 

4.  Hourly  nodules  from  a  gate  after  chain  sections 
to  determine  moisture  in  nodules. 

5.  Clinker  at  cooler  discharge: 

a.  For  liter  weight  (every  four  hours). 

b.  for  free  lime  (every  four  hours). 

c.  Daily  composite  from  above  accumulated  sam¬ 
ples  tested  for  free  lime,  %  CaO  and  %  SO3.  _ 

6.  Every  two  hours  samples  are  taken  at  the  air 
separator  finished  cement  discharge  and  the  follow¬ 
ing  tests  are  made: 

a.  Cement  temperature. 

b.  Fineness  by  Blaine  test. 

c.  Fineness  by  200  mesh  sieve. 

d.  Setting  time  by  Vicat  test. 

7.  Samples  of  finished  cement  are  accumulated  daily 


and  blended  to  a  composite  sample  for  the  following 

tests: 

1.  Blaine  test  for  fineness. 

2.  Wagner  test  for  fineness. 

3.  Fineness  by  200  mesh  sieve. 

4.  Fineness  by  325  mesh  sieve. 

5.  Setting  time  initial  by  Vicat  test. 

6.  Setting  time  initial  and  final  by  Gilmore  test. 

7.  Auto  clave  expansion. 

8.  Compressive  strength. 

9.  Tensile  strength. 

10.  Complete  chemical  analysis. 

All  tests  meet  minimum  requirements  of  A.S.T.M 
specifications  for  Type  I  cement. 

INSPECTION  &  TEST:  The  plant  of  the  applicant 
at  Ponce,  Puerto  Rico,  was  inspected  by  the  Haller 
Testing  Laboratories  of  Plainfield,  N.  J.  Samples  were 
taken  at  the  mill  by  the  Haller  Testing  Laboratories  and 
tested.  The  results  were  found  to  be  in  accordance  with 
ASTM  requirements  for  Type  I  cement.  The  plant  and 
controls  are  satisfactory  according  to  the  report  sub¬ 
mitted  by  the  Haller  Testing  Laboratory. 
RECOMMENDATION:  On  the  basis  of  the  inspection 
and  the  data  filed  by  the  applicant,  the  Committee  on 
Test  approves  the  material  known  as  Portland  Cement 
Type  I  as  manufactured  at  the  Ponce,  Puerto  Rico 
plant  of  the  Puerto  Rican  Cement  Co.,  Inc.,  for  use  in 
New  York  City  under  the  provisions  of  C26-312.0  Ad¬ 
ministrative  Building  Code  on  condition,  that  the  owner 
shall  submit  monthly  for  a  period  of  six  months  from 
the  date  of  this  resolution  and  annually  thereafter,  a  cer¬ 
tified  copy  of  mill  reports  certifying  that  all  cement 
manufactured  at  the  applicants  plant  and  shipped  into 
New  York  City  complied  with  all  requirements  of  the 
resolution  including  A.S.T.M.  C150-61  specifications. 

The  Committee  further  recommends  that  all  bulk 
shipments  of  the  cement  shall  be  adequately  protected 
during  shipments  so  as  to  preclude  the  possibility  of  any 
moisture  entering  into  the  spaces  in  which  the  cement 
is  stored,  and  all  ocean  bills  of  lading  shall  be  stamped 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Calendar  Number  582-63- 

SM”.  XT 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

Adjourned  3:45  P.M. 

James  P.  Mulroy,  Secretary 


997 


BOARD  OF  STANDARDS  AND  APPEALS 
80  LAFAYETTE  STREET 
NEW  YORK  13,  N.  Y. 


b 

University  of  Illinois  Library 
Serials  Dept* 

Urbana,  Ill. 


1 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each — add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT - 
ABLE. 
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COURT  DECISION. 

On  April  6,  1962,  Order  to  Show  Cause  was  served  on  the  Board 
by  Benza  &  Rei§s,  attorneys  for  petitioners,  Raymond  Ruiz.  Angel 
Ruiz  and  Miguel  Ruiz,  owners,  seeking  a  review  of  the  Board’s 
determination  on  March  6,  1962,  dismissing  their  application  for 
lack  of  jurisdiction  by  the  Board  under  Sections  7e  and  7A  of  the 
Zoning  Resolution,  to  permit  in  a  local  retail  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  lubritorium, 
minor  vehicle  repairs,  car  wash  and  accessory  storage  with  show 
windows  within  76  feet  of  a  residence  use  district;  Calendar  Num¬ 
ber  1512-61-BZ ;  Premises  905-909  Castle  Hill  Avenue,  2169-2175 
Story  Avenue,  northwest  comer,  Block  3687,  Lot  43,  Borough 
of  The  Bronx. 

At  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  Nathan 
rendered  the  following  decision : 

“Motion  for  leave  to  appear  as  amicus  curiae  is  granted.  The 
fact  that  it  appears  that  the  applicant  will  support  petitioners’ 
position  in  this  proceeding,  is  no  indication  of  a  partisan 
attitude  which  in  some  circumstances  might  be  a  ground  for 
denying  the  relief  sought.  Settle  order.” 

(N.  Y.  Law  Journal,  October  22,  1962,  page  17). 

At  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  Conlon 
ruled : 

“The  court,  after  reviewing  this  matter,  believes  that  the  city 
planning  commission,  by  enactment  of  the  zoning  resolution 
which  seeks  to  deprive  the  respondent  board  of  its  duty  to  hear 

and  determine  the  application  for  a  variance  in  this  matter,  Was 
exceeding  its  authority. 

The  city  charter  imposed  such  duty  on  the  board  of  standards 
and  appeals  which  the  city  planning  commission  could  not 
abrogate  by  its  resolution.  Nor  should  the  petitioners  be  de¬ 
prived  of  the  right  to  this  application  by  such  procedure. 
Accordingly,  the  petition  is  granted.  Section  11-341  (e)  of  the 
resolution  is  held  to  be  invalid  and  the  matter  is  remitted  to 
the  board  of  standards  and  appeals  for  a  determination  on  the 
merits.  The  motion  to  vacate  the  petition  is  denied.” 

(N.  Y.  Law  Journal,  September  9,  1963,  page  14) 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  Septem¬ 
ber  17,  1963,  Affecting  Calendar  Numbers,  262-32-BZ, 
1939-61-BZ,  223-63-BZ,  493-63-BZ,  506-63-BZ,  511-63- 
BZ,  74-44-BZ,  75-53-BZ,  890-57-BZ,  1661-61-BZ,  518- 
63-BZ. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Sep¬ 
tember  17,  1963,  Affecting  Calendar  Numbers,  827-38- 
SM,  500-50-SA,  335-53-SA,  366-54-SM,  65-58-SA, 

226-58-SA,  97-60-SA,  562-61-SM,  96-62-SA,  731-62-SA, 
750-62-SM,  755-62-SM,  1136-62-SM,  1063-62-SM,  676- 
61-A,  735-61-A,  776-61-A,  456-62-A,  173-63-A,  399-63-A, 
509-63-A,  1045-61-A,  1069-61-A,  1225-61-A,  354-62-A, 
544-63-A,  759-62-A— Vol.  II,  679-61-A,  869-61-A,  873- 
61-A,  962-61-A,  966-61-A,  970-61-A,  986-61-A,  1006-61- 
A,  1007-61-A,  1008-61-A,  1021-61-A,  1023-61-A,  1026- 
61-A,  1047-61-A,  1112-61-A,  1144-61-A,  1168-61-A,  1391- 

61- A,  613-62-A,  614-62-A,  615-62-A,  616-62-A,  617-62-A, 

618-62-A,  619-62-A,  620-62-A,  621-62-A,  625-62-A, 

626-62-A,  627-62-A,  628-62-A,  629-62-A,  630-62-A,  631- 

62- A,  632-62-A,  633-62-A,  634-62-A,  635-62-A,  636- 

62-A,  637-62-A,  638-62-A,  639-62-A,  640-62-A,  645- 
62-A,  646-62-A,  647-62-A,  648-62-A,  649-62-A, 

650-62-A,  651-62-A,  652-62-A,  653-62-A,  654-62-A, 

655-62-A,  656-62-A,  657-62-A,  658-62-A,  659-62-A, 

660-62-A,  661-62-A,  662-62-A,  663-62-A,  664-62-A,  665- 
62-A,  381-63-A,  828-50-BZ,  1802-61-BZ,  1830-61-BZ, 
558-37-BZ— Vol.  II,  16-52-BZ,  1481-22-BZ— Vol.  II. 

Correction  Affecting  Calendar  Number — 5-58-BZ. 
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Notice  of  Hearing  Calendar. 


CALENDAR 


DOCKET 

New  Cases  filed  up  to  September  17,  1963 

Cal.  No.  Dept.  Premises  Affected 

700-63-A.D.— F.D.— 208-210  West  125th  Street,  south 
side,  62.6  feet  west  of  Seventh  Avenue,  203-207  West 
124th  Street,  south  side,  64  feet  west  of  Seventh  Avenue, 
Block  1930,  Lot  37,  Borough  of  Manhattan,  F.D.  Order 
No.  3044-3,  re-  sprinkler  system. 


701-63-BZ — B.M. — 121  East  83rd  Street,  north  side, 
143.102/3  feet  west  of  Lexington  Avenue,  Block  1512, 
Lot  11,  Borough  of  Manhattan,  Alt.  922-63,  re-  change  in 
use  from  garage  to  studio,  R  8  district. 


702-63-A — F.D. — 55  West  44th  Street,  north  side,  216.1 
feet  east  of  Avenue  of  the  Americas,  Block  1260,  Lot  10, 
Borough  of  Manhattan,  F.D.  Order  No.  2652-3  re-  sprink¬ 
ler  system. 


703-63-SM — THPC(R),  flame  retardant  resin  manufac¬ 
tured  by  Hooker  Chemical  Corp.,  Material. 


704-63-SM— Building  blocks,  various  sizes,  manufactured 
by  Island  Dock  Lumber  Inc.,  Material. 


705-63-BZ — B.Bx. — 4348  Barnes  Avenue,  southeast  cor¬ 
ner  of  Boyd  Avenue,  Block  5049,  Lot  50,  Borough  of  The 
Bronx,  N.B.  512-63,  re-  Front  Yard  corner  lot  in  R4 
district. 


706-63-A — F.D. — 2450  Knapp  Street,  west  side,  120  feet 
north  of  Avenue  Y,  Block  7429,  Lot  16,  Borough  of 
Brooklyn,  F.D.  Order  No.  246-3,  re-  sprinkler  system  and 
thermostatic  alarm. 


707-63-A — F.D. — 280  Broadway,  east  side,  Block  153, 
Lot  1,  Borough  of  Manhattan,  F.D.  Order  No.  2587-2,  re¬ 
sprinkler  system. 


building. 

716- 63 — Naturalite  skylights  manufactured  by  Naturalite, 

Inc.,  Material. 

717- 63-A— F.D.— -168-09  Jamaica  Avenue,  north  side, 
73.52  feet  east  of  168th  Street,  Block  9799,  Lot _  18,  Ja¬ 
maica,  Borough  of  Queens,  F.D.  Order  No.  2537-3,  re¬ 
sprinkler  system. 


718-63-SM — Concrete  Blocks,  manufactured  by  Barrasso 
&  Sons,  Inc.,  Material. 

Restored  to  Docket 

759-62-A  Vol.  II— B.M.— 327  West  22nd  Street,  north 
side,  345  feet  west  of  8th  Avenue,  Block  746,  Lot  22, 
Borough  of  Manhattan,  Alt.  946-61— cellar  apartment. 


16-52-BZ— B.M.— 365-369  East  8t  h  Street,  north  side, 
183  feet  east  of  Avenue  C,  Block  378,  Lots  56,  57  and  58, 
Borough  of  Manhattan,  Amendment  to  Alt.  1659-51, 
reopened  for  consideration  as  to  extension  of  term  of 
variance,  re-  parking  and  storage  of  motor  vehicles 
residence  use  district. 


558-37-BZ  Vol.  II — B.M. — 60-66  Henry  Street  and  23-29 
Market  Street,  southwest  corner,  Block  277,  Lots  24,  25, 
26,  27  and  28,  Borough  of  Manhattan,  Amendment  to 
Alt.  1838-55,  reopened  for  consideration  as  to  extension 
of  ter  mof  variance,  re-  parking  and  storage  of  more 
than  5  motor  vehicles — residence  use  district. 


5-58-BZ— B.Bx.— 717-719  East  217th  Street,  north  side, 
130-35  feet  east  of  White  Plains  Road,  Block  4665,  Lots 
40  and  43,  Borough  of  The  Bronx,  Alt.  1164-57,  reopened 
for  consideration  as  to  extension  of  term  of  variance,  re¬ 
parking  and  storage  of  more  than  5  motor  vehicles. 


715-63-A— B.Q.— 116-12  Atlantic  Avenue,  south  side, 
43.05  feet  west  of  17th  Street,  Block  9434,  Lot  6,  Rich- 
mnnrl  Hill.  Boroueh  of  Queens,  Alt.  2406-61,  re-  frame 


708-63-A— F.D.— 1759-1763  2nd  Avenue,  244  East  92nd 
Street,  southwest  corner,  Block  1537,  Lot  27,  Borough 
of  Manhattan,  F.D.  Order  No.  3012-3,  re-  sprinkler 
system. 


709-63-SA — Silent  Glow  Portable  Heaters,  manufactured 
by  The  Silent  Glow  Oil  Burned  Corp.  Appliance. 


710-63-A — F.D. — 249-26  Horace  Harding  Boulevard, 
south  side,  200  feet  east  of  Marathon  Parkway,  Block 
8336,  Lot  1,  Little  Neck,  Borough  of  Queens,  F.D. 
Order  No.  0795-3,  re-  sprinkler  system. 


711-63-SA — Cryotainers,  various  models,  vesses  for  stor¬ 
age  and  transport  of  liquid  oxygen,  nitrogen  and  argon, 
manufactured  by  Ronan  and  Kunzl,  Inc.  Appliance. 


712-63-SA — Infra-Lux,  Models  RH-22,  RH1-44  and  RH- 
44  series,  gas  heater,  manufactured  by  The  C.A.  Olsen 
Mfg.  Co.,  Appliance. 


713-63-A — F.D.  218-242  41st  Street  southeast  corner  of 
2nd  Avenue,  207-237  42nd  Street,  Block  717,  Lot  1, 
Borough  of  Brooklyn,  F.D.  Order,  re-  smoking  permit. 


714-63-BZ — B.B. — 786  Schenectady  Avenue,  west  side, 
160  feet  north  of  Linden  Boulevard,  Block  4867,  Lot  22, 
Borough  of  Brooklyn,  N.B.  468-63,  re-  side  yard,  R5 
district. 


RULES 

Arc  and  Gas  Welding  and  Oxygen 

Cutting  . Nov. 

Cements,  Air  Entraining  Portland, 

Rules  for  Approval  and  Use  of..  April 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  . Mar. 

Certificate  of  Occupancy,  approved 

form  . > . Dec. 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  . Dec. 

Concrete  Rules  (Hydrated  Lime).  Aug. 

Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  ...  Aug. 
Dry  Cleaning  Establishments,  Rules 

Covering  . _ . ._ . Aug. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . . . July 

Exterior  Veneering  Materials, 

Rules  for  . Mar. 

Factory  Exit  Rules  . . . . Feb. 

Fire  Alarm  Rules  (Interior)  . May 

Fire  Drill  Rules  . June 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc.,  Rules  for  Testing  of  Jan. 

Hatchway  Protection  . June 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.280  of  The  Labor 

Law)  . May 

Insulating  Fibre  Board  Rules  ....  Mar. 

Oil  Burner  Rules  _ . June 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of .  May 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  .  Mar. 

Procedure,  Rules  of  . Jan. 


27,  1956. 

12,  1955 

15,  1955— Vol.  40,  No.  11 

28,  1943 — Vol.  28,  No.  52A 

10,  1962. 

3,  1937 — Vol.  22,  No.  31 
1,  1963— Vol.  48  Nos.  32-37 
1,  1963— Vol.  48  Nos.  32-37 


20,  1962. 

11,  1952— Vol.  37,  No.  11 A 
22,  1955. 

1963. 

20,  1963 — Vol.  48,  No.  25 

31,  1963— Vol.  48,  No.  5 
5,  1928 — Vol.  13,  No.  23 


25,  1961 — Vol.  46,  No.  21 
25,  1952— Vol.  37,  No.  13A 
1,  1962. 

27,  1954. 


20,  1960. 

17,  1963— Vol.  48,  No.  3 
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Smoking  in  Factories,  Rules  for. .  Apr. 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc . May 

Sprinkler,  Rules  . June 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  . .  Sept. 


25,  1963— Vol.  48,  No.  17 

2,  1963 — Vol.  48,  No.  18 
29,  1937— Vol.  22,  No.  26 

3,  1946 — Vol.  31,  No.  36 


DESIGNATIONS:  B. — Department  of  Buildings;  B.B. — Depart- 
merit  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan:  B.Q.— Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings,  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D.— Health  Department;  F.D.— Fire  Department, 


OCTOBER  1,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning ,  October  1,  1963,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  boor,  New  York  13,  N.  Y.,  on  the  follow¬ 
ing  matters: 

1931-61-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Jobreen 
Realty  Corporation,  owner. 

SUBJECT  Application  December  14,  1961 — decision  of 
the  Borough  Superintendent,  under  Sections  7e  and 
21  of  the.  Zoning  Resolution,  to  permit  in  a  residence 
use  district,  the  maintenance  of  a  non-transient  park¬ 
ing  lot  for  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 1410  Jesup  Avenue,  east 
side,  353.66  feet  north  of  Edward  L.  Grant  Highway, 
Block  2872,  Lot  60,  Borough  of  The  Bronx. 


478-63-BZ 

APPLICANT — DeRose  and  Cavalieri  for  Giovanni  Ga- 
lasso,  owner. 

SUBJECT — Application  June  6,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  RS  district,  the 
change  in  occupancy  of  an  existing  two  family  dwelling 
to  a  three  family  dwelling  that  will  create  a  non- 
compliance. 

PREMISES  AFFECTED — 1944  Blackrock  Avenue, 
side,  227.62  feet  east  of  Virginia  Avenue,  Block 
3788,  Lot  16,  Borough  of  The  Bronx. 


482-63-BZ 

APPLICANT — Haus  and  Bresin  for  Gladys  K.  Ander¬ 
son,  owner;  Tidewater  Oil  Company,  lessee. 

SUBJECT  Application  June  7,  1963 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  & 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-3 
district,  the  reconstruction  of  an  existing  automotive 
service  station  with  accessory  uses  and  a  post  standard 
and  sign. 

PREMISES  AFFECTED — 5510  Broadway,  199  West 
230th  Street,  northeast  corner,  Block  3266,  Lot  21, 
Borough  of  The  Bronx. 


540-63-BZ 

APPLICANT— Francis  X.  Gina  and  Associates,  for 
Church  of  Saint  Lucy,  owner. 

SUBJECT — Application  June  28,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the 
Zoning  Resolution,  to  permit  in  a  R7-2  district,  the 
erection  of  a  three  story  building  for  use  as  a  school 
and  convent  that  encroaches  on  the  required  rear  yard 
equivalent. 

PREMISES  AFFECTED — 315-325  East  103rd  Street, 
north  side,  and  324-336  East  104th  Street,  south  side, 
250  feet  east  of  Second  Avenue,  Block  1675,  Lot  11, 
Borough  of  Manhattan. 

511-63-BZ 

APPLICANT — Andrew  Di  Camillo  for  Andrew  J.  & 
Henry  A.  Me  Caddin,  owners. 


SUBJECT — Application  June  17,  1963 — Decision  of  the 
Borough  Superintendent,  under  Sectioi.  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  the  en¬ 
largement  in  area  of  an  existing  funeral  establishment 
to  occupy  the  basement  and  cellar  of  the  adjoining 
building. 

PREMISES  AFFECTED — 22-24  -  7th  Avenue,  north¬ 
west  corner  of  Sterling  Place,  Block  942,  Lots  48  and 
49,  Borough  of  Brooklyn. 

Laid  over  from  September  17,  1963  to  October  1,  1963, 
for  inspection  and  decision;  applicant  to  submit  addi¬ 
tional  data  for  findings  &  and  for  continued  hearing. 


517-56-BZ 

APPLICANT — DeRose  and  Cavalieri  for  Theresa  La- 
Vine,  owner. 

SUBJECT — Application  reopened  July  23,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
March  18,  1963 — decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Section 
7h  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  the  unbuilt  upon  portion  of  the  plot  to 
be  used  for  the  parking  and  storage  of  motor  vehicles 
of  the  pleasure  car  type  only,  in  conjunction  with  the 
five  car  garage  now  on  the  rear  of  the  site. 

PREMISES  AFFECTED — 1071-1973  Hall  Place,  west 
side,  174.9  feet  south  of  East  167th  Street,  Block  2691, 
Lots  93  and  94,  Borough  of  The  Bronx. 


241-47-BZ 

APPLICANT — Morton  S.  Cahn  and  Joseph  Levy,  Jr. 
for  Ridgewood  Real  Estate  Corp.,  owner. 

SUBJECT— Application  reopened  July  23,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  May  4,  1963 — decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7e  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  the  extension  of  existing  structure  (knit¬ 
ting  mill). 

PREMISES  AFFECTED — 16-23  to  16-25  Hancock 
Street,  northwest  side,  245  feet  northeast  of  Wyckoff 
Avenue,  Block  3548,  Lot  97,  Ridgewood,  Borough  of 
Queens. 


The  following  sase  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 

298-63-BZ 

APPLICANT — Leonard  R.  Rothkrug  for  Ruth  H. 

Greenberg,  owner;  Shell  Oil  Company,  lessee. 
SUBJECT — Application  April  5,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  and  maintenance  of  an  automotive  service 
station  with  accessory  uses. 

Hearing  closed — Laid  over  from  July  9,  1963,  to  July  23, 
1963,  for  continued  hearings;  applicant  to  submit  state¬ 
ment;  Nassau  County  representative  to  be  notified  to 
be  present;  then  to  October  1,  1963,  for  further  con¬ 
sideration  and  decision. 


325-63-BZ 

APPLICANT — Henry  Nordheim  for  Barto  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  April  16,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-451  of  the 
Zoning  Resolution  to  permit  in  an  R8  district,  the 
maintenance  of  an  off-site  parking  facility  for  an 
existing  multiple  dwelling. 
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PREMISES  EFFECTED — 2338  Walton  Avenue,  east 
side,  447.03  feet  north  of  East  183rd  Street,  Block  3183, 
Lot  27,  Borough  of  The  Bronx. 

Hearing  closed — Laid  over  from  September  10,  1963  to 
October  1,  1963,  for  inspection  and  decision;  applicant 
to  file  letter  and  modify  drawing. 


493-63-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Foster  Dis¬ 
tributors,  Incorporated,  owner. 

SUBJECT— Application  June  11,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  _  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  the 
erection  of  a  one  story  warehouse  on  a  lot  16'-8  wide 
between  two  existing  warehouses. 

PREMISES  AFFECTED— 80S  Sterling  Place,  north- 
side,  276  feet,  8  inches  east  of  Rogers  Avenue,  Block 
1240,  Lot  66,  Borough  of  Brooklyn. 

Hearing  closed — Laid  over  from  September  17,  1963  to 
October  1,  1963,  for  inspection  and  decision. 


506-63-BZ 

APPLICANT— Lama,  Proskauer  &  Prober  for  Jerome 
Gratenstein,  owner. 

SUBJECT— Application  June  11,  1963— decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  the 
combining  of  a  garage  building  and  laundry  building 
previously  before  the  Board  and  the  extension  of  the 
laundry  use. 

PREMISES  AFFECTED— 42-64  Crown  Street,  902- 
916  Franklin  Avenue,  southwest  corner,  Block  1190, 
Lots  29,  33  and  36,  Borough  of  Brooklyn. 

Hearing  closed — Laid  over  from  September  17,  1963  to 

October  1,  1963,  for  inspection  and  decision. 

MAX  H.  FOLEY,  Chairman. 


OCTOBER  1,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  1,  1963,  at  2  o’clock  at  80  Lafay- 
fayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters. 

377-61-A-Vol.  II 

APPLICANT — Morris  Kweller  for  Benjamin  Schaffer, 
owner. 

SUBJECT — Application  reopened  July  3,  1962  as  Vol. 
II — re  Appeal  from  an  order  and  a  decision  of  the 
Fire  Commissioner  re  Sprinkler  System. 

PREMISES  AFFECTED— 2  Hudson  Street,  northeast 
corner  of  Chambers  Street,  Block  140,  Lot  1,  Borough 
of  Manhattan. 


873-61-A 

APPLICANT — Seymour  B.  Walzer  for  Imperial  Realty 
Corporation,  owner;  Flagg  Court  Playhouse  Associa¬ 
tion,  Incorporated,  lessee. 

SUBJECT — Application  May  31,  1963 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 154  72nd  Street,  south  side, 
150  feet  east  of  Colonial  Road,  7202-7224  Ridge  Boule¬ 
vard,  Block  5906,  Lot  18,  Borough  of  Brooklyn. 


966-61-A 

APPLICANT — Campodonico  and  Aimette,  lessee;  Pro¬ 
testant  Episcopal  Society,  owner. 


SUBJECT — Application  June  20,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 82-86  West  Broadway, 
northwest  corner  of  Warren  Street,  Block  137,  Lot  1, 
Borough  of  Manhattan. 


970-61-A 

APPLICANT— Marbud  Realty  Corporation,  owner. 

SUBJECT— Application  May  22,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re 
sprinkler  system. 

PREMISES  AFFECTED— 55  Walker  Street,  south 
side.  177  feet  3  inches  west  of  Broadway,  Block  193, 
Lot  36,  Borough  of  Manhattan. 


986-61-A 

APPLICANT— Samuel  Carr  for  David  S.  Weckman, 
owner. 

SUBJECT— Application  June  22,  1961— Appeal  for  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 143  Chambers  Street,  north 
side,  50  feet  10  inches  west  of  Hudson  Street,  Block 
140,  Lot  3,  Borough  of  Manhattan. 


1008-61-A 

APPLICANT— Samuel  Rosenblum  for  Vera  B.  Stein- 
muller,  owner. 

SUBJECT— Application  June  29,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re 
sprinkler  system. 

PREMISES  AFFECTED— 355  Seventh  Avenue,  south¬ 
east  corner  of  West  30th  Street,  Block  805,  Lots  95, 
96  and  97,  Borough  of  Manhattan. 


869-61-A 

APPLICANT— Harry  Meltzer  for  Duncan  M.  Findlay, 
Charles  F.  Noyes,  and  Anton  L.  Trunk— Trustees  for 
the  benefit  of  Ann  F.  Raphael,  Susan  F.  Rossi,  and 
Charles  Noyes  Findlay,  owners. 

SUBJECT— Application  June  8,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 72-78  Nassau  Street,  35-39 
John  Street,  northeast  corner,  Black  78,  Lot  35,  Bor¬ 
ough  of  Manhattan. 


1021-61-A 

APPLICANT— Larry  Meltzer  for  Walter  L.  Brown 
and  A.  Chauncey  Newlin,  Trustees  of  Doherty  Trust 
for  Helen  Lee  Lassen  and  Charles  F.  Noyes,  owners. 

SUBJECT— Application  June  29,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 64-66  Nassau  Street,  east 
side,  52  feet  6  inches  south  of  John  Street,  Block  67, 
Lot  25,  Borough  of  Manhattan. 


1023-61-A 

APPLICANT— A.  L.  Seiden  for  H.J.R.  Realty  Corpora¬ 
tion,  owner. 

SUBJECT— Application  June  29,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commission  re 
sprinkler  system. 

PREMISES  AFFECTED— 128-138  Mott  Street,  east 
side,  80  feet  south  of  Hester  Street,  Block  238,  Lots 
6  and  9,  Borough  of  Manhattan. 
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1026-61-A 

APPLICANT — A.  J.  Courtmel  Company,  Incorporated, 
for  Eleanora  Noyes  Findlay,  owners;  Braum  and 
Rutherford,  Incorporated,  lessee. 

SUBJECT — Application  June  29,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 90-92  Beekman  Street,  58 
Cliff  Street,  northeast  corner,  Block  98,  Lx>t  54,  Bor¬ 
ough  of  Manhattan. 


1047-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Beatrice 
David,  owner. 

SUBJECT — Application  July  3,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 247  West  Broadway,  west 
side,  75  feet  south  of  Walker  Street,  Block  191,  Lot  17, 
Borough  of  Manhattan. 


1112-61-A 

APPLICANT — Lama,  Prosqauer  and  Prober  for  Rag 
Realty  Corporation,  owner. 

SUBJECT — Application  July  7,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 66  Greene  Street,  east  side, 
201  feet  3  inches  north  of  Broome  Street,  Block  485, 
Lot  5,  Borough  of  Manhattan. 

1168-61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  100 
Wooster  Street  Corp.,  owner. 

SUBJECT — Application  July  18,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 100  Wooster  Street,  east 
side,  100  feet  north  of  Spring  Street,  Block  500,  Lot  1, 
Borough  of  Manhattan. 


876-61-A 

APPLICANT — Baptist  Children’s  Home  of  Long  Is¬ 
land,  owner. 

SUBJECT — Application  April  14,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 2360  Ocean  Avenue,  North¬ 
west  corner  of  Avenue  S,  Block  6825,  Lot  20,  Borough 
of  Brooklyn. 


936-61-A 

APPLICANT — F.  W.  Woolworth  Company,  lessee, 
Morgan  Guaranty  Trust  Company  of  New  York, 
owner. 

SUBJECT — Application  June  15,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 29-33  West  42nd  Street, 
north  side,  400  feet  west  of  Fifth  Avenue,  32-36  West 
43rd  Street,  Block  1258,  Lot  18,  Borough  of  Man¬ 
hattan. 


1016-61-A 

APPLICANT — Jack  Lunati  for  Jack  and  Maurice  Lu- 
nati,  owners. 

SUBJECT — Application  June  12,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 


PREMISES  AFFECTED— 450  Water  Street,  south 
side,  180  feet  east  of  Market  Slip,  Block  249,  Lot  53, 
Borough  of  Manhattan. 


1035-61-A 

APPLICANT — Unger  and  Unger  for  Charles  F.  Gold' 
ing,  owner. 

SUBJECT — Application  July  5,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re* 
sprinkler  system. 

PREMISES  AFFECTED— 47  Cliff  Street,  north  side, 
81  feet  7  inches  east  of  Fulton  Street,  Block  94,  Lot 
3,  Borough  of  Manhattan. 


1117-61-A 

APPLICANT — Louis  Lieberman  for  Putnam  Rolling 
Company,  owner. 

SUBJECT — Application  July  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  rej 
sprinkler  system. 

PREMISES  AFFECTED — 30-32  Howard  Street,  north¬ 
west  corner  of  Crosby  Street,  Block  232,  Lot  21, 
Borough  of  Manhattan. 


1143-61-A 

APPLICANT — J.G.L.  Molloy  for  Lesfel  Realty  Corp¬ 
oration,  owner. 

SUBJECT — Application  July  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 50  Leonard  Street,  south 
side,  126.7%  feet  east  of  West  Broadway,  Block  176, 
Lot  23,  Borough  of  Manhattan. 


1247-61-A 

APPLICANT — Daub  and  Daub  for  Established  Estates 
Incorporated,  owner. 

SUBJECT — Application  July  31,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 102-104  West  38th  Street, 
south  side,  60  feet  west  of  Avenue  of  the  Americas, 
Block  813,  Lot  40,  Borough  of  Manhattan. 


1291-61-A 

APPLICANT — Joseph  Lau  for  1327  New  York  Avenue. 
Corporation,  owner. 

SUBJECT — Application  August  8,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 1327  York  Avenue,  North¬ 
west  corner  of  East  71st  Street,  Block  1465,  Lot  28, 
Borough  of  Manhattan. 


1297-61-A 

APPLICANT — Hurley  and  Hughes  for  John  Chatillon 
and  Sons,  owners. 

SUBJECT — Application  August  9,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 50-52  Franklin  Street,  north 
side,  125  feet  10  inches  west  of  Lafayette  Street,  Block 
172,  Lot  28,  Borough  of  Manhattan. 


1303-61-A 

APPLICANT— William  McA.  Shiland  for  T.  R.  Wil¬ 
liams,  owner. 
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SUBJECT— Application  August  9,  1961—Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 220  11th  Avenue,  northeast 
corner  of  West  25th  Street,  Block  697,  Lot  1,  Bor¬ 
ough  of  Manhattan. 


1309-61-A 

APPLICANT— Daub  and  Daub  for  Jerome  M.  Cohen, 
Alma  G.  Roos,  Jesse  H.  Barkin,  Trustees  for  Stephen 
Barkin  and  Helen  O.  Rich,  owners. 

SUBJECT — Application  August  4,  1961 — Appeal  from 
orders  and  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system,  watchman  service  etc., 

PREMISES  AFFECTED— 162  Madison  Avenue,  west 
side,  98.6%  feet  north  of  West  32nd  Street,  Block  862, 
Lot’ 55,  Borough  of  Manhattan. 


773-62-A 

APPLICANT— Alexander  A.  Livingston  for  Olga  Goth, 
owner. 

SUBJECT— Application  July  31,  1962— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 316-318  East  22nd  Street, 
south  side,  235  feet  east  of  2nd  Avenue,  Block  927, 
Lot  46,  Borough  of  Manhattan. 


517-63-A 

APPLICANT— Lacquer  Specialties,  Incorporated, 
owner. 

SUBJECT— Application  June  20,  1963— Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  1  ackaging  of 
Combustible  Mixture  known  as  Lacquer  Specialties 
Dye  Solution  in  1  gallon  Polyethelene  containers,  in 
New  York  City,  not  in  conformity  with  Administrative 
Code  requirements. 


1318-61-A 

APPLICANT— Daub  and  Daub  for  Bernhardine  Stolz 
and  Erika  Magid,  owners. 

SUBJECT— Application  filed  August  9,  1961,  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  Sprinkler 
system,  and  watchman  service. 

PREMISES  AFFECTED— 160  Madison  Avenue,  west 
side,  73  feet  11  Vs  inches  north  of  East  32nd  Street, 
Block  862,  Lot  20,  Borough  of  Manhattan. 


576-63-A 

APPLICANT— Hector  Ferreras  for  Judmin  Realty, 
owner. 

SUBJECT— Application  July  15,  1963— Filed  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re¬ 
building  not  facing  legal  street. 

PREMISES  AFFECTED— 1032  Victory  Boulevard, 
east  side,  47.08  feet  south  of  Highland  Avenue,  Block 
603,  Lot  50,  Sunnyside,  Borough  of  Richmond. 


1313-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Edyth 
Realty  Corporation,  owner. 

SUBJECT— Application  August  10,  1961—Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 47  West  28th  Street,  north 
side,  175  feet  west  of  Fifth  Avenue,  Block  830,  Lot  11, 
Borough  of  Manhattan. 


1314-61-A 

APPLICANT — Monaghan  and  Mattingly  for  J  and  H. 
Brody  Realty  Corporation,  owner. 

SUBJECT— Application  August  10,  1961—Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinklker  system. 

PREMISES  AFFECTED— 360-362  Broadway,  south¬ 
east  corner  of  Franklin  Street,  Block  171,  Lot  7, 
Borough  of  Manhattan. 


1317-61-A 

APPLICANT — Samuel  Rosenblum  for  Fifteen  Estates, 
Incorporated  ,58  Estates,  Incorporated  and  Harry  H. 
Perse,  owners. 

SUBJECT— Application  August  9,  1961—Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 58  West  15th  Street,  south 
side,  113  feet  8  inch  east  of  Sixth  Avenue,  Block  816, 
Lot  74,  Borough  of  Manhattan. 


1333-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Morris 
Silverman,  owner. 

SUBJECT— Application  August  10,  1961—Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 43  West  28th  Street,  north 
side,  150  feet  west  of  Fifth  Avenue,  Block  830,  Lot 
13,  Borough  of  Manhattan. 


577-63-A 

APPLICANT— Hector  Ferreras  for  Judmin  Realty, 
owner. 

SUBJECT— Application  July  15,  1963— Filed  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 1036  Victory  Boulevard, 
east  side,  87.30  feet  south  of  Highland  Avenue,  Block 
603,  Lot  48.  Sunyside,  Borough  of  Richmond. 

MAX  H.  FOLEY,  Chairman. 


OCTOBER  8,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  8,  1963,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

804-62-SM 

APPLICANT— Owens-Corning  Fiberglas  Corp.,  owner 
— one-hour  floor  and  ceiling  construction. 


335-63-SM 

APPLICANT— Whitehall  Cement  Manufacturing  Com¬ 
pany,  owner — portland  cement  Types  II  and  IIA. 

MAX  H.  FOLEY,  Chairman 


OCTOBER  15,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  15,  1963,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

572-63-BZ 

APPLICANT— Buckley  ad  Kisseloff  for  106  Corpora¬ 
tion,  owner. 

SUBJECT— Application  July  11,  1963— decision  of  the 
Borough  Superintendent,  under  Section  11-41  of  the 


1004 


CALENDAR 


Zoning  Resolution,  to  permit  in  a  C2-4  district  the 
change  in  occupancy  of  an  existing  three  story  build¬ 
ing  from  office,  packing  and  shipping  and  factory  to 
a  moving  and  storage  warehouse,  unlimited  packing 
and  crating  and  the  storage  of  not  more  than  five 
commercial  vehicles. 

PREMISES  AFFECTED— 1721  Park  Avenue,  105  East 
120th  Street,  northeast  corner,  Block  1769,  Lot  1, 
Borough  of  Manhattan. 


573-63-A 

APPLICANT — Buckley  and  Kisseloff  for  106  Cor¬ 
poration,  owner. 

SUBJECT — Application  July  11,  1963 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  change  in 
use  and  egress. 

PREMISES  AFFECTED — 1721  Park  Avenue,  105 
East  120th  Street,  northeast  corner,  Block  1769,  Lot 
1,  Borough  of  Manhattan. 


575-63-BZ 

APPLICANT — Hillard  Pollack  for  Beth  El  Hospital 
Incorporated,  owner. 

SUBJECT — Application  July  9,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-452  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  the 
enlargement  in  area  of  an  existing  parking  facility 
accessory  to  a  hospital  previously  granted  by  the 
Board. 

PREMISES  AFFECTED — 7-15  Hegeman  Avenue,  551- 
573  Herzl  Street,  northeast  corner,  560-576  Amboy 
Street,  Block  3621,  Lots  6,  7,  14,  53,  56  and  58,  Borough 
of  Brooklyn. 


597-63-BZ 

APPLICANT — W.  Fontaine  Jones  for  Doriann  Hold¬ 
ing  Corporation,  owner. 

SUBJECT — Application  July  24,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  in  an 
existing  6  story  and  cellar  building,  the  change  in 
occupancy  of  the  cellar  and  first  floor  from  storage 
and  commercial  studio  to  theatre  with  accessory  uses. 

PREMISES  AFFECTED— 227-229  West  13th  Street, 
north  side,  2645  feet  east  of  Greenwich  Avenue,  Block 
618,  Lots  53  and  54,  Borough  of  Manhattan. 


599-63-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Sol 
Simon,  owner. 

SUBJECT — Application  July  25,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Ml-1  district,  the 
change  in  occupancy  of  an  existing  automotive  service 
station  to  a  motor  vehicle  repair  shop  and  the  sale 
and  display  of  new  and  used  cars  that  encroaches  on 
the  required  front  yard. 

PREMISES  AFFECTED — 201  Broadway,  northside, 
165  feet  8  inches  east  of  Driggs  Avenue,  Block  2446, 
Lot  91,  Borough  of  Brooklyn. 


16-52-BZ 

APPLICANT — Henry  B.  Portnoy  for  The  Truckmen’s 
Representative,  Inc.,  owner. 

SUBJECT — Application  reopened  September  17,  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  July  8,  1963 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a 


residence  use  district,  the  parking  and  storage  of 
motor  vehicles  of  the  pleasure  car  type  only. 

PREMISES  AFFECTED— 365-369  East  8th  Street, 
north  side,  183  feet  east  of  Avenue  C,  Block  378,  Lots 
56,  57  and  58,  Borough  of  Manhattan. 


558-37-BZ  Vol.  II 

APPLICANT — Lionel  K.  Levy  for  John  Sperrazza, 
owner. 

SUBJECT — Application  reopened  September  17,  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  April  30,  1963 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  the  parking  and  storage  of  more 
than  5  motor  vehicles  of  the  pleasure  car  type  only. 

PREMISES  AFFECTED — 60-66  Henry  Street  and 
23-29  Market  Street,  southwest  corner,  Block  277, 
Lots  24,  25,  26,  27  and  28,  Borough  of  Manhattan. 


5-58-BZ 

APPLICANT — Patrick  D.  Concagh  for  Saverio  S. 
Pisscane,  owner. 

SUBJECT— Application  reopened  September  17,  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  July  22,  1963 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  parking  and  storage  of 
more  than  5  motor  vehicles  of  the  pleasure  car  type 
only. 

PREMISES  AFFECTED— 717-719  East  217th  Street, 
north  side,  130.35  feet  east  of  White  Plains  Road, 
Block  4665,  Lots  40  and  43,  Borough  of  The  Bronx. 

MAX  H.  FOLEY,  Chairman 


OCTOBER  15,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  15,  1963,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the  follow¬ 
ing  matters. 

1144-61-A 

APPLICANT — S.  Walter  Katz  for  Ettenros  Realty 
Corporation,  owner. 

SUBJECT — Application  July  7,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 7  Great  Jones  Street,  south 
side,  52  feet  2  inches  west  of  Lafayette  Street,  Block 
530,  Lot  11,  Borough  of  Manhattan. 

1391-61-A 

APPLICANT — Ludwig  Hanauer  for  Seymour  Bern¬ 
stein,  owner. 

SUBJECT — Application  filed  August  31,  1961 — Appeal 
from  a  decision  of  the  Fire  Commissioner,  re —  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 218  Madison  Avenue  and 
19  East  36th  Street,  northwest  corner,  Block  866,  Lot 
16,  Borough  of  Manhattan. 


903-61-A 

APPLICANT — Jack  L.  Nicoll  for  Atlas  Screw  Realty 
Corporation,  owner. 

SUBJECT — Application  June  14,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 
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998-61-A  r 

APPLICANT — Monaghan  and  Mattingly  for  Robert 
N.  Steffens,  owner. 

SUBJECT— Application  June  26,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED-— 35-41  Park  Place,  north 
side,  27  feet  west  of  Church  Street,  Block  126,  Lots  4-6, 
Borough  of  Manhattan. 


1039-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Regina  A. 
Caldwell,  owner. 

SUBJECT — Application  June  30,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 273  Canal  Street  north  side, 
100  feet  east  of  Broadway,  Block  209,  Lot  34,  Borough 
of  Manhattan. 


SUBJECT— Application  July  6,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 167-171  John  Street  north 
side,  70  feet  west  of  South  Street,  Block  74,  Lots  8, 
Borough  of  Manhattan. 


1040- 61-A 

APPLICANT— Monaghan  and  Mattingly  for  31  Walker 
Street  Realty  Corporation,  owner. 

SUBJECT — Application  June  30,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED-31-33  Walker  Street  south¬ 
east  corner  of  Church  Street,  Block  193,  Lot  33,  Bor¬ 
ough  of  Manhattan. 

1041- 61-A  .  ,  ,  _ 

APPLICANT — Monaghan  and  Mattingly  for  brancis 
Ryger,  owner. 

SUBJECT— Application  June  30,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 80  Franklin  Street,  north 
side,  75  feet  east  of  Church  Street,  Block  175,  Lot  5, 
Borough  of  Manhattan. 

1042- 61-A  .  ,  ,  R 

APPLICANT — Monaghan  and  Mattingly  for  Max  is. 

Cane,  owner. 

SUBTECT — Application  July  3,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 714  Broadway,  east  side, 
198  feet  4  inches  north  of  Fourth  Street,  Block  545, 
Lot  9,  Borough  of  Manhattan. 


975-62-A 

APPLICANT— H.  and  S.  P.  Realty,  owner. 

SUBTECT _ Application  October  22,  1962  Appeal  from 

an  order  and  a  decision  of  the  Fire  Commissioner  re- 
Automatic  Thermostatic  fire  alarm  system. 

PREMISES  AFFECTED  225-227  East  120  th ‘Street, 
north  side,  240  feet  east  of  3rd  Avenue,  Block  1785, 
Lot  12,  Borough  of  Manhattan. 


1050-61-A  .  ,  .  _  ,  .  . 

APPLICANT— Monaghan  and  Mattingly  for  Columbia 
Rope  Company,  owner. 


326-63-A 

APPLICANT — Abraham  Grossman  for  Gathro  estates 
Incorporated,  owner. 

SUBJECT— Application  April  16,  1963— Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  177,  Section  34  sub  6  of  the  Multiple 
Dwelling  Law  re-  cellar  apartment,  Review  of  the  Bor¬ 
ough  Superintendent  re-  Zoning  matter. 

PREMISES  AFFECTED— 34  West  10th  Street,  south 
side  454  feet  4  inches  east  of  Avenue  of  the  Americas, 
Block  573,  Lot  25,  Borough  of  Manhattan. 


329-63-A  .  „  T 

APPLICANT — Atomized  Materials  Company  Incor¬ 
porated,  owner.  _  „  ,  .  , 

SUBJECT— Application  April  17,  1963— Packaging  of 
Kwik  Fix  Resilient  Plastic  and  Cream  Hardener. 
Packaging  in  1%  ounce  and  6  ounce  polyethylene 
plastic8 tubes  not  in  conformity  with  Fire  Department 
specifications. 


475-63-A  , 

APPLICANT — William  J.  and  Margaret  Fleming,  A 
joining  property  owners. 

OWNER  OF  PREMISES:  Long  Island  Railroad 

Company.  _  .  ,  ,  . 

SUBJECT — Application  June  6,  1963 — Review  of  deci¬ 
sion  of  the  Borough  Superintendent  re-  zoning  matter. 
PREMISES  AFFECTED— 118-17  Union  Turnpike, 
west  side.  75.31  feet  north  of  Burns  Street,  Block  3334, 
Lot  151,  Forest  Hills,  Borough  of  Queens. 


1046-61-A  _  u 

APPLICANT— Monaghan  &  Mattingly  for  Textile  Job¬ 
bers  Corporation,  owner. 

SUBJECT— Application  July  3,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 47  White  Street  south  side, 
200  feet  east  of  Church  Street,  Block  175,  Lot  22, 
Borough  of  Manhattan. 


527-63-A 

APPLICANT — De  Rose  and  Cavalieri  for  Huntington- 

Concourse  Assn.— Jacob  Katz  and  L.  Litwith,,  par 
owners;  Arc  Industries,  Inc.,  lessee. 

SUBJECT— Application  June  26,  1963— Appeal  from  a 
decision  of  the  Borough  Superintendent— re  Class  1 
use  of  wood  stud  partitions. 

PREMISES  AFFECTED— 500  Walton  Avenue  and  475 
Grand  Concourse,  East  side,  southeast  corner  of  149th 
Street  and  Walton  Avenue.  Block  2346,  Lot  32,  Bor¬ 
ough  of  the  Bronx. 


568-63-A  . 

APPLICANT— Eli  Ratner  for  Bernzomatic  Corpora¬ 
tion,  owner. 

SUBTECT — Application  July  11,  1963— Use  of  one  pound 
cylinders  of  propane  in  school  laboratories  not  m 
accordance  with  Administrative  Code  requirements. 
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634-63-A 

APPLICANT — Harold  E.  Diamond  for  Charles  Cog- 
liandro,  owner. 

SUGJECT — Application  August  14,  1963 — Filed  purs- 
suant  to  Section  36  of  the  General  City  Law  re- 
Building  not  facing  legal  street  and  area  coverage 
excessive. 

PREMISES  AFFECTED — 2  Romer  Road,  south  side, 
1274  feet  east  of  Four  Corners  Road,  Block  870,  Lot 
63,  Todt  Hill,  Borough  of  Richmond. 


668-63-A 

APPLICANT — Crow,  Lewis  and  Wick  for  New  York 
Polyclinic  Medical  School  and  Hospital,  owner. 

SUBJECT — Application  August  8,  1963 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  height 
(hospital). 

PREMISES  AFFECTED— 3221-325  West  50th  Street, 
north  side,  252  feet  6%  inches  west  of  Eighth  Avenue, 
Block  1041,  Lot  21,  Borough  of  Manhattan. 


615-63-A 

APPLICANT — Max  M.  Lome  for  Max  R.  Brunschwig, 
Susanne  Brill,  Siegfried  and  Edith  Rosenberger,  ad¬ 
joining  property  owners. 

OWNER  OF  PREMISES — Adson  Industries  Incor¬ 
porated. 

SUBJECT — Application  August  6,  1963 — Review  of  a 
decision  of  the  Borough  Superintendent  re-  request 
to  revoke  Permit  #4093,  N.B.  1580/61. 

PREMISES  AFFECTED — 118-18  Union  Turnpike, 
south  side,  82.4  feet  west  of  Austin  Street,  Block  3335, 
Lot  23,  Kew  Gardens,  Borough  of  Queens. 


648-63-A 

APPLICANT — Max  Siegel  Associates  for  Carol  Man¬ 
agement  Corporation,  owner. 

SUBJECT — Application  August  20,  1963 — Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED — 86-98  Park  Avenue,  west 
side,  from  East  39th  Street  to  East  40th  Street,  31-39 


East  39th  Street,  28-42  East  40th  Street,  Block  769,  Lot 
34-49,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


NOTICE  OF  SPECIAL  MEETING 
OCTOBER  18,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Friday  morning  October  18,  1963,  at  10  o’clock  at  80  La 
fayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the  fol¬ 
lowing  matters: 

784-41-SR 

APPLICANT — Commissioner  Edward  Thompson,  Fire 
Department. 

SUBJECT — Request  for  Amendment  to  Rules  for  Erec¬ 
tion  Alteration,  Repair,  Excavation  For  and  Demoli¬ 
tion  of  Buildings  adopted  by  the  Board  under  Cal. 
784-41-SR  by  amending  Rule  2.2.2. 


784-41-SR 

APPLICANT — Commissioner  Edward  Thompson,  Fire 
Department. 

SUBJECT — Request  for  amendment  to  Rules  for  Erec¬ 
tion  Alteration,  Repair,  Excavation  For  and  Demoli¬ 
tion  of  Buildings  adopted  by  the  Board  under  Cal. 
784-41-SR  by  amending  Rule  2.2.3. 


217-21-SR 

APPLICANT — Commissioner  Edward  Thompson,  Fire 
Department. 

SUBJECT — Request  for  amendment  to  Rules  covering 
the  Installation  and  Use  of  Oil  Burning  Equipment  and 
the  Storage  of  Oils  Used  in  Connection  Therewith 
adopted  by  the  Board  under  Cal.  No.  217-21-SR  by 
adding  to  Rule  15.2. 


438-60-SR 

APPLICANT — Commissioner  Edward  Thompson,  Fire 
Department. 

SUBJECT — Request  for  amendment  of  the  Rules  Sup¬ 
plementing  the  Mandatory  Requirements  of  Section 
280  of  the  Labor  Law  as  Amended  by  the  New  York 
State  Legislature  by  Adoption  of  Chapter  854  of  the 
Laws  of  1959. 

MAX  H.  FOLEY,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING  SEPTEMBER  17,  1963,  10  A.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein. 

262-32-BZ  * 

APPLICANT — Edward  J.  Walsh,  Jr.  for  Edward  J. 
Walsh  and  Mary  Walsh,  owners. 

SUBJECT— Application  reopened  October  16,  1962  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  September  17,  1962 — decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7f  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district  the  erection  and  maintenance  of 
a  gasoline  service  station. 

PREMISES  AFFECTED — Southwest  corner  of  Wyona 
Avenue  and  Willowbrook  Road,  Block  2099,  Lot  27, 


(formerly  Lots  29  and  31)  Port  Richmond,  Borough 
of  Richmond. 

APPEARANCES— 

For  Applicant:  Edward  J.  Walsh,  Jr. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  21,  1964, 
at  10  A.M.  at  request  of  applicant. 


1939-61-BZ 

APPLICANT — Burloc  of  Staten  Island  Incorporated, 
owner. 

SUBJECT — Application  December  14,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7c  of  the 
Zoning  Resolution,  to  permit  in  a  restricted  retail  and 
residence  use  district,  the  erection  of  a  one  story  build¬ 
ing  for  use  as  retail  stores  including  a  dry  cleaning 
establishment. 
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PREMISES  AFFECTED— 2397-2413  Hylan  Boulevard, 
north  side,  from  Burbank  Avenue  to  Locust  Avenue, 
Block  3646,  Lots  1,  58  and  60,  New  Dorp,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  Philip  F.  Fitzpatrick. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  November  19, 
1963,  at  10  A.M.  for  hearing;  applicant  to  send  out 
twenty-day  notices  or  withdraw  application. 


223-63-BZ 

APPLICANT— Leonard  F.  Rothkkrug  for  Charles  Mot- 
tola,  Lincolndale  Homes,  Inc.,  Mario  Avallone  and 
Frank  Calabro,  owners. 

SUBJECT— Application  March  13,  1963— decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  and  Cl-3  dis¬ 
trict,  the  relocation  and  reconstruction  of  an  automo¬ 
tive  service  station  with  accessory  uses  including  auto¬ 
matic  car  washing. 

PREMISES  AFFECTED— 3217  White  Plains  Road, 
northwest  corner  of  Burke  Avenue,  Block  4595,  Lots 
43,  44;  46  and  48,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  October  8,  1963, 
at  10  A.M.  for  applicant  to  submit  revised  drawings 
and  for  decision;  hearing  previously  closed. 


493-63-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Foster  Dis¬ 
tributors,  Incorporated,  owner. 

SUBJECT— Application  June  11,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the 
erection  of  a  one  story  warehouse  on  a  lot  16'-8"  wide 
between  two  existing  warehouses. 

PREMISES  AFFECTED— 805  Sterling  Place,  north- 
side,  276  feet,  8  inches  east  of  Rogers  Avenue,  Block 
1240,  Lot  66,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  October  1,  1963, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


506-63-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Jerome 
Gratenstein,  owner. 

SUBJECT — Application  June  11,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  11-412.  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the 
combining  of  a  garage  building  and  laundry  building 
previously  before  the  Board  and  the  extension  of  the 
laundry  use. 

PREMISES  AFFECTED— 42-64  Crown  Street,  902-916 
Franklin  Avenue,  southwest  corner,  Block  1190,  Lots 
29,  33,  36,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  1,  1963, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


511-63-BZ 

APPLICANT — Andrew  Di  Camillo  for  Andrew  J.  and 
Henry  A.  Me  Caddin,  owners. 


SUBJECT— Application  June  17,  1963— Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the 
enlargement  in  area  of  an  existing  funeral  establish¬ 
ment  to  occupy  the  basement  and  cellar  of  the  adjoin¬ 
ing  building. 

PREMISES  AFFECTED— 22-24— 7th  Avenue,  north¬ 
west  corner  of  Sterling  Place,  Block  942,  Lots  48  and 
49,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Andrew  Di  Camillo. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  1,  1963, 
at  10  A.M.  for  inspection  and  decision;  applicant  to 
submit  additional  data  for  findings;  and  for  continued 
hearing. 


74-44-BZ 

APPLICANT — Larry  Meltzer  for  Linjan  Realty  Corp¬ 
oration,  owner. 

SUBJECT— Application  reopened  July  9,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance  which 
expired  May  22,  1961— decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under 
Section  7i  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  for  a  term  of  five  years,  the 
maintenance  of  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 375  South  1st  Street,  north 
side,  63  feet  4  inches  east  of  Grand  Street  Extension 
and  206  Grand  Street  Extension,  Block  2399,  Lot  23, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition:  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 


THE  VOTE—  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ~ 

Negative:  . - .  " 

THE  RESOLUTION— 

Whereas,  on  May  9,  1944,  this  application  was  granted 
by  the  Board  on  certain  conditions ;  and 

Whereas,  this  application  was  reopened  from  time  to 
time  to  extend  the  term  of  variance,  and  last  extended  for 
five  years  on  May  22,  1956;  and  _ 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term  of 
variance,  which  expired  on  May  22,  1961 ;  and 

Whereas,  this  application  was  reopened  on  July  9,  1963 
and  set  for  hearing  on  September  17,  1963  at  .10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin ,  and 
Whereas  a  public  hearing  was  held  on  this  application 
on  September  17,  1963  after  due  notice  by  publication  in 

the  Bulletin  ;  and  „  ,  _  .  , 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  28,  1963  acting  on  Alt.  Applic.  No.  2573-39,  reads : 
“1.  Proposed  amendment  for  extension  of  time  for  motor 
vehicle  repair  shop  (hand  tools  only)  auto  laundry 
and  greasing  and  2  families  above,  now  located  in 
a  C2-3  in  an  R-6  district  previously  subject  to 
B.S.A,  Cal.  #  74-44-BZ  must  be  referred  back  to 
ni  Standards  and  Anneals  for  anuroval.” 


and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  9,  1944,  as 
amended  through  May  22,  1956,  only  as  to  the  term  of  the 
variance,  so  that  as  amended  it  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than 
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as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained.” 


75-53-BZ 

APPLICANT — Leo  Goldman  and  Sol  Goldman,  owners. 

SUBJECT — Application  reopened  July  9,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
June  16,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7f  of 
the  Zoning  Resolution,  permitting  in  the  business  use 
portion  of  a  lot,  located  in  a  residence  and  business 
use  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station,  lubritorium,  motor  vehicle  repairs, 
auto  laundry  and  office,  for  a  term  of  ten  years. 

PREMISES  AFFECTED— 3301  Boston  Road,  north¬ 
west  corner  of  Gun  Hill  Road,  Block  4705,  Lots  1  and 
68,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Charles  I.  Goldman. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  . - .  0 


THE  RESOLUTION— 

Whereas,  on  June  16,  1953,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term  of 
variance,  which  expired  on  June  6,  1963;  and 
Whereas,  this  application  was  reopened  on  July  9,  1963 
and  set  for  hearing  on  September  17,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  September  17,  1963  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  4,  1963  acting  on  N.B.  Applic.  No.  1485-52,  reads : 

“1.  The  proposed  renewal  of  the  Certificate  of  Occu¬ 
pancy  subject  to  Cal.  75-53-BZ  must  be  referred 
to  the  Board  of  Standards  and  Appeals  as  per  Sect. 
11-411  of  the  Zon.  Res.” 

and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  15,  1963, 
only  as  to  the  term  of  the  variance,  so  that  as  amended  it 
shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  on  condition  that  the 
signs  advertising  “Mufflers”  be  removed  from  the 
premises ;  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained.” 


890-57-BZ 

APPLICANT — Ludwig  P.  Bono,  for  Alfred  Servido,  Jr., 
owner. 

SUBJECT — Application  reopened  July  9,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance  which 
expired  April  8,  1963 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  for  a  term  of  five  years,  the 
parking  and  storage  of  motor  vehicles  of  the  pleasure 
type  only. 


PREMISES  AFFECTED — 105  Rockwood  Street  and 
1530  Walton  Avenue,  northeast  corner,  Block  2836, 
Lots  1,  2,  35,  37  and  38,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Alfred  Servido. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  . . .  0 


THE  RESOLUTION— 

Whereas,  on  April  8,  1958,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term  of 
variance,  which  expired  on  April  8,  1963 ;  and 
Whereas,  this  application  was  reopened  on  July  9,  1963 
and  set  for  hearing  on  September  17,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  September  17,  1963  after  due  notice  by  publication  in 
the  Bulletin  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  10,  1963  acting  on  Alt.  Applic.  No.  974-57,  reads: 

“1.  The  continuation  of  the  use  of  the  above  property 
located  in  an  R-8  district  after  4/8/63  as  a  public 
parking  lot  for  pleasure  cars  only  is  contrary  to 
Sec.  22-00  of  Zon.  Res.  &  B.S.A.  #870-57-BZ. 

2.  The  parking  lot  in  R-8  district  without  screening 
is  contrary  to  Sec.  25-66  of  Zon.  Res.” 
and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  Adopted  on  April  8,  1958, 
only  as  to  the  term  of  the  variance,  so  that  as  amended  it 
shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of 
this  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  he  resolution  above  cited  shall  be 
complied  with  in  all  respects;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained.” 


1661-61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Peer¬ 
less  Management  Corporation,  owner. 

SUBJECT — Application  October  23,  1961 — decision  of 
the  Borough  Superintendent,  under  Sections  7f,  7h  and 
7i  of  the  Zoning  Resolution,  to  permit  in  a  retail  and 
residence  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  lubritorium,  minor  auto  re¬ 
pairs,  car  washing,  office,  sale,  storage  room,  and  the 
parking  and  storage  of  motor  vehicles  in  the  open 
area  with  a  ground  sign  for  a  temporary  term  of  years. 

PREMISES  AFFECTED— 35-34  to  35-42  (35-38  of¬ 
ficial)  Junction  Boulevard,  west  side,  200.08  feet  north 
of  37th  Avenue,  Block  1469,  Lot  21,  Corona,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley.  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
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on  April  3,  1962  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  10,  1962  because  of  the  Board  s 
present  lack  of  jurisdiction;  then  to  November  20,  1962  for 
possible  decision ;  then  to  February  26,  1963 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  13,  1961  acting  on  N.B.  Applic.  No.  4399-61, 
reads : 

“1.  Proposed  erection  and  use  of  premises  for  gasoline 
service  station,  lubritorium,  minor  auto  repairs,  car 
washing,  office  &  sales,  storage  room  and  parking 
&  storage  of  motor  vehicles  in  open  area  in  a  lot 
located  in  a  Retail  Use  district  and  extending  mto 
a  Residence  Use  district  is  contrary  to  Art.  II  Sec. 
4-A  and  Sec.  3  of  the  Zoning  Resolution. 

2.  Proposed  ground  sign  in  a  Retail  Use  district  is 
contrary  to  Art.  II  Sect.  4-A  of  the  Zoning  Resolu¬ 
tion.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in- 
spected  by  a.  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  o  exercise  discretion  to  grant  under  Section 
7,  Subdivision  e  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the 
applicaion  be  and  it  hereby  is  granted  under  Section  7e 
of  the  Zoning  Resolution,  to  permit  in  a  retail  and  residence 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  minor  auto  repairs,  car  wash¬ 
ing,  offices,  sales,  storage  room  and  the  parking  and  storage 
of  motor  vehicles  in  the  open  area,  with  a  ground  sign,  for 
a  temporary  term  of  15  years  on  condition  the  work  shall 
conform  to  drawings  filed  with  this  application  dated 
October  23,  1961,  5  sheets,  except  that  the  fence  around 
the  residence  portion  of  the  plot  shall  be  five  foot — six 
inches  high,  opaque  and  of  incombustible  material ;  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied 
with,  permit  be  obtained,  work  done,  Certificate  of  Occu¬ 
pancy  obtained,  within  one  year  of  the  date  of  this  Reso¬ 
lution. 


“1.  Increase  in  size  of  lot  and  additional  parking  space 
would  be  contrary  to  Cal.  738-45-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ,  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
11-412  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  Section  11-412  oi 
the  oning  Resolution,  to  permit  in  C8-1  and  R3-2  districts, 
the  enlargement  in  area  of  an  existing,  drive-in  theatre 
previously  granted  by  the  Board  on  condition  t he  work  shall 
conform  to  drawings  filed  with  this  application  dated  Sep¬ 
tember  17,  1963,  2  sheets  revised,  and  September  17,  1903, 
2  sheets  additional ;  that  all  laws,  rules  and  regulations  ap¬ 
plicable  shall  be  complied  with,  and  that  a  permit  be  ob¬ 
tained,  work  done,  Certificate  of  Occupancy  obtained,  with¬ 
in  one  year  of  the  date  of  this  Resolution. 


Adjourned  10:50  A.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON  SEPTEMBER  17, 1963,2  P.M. 

Present :  Chairman  Foley,  Vice  Chairman  Kleinert.  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

827-38-SM 

APPLICANT— Allied  Chemical  Corporation,  Barrett 
Division,  owner. 

APPEARANCES— 

For  Applicant:  G.  E.  Balch. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended,  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 


518-63-BZ 

APPLICANT— James  Whitford  for  Staten  Island 
Drive-In  Corporation,  owner. 

SUBJECT — Application  June  18,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  C8-1  and  R3-2  dis¬ 
trict,  the  enlargement  in  area  of  an  existing  drive  in 
theatre  previously  granted  by  the  Board. 
PREMIISES  AFFECTED— 2865  Richmond  Avenue,  10 
Yukon  Avenue,  southeast  corner,  Block  2460,  Lot  98, 
New  Springville,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  James  Whitford,  Jr.,  Donald  Rowe 
and  Philip  F.  Harling. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  _ 0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  17,  1963  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  11,  1963  acting  on  N.B.  Applic.  No.  243-47, 
reads : 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein....  4 

Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads:  . 
827-38-SM— Amendment  to  resolution  as  to  additional 
shingles. 

Allied  Chemical  Corporation,  Barrett  Division,  New 
York,  requested  that  the  resolution  adopted  October  3, 
1938  and  amended  through  July  18,  1961,  under  Calendar 
Number  827-38-SM  be  reopened  and  amended  so  as  to 
include  additional  shingles. 

USE:  Roofing  shingles. 

DESCRIPTION:  The  requested  shingles  known  as 
Barrett  235  Shingles,  Barrett  290  Shingles  and  Barrett 
275  Shingles  are  manufactured  in  the  same  manner  as 
the  presently  approved  shineles.  The  weights  are  235, 
290  and  275  lbs.  per  square.  The  requested  shingles  have 
been  approved  by  the  Underwriters  Laboratories  and 
meets  the  requirement  of  the  Building  Code. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  October  3,  1938 
and  amended  at  various  times  through  July  18,  1961. 
under  Calendar  Number  827-38-SM  be  reopened  and 
amended  so  as  to  include  the  material  known  as  Barrett 
235  Shingles,  Barrett  290  Shingles  and  Barrett  275 
Shingles,  on  condition  that  the  requirements  of  the  reso¬ 
lution  adopted  October  3,  1938  and  amended  through 
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July  18,  1961  under  Calendar  Number  827-38-SM  are 
complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


500-50-SA 

APPLICANT — Bryant  Manufacturing  Company,  owner, 
APPEARANCES— 

For  Applicant:  Donald  Ferdon. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended,  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein....  4 

Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
500-50-SA — Amendment  to  resolution  as  to  additional 
gas  fired  heaters. 

Bryant  Manufacturing  Company,  Farmingdale,  New 
York,  requested  that  the  resolution  adopted  January  16, 
1951  and  amended  at  various  times  through  May  10, 
1960,  under  Calendar  Number  500-50-SA  be  reopened  and 
amended  so  as  to  include  additional  models  of  gas  fired 
heaters. 

USE:  Gas  fired  unit  heaters. 

DESCRIPTION:  The  requested  model  Series  341  is 
similar  to  the  Series  322,  presently  approved,  differing 
only  in  B.T.U.  input.  The  Series  run  from  30-341  to 
300-341;  the  first  series  of  numbers  referring  to  B.T.U. 
input  in  1000  B.T.U./hr. 

The  requested  model  Series  347  is  similar  to  the  Series 
337,  presently  approved,  differing  only  in  B.T.U.  input. 
The  Series  run  from  30-347  to  300-347,  the  first  series 
of  numbers  referring  to  B.T.U.  input  in  1000  B.T.U./hr. 

Both  Series  have  been  approved  by  the  American  Gas 
Association. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  January  16,  1951 
and  amended  at  various  times  through  May  10,  1960, 
under  Calendar  Number  500-50-SA  be  reopened  and 
amended  so  as  to  include  the  Series  341  and  347  Gas 
Fired  Unit  Heaters  on  condition  that  the  requirements 
of  the  resolution  adopted  January  16,  1951  and  amended 
at  various  times  through  May  10,  1960  under  Calendar 
Number  500-50-SA  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenariic, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


335-53-SA 

APPLICANT — Janitrol  Division,  Midland-Ross  Cor¬ 
poration,  owner. 


APPEARANCES— 

For  Applicant:  Leo  B.  McCoy. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended,  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
335-53-SA — Amendment  to  resolution  as  to  additional 
models  of  duct  furnaces. 

Janitrol  Division,  Midland-Ross  Corporation,  requested 
by  letter  that  the  resolution  adopted  November  23, 
1954  and  amended  May  8,  1962,  under  Calendar  Number 
335-53-SA  be  reopened  and  amended  so  as  to  include 
additional  models  of  duct  furnaces. 

DESCRIPTION:  The  requested  69  Series  is  basically 
the  same  as  the  72  Series  previously  approved  under 
Calendar  umber  335-53-SA  except  the  69  Series  Weather¬ 
proofed  Duct  Furnace  is  designed  for  installation  out¬ 
side  the  building..  The  69  Series  consists  of  a  72  Series 
Duct  Furnace  with  no  basic  design  changes  enclosed 
in  weatherproofed  aluminized  steel  housing  which  in¬ 
corporates  an  8-inch  wide  bypass  with  adjustable  lock¬ 
ing  damper.  Sizes  100  through  200  operate  on  115  V, 
60  c,  1  phase,  and  sizes  250  and  larger  on  230  V. 

Flue  gas  exhauster  provides  positive  venting.  Ex¬ 
hauster  is  mounted  inside  cabinet  of  sizes  through  200; 
on  larger  sizes,  exhauster  is  wired  and  assembled  in 
weatherproof  enclosure  for  field  mounting  on  top  of 
cabinet. 

The  furnaces  have  been  approved  by  A.  G.  A. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  November  23, 
1954  and  amended  May  8,  1962,  under  Calendar  Num¬ 
ber  335-53-SA  be  reopened  and  amended  so  as  to  include 
the  Janitrol  69  Series  Weatherproofed  Duct  Furnaces 
on  condition  that  the  requirements  of  the  resolution 
adopted^  November  23,  1954,  and  amended  May  8,  1962, 
under  Calendar  Number  335-53-SA  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 

,  John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenariic, 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


366-54-SM 

APPLICANT — National  Gypsum  Company,  owner. 
APPEARANCES— 

For  Applicant:  Donald  K.  Busch. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended,  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
366-54-SM — Amendment  to  resolution  as  to  additional 
asbestos-cement  boards. 

National  Gypsum  Company,  Buffalo,  N.Y.  requested 
that  the  resolution  adopted  March  19,  1957,  under  Cal- 
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endar  Number  366-54-SM  be  reopened  and  amended  so 
as  to  include  additional  asbestos-cement  boar ds 

of  4'-0"  through  12' -0  ,  w,.h 
thickness  and  weights  as  follows: 

THICKNESS  WEIGHT 

i/"  1.2  lbs.  per  sq.  ft. 

V16"  l.B  lbs.  per  sq.  ft. 

yj  2.4  lbs.  per  sq.  ft. 

ys"  3.6  lbs.  per  sq.  ft. 

INSPECTION  AND  TEST:  The  material  was  tested 
at  the  Pittsburgh  Testing  Laboratory  in  accordance  with 
the  requirements  of  C26-88.0  Administrative  Building 
Code,  and  A.S.T.M.  C220  and  Federal  Specification  SS- 

S'Thea  material  met  the  SquEements  of  an  incombustible 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  March  19,  1957, 
under  Calendar  Number  366-54-SM  be  reopened  and 
amended  so  as  to  include  the  Gold  Bond  Plia-r  Le 
bStos  cement  board  and  Gold  Bond  Thermotec  asbestos- 
cement  board  on  condition  that  the  requirements  of  t 
resolution  adopted  March  19,  1957,  under  Calendar  Num- 
ber  366-54-SM  be  complied  with. 

CSed.)  William  A.  Nolan, 
v  *  Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  wi 
the  above  report. 


65-58-SA 

APPLICANT— A.  O.  Smith  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  reopened  and  reso¬ 
lution  amended,  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  lest. 

T Affirmative^  Chairman  Foley,  Vice  Chairman  Klemert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ^ 

Negative:  . 

THE  RESOLUTION—  .  .. 

Whereas,  the  report  of  a  Committee  on  Test  reads 
65-58-SA — Amendment  to  resolution  as  to  additional 
models  of  gas  fired  heaters.  .  , 

A.  O.  Smith  Corporation,  Kankakee,  . IlllIlolsLreques^j 
that  the  resolution  adopted  March  17,  1959  and  amended 
January  26,  1960,  under  Calendar  Number  6S-58-: SA  be 
reopened  and  amended  so  as  to  include  additional  models 
of  gas  fired  heaters. 

USE:  Water  heaters  for  supplying  hot  water. 
DESCRIPTION:  These  water  heaters  are  all  of  the 
same  basic  design  as  the  water  heaters  approved  under 
Calendar  Number  65-58-SA  with  the  following  changes. 

N2*R,  A2A — same  as  Model  618  (previously  ap¬ 
proved)  except  for  styling.  . 

N2S— same  as  Model  HW195  (previously  approved) 

except  for  styling. 


N3R>  A3— same  as  Model  668  (previously  approved) 
N3CS-sfameStasnModel  668  (previously  approved) 
N4Rf  A-£^sSam“£  Model  718  (previously  approved) 
N4S-sfameStasnModel  718  (previously  approved) 
NTrT  A7— same  Sas  model  818  being  submitted  on 

N7S— sambas1’ Model  818  being  submitted  on  this 

application  except  for  styling.  .  j 

Model  818  same  design  as  previously  approved 
models  such  as  718,  etc.  except  this  unit  is  larger  having 
a  670,000  B.T.U.  input. 

Model  618A  same  as  Model  618  except  for  change  in 
location  of  control  string  and  size  of  vent  connection  to 
comply  with  new  A.G.A.  vent  requirements. 

Model  601B  same  as  Model  601  and  601A  except  it 
incorporates  a  Minneapolis-Honeywell  control  instead 
of  the  Robertshaw  control  and  size  of  vent  to  comp  y 
with  new  A.G.A.  regulations. 

Model  P12,  12F  are  similar  to  the  Model  10F  previ¬ 
ously  approved  except  they  have  a  target  type  gas  burner 
with  120,000  B.T.U.  input  and  the  jacket  and  base  have 
been  re-styled. 

Model  P16  and  16F  are  similar  to  Model  20F  previ¬ 
ously  approved  except  they  have  a  target  type  gas  burner 
withY  160,000  B.T.U. /M.  input  and  the  jacket  and  base 

have  been  re-styled.  .  ..  j  i  onir  rirpvi- 

Model  P21  and  21 F  are  similar  to  Model  20 h  previ 

ously  approved  except  they  have  a  target  type  gas 
burner  with  200,000  B.T.U./M.  input  and  the  jacket 

and  base  have  been  re-styled.  .  , 

Model  P30F  same  as  Model  30F  previously  approved. 
Model  P40F  same  as  Model  40F  previously  aPPIoved- 
Model  P70F  and  70F  same  construction  as  30F  and 
40 F  except  they  are  larger  having  670,000  B.i.U./hr. 

111  Model  HW80  and  HW80P  are  same  as  Model  HW 
109  of  80,000  B.T.U. /hr.  input  previously  approved  ex¬ 
cept  they  have  a  target  as  burner  and  the  jacket  and 

base  have  been  re-styled.  ,  , 

Models  HW100-HW100P  are  the  same  as  Model 
HW109  previously  approved  except  they  have  target 
gas  burners  of  100,000  B.T.U./hr.  input  and  the  jacket 

and  base  have  been  re-styled.  . 

Models  HW120-HW120P  are  the  same  as  Model 
HW195  previously  approved  except  they  have  target 
burners  of  120,000  B.T.U./hr.  input  and  the  jacket  and 

base  have  been  re-styled.  WW1Q4 

HW200-HW200P  are  the  same  as  Model  HWW 
previously  approved  except  they  have  larger  gas  burners 
of  200,000  B.T.U./hr.  input  and  the  jacket  and  base  nave 

^The  “P”  after  these  Models  indicates  the  transformer 
—relay  and  pump  are  factory  assembled  on  the  boiler 
All  the  requested  models  have  been  approved  by  the 
American  Gas  Association. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  March  17, 
and  amended  January  26,  1960,  under  Calendar  Numbe 
65-58-SA  be  reopened  and  amended  so  as  to  include  the 
additional  models  of  gas  fired  water  heaters  on  condi¬ 
tion  that  the  requirements  of  the  resolution  adopte 
March  17,  1959  and  amended  January  26,  I960  under 
Calendar  Number  65-58-SA  are  complied  with. 

CSgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 

C /vvm Aft  T 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


226-58-SA 

APPLICANT — Power  Flame  Division,  Inc.,  Siemon 
Manufacturing  Company,  owner. 

APPEARANCES— 

For  Applicant:  Robert  H.  Ramey. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended,  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleiner t. 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
226-58-SA — Amendment  to  resolution  as  to  additional 
Gas-Oil  Burner. 

Power  Flame  Division,  Inc.  Siemon  Manufacturing 
Company,  Grandview,  Missouri,  requested  that  the  reso¬ 
lution  adopted  January  13,  1959,  under  Calendar  Num¬ 
ber  226-58-SA  be  reopened  and  amended  so  as  to  include 
additional  models  of  gas-oil  burners. 

USE:  Combination  gas-oil  burner  for  domestic,  com¬ 
mercial  and  industrial  installation. 

DESCRIPTION:  The  requested  models  are  similar 
in  design  and  operation  to  the  presently  approved  FGO 
Series  and  are  designed  for  pedestal  or  flange  mounting 
to  boilers  or  warm  air  furnaces.  The  burner  incorporates 
a  high  pressure  gun  type  oil  burner  and  a  power  gas 
burner.  The  operation  is  the  same  as  for  the  presently 
approved  burners.  The  requested  models  have  been  ap¬ 
proved  by  the  Underwriters  Laboratories. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  January  13,  1959 
under  Calendar  Number  226-58-SA  be  reopened  and 
amended  so  as  to  include  the  Models  Cl-GO-lO,  Cl-GO- 

12,  C2-G0-15,  C2-GO-20  and  C3-GO-25  on  condition 
that  the  requirements  of  the  resolution  adopted  January 

13,  1959,  under  Calendar  Number  226-58-SA  are  com¬ 
plied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


97-60-SA 

APPLICANT — Bryant  Manufacturing  Company,  owner. 
APPEARANCES— 

For  Applicant:  Donald  Ferdon. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended,  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _  5 

Negative:  _ _ _ 0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
97-60-SA — Bryant  Manufacturing  Company,  Farming- 


dale,  New  York,  requested  by  letter  that  the  resolution 
adopted  October  4,  1960,  under  Calendar  Number  97-60- 
SA  be  reopened  and  amended  so  as  to  include  additional 
models  and  new  model  numbers  for  Bryant  gas  fired 
water  heaters. 

USE:  Gas  fired  water  heaters  for  domestic  and  small 
commercial  and  industrial  installations. 

DESCRIPTION:  The  additional  size  Model  155-50  gas 
fired  water  heater  is  similar  to  the  previously  approved 
155  Series  except  for  stainless  steel  top  Horizon  flame 
burner  with  a  rated  input  of  38,000  B.T.U./hr.  and 
increased  capacity. 

The  new  Series  Models  164-95,  164-160,  164-360  and 
164-500  are  basically  similar  to  the  previously  approved 
models  under  Calendar  Number  97-60-SA  except  they 
were  approved  by  the  American  Gas  Association  as  an 
“Automatic  Instantaneous”  water  heater  and  as  a  “Type 
A  Automatic  Circulating  Tank  Heater”  to  be  used  with 
or  without  a  separate  storage  tank  and  may  be  installed 
in  series. 

The  Model  164-240  was  A.G.A.  approved  as  a  Type  B 
Automatic  Storage  Gas  Water  Heater. 

The  capacities  of  the  various  Instantaneous  Water 
Heaters  and  Type  A  Circulating  Tank  Heaters  are  as 
follows: 


Tank  Size 

Recovery 

B.T.U.  Input 

Gallons 

Per  Minute 

Per  Hour 

23 

1.33 

95,200 

40 

2.24 

160,000 

75 

5.04 

360,000 

65 

7.0 

500,000 

.ATING  TANK 

Tank  Size 

Recovery 

B.T.U.  Input 

Gallons 

100°F  Rise 

Per  Hour 

23 

80.0 

95,000 

40 

134.4 

160,000 

75 

302.5 

360,000 

65 

420.0 

500,000 

:  HEATER 

Tank  Size 

Recovery 

B.T.U.  Input 

Gallons 

100°F  Rise 

Per  Hour 

83 

201.7 

240,000 

Models 
BCC  164-95 
BCC  164-160 
BCC  164-360 
BCC  164-500 


Models 
BCC  164-95 
BCC  164-160 
BCC  164-360 
BCC  164-500 


Models 
BCC  164-240 

CHANGE  OF  MODEL  NUMBER 

Old  Approved  Models  New  Models 

7-156  BCC  165-60 

10-156  BCC  165-75 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  October  4,  1960, 
under  Calendar  Number  97-60-SA,  be  reopened  and 
amended  so  as  to  include  additional  models  and  new 
models  and  new  model  numbers  for  Bryant  gas  fired 
water  heaters  on  condition  that  the  requirements  of  the 
resolution  adopted  October  4,  1960,  under  Calendar  Num¬ 
ber  97-60-SA  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


562-61-SM 

APPLICANT — United  States  Mineral  Wool  Company, 
owner. 

APPEARANCES— 

For  Applicant:  Frank  M.  Stumpf. 
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ACTION  OF  BOARD— Material  approved  in  accord¬ 
ance  with  the  report  of  Committee  on  Test. 

THE  VOTE—  .  v.  .  , 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 

missioner  Klein  -  5 

Negative:  -  y 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
562-61-SM — United  States  Mineral  Wool  Company, 
Stanhope,  New  Jersey,  filed  for  approval  of  the  ma¬ 
terial  known  as  Cellofoam  under  the  provisions  of 
C26-191.0,  C26-467.o.d,  C26-619.0  and  C26-680.a.2.  Ad¬ 
ministrative  Building  Code. 

Use  Combustible  insulation. 

DESCRIPTION:  Cellofoam  is  a  rigid  expanded  poly¬ 
styrene  board  having  a  density  of  1.0  to  1.2  lbs./cu.  ft. 
It  is  formed  from  pellets  of  styrene  which  are  expanded 
and  fused  into  the  light  weight  product. 
INSPECTION  AND  TEST:  Samples  of  the  material 
were  examined  by  Ass’t.  Engr.  J.  A.  Darts.  The  appli¬ 
cant  has  also  submitted  reports  of  tests  conducted  by 
International  Testing  Laboratories,  Inc.,  Newark,  New 
Tersev  and  by  the  J.  L.  Finck  Laboratories  to  show  com¬ 
pliance  with  A.S.T.M.  D-1692,  D790,  D-256  and 

A.S.T.M.  C-177.  The  complete  reports  are  on  file  with 
and  are  part  of  the  record. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  material  known  as  Cello¬ 
foam  for  voluntary  use  in  New  York  City  as  a  combusti¬ 
ble  insulation  under  the  provisions  of  C26-467.o.d.  Ad- 
xninistrative  Building  Code;  as  a  combustible  insulation 
3.s  permitted  under  C26-619.0  Administrative  Building 
Code  and  as  a  roof  insulation  as  permitted  under  C26- 
680.a.2  Administrative  Building  Code,  on  condition  that 
all  cartons  in  which  the  material  is  marketed  shall  be 
labeled  “Approved  by  the  Board  of  Standards  and  Ap¬ 
peals  for  use  in  New  York  City  under  Calendar  Number 

562-61-SM”.  XT 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 

report. 


96-62-SA 

APPLICANT — Fedders  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  R.  Denton. 

ACTION  OF  BOARD— Application  reopened  and  reso¬ 
lution  amended,  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 


T  H  E  V  O  T  p. 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ~ 

Negative:  .  w 

THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads .  .  _ 
96-62-SA— Amendment  to  resolution  as  to  additional 
models  of  gas  fired  furnaces. 

Fedders  Corporation,  Maspeth,  N.Y.,  requested  by 
letter  that  the  resolution  adopted  December  18,  1962, 
under  Calendar  Number  96-62-SA  be  reopened  and 
amended  so  as  to  include  additional  models  of  gas  fired 
furnaces. 


USE:  Gas  fired  warm  air  furnaces. 

DESCRIPTION:  The  requested  models  are  basically 
the  same  as  the  previously  approved  GU  models,  except 
the  upflow  GUC  Series  have  been  expanded  to  include 
a  B.T.U.  range  of  60,000  to  160,000  and  the  downflow 
GCC  Series  include  a  B.T.U.  range  of  70,000  to  160,000. 
The  furnaces  are  manufactured  at  the  applicants  plant 
in  Buffalo. 


The  requested  models  have  been  approved  by  the 
American  Gas  Association. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  December  18,  1962, 
under  Calendar  Number  96-62-SA  be  reopened  and 
amended  so  as  to  include  the  upflow  Models  GUC60, 
GUC60C-1,  GUC60C-2,  GUC70,  GUC70C-2,  GUC70C-3, 
GUC85,  GUC85C-2,  BUC85C-3,  GUC100,  GUC100C-2, 
GUC100C-3,  GUC130,  GUC130C-3/4,  GUC160,  GUC- 
160C-4/5;  downflow  models  GCC70,  GCC70C-2/3,  GCC- 
100,  GCC100C-2/3,  GCC130,  GCC130C-3/4,  GCC160,  and 
GCC160C-4/5  gas  fired  furnaces  on  condition  that  the 
requirements  of  the  resolution  adopted  December  18, 
1962.  under  alendar  Number  96-62-SA  be  complied  with. 


(Sgd.)  William  A.  Nolan, 

Director. 


John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


731-62-SA 

APPLICANT— Thatcher  Furnace  Company,  owner. 

APPEARANCES— 

For  Applicant:  Frank  Crawford. 

ACTION  OF  BOARD— Appliance  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . 

Negative:  .  ® 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
731-62-SA — Thatcher  Furnace  Company,  owner,  Gar¬ 
wood,  N.  J.,  filed  for  approval  of  the  appliance  known  as 
Thatcher  Gas-Fired  Forced  Warm  Air  Furnace,  Models 
LHG-75,  -100,  -125,  -150,  -175  and  200;  Thatcher  and 
Comet  Models  M-75,  100,  125,  150,  175  and  200  under 
the  provisions  of  Chapter  26,  Article  12,  Administrative 
Building  Code. 

USE:  Basement  type  gas-fired  warm  air  furnaces  with 
forced  air  circulation. 

DESCRIPTION:  The  LHG  and  M  models  are  similar 
in  construction  and  operating  features. 

The  units  consist  of  an  enameled  steel  jacket  with 
removable  panels,  which  houses  the  heating  element, 
blower  fan  and  motor,  filters,  controls  and  draft  diverters. 

The  heating  element  is  made  up  of  a  heavy  gauge 
heat  exchanger  with  a  cast  iron  single  port  atmospheric 
gas  burner. 

Automatic  controls  used  are  a  thermostat,  automatic 
gas  valve  and  a  blower  and  limit  control.  These  will  cause 
automatic  shut-down  in  case  of  pilot  flame  failure,  failure 
of  the  blower  or  excessive  air  temperature. 

The  suffix  numeral  in  the  model  designation  indicates, 
in  thousands,  the  B.T.U.  input  per  hour  rating. 
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INSPECTION  AND  TEST:  All  data  and  details  of 

construction  were  examined  by  Assistant  Architect 
I.  W.  Farncker. 

1  he.  appliances  are  approved  by  the  American  Gas 
Association. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  appliance  known  as 
Gas-Fjred  Forced  Warm  Air  Furnace,  Models 
LHG-75,  -100,  -125,  -150,  -175,  and  200;  Thatcher  and 
Comet  Models  M-75  100,  125,  150,  175,  and  200  for  use 

in  New  York  City  in  accordance  with  this  report  and 
the  provisions  of  Article  12,  Chap.  26,  Administrative 
Building  Code;  all  electrical  installation  work  to  be  in 
accordance  with  the  Electrical  Code  of  the  City  of  New 
York,  provided  that  each  unit  will  bear  a  label,  per¬ 
manently  affixed  reading  as  follows:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  731-62-SA”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenariic, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


750-62-SM 

APPLICANT— National  Gypsum  Company,  owner; 

John  K.  Hovind,  agent. 

APPEARANCES— 

For  Applicant:  Donald  K.  Busch. 

ACTION  OF  BOARD — Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  . . .  q 

THE  RESOLUTION— 

the  report  of  a  Committee  on  Test  reads : 
ci  j  r  M — National  Gypsum  Company,  Buffalo,  N.  Y 
hied  for  approval  of  the  material  known  as  Gold  Bond 
Ton  tempo.  Wall  Demountable  Partition  System  under 

Dhe •,I?!'ovlsions  of  C26-88.0  and  C26-667.0  Administrative 
Building  Code. 

USE:  Interior  incombustible  partition. 

DESCRIPTION:  The  partition  is  constructed  of  in¬ 
combustible  components. 

Lhe  partition  is  erected  in  the  following  manner: 
ihe  tracks  approved  under  Calendar  Number  439-52-SM 
are  installed  and  the  Drywall  Studs,  also  approved  under 
Calendar  Number  439-52-SM,  are  erected  24"  on  center 
and  are  attached  to  the  tracks.  Aluminum  Ceiling  Trim 
Channels  are  attached  to  the  track  at  ceiling  and  abutting 
walls  The  facing  of  either  Gold  Bond  Durasan,  Vinyl 
Guard  or  Regular  %  gypsum  wallboard  is  attached 
vertically  to  each  side  of  the  track.  Aluminum  battens 
are  then  attached  either  24  or  48  inches  on  center  by 
screwing  through  the  board  into  the  studs.  Vinyl  inserts 
are  then  applied  to  the  battens. 

INSPECTION  AND  TEST:  Details  of  construction 

r  ,  !ie.LaTmnduby  Ass  t  En^r‘  J-  A-  Darts  and  it  was 
material*  *  ^  Component  parts  are  of  incombustible 

RECOMMENDATION:  The  Committee  on  Test  re- 

R°^?e^dS  .the  ap?,rr°Y,al  the  material  known  as  Gold 
Bond  Contempo-Wall  Demountable  Partition  System 


for  voluntary  use  in  New  York  City  as  an  incombustible 
Saj  ..  lnff  .Partltl.on.  under  the  provisions  of  C26-667  0 
Administrative  Building  Code,  on  condition  that  all  plans 
submitted  to  the  Department  of  Buildings  showing  the 
proposed  use  of  this  partition  shall  be  labeled  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Calendar  Number  750-62-SM”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 
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755-62-SM 

APPLICANT.  National  Gypsum  Company,  owner 
APPEARANCES— 

For  Applicant:  Donald  K.  Busch. 

ACTION  OF  BOARD — Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  c 

Negative:  . .  n 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

VnYL2'liMr"fNatl°na  G/P?um  Company,  Buffalo,  New 
bled  for  appr?,va^  of  the  material  known  as  Gold 
Bond  Contempo-Wall  Demountable  Fire  Resistive  Parti- 

co-fn  ASiei^'Unde-r  the  Pro.visions  of  C26-88.0  and  C26- 
592.0  Administrative  Building  Code. 

USE:  Interior  non  load  bearing  one  hour  fire  resistive 
partition. 

D ESCR3PTION:  Jhe  Partition  is  constructed  of  studs 
Upd  approyed  by.  the  Board  under  Calendar  Num- 

be‘  ,  9-S2-SM  to  which  is  attached  %"  Durasan  or 
regular  Fire  Shield  Wallboard  approved  by  the  Board 
under  Calendar  Number  439-522-SM. 

The  partition  is  erected  in  the  following  manner:  The 
s  ud  tracks  are  secured  to  floor  and  ceiling  and  the  studs 
are  erected  on  2MT  centers.  Aluminum  Ceiling  Trim 
Channel  are  attached  to  the  stud  track  at  the  ceiling-  and 
abutting  walls  The  %"  Durasan  or  regular  Fire  Shield 
Gypsum  Wallboard  ls  secured  to  the  steel  studs  with 
self  drilling  sheet  metal  screws  spaced  l'-O"  on  center 
along  intermediate  studs  and  0'-8"  on  center  along  the 
vertical  edges  The  snap  on  base  is  then  attached. 
Aluminum  battens  are  placed  over  the  screw  heads  at 
stVd  a£d  fastened  through  the  wallboard  to  the 
studs  with  sheet  metal  screws  or  clips.  Vinyl  inserts  are 
then  installed  within  the  battens. 

t(^?heEnCTL?N  AND  T^ErTi!  This  partition  is  identical 
to  the  partition  approved  February  27,  1962  under  Cal¬ 
endar  Number  439-52-SM  except  the  facing  on  the 

t  oard  ^  *1  u  fact-  tbat  the  j°ints  are  covered  with  bat¬ 
tens  rather  than  joint  compound 

A  cte?  -W-aS.  co”d«cted  with  the  vinyl  faced  boards  and 
exposed  joints.  This  partition  also  successfully  met  the 
requirements  of  a  one  hour  fire  resistive  partition.  The 
OL°rt|t  TbT°^h  tbe  Underwriters  Laboratories  and 
therecord6  Umvers,ty  are  on  fiIe  with  and  are  part  of 

RECOMMENDATION:  The  Committee  on  Test  re- 
commends  the  approval  of  the  material  known  as  Gold 
Bond  Contempo-Wall  Demountable  Fire  Resistive  Parti- 
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tion  System  for  voluntary  use  in  New  York  City  as  a 
one  hour  fire  resistive  non  load  bearing  partition.  Ti  e 
Committee  further  recommends  that  this  partition,  due 
to  its  demountable  nature,  shall  not  be  construed  as  a 
nermanent  interior  partition  and  further  that  all  plans 
submitted  to  the  Department  of  BuUdmgs  showing  the 
nrnnosed  use  of  this  partition  shall  be  labeled,  Approved 
by  the  Board  of  Standards  and  Appeals  for  use  m  New 
York  City  under  Calendar  Number  755-6^-SM  . 

fSed.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appels  does 
hereby  approve  this  material  in  accordance  with  the  above 

report. 

1136-62-SM 

APPLICANT— Eastman  Kodak  Company,  owner. 

APPEARANCES— 

For  Applicant:  Robert  A.  Johnston. 

ACTION  OF  BOARD — Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE^  yotE _ 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  . ■■■■■■■■— . . . . . _ 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 

Fox  . . . . . . . . 

THE  RESOLUTION—  .  .  ,  . 

Whereas,  the  report  of  a  Committee  on  Test  reads. 
1136-62-SM— Eastman  Kodak  Company,  Rochester,  IN  A  ., 
filed  for  approval  of  the  material  known  as  Uvex  Plastic 
Sheet  under  the  provisions  of  C26-191.0  Administrative 
Building  Code  and  Sect.  101.0  Multiple  Dwelling  Law. 
USE:  The  material  is  used  for  signs,  letters,  and  interior 

panels.  . 

DESCRIPTION:  The  panel  is  extruded  from  a  special 
formulation  of  Tenite  Butyrate,  a  cellulose  acetate  buty¬ 
rate  plastic.  The  sheet  incorporates  ultraviolet  mhibitive 
and  stable  colorants. 

INSPECTION  AND  TEST:  The  applicant  has  sub¬ 
mitted  reports  of  tests  conducted  by  the  United  States 
Testing  Company  showing  that  the  material  is  com¬ 
bustible”.  Additional  tests  showed  that  h  thick  Uvex 
in  a  40"  x  40"  panel  had  a  deflection  of  0.936  inches 
under  wind  load  of  30  p.s.f.  The  complete  reports  are  on 
file  with  and  are  part  of  the  record. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  material  Uvex  Plastic 
Sheet  for  use  in  New  York  City  as  a  subdividing  par¬ 
tition  in  Class  I  Buildings  150'-0"  or  less  in  height  as 
provided  under  C26-667.0.5  Administrative  Building 
Code;  for  signs  and  letters  as  provided  under  Chapter  2b, 
Title  B,  Article  2,  Building  Laws  of  the  City  of  New 
Yorkk  on  condition  that  each  carton  in  which  the  ma¬ 
terial  is  marketed  shall  be  labeled  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  1136-62-SM  .  The  Com¬ 
mittee  can  see  no  justification  for  recommending  the 
use  of  this  material  under  the  provisions  of  Sect.  101. 
of  the  Multiple  Dwelling  Law. 

(Sgd.)  William  A.  Nolan, 

Director. 
John  A.  Darts. 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 


Resolved  that  the  Board  of  Standards  and  Appeals  does 

hereby  approve  this  material  in  accordance  with  the  above 

report. 

1063-62-SM  T  „  _ 

APPLICANT — Jerguson  Gage  and  Valve  Company, 
owner;  J.  Arthur  Moore  Company,  agent. 

SUBJECT — Application  November  30,  1962 — Jerguson 
Liquid  level  Gages  approval  of. 

APPEARANCES— 

For  Applicant:  Svenward  Eike. 

ACTION  OF  BOARD— Laid  over  without  date  at  the 
request  of  applicant. 


676-61-A 

APPLICANT — Sixty  Four  Reade  Corporation,  owner. 
SUBJECT — Application  May  5,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 64  Reade  Street,  north  side 
130  feet  west  of  Broadway,  Block  150,  Lot  5,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  None.  ~  ~  . 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

T  X I E  V  O  T  R 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  ^om- 

missioner  Klein  . . . . ^ 

Negative:  . . . ~— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  31,  1961,  February  27,  1961  and  May 
1,  1961  on  Violation  Order  No.  490569,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  entire  building  in  64  Reade  St. 

19-161.0  Admin.  Code.” 

and  . 

Whereas,  the  premises  was  inspected  by  a  committee  ot 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner  dated  January  31,  1961,  February  27,  1961  and 
May  1,  1961,  acting  on  Viol.  Order  #490569,  Objection  No 
1  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  building  shall 
conform  to  drawings  filed  with  this  appeal  dated  May  5, 
1961,  9  sheets;  on  further  condition  that  the  present  per¬ 
forated  pipe  system  in  the  cellar  and  sub  cellar  shall  be 
maintained  to  the  satisfacion  of  he  Fire  Commissioner ; 
that  an  automatic  fire  alarm  system  with  central  office 
connection  shall  be  installed  throughout  the  building;  and 
that  the  doors  to  exits  shall  be  made  self-closing  and  kept 
operable. 

735-61-A 

APPLICANT — Charles  M.  Shapiro  for  27-30  Realty 
Company,  owner;  Gleitsman’s  Incorporated,  lessee. 
SUBJECT— Application  May  18,  1961— Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Electrostatic 
Spray  Booths. 

PREMISES  AFFECTED — 27-75  First  Street  west 

side,  202  feet  north  of  Astoria  Boulevard,  Block  490, 
Lot’ll,  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  E.  J.  Shapiro. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE: 

Affirmative:  Chairman  Foley,  Commissioner  Becker 
and  Commissioner  Klein  .  3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 

Fox  .  2 

THE  RESOLUTION— 

W hereas,  the  decision  of  the  Fire  Commissioner,  dated 
April  20,  1961  on  Folder  No.  U481939,  reads: 

“1.  Electrostatic  spray  booths  must  be  approved  by  the 
Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  premises  was  re-inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  April  20,  1961,  acting  on  Folder  No.  U481939,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building 
and  equipment  shall  conform  to  drawings  filed  with  this 
appeal  dated  July  2,  1963,  6  sheets;  and  that  all  other  laws, 
rules  and  regulations  applicable  shall  be  complied  with. 


776-61-A 

APPLICANT — Samuel  Rosenblum  for  Wallson  Realty 
Company,  owner. 

SUBJECT — Applicant  May  25,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system,  etc. 

PREMISES  AFFECTED — 20  Harrison  Street,  north 
side,  100  feet  2  inches  east  of  Greenwich  Street,  Block 
181,  Lot  6,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker 


and  Commissioner  Klein  .  3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 

Fox  .  2 

THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  16,  1961  and  April  25,  1961  on 
Violation  Order  No.  490695,  reads : 

“1.  Provide  an  approved  automatic  dry  sprinkler  sys¬ 
tem  throughout  entire  building. 

Chapt.  C19-161.0  Adm.  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  16,  1961  and  April  25,  1961, 
acting  on  Viol.  Order  #490695  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawing  filed  with  this  appeal  dated  April  30,  1963,  one 
sheet ;  on  further  condition  that  the  cellar  stairs  shall  be 
enclosed  with  a  masonry  partition  and  a  fireproof  self- 
closing  door ;  and  that  a  thermostatic  fire  alarm  system 
with  central  office  connection  shall  be  installed  throughout 
the  building. 


456-62-A 

APPLICANT — Irwin  Emerman  for  Dryden  Hotel  As¬ 
sociates,  owner. 

SUBJECT— Application  for  consideration  —  reopening 
for  extension  of  time  to  complete  which  expired  July 
3,  1963 — Appeal  from  a  decision  of  the  Borough  Super¬ 
intendent,  re-  Extension  of  penthouse  walls,  previously 
granted  on  condition. 


PREMISES  AFFECTED— 148-152  East  39th  Street, 
south  side,  100  feet  east  of  Third  Avenue,  Block  894, 
Lot  52,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Irwin  Emerman. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein....  4 

Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  July  3,  1962,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  May  7,  1963; 
and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  3,  1962,  as 
amended  on  May  7,  1963,  only  as  to  the  time  to  obtain  per¬ 
mits  and  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read : 

“that  permit)  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion  ;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  1669/53) 


173-63-A 

APPLICANT — Aaron  Halpern  and  J.  J.  Hurley  for 
Adcor  Realty  Corporation,  Associated  Dry  Goods 
Corporation  (Lord  and  Taylor  Division),  owner. 
SUBJECT — Application  for  consideration  —  reopening 
for  amendment  of  resolution — Appeal  from  a  decision 
of  the  Borough  Superintendent  re-  Escalator  enclosure. 
PREMISES  AFFECTED — 424  Fifth  Avenue,  north¬ 
west  corner  of  West  38th  Street,  Block  840,  Lot  42, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Aaron  Halpern,  David  Merker  and 
George  H.  Reppert. 

For  Administration :  Walter  A.  Rising,  Dept,  of  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

ffirmative :  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  _ _ 3 

Negative:  Commissioner  Fox  _ 1 

Not  Voting:  Vice  Chairman  Kleinert _ 1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  April  30,  1963,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  30,  1963,  only 
insofar  as  it  refers  to  the  closing  of  shutters  and  the  auto¬ 
matic  stopping  of  escalators,  so  that  as  amended  this  portion 
shall  read : : 

“that  the  closing  of  a  shutter  on  a  particular  floor 
shall  automatically  stop  only  the  escalator  on  that  floor ; 
on  condition  that  other  than  as  herein  amended  the 
resoluion  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  1365/62) 


399-63-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Joseph 
Muccioli,  owner. 

SUBJECT — Application  May  9,  1963 — Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Zoning 
Matter — foundation  not  completed. 
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PREMISfA™^SM^Strffi,  SUB^C^AppHc^  ^  “ 

ES.£»  3%t  l«  A*  °‘  Brocblyu.  ^FFECTED-373  Cana.  Stree,,  north  aide, 

APPEARANCES—  40  feet  east  of  West  Broadway,  Block  289,  Lot  9, 

?S  SSS'“  I  "Ster  Petrone  St.,  ^B^^^anhattan. 

ACT.ONGOF  BOARD-Appta.  denied.  For  ^t^^tedi,  Fite  Dept. 

THE  VOTE  TO  GRANT—  _  _  Q  ACTION  OF  BOARD— Appeal  withdrawn  at  the  re- 

Affi r ma 1 1  ve :  j"'":'""' . . . tTJw . Vice  Chairman  Kleinert,  quest  of  the  applicant. 

Commissioner  Bechet  and  Cornntia-  THE  VOTE  TO  W^HDRAW- 

.rrnBTcm  IVrnMl .  Commissioner  Becker  and  Commissioner  Klein  4 

™her?as°  the  decision  of  the  Borough  Superintendent,  Negative:  Commissioner  Fox  . 

dated  April  21,  1963  on  N.B.  Applic.  20-63,  reads : 

“6)  Refer  to  the  Board  of  Standards  and  Appeals  for  1069-61-A  „  , 

renewal  of  bldg,  permit  and  extension  of  time  to  APPLI CANT— Monaghan  and  Mattingly  for  E.  and 

complete  foundations  as  per  Sec.  11-321,^  Chapter  ^  Eancj  Corporation,  owner. 

1,  Art.  1  of  Amended  Zoning  Resolution.  SUBJECT— Application  July  3,  1961— Appeal  from  an 

and  .  ,  order  and  a  decision  of  the  Fire  Commissioner  re- 

Where,  the  premises  and  surrounding  area  were  inspected  sprinkler  system, 
by  a  committee  of  the  Board  which  recommended  that  the  pREMISES  AFFECTED— 324  Canal  Street,  south 
appeal  be  denied;  and  .  ..  „nt  side,  150  feet  west  of  Broadway,  Block  210,  Lot  10 

Whereas,  the  Board  finds  that  the  foundations  were  not  Borough  of  Manhattan, 

lawfully  completed  before  the  change  m  zoning  occurred,  AppEA|ANCES_ 

Kcsofocd,  that  the  decision  of  the  Borough  Superintendent  For  Applicant:  George  P.  Monaghan 

stated  in  his  letter  to  the  owner  dated  April  26  1963,  acting  For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept, 
on  N.B.  Applic.  20-63,  be  and  it  hereby  is  affirm  1  ACTION  OF  BOARD — Appeal  withdrawn  at  the  re- 

the  appeal  be  and  it  hereby  is  denied.  AqUesV  of  the  applicant. 

THE  VOTE  TO  WITHDARW — 

509-63-A  .  Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 

APPLICANT— Thomas  J.  Kenney  for  Kenney-Cripps,  Commissioner  _  Fox,  Commissioner  Becker  and  Corn- 

Incorporated,  owner.  _  missioner  Klein  - — - 

SUBTECT — Application  June  17,  1963 — packaging  of  Negative:  . . - - - U 

Power-Gent,  anti-freeze,  in  1  quart  and  1  gallon  con-  - - 

tainers,  not  in  conformity  with  Adm.  Code  require-  J225-61-A 

ments.  APPLICANT— A.  L.  Seiden  for  B.G.H.  Holding  Cor- 

APPEARANCES—  poration,  owner. 

For'  P.  Manfredi,  Fire  Dept  SUBJECT-Appfea&n  July*  .W61 ^ppeal.from  an 

ACTION  OF  BOARD-Appeal  granted  on  condition.  sprinkler  system. 

THE  VOTE—  ,  .  v.  .  .  PREMISES  AFFECTED— 80-82  Bowery,  west  side, 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert,  1Q0  {eet  6%  jnches  south  of  Hester  Street,  Block  203, 
Commissioner  Fox  and  Commissioner  Klein  .  Eot  21,  Borough  of  Manhattan. 

Abfent^  Conimissioner  Becker  .  1  A  None. 

T  WEH^°«h"Iec?storof  the  Fire  Commissioner,  dated  ACTION  OF  BOARD-Appeal  withdrawn  a.  the  request 
May  17,  1963,  reads:  “'•'f 

“In  reply  to  your  letter  of  May  10,  1963,  re:*°y°^,  Affirmative-  Chairman  Foley  Vice  Chairman  Kleinert, 

wSdt  A“hsion^Fox,  Commissioner  Berber  and  Com- 
disapproved  on  the  grounds  that  said  contained  fails  missioner  Klein  n 

to  conform  with  Section  C19.62.0  subdivision  b  of  the  Negative:  - - - 

Administrative  Code  of  the  City  of  New  York.  - 


and  .  .  . 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  May  17,  1963,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
containers  shall  be  identical  with  the  samples  submitted 
to  the  Board;  that  six  one-gallon  containers  shall  be 
packed  in  ICC  approved  corrugated  cartons  with  separators, 
or  that  twenty-four  one  quart  containers  shall  be  packed 
in  ICC  approved  corrugated  cartons  with  separators;  and 
that  each  container  shall  be  properly  labeled  to  the  satis¬ 
faction  of  the  Fire  Commissioner. 


1045-61-A 

APPLICANT— Monaghan  and  Mattingly  for  3  North 
Moore  Street  Corporation,  owner. 


354-62-A 

APPLICANT— Frederick  W.  Degenhardt  for  D.  D. 

Williamson  and  Company,  Incorporated,  owner. 
SUBJECT— Application  April  18,  1962— Appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  Storage  and 
transfer  of  S02  from  tank  to  truck. 

PREMISES  AFFECTED— 5-39  46th  Avenue,  north 
side,  200  feet  west  of  Vernon  Avenue,  Block  26,  Lot 
17,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD-Appeal  withdrawn  by  the  ap¬ 
plicant. 
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THE  VOTE  TO  WITHDRAW: 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  . . .  0 


544-63-A 

APPLICANT — Leonard  F.  Rothkrug,  for  Webb  and 
Knapp,  Inc.,  owner;  Teen  Age  Fair,  lessee. 

SUBJECT — Application  July  2,  1963 — Appeal  from  de¬ 
cisions  of  the  Borough  Superintendent — re-  erection 
of  tents  without  necessary  permits. 

PREMISES  AFFECTED — 280  Baychester  Avenue, 
northeast  corner  of  Hutchinson  River  Parkway,  Build¬ 
ing  #710,  Freedomland,  Block  5141,  Lot  75,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  request  of 
applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative: _ _ _ 0 


759-62-A-Vol.  II 

APPLICANT — Abraham  Grossman  for  Gussie  Wein- 
garten  and  Sol  Berkowitz,  owners. 

SUBJECT — Application  for  consideration  —  reopening 
as  Vol.  II  subject  to  regular  procedure — Appeal  from 
a  decision  of  the  Borough  Superintendent;  re-  cellar 
apartment,  previously  denied. 

PREMISES  AFFECTED  —  327  West  22nd  Street, 
north  side,  345  feet  west  of  Eighth  Avenue,  Block 
746,  Lot  22,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

ACTION  OF  BOARD — Application  reopened  as  Vol. 

II  subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative:  _ 0 


679-61-A 

APPLICANT — Jacob  Fisher  and  Donald  D.  Fisher  for 
Martin  Schreiber,  owner. 

SUBJECT — Application  May  12,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system  and  a  decision  of  the  Borough  Super¬ 
intendent  re-  sprinkler  system. 

PREMISES  AFFECTED — 8  Harrison  Street,  north 
side,  97  feet  8  inches  west  of  Hudson  Street,  Block 
181,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Donald  D.  Fisher. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  24, 
1963,  at  2  P.M.  for  decision;  applicant  to  confer  with 
owner;  hearing  previously  closed. 


869-61- A 

APPLICANT — Larry  Meltzer  for  Duncan  M.  Findlay, 
Charles  F.  Noyes,  and  Anton  L.  Trunk  —  Trustees 
for  the  benefit  of  Ann  F.  Raphael,  Susan  F.  Rossi, 
and  Charles  Noyes  Findlay,  owners. 


SUBJECT — Application  June  8,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 72-78  Nassau  Street,  35-39 
John  Street,  northeast  corner,  Block  78,  Lot  35,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  1,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


873-61-A 

APPLICANT — Seymour  B.  Walzer  for  Imperial  Realty 
Corporation,  owner;  Flagg  Court  Playhouse  Associa¬ 
tion,  Incorporated,  lessee. 

SUBJECT — Application  May  31,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 154  72nd  Street  south  side, 
150  feet  east  of  Colonial  Road,  7202-7224  Ridge  Boule¬ 
vard,  Block  5906,  Lot  18,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  1,  1963, 
at  2  P.M.  for  hearing;  applicant  to  be  notified  to  be 
present. 


962-61-A 

APPLICANT — Roth  and  Company  for  J.I.  and  R.  Real¬ 
ty  Corporation,  owner. 

SUBJECT — Application  June  22,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 56  Orchard  Street,  east 
side,  150  feet  south  of  Grand  Street,  Block  309,  Lot 
7,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Stanley  Rapaport. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  8,  1963, 
at  2  P.M.  for  hearing  at  request  of  applicant. 


966-61-A 

APPLICANT — Campodonico  and  Aimette,  lessee;  Pro¬ 
testant  Episcopal  Society,  owner. 

SUBJECT — Application  June  20,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 82-86  West  Broadway, 
norhwest  corner  of  Warren  Street,  Block  137,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Louis  Sohmer  and  A.  J.  Aimette. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  1,  1963, 
at  2  P.M.  at  request  of  applicant. 


970-61-A 

APPLICANT — Marbud  Realty  Corporation,  owner. 

SUBJECT — Application  May  22,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 55  Walker  Street,  south 
side,  177  feet  3  inches  west  of  Broadway,  Block  193, 
Lot  36,  Borough  of  Manhattan. 
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For  Applicant:  Samuel  Rosenblum  and  Ben  p're  Deot 
For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  L  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 

986-61-A  , 

APPLICANT — Samuel  Carr  for  David  S.  Weckman, 

owner. 

SUBJECT — Application  June  22,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED-143  Chambers  Street,  north 
side,  50  feet  10  inches  west  of  Hudson  Street,  Block 
140,’  Lot  3,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Samuel  Carr.  „ 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  1,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1006- 61-A 

APPLICANT— James  N.  Wells’  Sons,  Incorporated  for 
Rose  F.  Eadie  and  Robert  L.  Graham  Jr.,  as  Trustees 
under  will  of  Clement  Moore  Ogden,  owner;  B.  Man- 
del  and  Company,  lessee. 

SUBJECT — Application  June  28,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 517-519  West  19th  Street, 
north  side,  225  feet  west  of  10th  Avenue,  Block  691, 
Lot  22,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  Imhof. 

For  Administration :  Lieut.  John  P .  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  24, 
1963,  at  2  P.M.  at  request  of  applicant. 

1007- 61-A 

APPLICANT— James  N.  Wells’  Sons,  Incorporated, 
For  Ross  F.  Eadie  and  Robert  L.  Graham,  Jr.,  as 
Trustees  under  will  of  Clement  Moore  Ogden,  owner; 
Jacob  Rice  Glass  Company,  Incorporated,  lessee. 

SUBJECT — Application  June  28,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 525  West  23rd  Street  north 
side,  250  feet  west  of  10th  Avenue,  Block  695,  Lot  23, 
Borough  of  Manhattan. 

APPEARANCES — 

For  Applicant:  William  Imhof. 

For  Administration:  Lieut.  John  P.  Manfredi,  hire  Dept. 

ACTION  OF  BOARD — Laid  over  to  September  24, 
1963,  at  2  P.M.  at  request  of  applicant. 


1021-61-A  „T  „  _  _ 

APPLICANT — Larry  Meltzer  for  Walter  L.  Brown 
and  A  Chauncey  Newlin,  Trustees  of  Doherty  Trust 
for  Helen  Lee  Lassen  and  Charles  F.  Noyes,  owners. 

SUBJECT— Application  June  29,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 64-66  Nassau 

side,  52  feet  6  inches  south  of  John  Street,  Block  O/, 
Lot’  25,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  October  1,  1963 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 

1023-61-A  „  ,  _ 

APPLICANT — A.  L.  Seiden  for  H.J.R.  Realty  Cor¬ 
poration,  owner. 

SUBTECT — Application  June  29,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED  128-138  Mott  Street,  east 
side,  80  feet  south  of  Hester  Street,  Block  238,  Lots 
6  and  9,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  L.  Seiden  . 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  October  1,  1963 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1026-61-A 

APPLICANT — A.  J.  Courtmel  Company,  Incorporated, 
for  Eleanora  Noyes  Findlay,  owner:  Braun  and  Ruther¬ 
ford,  Incorporated,  lessee. 

SUBTECT — Application  June  29,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED  90-92  Beekman  Street  58 
Cliff  Street,  northeast  corner,  Block  98,  Lot  54,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alan  F.  Cohen 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  October  1,  1963 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1008-61-A 

APPLICANT — Samuel  Rosenblum  for  Vera  B.  Stein- 
muller,  owner. 

SUBJECT— Application  June  29,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 355  Seventh  Avenue,  south¬ 
east  corner  of  West  30th  Street,  Block  805,  Lots  95, 
96  and  97,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  1,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1047-61-A  .  _ 

APPLICANT — Monaghan  and  Mattingly  for  Beatrice 
David,  owner. 

SUBTECT — Application  July  3,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 247  West  Broadway  west 
side,  75  feet  south  of  Walker  Street,  Block  191,  Lot 
17,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  George  P.  Monaghan.  _ 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  1,  1963, 
at  2  P.M.  for  hearing  at  the  request  of  the  applicant; 
applicant  to  confer  with  Fire  Department. 

1112-61-A 

APPLICANT— Lama,  Proskauer  and  Prober  for  Rag 
Realty  Corporation,  owner. 

SUBJECT — Application  July  7,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


1020 


MINUTES 


PREMISES  AFFECTED — 66  Greene  Street,  east  side, 
201  feet  3  inches  north  of  Broome  Street,  Block  485, 
Lot  5,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  1,  1963 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1144-61-A 

APPLICANT — S.  Walter  Katz  for  Ettenros  Realty 
Corporation,  owner. 

SUBJECT — Application  July  7,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 7  Great  Jones  Street,  south 
side,  52  feet  2  inches  west  of  Lafayette  Street,  Block 
530,  Lot  11,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Ludwig  Hanover. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  15,  1963, 
at  2  P.M.  at  request  of  applicant. 


1168-61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  100 
Wooster  Street  Corp.,  owner. 

SUBJECT — Application  July  18,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 100  Wooster  Street,  east 
side,  100  feet  north  of  Spring  Street,  Block  500,  Lot 
1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  1,  1963 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1391-61-A 

APPLICANT — Ludwig  Hanauer  for  Seymour  Bern¬ 
stein,  owner. 

SUBJECT— Application  filed  August  31,  1961 — Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED — 218  Madison  Avenue  and 
19  East  36th  Street,  north  west  corner,  Block  866, 
Lot  16,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Ludwig  Hanauer. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  15,  1963, 
at  2  2P.M.  at  request  of  applicant. 


613-62-A 

APPLICANT — Albert  Melniker,  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT — Application  June  27,  1962 — filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  erection  of 

building  not  fronting  on  legal  street. 

PREMISES  AFFECTED — 28  Preston  Avenue,  south¬ 
west  corner  of  Ogden  Street,  Block  5324,  Lot  228, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


614- 62-A 

APPLICANT — Albert  Melniker,  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT — Application  June  27,  1962 — filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  erection  of 
building  not  fronting  on  legal  street. 

PREMISES  AFFECTED— 32  Preston  Avenue,  west 
side,  41.50  feet  south  of  Ogden  Street,  Block  5324,  Lot 
230,  Annadale,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 

615- 62-A 

APPLICANT — Albert  Melniker,  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT — Application  June  27,  1962 — filed  pursuant  to 
Section  35,  General  City  Law  re-  erection  of  building 
not  fronting  on  legal  street. 

PREMISES  AFFECTED — 36  Preston  Avenue,  west 
side,  80.50  feet  north  of  Oakdale  Avenue,  Block  5324, 
Lot  233,  Annadale,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 

6 16- 62- A 

APPLICANT — Albert  Melniker,  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT — Application  June  27,  1962 — filed  pursuant  to 
Section  36,  General  City  Law  re-  erection  of  building 
not  fronting  on  legal  street. 

PREMISES  AFFECTED — 40  Preston  Avenue,  west 
side,  41.50  feet  north  of  Oakdale  Street,  Block  5324,  Lot 
234,  Annadale,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 

617- 62-A 

APPLICANT — Albert  Melniker,  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT — Application  June  27,  1962 — filed  pursuant  to 
Section  36,  General  City  Law  re-  erection  of  building 
not  fronting  on  legal  street. 

PREMISES  AFFECTED — 44  Preston  Avenue,  north¬ 
west  corner  of  Oakdale  Street,  Block  5324,  Lot  236, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 

618- 62-A 

APPLICANT — Albert  Melniker,  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT — Application  June  27,  1962 — filed  pursuant  to 
Section  36,  General  City  Law  re-  erection  of  building 
not  fronting  on  legal  street. 

PREMISES  AFFECTED — 12  Ogden  Street,  south  side, 
100  feet  west  of  Preston  Avenue,  Block  5324,  Lot  224, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 
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619-62-A 

APPLICANT— Albert  Melniker,  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT— Application  June  27,  1962— filed  pursuant  to 
Section  36,  General  City  Law  re-  erection  of  building 
not  fronting  on  legal  street. 

PREMISES  AFFECTED— 16  Ogden  Street,  south  side, 
144  feet  west  of  Preston  Avenue,  Block  5324,  Lot  222, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


620-62-A 

APPLICANT — Albert  Melniker,  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT — Application  June  27,  1962 — filed  pursuant  to 
Section  36,  General  City  Law  re-  erection  of  building 
not  fronting  on  legal  street. 

PREMISES  AFFECTED— 20  Ogden  Street,  south  side, 
188  feet  west  of  Preston  Avenue,  Block  5324,  Lot  220, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


62 1-62- A 

APPLICANT — Albert  Melniker,  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT — Application  June  27,  1962 — filed  pursuant  to 
Section  36,  General  City  Law  re-  erection  of  building 
not  fronting  on  legal  street. 

PREMISES  AFFECTED — 24  Ogden  Street,  south  side, 
232  feet  west  of  Preston  Avenue,  Block  5324,  Lot  218 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


625-62-A 

APPLICANT — Albert  Melniker,  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT — Application  June  28,  1962 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re — 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 7  Fingal  Street,  north  side, 
64.48  feet  west  of  Arden  Avenue,  Block  5393,  Lot  24, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


626-62-A 

APPLICANT — Albert  Melniker,  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT — Application  June  28,  1962 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re — 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 11  Fingal  Street,  north  side, 
106.48  feet  west  of  Arden  Avenue,  Block  5393,  Lot  26, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

I 


ACTION  OF  BOARD— Laid  over  without  date,  at 
request  of  applicant. 


627-62-A 

APPLICANT— Albert  Melniker,  for  Omnia  Properties, 
Inc.,  owner. 

SUBJECT— Application  June  28,  1962— Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 5560akdale  Street  south 
side,  66.07  feet  west  of  Arden  Avenue,  Block  5393,  Lot 
13,  Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Laid  over  without  date,  at 
request  of  applicant. 


628-62-A 

APPLICANT— Albert  Melniker,  (General  power  of 
attorney  for  the  Owners). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 560  Oakdale  Street,  south 
side,  107.07  feet  west  of  Arden  Avenue,  Block  5393, 
Lot’  10,  Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


629-62-A 

APPLICANT— Albert  Melniker,  (General  Power  of 
Attorney  for  the  Owners). 

SUBJECT — Application  June  28,  1962 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 8  Edwin  Street,  south  side, 
61.87  feet  west  of  Arden  Avenue,  Block  5395,  Lot  14, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


630-62-A 

APPLICANT— Albert  Melniker,  (General  Power  of 
Attorney  for  the  Owners). 

SUBJECT— Application  June  28,  1962— Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 12  Edwin  Street,  south  side, 
105.87  feet  west  of  Arden  Avenue,  Block  5395,  Lot  11, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


631-62-A 

APPLICANT — Albert  Melniker  (General  Power  of 
Attorney  for  the  Owner.) 

SUBJECT— Application  June  28,  1962— Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 
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PREMISES  AFFECTED — 18  Edwin  Street,  south  side, 
145  feet  east  of  Harold  Avenue,  Block  5395,  Lot  9, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


632-62-A 

APPLICANT — Albert  Melniker  (General  Power  of 
Attorney  for  the  Owner.) 

SUBJECT  Application  June  28,  1962 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 22  Edwin  Street,  south  side, 
100  feet  east  of  Harold  Avenue,  Block  5395,  Lot  6, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


633-62-A 

APPLICANT — Albert  Melniker  (General  Power  of 
Attorney  for  the  Owner.) 

SUBJECT  Application  June  28,  1962 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re — 
building  not  fronting  legal  street. 

PREMISES  AFFECTED26  Edwin  Street,  south  side 
55  feet  east  of  Harold  Avenue,  Block  5395,  Lot  4, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


634-62-A 

APPLICANT  Albert  Melniker  (General  Power  of 
Attorney  for  the  Owner). 

SUBJECT  Application  June  28,  1962 — Filed  pursuant 

u° .  Section  36,  Art.  3  of  the  General  City  Law  re _ 

building  not  fronting  legal  street. 

PREMISES  AFFECTED — 32  Edwin  Street,  southeast 
corner  of  Harold  Avenue,  Block  5395,  Lot  1,  Annadale, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


635-62-A 

A^LICA1^T~iA11^rt  Melniker  (General  Power  of 
Attorney  for  the  Owner). 

SUBJECT— Application  June  28,  1962— Filed  pursuant 
*°  Section  36,  Art.  3  of  the  General  City  Law  re — 
building  not  fronting  legal  street. 

P^id^^^S  AFFECTED— 545  Sycamore  Street,  north 
side  55  feet  east  of  Harold  Avenue,  Block  53395,  Lot 
35,  Annadale,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


636-62-A 

A  AnLICA^T_ 6lb^rt  Melniker  (General  Power^f 
Attorney  for  the  Owner.) 


"  Application  June  28,  1962 — Filed  pursuant 

J-°  .£?c*lon  36,  Art.  3  of  the  General  City  Law  re _ 

building  not  fronting  legal  street. 

PREMISES  AFFECTED — 541  Sycamore  Street,  north 
side ,102  feet  east  of  Harold  Avenue,  Block  5395,  Lot 
32,  Annadale,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date  at 
request  of  applicant. 


637-62-A 

APPLICANT— Albert  Melniker  (General  Power  of 
Attorney  for  the  Owner.) 

SUBJECT— Application  June  28,  1962— Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 537  Sycamore  Street,  north 
side,  152.36  feet  west  of  Arden  Avenue,  Block  5395 
Lot  30,  Annadale,  Borough  of  Richmond 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


638-62-A 

APPLICANT — Albert  Melniker  (General  Power  of 
Attorney  for  the  Owner.) 

SUBJECT  Application  June  28,  1962 — Filed  pursuant 
t° ..' Section  36,  Art.  3  of  the  General  City  Law  re — 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 531  Sycamore  Street,  north 
side  106.36  feet  west  of  Arden  Avenue,  Block  5395, 
Tot  27,  Annadale,  Borough  of  Richmond 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


639-62-A 

APPLICANT — Albert  Melniker  (General  Power  of 
Attorney  for  the  Owner.) 

SUBJECT  Application  June  28,  1962 — Filed  pursuant 

to  Section  36,  Art.  3  of  the  General  City  Law  re _ 

building  not  fronting  legal  street. 

PREMISES  AFFECTED — 52 7  Sycamore  Street,  north 
side,  60.36  feet  west  of  Arden  Avenue,  Block  5395, 
Lot  25,  Annadale,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


640-62-A 

■APPLICANT — Albert  Melniker  (General  Power  of 
Attorney  for  the  Owner.) 

SUBJECT  Application  June  28,  1962 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 551  Sycamore  Street,  north¬ 
east  corner  of  Harold  Avenue,  Block  5395,  Lot  37, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 
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645-62-A  „  „ 

APPLICANT — Albert  Melniker  for  Winrock  Con¬ 
struction  Corporation,  owner. 

SUBJECT— Application  June  29,  1962— Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 124  FUgg  Piace,  east  side, 
1167  58  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  72,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


646-62- A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962— Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 126  Flagg  Place,  east  side, 
167  58  feet  south  of  Four  Corners  Road,  Block  88/, 
Lot  71,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Laid  over  without  date,  at 
request  of  applicant. 


650-62-A  ,  -  . 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  June  29,  1962— Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 134  Flagg  P^e,  east  side, 

1298.37  feet  south  of  Four  Corners  Road,  Block  88/, 
Lot  66,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


647-62- A  .  _ 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 128  Flagg  Place  east  side, 

226.37  feet  south  of  Four  Corners  Road,  Block  88/,  .Lot 
70,  Dongan  Hills,  Borough  of  Richmond 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


651-62-A  r.  _ 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962— Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 136  Flagg  Piace,  east  side, 

1322.37  feet  south  of  Four  Corners  Road,  Block  88/, 
Lot  65,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Laid  over  without  date,  at 
request  of  applicant. 


648-62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 130  Flagg  Place  east  side, 
1250.37  feet  south  of  Four  Corners  Road,  Block  88/, 
Lot  68,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Laid  over  without  date,  at 
request  of  applicant. 


652-62-A  T.  ,  _ 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962— Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 138  Flagg  Piace,  east  side, 
13546  37  feet  south  of  Four  Corners  Road,  Block  88/, 
Lot  64,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


649-62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 132  Flagg  Place,  east  side, 
1274.37  feet  south  of  Four  Corners  Road,  Block  88/, 
Lot  67,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 


653-62-A  .  _ 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 140  Flagg  Place  east  side, 
1370  37  feet  south  of  Four  Corners  Road,  Block  88/, 
Lot  63,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


654-62-A 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law 
building  not  fronting  legal  street. 
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AFFECTED — 142  Flagg  Place,  east  side, 
1^4.37  feet  south  of  Four  Corners  Road,  Block  887 
Lot  62,  Dongan  Hills,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


655-62-A 

APPLICANT  -Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT  Application  June  29,  1962 — Filed  pursuant 
f°  Section  36,  Art.  3  of  the  General  City  Law  re — 
building  not  fronting  legal  street. 

PREMISES  AFTECTED — 144  Flagg  Place,  east  side, 
i41o.3/  feet  south  of  Four  Corners  Road,  Block  887 
Lot  61,  Dongan  Hills,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


656-62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT  Application  June  29,  1962 — Filed  pursuant 
f°  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

U-^UMISES  AFFECTED — 146  Flagg  Place,  east  side, 

1442.37  feet  south  of  Four  Corners  Road,  Block  887 
Lot  60,  Dongan  Hills,  Borough  of  Richmond 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


657-62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT  Application  June  29,  1962 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 148  Flagg  Place,  east  side, 

1466.37  feet  south  of  Four  Corners  Road,  Block  887 
Lot  59,  Dongan  Hills,  Borough  of  Richmond 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


658-62-A 

APPLICANT— -Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT  Application  June  29,  1962 — Filed  pursuant 

^.Section  36,  Art.  3  of  the  General  City  Law  re _ 

building  not  fronting  legal  street. 

PREMISES  AFFECTED — 150  Flagg  Place,  east  side, 

1490.37  feet  south  of  Four  Corners  Road,  Block  887 
Lot  58,  Dongan  Hills,  Borough  of  Richmond 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


659-62-A 

APPLICANT— -Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 


SUBJECT— Application  June  29,  1962— Filed  pursuant 

Section  36>  Art.  3  of  the  General  City  Law  re _ 

building  not  fronting  legal  street. 

REMISES  AFFECTED  152  Flagg  Place,  east  side, 

T  fi^et  SOUtu-nf  FT?ur  Corners  Road,  Block  887, 

Lot  57,  Dongan  Hills,  Borough  of  Richmond 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date  at 
request  of  applicant.  ’ 


660-62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construe- 
tion  Corporation,  owner. 

SUBJECT— Application  June  29,  1962— Filed  pursuant 

SocLon  36,  Art.  3  of  the  General  City  Law  re _ 

building  not  fronting  legal  street. 

AFFECTED— i54  Flagg  Place,  east  side, 

1538.37  feet  south  of  Four  Corners  Road,  Block  887 
Lot  56,  Dongan  Hills,  Borough  of  Richmond 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date  at 
request  of  applicant. 


661-62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  June  29,  1962— Filed  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

P^S?I37  ?SfAFFf?CTET?_1¥  Flag&  Place,  east  side, 

1562.37  feet  south  of  Four  Corners  Road,  Block  887, 

Lot  55,  Dongan  Hills,  Borough  of  Richmond 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


662-62-A 

APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  June  29,  1962— Filed  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street 

P  KE8^7SfS.AFF?CTED-158  Flagg  Place,  east  side, 

1586.37  feet  south  of  Four  Corners  Road,  Block  887 
Lot  54,  Dongan  Hills,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 


663-62-A 

/APPLICANT— Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  June  29,  1962— Filed  pursuant 
£° .  Section  36,  Art.  3  of  the  General  City  Law  re — 
building  not  fronting  legal  street. 

PIp4irM7^ FS  AFFFCTED— T60  Fla&&  Place,  east  side, 

t  Vci  ^Ct  SOUtTT-?/  Four  Corners  Road,  Block  887, 
Lot  53,  Dongan  Hills,  Borough  of  Richmond 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 
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664- 62-A  . 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  29,  1962— -Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re 
building  not  fronting  legal  street. 

PREMISES  AFFECTED  162  Flagg  Place  east  side, 
1634  37  feet  south  of  Four  Corners  Road,  Block  887, 
Lot  52,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 

665- 62-A  . 

APPLICANT — Albert  Melniker  for  Winrock  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  June  29,  1962— Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED — 164  Flagg  Piace,  east  side, 
1658.37  feet  south  of  Four  Corners  Road,  Block  88/, 
Lot  51,  Dongan  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 

381-63-A 

APPLICANT — James  Whitford,  Jr.  for  Gerald  Grazi- 
ano,  owner. 

SUBJECT — Application  May  2,  1963 — Filed  pursuant  to 
Section  36  Art.  3  of  the  General  Law  re— building 
not  facing  legal  street. 

PREMISES  AFFECTED— 238  Merrill  Avenue,  south 
side  2335.01  feet  west  of  Richmond  Avenue,  Block 
2223,  Lot  188,  Bulls  Head,  Borough  of  Richmond. 

For  Applicant:  James  Whitford  Jr.,  and  Donald  Rowe. 
ACTION  OF  BOARD — Laid  over  without  date,  at 
request  of  applicant. 

828-50-BZ 

APPLICANT — Halperin,  Shivitz,  Scholer  and  Steingut 
for  Emanuel  and  Jack  Lurio,  owners;  Sernas  Corner 
Food  Shop,  Inc.,  lessee. 

SUBJECT— Application  for  consideration  —  reopening 
for  extension  of  time  to  complete  which  expired  June 
19(  1963 — decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Sections  7c 
and  21  of  the  Zoning  Resolution,  permitting  in  a 
residence  and  business  use,  C  area  district,  the  erection 
and  maintenance  of  a  one-story  and  mezzanine  exten¬ 
sion  to  an  existing  restaurant  and  store,  using  more 
than  the  area  permitted. 

PREMISES  AFFECTED— 1524-1526  Avenue  M  and 
1302-1338  East  16th  Street,  southwest  corner,  Block 
6744,  Lots  8,  17  and  19,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  D.  Shivitz. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klein ert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  " 

Negative:  .  y 

THE  RESOLUTION—  ,  _  . 

Whereas,  this  application  was  granted  by  the  Board  on 


March  13,  1951,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  March  11,  1952,  and 
Whereas,  the  resolution  was  amended  on  June  19,  1962; 

Whereas,  the  applicant  requested  an  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  31,  lvM, 
as  amended  through  June  19,  1962,  only  as  to  the  time :  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion ;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  867/62) 


1802-61-BZ 

APPLICANT— Halpern  and  Hurley  for  Anthony  Pa- 
nuccio,  owner. 

SUBJECT— Application  for  consideration  —  reopening 
for  extension  of  time  to  complete  which  expired  July 
17  1963 — decision  of  the  Borough  Superintendent, 

previously  granted  on  condition,  under  Sections  7  c 
and  21  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  and  residence  use  D  area  district,  the  erection 
of  a  one  story  building  for  use  as  for  storage  of  steel 
shapes,  light  manufacturing  which  is  to  consist  of  bend¬ 
ing  by  hand  of  steel  beam  anchors,  and  office  with  a 
loading  and  unloading  berth  inside  the  building,  the 
proposed  building  exceeds  the  area  coverage  in  the 
business  portion  of  the  premises. 

PREMISES  AFFECTED — 75-02  51slt  Avenue  south 
side,  84.37  west  of  Jacobus  Street,  Block  2467,  Lot  24, 
Elmhurst,  Borough  of  Queens. 

APPEARANCES—  tt 

For  Applicant:  James  J.  Hurley. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

VOTE _ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  j! 

Negative:  . 

THE  RESOLUTION—  .  .  4.  _  . 

Whereas,  this  application  was  granted  by  the  Board  on 
July  17,  1962,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  17,  1962,  only 
as  to  the  time  to  obtain  permits  and  complete  the  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution, 
and  that  a  Certificate  of  Occupancy  shall  be  obtained. 

(N.B.  5646/61) 


1830-61-BZ 

APPLICANT— Burke  and  Groh  for  Fountain  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening 
for  extension  of  time  to  complete  which  expired  June 
19,  1963— decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Sections  7e 
and  21  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  erection  of  a  two  story  and  a 
cellar  building  for  use  as  stores  and  storage  with 
offices  on  the  second  floor. 
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PREMISES  AFFECTED— 247-10  South  Conduit  Ave¬ 
nue,  southeast  corner  of  247th  Street,  Block  13621,  Lots 
13  and  18,  Springfield  Gardens,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Robert  T.  Groh. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative:  _ _ 0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  19,  1962,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  19,  1962,  only 
as  to  the  time  to  obtain  permits  and  complete  the  work,  so 
that  as  amended  his  portion  of  he  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion  ;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (N.B.  543/61) 


558-37-BZ — Vol.  II 

APPLICANT — Lionel  K.  Levy  for  John  Sperrazza, 
owner. 

SUBJECT— Application  for  consideration  —  reopening 
for  extension  of  term  of  variance  which  expired  April 
30,  1962  —  decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Section  7h 
of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  the  extension  of  existing  use  of  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 60-66  Henry  Street  and 
23-29  Market  Street,  southwest  corner,  Block  277,  Lots 
24,  26,  27  and  28,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Carlo  F.  Marano. 

ACTION  OF  BOARD — Application  reopened  and  set 
for  hearing  on  October  15,  1963  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new 
decision  of  the  Borough  Superintendent  and  photo¬ 
graphs,  which  have  been  filed,  and  two  publications 
in  the  Bulletin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative :  _ 0 


16-52-BZ 

APPLICANT — Henry  B.  Portnoy  for  The  Truckmen’s 
Representative,  Inc.,  owner. 

SUBJECT— Application  for  consideration  —  reopening 
for  extension  of  term  of  variance  which  expired  July 
8,  1963  —  decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Section  7h  of 
the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  parking  and  storage  of  motor  vehicles  for 
a  term  of  years. 

PREMISES  AFFECTED— 365-369  East  8th  Street, 
north  side,  183  feet  east  of  Avenue  C,  Block  378,  Lots 
56,  57  and  58,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Abraham  Slutsky. 


ACTION  OF  BOARD — Application  reopened  and  set 
for  hearing  on  October  15,  1963  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new 
decision  of  the  Borough  Superintendent  and  photo¬ 
graphs.  which  have  been  filed,  and  two  publications 
in  the  Bulletin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative :  _ 0 


5-58-BZ 

APPLICANT — Patrick  D.  Concagh  for  Saverio  S. 
Pisacane,  owner. 

SUBJECT — Application  for  consideration  —  reopening 
for  extension  of  term  of  variance  which  expired  July 
22,  1963  —  decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Section  7h  of 
the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  parking  and  storage  of  more  than  five 
(5)  cars  on  a  vacant  plot  of  land. 

PREMISES  AFFECTED— 717-719  East  217th  Street, 
north  side,  130.35  feet  east  of  White  Plains  Road, 
Block  4665,  Lots  40  and  43,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  set 
for  hearing  on  October  15.  1963  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new 
decision  of  the  Borough  Superintendent  and  photo¬ 
graphs,  which  have  been  filed,  and  two  publications 
in  the  Bulletin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative:  _ 0 


Adjourned  3:45  P.M. 

James  P.  Mulroy,  Secretary 


♦CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the 
Board  of  Standards  and  Appeals  held  on  July  2,  1963, 
as  they  appeared  in  Bulletin  No.  28,  Vol.  48,  are  hereby 
corrected  to  read  as  follows: 

1481-22-BZ  Vol.  II 

APPLICANT — Austin,  Burns,  Appell  and  Smith  for 
Howard  A.  Appell,  et  al,  owners. 

SUBJECT — Application  reopened  June  4,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
April  15,  1963 — decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Section  7e 
of  the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  continuance  of  a  restaurant  on  the  1st 
story  of  an  existing  building. 

PREMISES  AFFECTED— 8502-8518  4th  Avenue, 
southwest  corner  of  85th  Street,  Block  6034,  Lot  41 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frederick  W.  Appell. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Corn- 
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missioner  Klein  .  * 

Negative:  .  u 

THE  RESOLUTION— 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  20,  1922, 
as  amended  through  April  15,  1958,  only  as  to  the  term  of 
the  variance,  so  that  as  amended  it  shall  read : 


“granted  for  a  term  of  ten  (10  years  from  the  date  of 
this  amended  resolution,  to  permit  .  .  .  ;  that  other 
than  as  herein  amended  the  resolution  above  cited,  shall 
be  complied  with  in  all  respects  and  that  a  Certificate 
of  Occupancy  shall  be  obtained.” 

*Correction:  In  the  Resolution  section,  line  2  above,  the 
date  is  corrected  to  read  February  20,  1923. 


NOTICES 


NOTICE 

The  Board  has  adopted  the  following  procedure  in 
handling  Administrative  (interpretive)  Appeals  filed  to 
review  decision  of  the  Borough  Superintendents,  on  ques¬ 
tions  involving  the  legality  of  administrative  interpreta¬ 
tion  and  application  of  provisions  of  the  new  Zoning 
Resolution: 

1.  Plans  required  shall  consist  of  eight  copies  on 
paper  8%"  x  11"  in  size,  except  that  where  accept¬ 
able  to  the  Director,  such  plans  may  be  of  a  size 
which  can  readily  be  folded  to  fit  the  Board  s 
binders. 

2.  Such  plans  need  only  be  sufficient,  in  the  opinion 
of  the  Director,  as  to  clearly  illustrate  the  points 
involved. 

3.  Date  of  hearing  shall  be  set  as  expeditiously,  as 
possible,  allowing  sufficient  time  for  one  publica¬ 
tion  in  the  Bulletin. 

4.  Where  sufficient  number  of  appeals  .  have  been 
decided  on  a  question,  which  in  the  opinion,  of  the 
Director  are  applicable  to  a  General  Resolution,  the 
Director  shall,  under  a  selected  calendar  number, 
recommend  to  the  Board,  the  adoption  of  a  General 
Resolution. 

5.  Upon  the  assignment  of  a  date  of  hearing  on  the 
adoption  of  a  General  Resolution,  the  Director  shall 
notify  the  Commissioner  of  Buildings,  the  Archi¬ 
tects  Council,  and  the  various  architectural  and 
engineers  societies;  and  such  other  interested  par¬ 
ties  as  he  may  deem  affected  by  the  question 
involved. 

6.  At  the  ptmlic  hearing  on  a  proposal  to  adopt  a 
General  Resolution  the  Commissioner  of  Buildings 
and  any  other  interested  parties  may  .  appear  or 
may  file  briefs  setting  forth  their  positions  on  the 
matter  involved. 

7.  The  Director  shall  furnish  each  member  of  the 
Board  with  a  copy  of  his  report  recommending  the 
adoption  of  a  General  Resolution,  which  report 
shall  include  a  summary  of  prior  actions  by  the 
Board  on  Administrative  (interpretive)  Appeals 
involving  the  same  question. 

8.  A  permanent  cumulative  subject  index  shall  be 
maintained  bv  the  Director  of  all  such  appeals 
properly  indexed  so  as  to  be  readily  referrable  to 
the  sections  of  the  Zoning  Resolution  involved. 

James  P.  Mulroy 
Secretary  of  the  Board 

Effective  May  22,  1962 

LOCAL  LAW— 34  OF  62 

EFFECTIVE— JULY  1,  1962, 

A  LOCAL  LAW  to  amend  the  administrative  code  of 
the  city  of  New  York,  in  relation  to  the  payment  of 
fees  in  connection  with  the  filing  of  applications  with 
the  board  of  standards  and  appeals. 


Be  is  enacted  by  the  Council  as  follows: 

Section  1.  Section  669-1.0  of  the  administrative  code  of  the 
city  of  New  York,  as  amended  by  local  law  ninety-four  for 
the  year  nineteen  hundred  fifty-seven  is  hereby  amended  to 
read  as  follows : 

§669.-1.0  Fees — The  following  fees  shall  be  charged  for 
the  following  applications,  appeals  and  reviews. 

1.  a.  Application  for  approval  of  materials, 
appliances  and  methods  or  variances  of  con-  *1nf.nn 
struction  .  $1UU  UU 


b.  Application  for  amendment  of  prior  ap¬ 
proval  of  materials,  appliances  and  methods  or 

variances  of  construction  . 

2.  a.  Application  to  vary  the  application  of 
the  zoning  resolution  except  as  provided  in  sub¬ 
division  b  . 

b.  Where  such  application  is  for  conversion 

from  a  one  family  dwelling  to  a  two  family 
dwelling  . 

c.  Application  for  an  extension  of  the  term  of 
years  of  a  zoning  variance  previously  granted  .. 

d.  Application  for  a  change  in  use,  height, 

area  or  bulk  of  premises  in  connection  with  a 
zoning  variance  previously  granted  . 

e.  Application  for  special  permits  provided  in 

zoning  resolution  . 

3.  Appeals  from  or  application  for  review  of 

any  order,  requirement  or  determination  of  the 
commissioner  of  buildings  or  of  any  borough 
superintendent  of  buildings  of  the  department 
of  buildings  the  fire  commissioner  or  any  rule  or 
regulation  or  amendment  or  repeal  thereof  made 
by  the  fire  commissioner  . 

4.  Application  for  an  extension  of  time  in 

which  to  comply  with  the  conditions  imposed  in 
the  resolution  of  the  board  of  standards  and 
appeals  . . 

5.  Application  filed  for  variation  of  the  provi¬ 

sions  of  the  multiple  dwelling  law  or  labor  law, 
and  application  filed  pursuant  to  the  general 
city  law  . 


25  00 

100  00 

25  00 
50  00 

50  00 
100  00 


50  00 

25  00 

50  00 


6.  Exemptions — a.  The  provisions  of  this  section  shall 
not  apply  if  the  owner  of  the  premises  affected,  by  the 
application,  appeal  or  review,  be  a  corporation,  or 
association  organized  and  operated  exclusively  for  reli¬ 
gious,  charitable  or  educational  purposes,  or  for  . one  or 
more  such  purposes,  no  part  of  the  net  earnings  of 
which  enures  to  the  benefit  of  any  private  individual  and 
provided  that  the  premises  affected  are  to  be  used  ex¬ 
clusively  by  such  corporation  or  association  for  one  or 
more  such  purposes. 


b.  The  provisions  of  this  section  shall  not  apply  if  a 
municipal  department  or  agency  of  the  city  is  the  appli¬ 
cant  or  appellant  before  the  board  of  standards  and 
appeals. 

§2.  This  local  law  shall  take  effect  on  July  1,  1962. 
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Fire  Drill  Rules,  Adopted  by  the  Board  of  Standards  and  Appeals,  October  5,  1923 


(593-23-SR) 

DEFINITION  OF  “FIRE  DRILL” 

The  method  and  practice  of  the  systematic  and  orderly 
vacating  of  a  building  by  its  occupants  in  case  of  emergency, 
panic  or  fire  in  the  least  possible  time — by  the  nearest  safe 
means  of  exit — and  the  use  of  fire  appliances  which  shall 
be  provided  for  the  extinguishing  or  retarding  of  fire  and 
the  safeguarding  of  human  life. 

Rule  1. 

In  all  buildings  as  defined  in  Article  1,  Section  10  of  the 
Labor  Law  in  which  fire  drills  are  required  pursuant  to 
Section  279  thereof  and  in  any  other  building  in  which  such 
drills  are  required  by  the  Fire  Commissioner  pursuant  to  the 
power  conferred  in  section  491  of  the  New  York  City  Char¬ 
ter,  it  shall  be  the  duty  of  the  owners,  lessees  or  tenants  to 
conduct  fire  drills  monthly  and  at  such  other  times  as  the 
Fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the  owner 
or  tenants  shall  appoint  from  among  their  employees  such 
responsible  and  dependable  persons,  male  or  female,  who 
shall  efficiently  perform  the  duties  of  the  various  positions 
of  the  fire  drill  organization,  as  specified  on  the  accom¬ 
panying  chart. 

It  shall  be  the  duty  of  the  owner  or  tenant  to  enter  in 
the  blank  spaces  provided  for  that  purpose  in  said  chart 
the  names  of  persons  so  selected  and  post  said  chart  and 
copies  of  the  rules  in  a  conspicuous  place. 

FIRE  DRILL  ORGANIZATION 

Premises  . 

Name  of  concern . 

Building  No . Story  . 

FOREMAN  OR  PERSON  IN  CHARGE 
Regular  Substitute 


WATCHMAN 


MALE  SEARCHER 


FEMALE  SEARCHER 


STREET  ALARM  BOX  RUNNER 


FIRE  BRIGADE 


EXIT  GUARDS 
.  Exit . 

ti 
« 

« 

U 

Squad  Monitors 
. Squad  No.  1.... 

«  it 

a  it 

u  it 

a  u 

a  a 

Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  enforce 
and  have  full  charge  of  the  “Fire  Drill”  in  every  factory 
on  each  floor.  Each  day  before  work  is  begun  he  shall 
see  that  extinguishers,  fire  hose,  fire  buckets,  etc.,  are  in 
readiness  for  use,  exit  doors  are  unlocked,  aisles  are  free 
from  obstruction,  that  stairways,  halls,  etc.,  are  properly 
lighted,  and  shall  remedy  any  dangerous  condition  found 
to  exist.  Immediately  after  work  is  commenced  he  shall 
check  up  the  Fire  Drill  Organization  list  and  note  if  the 
regularly  assigned  persons  are  present;  if  any  are  found 
to  be  absent,  he  shall  assign  other  employees  (if  prac¬ 
ticable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc. 


He  shall  be  familiar  with  the  operation  and  location  of 
the  interior  alarm  signal  box  on  his  floor. 

He  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintendent 
or  other  person  in  charge  of  the  building  and  advise  him 
of  the  fact.  The  (Floor  Captain’s)  Foreman’s  orders  are 
final  as  to  the  carrying  out  of  the  fire  drill  on  his  particular 
floor. 

Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windows 
are  closed  so  as  to  prevent  the  spread  of  fire.  The 
WATCHMEN  shall  be  the  only  persons  permitted  to  re¬ 
main  on  the  floor  during  the  progress  of  a  fire  drill  and 
do  so  at  their  own  risk.  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  In  special 
cases,  however,  extra  watchmen  may  be  assigned  by  con¬ 
sent  in  writing  from  Fire  Commissioner. 

Rule  4.  Duties  of  Searchers 

The  MALE  AND  FEMALE  SEARCHERS  shall  search 
all  toilets,  dressing  rooms  and  emergency  rooms  used  and 
frequented  by  their  sex  and  all  other  portions  of  the  floor 
and  order  all  persons,  except  those  authorized  to  remain,  to 
leave  the  premises.  They  are  to  take  care  of  and  assist 
all  persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediately  after 
the  last  squad  leaves. 

Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET-ALARM-BOX-RUNNER  shall  be  famil¬ 
iar  with  the  location  of  the  nearest  city  fire  alarm  box  and 
know  how  it  is  operated. 

In  ordinary  practice  fire  drills  the  STREET-ALARM- 
BOX-RUNNER  shall  report  to  the  Foreman  for  orders, 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  of  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET- 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm  box 
and  send  in  the  fire  alarm. 

Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  arrival 
of  the  Fire  Department,  any  fire  that  may  occur.  When  it 
is  necessary  for  the  fire  brigade  to  respond  to  different 
floors  in  the  building  they  shall  not  use  the  stairways  or 
fire  escapes  while  the  occupants  are  escaping  from  the 
premises. 

Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all  exit 
doors  leading  to  fire  escapes,  stairways,  and  other-  means 
of  escape  immediately  upon  the  sounding  of  the  alarm. 
There  shall  be  two  guards  for  each  exit,  if  practicable; 
one  to  stand  in  the  hallway  holding  back  the  door  and  the 
other  directly  inside  on  the  floor.  They  are  to  keep  the 
exit  doors  open  and  direct  the  movements  of  the  persons 
using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  station. 
Then  close  their  doors  and  pass  out  of  the  building.  Upon 
signal  for  the  occupants  to  return,  EXIT  GUARDS  shall 
take  their  designated  stations  and  remain  there  until  all 
persons  have  returned  to  their  respective  floors. 

Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  not 
more  than  thirty  to  each  squad.  They  shall  see  that  all 
aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  respec¬ 
tive  squads  to.  the  exit  assigned,  and  then  march  up  or 
down  the  stairs  or  to  other  exits  as  directed  by  the 
EXIT  GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interfer¬ 
ence  with  fire  apparatus.  When  the  proper  signal  is  given 
they  shall  return  to  their  respective  floors  at  head  of  their 
squads. 
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WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board 

First,  That  if  they  do  not  appear  in  person  or  by  rei>- 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 

of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  sudi 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each — add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT - 
ABLE. 
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COURT  DECISION 

Matter  of  Hirschfeld  vs.  Board — On  July  10,  1962,  the  Board 
denied  his  applications,  based  on  the  decisions  of  the  Borough 
Superintendent,  to  permit  in  a  business  use  district,  the  erection  of 
a  four  story  and  cellar  building  for  use  as  an  open  type  parking 
garage  under  Calendar  Number  1S15-61-BZ ;  also  under  Calendar 
Number  1816-61-A  in  regard  to  opening  in  rear  of  building; 
Premises  166-172  West  58th  Street,  south  side,  125  feet  east  of 
Seventh  Avenue,  Block  1010,  Lots  57,  58,  58%  and  59  Borough  of 
Manhattan. 


Hugh  P.  Fox 
Samuel  L.  Becker 
Joseph  B.  Klein 

C  o  mmissioners. 


William  A.  Nolan,  Director 
Solomon  Sheer,  Deputy  Director 

James  P.  Mulroy,  Secretary 


John  B.  Cincotta,  Chief  Clerk 


At  Supreme  Court  Special  Term,  Part  I,  Mr.  Justice  Nathan 
stated,  as  folows : 

“Accordingly,  the  determination  of  respondents  denying  re¬ 
hearing  and  reargument  of  the  application  of  August  20,  1962, 
is  annulled  as  being  unreasonable,  arbitrary  and  not  in  con¬ 
formance  with  the  provisions  of  the  new  Zoning  Resolution  and 
this  matter  is  remanded  back  to  respondents  with  the  direction 
that  rehearing  and  reargument  is  to  be  granted  and  a  deter¬ 
mination  made  not  inconsistent  with  the  Zoning  Resolution 
in  effect  prior  to  December  16,  1961.” 

(N.  Y.  Law  Journal,  February  13,  1963,  page  14). 

At  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  Nathan 
rendered  the  following  decision : 

“Motion  is  granted  to  the  extent  that  leave  is  granted  to 
appeal  from  the  order  made  and  entered  herein  on  February  7, 
1963,  and  is  in  other  respects  denied.  Respondents  are  directed 
to  prosecute  their  appeal  expeditiously.” 

(N.  Y.  Law  Journal,  March  19,  1963,  page  15). 

The  Appellate  Division,  First  Judicial  Department,  By  Breitel, 
J.  P.  ;  Rabin,  Stevens,  Steuer  and  Bergan,  JJ,  in  Proceeding  6228, 
Matter  of  Hirschfeld,  pet-res  (Foley,  res-ap)  rendered  the  following 
decision  : 

“Order,  entered  on  February  7,  1963,  unanimously  reversed, 
on  the  law,  and  the  petition  dismissed,  with  $20  costs  and 
disbursements  to  appellants.  Opinion  per  curiam.” 

(N.  Y.  Law  Journal,  July  3,  1963,  page  5) 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York  13,  N.  Y. 

Telephone — 566-5 1 74. 
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DOCKET 

New  Cases  filed  up  to  September  24,  1963 
Cal.  No.  Dept.  Premises  Affected 

719- 63-SM — Century  concrete-sand,  manufactured  by 
Century  Transit  Mix,  Inc.  Material. 

720- 63-SM— Sand,  fine  aggregate  manufactured  by  Sayer 
&  Fisher  Co.  Material. 


721-63-A — F.D. — 345  Greenwich  Street,  east  side,  75.4 
feet  north  of  Jay  Street,  Block  180  Lot  22,  Borough 
of  Manhattan,  F.D.  Order  No.  487736,  re-  sprinkler 
system.  sdtisiL-J 


722-63-BZ — B.M. — 123  West  79th  Street,  north  side,  200 
feet  west  of  Columbus  Avenue,  Block  1210,  Lot  24, 
Borough  of  Manhattan,  Alt.  318-63,  re-  Change  in  use 
of  medical  building,  RIO  district. 


723-63- A — B.M. — 123  West  79th  Street,  north  side,  200 
feet  west  of  Columbus  Avenue,  Block  1210,  Lot  24, 
Borough  of  Manhattan,  Alt.  318-63,  re-  change  in  use, 
doctor’s  offices  in  medical  building. 


724-63-A — F.D. — 439  East  75th  Street,  north  side,  100 
feet  west  of  York  Avenue,  Block  1470,  Lot  21,  Borough 
of  Manhattan,  F.D.  Order  1275-3  re-  sprinkler  system. 


734-63- A — B.B. — 590  Sheffield  Avenue,  west  side,  100 
feet  south  of  Riverdale  Avenue,  Block  3838,  Dot  18, 
Borough  of  Brooklyn,  N.B.  735-737-63,  re-  pre  fab 
construction. 


735-63-A _ B  Bx  —  968  Cauldwell  Avenue,  northeast 

corner  of  East  163rd  Street,  Block  2632,  Lot  27,  Borough 
of  the  Bronx,  N.B.  577-581-63  re-  pre  fab  construction. 


736-63-A _ B  Bx  —  1201  Intervale  Avenue,  southwest 

corner  of  Freeman  Street,  Block  2973,  Lot  1,  Borough 

XT  D  r *7A  'X  _  _ _ _  L  n/-vn pfrnr*fir\n 


737-63- A — B.Bx. — 8-10  Trinity  Avenue,  northeast  corner 
of  East  158th  Street,  Block  2637,  Lots  1  and  10,  Borough 
of  the  Bronx,  N.B.  575-576-63,  re-  pre  fab  construction. 


738-63-A— F.D.— 68-02  to  68-28  Fresh  Meadow  Lane 
from  68th  to  69th  Avenues,  174-20  68th  Avenue,  174-23 
69th  Avenue,  Block  6928,  Lot  56,  Flushing,  Borough  of 
Queens,  F.D.  Order  No.  1454-3,  re-  sprinkler  system. 


739-63-A— F.D.  — 1465-1467  and  597-599  7th  Avenue, 
southwest  corner,  and  158-162  West  42nd  Street,  Block 
994,  Lot  58,  Borough  of  Manhattan  ,F.D.  Order  91-3, 
rp.  snrinkler  svs'tem. 


740-63-SA — Cleveland  Smoke  Indicators  and  contractors 
manufactured  by  Cleveland  Controls,  Inc.  Appliance. 


725- 63-A— F.D. — 431-435  West  16th  Street,  north  side,  741-63-A— B.Q.— 242-02  61st  Avenue,  southeast  corner 

448  10  feet  west  of  9th  Avenue,  Block  714,  Lot  16,  0f  241st  Street,  Block  8291,  Lot  100,  Douglaston,  Borough 

Borough  of  Manhattan.  F.D.  Order  2451-3,  re-  gasoline  of  Queens,  Revocation  of  Permit  No.  4662-3. 

pump.  - 

-  742-63-A— B.Q.— 126-128  150th  Street,  northwest  corner 

726- 63-SM — T extone  panels,  manufactured  by  United  o{  gutter  Avenue,  Block  12104,  Lots  1  and  60,  Jamaica, 

States  Gypsum  Company,  Material.  Borough  of  Queens,  N.B.  1473-1474-63,  re-  pre  fab  con- 

_ _  struction. 


727-63- A — B.B. — 88  Woodbine  Street,  southeast  corner 
of  Evergreen  Avenue,  Block  3358,  Lot  1,  Borough  of 
Brooklyn,  N.  B.  695-698-63  re-  pre  fab  construction. 


728-63-A — B.B. — 2781  Pitkin  Avenue,  north  side,  from 
Crescent  to  Hemlock  Streets,  Block  4216,  Lot  1,  Bo¬ 
rough  of  Brooklyn,  N.B.  712-716-63,  re-  pre  fab  con¬ 
struction. 


729-63- A — B .B . — 720  Dumont  Street,  south  side  from 
Wyona  to  Vermont  Streets,  Block  3808,  Lot  14,  Borough 
of  Brooklyn,  N.B.  731-734-63,  re-  pre  fab  construction. 


730-63-A — B.B.  —  705  Evergreen  Avenue,  northeast 
corner  of  Moffat  Street,  Block  3446,  Lot  1,  Borough  of 
Brooklyn,  N.B.  709-711-63,  re-  pre  fab  construction. 


731-63-A— B.B.  —  1001  Herkimer  Street,  northwest 
corner  of  Howard  Avenue,  Block  1548,  Lot  19,  Borough 
of  Brooklyn,  N.B.  717-725-63,  re-  pre  fab  construction. 


743-63-S  A — T  emco  Wall  Heaters,  Models  WV35-1, 
WV60-1,  AVW50-2,  manufactured  by  Temco  Inc.  Ap¬ 
pliance. 


744-63-A — F  D.— 143  West  27th  Street,  north  side,  274.10 
feet  east  of  Seventh  Avenue,  Block  803,  Lot  14,  Borough 
of  Manhattan.  Violation  Order  546844,  re-  sprinkler 
system. 

Restored  to  Docket 


615-60-BZ— B.Q.— 84-02  to84-46  (84-10  official)  South 
Conduit  Avenue,  south  side,  from  84th  Street  to  86th 
ctreet  84-01  84-27  and  85-01  to  85-19  149th  Avenue 
and  137  41  to  137-51  84th  Street,  137-44  to  137-50  86th 
Street,  Block  11390,  Lots  1,  11  and  25,  Aqueduct,  Bor¬ 
ough  of  Queens,  reopened  for  consideration  as  to  ex¬ 
tension  of  term  of  variance,  re-  sale  and  display  of  new 
and  used  cars  with  a  10  foot  attendant’s  shanty  and 
the  parking  and  storage  of  less  than.  150  motor  vehicles 
nrtri  hndne^  sffins — residence  use  district. 


732-63-A— B.B. —6302  Avenue  U,  southwest  corner  of 
East  64th  Street,  Block  8464,  Lot  1,  Borough  of  Brook¬ 
lyn,  N.H.  726-730-63,  re-  pre  fab  construction. 


733-63-A — B.B. — 208  N.  Fifth  Street,  southeast  corner 
of  Roebling  Street,  Block  2345,  Lot  1,  Borough  of 
Brooklyn,  N.B.  699-708-63,  re-  pre  fab  construction. 


05-48-BZ— B.Bx.— 1733-1737  Gunhill  Road  and  1803- 
805  Allerton  Avenue,  southeast  corner,  Block  4806, 
.ots  1  and  6,  Borough  of  The  Bronx,  N.B.  409-48, 
eopened  for  consideration  as  to  extension  of  term 
-ariance,  re-  gasoline  service  station  and  motor  vehicle 
epair  shop — business  use  district. 
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1083-47-BZ  Vol.  IV  —  B.M.— 327-337  East  105th  Street, 
north  side,  225  feet  west  of  First  Avenue,  Block  1677, 
Lots  14,  15  and  17,  Borough  of  Manhattan,  Amendment 
to  Alt.  1610-59,  reopened  for  consideration  as  to  exten¬ 
sion  of  time  to  complete,  re-  erection  of  two  story  ad¬ 
dition  to  the  one  story  building  to  be  used  for  light 
manufacturing,  etc.  —  residence  use  district. 


RULES 

Arc  and  Gas  Welding  and  Oxygen 

Cutting  . . . Nov.  27,  1956. 

Cements,  Air  Entraining  Portland, 

Rules  for  Approval  and  Use  of..  April  12,  19S5 
Cements,  Blended,  Rules  for  Test- 

ing  and  Use  of . Mar.  15,  1955 — Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 

form  . . Dec.  28,  1943— Vol.  28,  No.  52A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

_  Use  of  . Dec.  10,  1962. 

Concrete  Rules  CHydrated  Lime).  Aug.  3,  1937 — Vol.  22,  No.  31 
Coin-Operated  Dry  Cleaning  Es-  J  J  j  1 
tablishments,  Rules  Covering  ...  Oct.  3,  1963 — Vol.  48  No.  40 
Dry  Cleaning  Establishments,  Rules 

Covering  - . .  Oct.  3,  1963 — Vol.  48  No.  40 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . . July  20,  1962. 

Exterior  Veneering  Materials, 

F*U.eS  lor.  . .  11,  1952 — Vol.  37,  No.  11A 

Factory  Exit  Rules  . Feb.  22,  1955. 

Fire  Alarm  Rules  (Interior)  . May  1963 

Fjre  Drill  Rules  .  .  .  June  20,  1963— Vol.  48,  No.  25 

r  ire  Resistive,  Flameproof  Ma¬ 
terials,  etc.,  Rules  for  Testing  of  Jan.  31,  1963 — Vol.  48,  No.  5 

P™tectl0n  •  • • :  •  •  •  •  •  •  •  •  June  5,  1928 — Vol.  13,  No.  23 
Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.280  of  The  Labor 

T  Laiw?-  . May  2S»  1961— Vol.  46,  No.  21 

Insulating  Fibre  Board  Rules - Mar.  25,  1952 — Vol.  37,  No.  13A 

Oil  Burner  Rules  . June  1,  1962. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of .  May  27,  1954, 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  .  Mar.  20,  1960. 

Procedure,  Rules  of  . Jan.  17,  1963— Vol.  48,  No.  3 

Smoking  in  Factories,  Rules  for..  Apr.  25,  1963 — Vol.  48.  No  17 
Spraying  and  Drying  of  Paints, 

Varnishes  Lacquers,  etc . May  2,  1963— Vol.  48,  No.  18 

Sprinkler,  Rules  . . June  29.  1937— Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  ..  Sept.  3,  1946 — Vol.  31,  No.  36 

DESIGNATIONS:  B. — Department  of  Buildings;  B.B. — Depart- 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings 
Manhattan:  B.Q.— Department  of  Buildings,  Queens;  BR  — 
?TrTat  of  Buildings,  ,  ?1C^raond:  B.Bx.— Department  of  Build 
ing>,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department, 


OCTOBER  8,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  8,  1963,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the  fol¬ 
lowing  matters. 


468-63-BZ 

APPLICANT— Sawyer,  Sullivan  and  Ryan  for  Texaco, 
Incorporated,  owner;  Harold  Friedman  Service  Sta¬ 
tion,  lessee. 

SUBJECT  Application  May  29,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  district,  at  an 
existing  automotive  station  previously  granted  by  the 
Board,  the  enlargement  in  the  lot  area  and  floor  area. 

^^U^U^ES  AFFECTED — 796-808  Utica  Avenue,  736- 
746  Linden  Boulevard,  southwest  corner,  Block  4675, 
Lots  6  and  10,  Borough  of  Brooklyn. 


504-63-BZ 

APPLICANT — Halpern  and  Hurley  for  Frances  P.  Head- 
ley,  owner. 


SUBJECT — Application  June  17,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R2  district,  the  erec¬ 
tion  of  a  one  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area,  encroaches  on  the  required 
front  yard  and  with  a  garage  within  the  required  side 
yard  and  open  space. 

PREMISES  AFFECTED— 219-02  132nd  Road,  132-27 
219th  Street,  southeast  corner,  Block  12929,  Lot  40, 
Springfield  Gardens,  Borough  of  Queens. 


529-63-BZ 

APPLICANT — Zachary  Rosenfield  for  New  York  City 
Housing  Authority,  owner. 

SUBJECT — Application  June  15,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-643  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  the  erec¬ 
tion  of  a  two  story  community  center  facility  within 
an  existing  housing  development  that  increases  the  de¬ 
gree  on  non-compliance  as  to  lot  area  per  room. 

PREMISES  AFFECTED— 1619  East  174th  Street, 
super-block  bounded  by  East  174th  Street,  Bronx 
River  Avenue  and  Harrod  Avenue,  Block  3886,  Lot  2, 
(Bronx  River  Houses),  Borough  of  The  Bronx. 


566-63-BZ 

APPLICANT— Lama,  Proskauer  and  Prober  for  Wil¬ 
liam  E.  Kleinhenz,  owner. 

SUBJECT— Applicaiton  July  9,  1963— decision  of  the 
Borough  Superintendent,  under  Section  11-412  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C2-2 
and  R3-2  district,  the  enlargement  and  extension  in 
area,  of  an  existing  automotive  service  establishment 
previously  granted  by  the  Board. 

PREMISES  AFFECTED— 205-01  to  205-19  (205-11  offi¬ 
cial)  Northern  Boulevard  north  side,  from  205th  Street 
to  Clear  View  Expressway,  43-10  to  43-46  Clearview 
Expressway,  43-27  to  43-35  205th  Street,  Block  6269, 
Lot  20  (formerly  20  and  part  of  9)  Bayside,  Borough 
of  Queens. 


374-53-BZ 

APPLICANT — Mazza  and  Seccia  for  Broadcham  Real¬ 
ties,  Inc.,  owner. 

SUBJECT— Application  reopened  September  10,  1963  for 
consideration — to  extension  of  term  of  variance  ex¬ 
pired  July  17.  1963— decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7f  of  the  Zoning  Resolution,  permitting  in  a  retail  use 
district,  the  cellar  and  basement  of  existing  building  to 
be  used  for  garage  for  more  than  five  motor  vehicles 
and  storage. 

PREMISES  AFFECTED — 280-286  Broadway,  east  side, 
from  Chambers  to  Reade  Streets,  53-63  Chambers 
Street  and  37  Reade  Street,  Block  153,  Lot  1,  Borough 
of  Manhattan. 

474-56-BZ 

APPLICANT — Morris  Avenue  Parking  Company,  Inc., 
owner. 

SUBJECT — Application  reopened  September  10,  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  September  17,  1963 — decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  a  parking  lot  for  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 1245-1257  Morris  Avenue, 
west  side,  300  feet  north  of  East  167th  Street,  Block 
2450,  Lot  42,  Borough  of  The  Bronx. 
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1461-61-BZ  ,  ,  T 

APPLICANT— Charles  M.  Spindler  for  Joseph  La- 
Capro,  owner.  , 

SUBJECT — Application  reopened  September  10,  \J  or 
consideration  as  to  extension  of  time  to  complete,  e.  - 
nired  April  3  1963 — decision  of  the  Borough  Superin- 
?endenC  previously  granted  on  condition  un  er  Sec¬ 
tion  7c  of  the  Zoning  Resolution,  permitting  in  a  busi 
ness  and  residence  ufe  district,  within  the  business  por¬ 
tion  of  the  premises,  the  reconstruction  and  extension 
of  the  uses  of  an  existing  gasoline  serv^e,  st^1°  car 
include  motor  vehicle  repairs  with  hand  tools  only 
washing-  lubrication  and  the  extension  of  the  paiki  g 
area  into  the  residence  portion  of  the  premises  or  a 
cessory  parking,  with  a  ground  sign. 

PREMISES  AFFECTED  145-31  (145-15  official)  Rock- 
awav  Boulevard,  northwest  corner  of  in  wood  street. 
Block  12048,  Lot  77,  South  Ozone  Park,  Borough  o 

Queens. 


The  following  cases  were  laid  over  f™m 

lie  hearings  for  reasons  published  in  the  MINUTES  o 

such  hearings. 

340  63~BZ 

APPLICANT— Max  Siegel  Associates  for  333  East  69  th 
Street  Corporation,  owner;  333  Garage  Corporation, 
garage  lessee.  ...  ,  ., 

SUBJECT— Application  April  19,  1963— decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  a  C2-8  and  R 
district,  for  a  term  of  fifteen  years,  the  use  of  transient 
narking  for  the  unused  and  surplus  tenants  spaces 
an  existing  multiple  dwelling  accessory  garage. 

PREMISES  AFFECTED  — 325-339  East  69th  Street, 
north  side,  99  feet,  2  inches  west  of  First  Avmue, 
Block  1444,  Lot  15,  Borough  of  Manhattan. 

Hearing  closed— Laid  over  from  June  18,  1963  to  July  2, 
1963,  for  inspection  and  decision  then  to  October  8, 
1963,  for  decision  at  the  request  of  the  applicant. 


341-63-A 

APPI  ICANT — Max  Siegel  Associates  for  333  East  69th 
Street  Corporation,  owner;  333  Garage  Corporation, 
garage  lessee. 

SUBJECT — Application  April  19,  1963 — Filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re  tran¬ 
sient  parking.  ,  Cj_  . 

PREMISES  AFFECTED— 325-339  East  69  h  Street, 
north  side,  99  feet,  2  inches  west  of  First  Avenue, 
Block  1444,  Lot  15,  Borough  of  Manhattan. 


502-63-BZ 

APPLICANT —  Haus  and  Bresin  for  Golden  Date 
Motor  Inn,  Incorporated,  owner. 

SUBJECT— Application  June  14,  1963— decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  C2-1  district,  the 
maintenance  of  a  business  sign,  that  exceeds  the  per¬ 
mitted  surface  area  and  the  permitted  height. 

PREMISES  A F F E CT ED — 3867-389 1  Shore  Parkway, 
2754-2772  Knapp  Street,  northwest  corner,  Block  8bU6, 
Lot  17,  Borough  of  Brooklyn. 

Hearing  closed— Laid  over  from  September  10,  1963  to 
October  8,  1963,  for  inspection  and  decision;  and  tor 
applicant  to  consider  submitting  a  new  proposition  and 
for  discussion  with  the  Building  Department. 


503-63- A  ,  _  ..  r.a 

APPLICANT— Haus  and  Bresin  for  Golden  Date 
Motor  Inn  Incorporated,  owner. 

SUBTECT — Application  June  14,  1963— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-ground 

PREMISES  AFFECTED -3867-3891  Shore  Parkway, 

^  2754-2772  Knapp  Street,  northwest  corner,  Block  8806, 
Lot  17,  Borough  of  Brooklyn. 

223-63-BZ  ,  ,  ,T  . 

APPLICANT— Leonard  F.  Rothkrug  for  Charles  Mot- 
tola,  Lincolndale  Homes,  Inc.,  Mario  Avallone  and 
Frank  Calabro,  owners.  .  . 

SUBJECT— Application  March  13,  1963— decision  °r  jjje 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  and  Cl-3  dis 
trict,  the  relocation  and  reconstruction  of  an  automo¬ 
tive  service  station  with  accessory  uses  including  auto¬ 
matic  car  washing. 

PREMISES  AFFECTED  3217  White 

northwest  corner  of  Burke  Avenue,  Block  4595,  Lo 
42,  44,  46  and  48,  Borough  of  The  Bronx. 

Hearing  Closed.  Laid  over  from  July  23,  1963  to  Sep¬ 
tember  17  1963,  for  decision  at  the  request  of  the 

applicant;  then  to  October  8,  1963,  for  applicant  to 
submit  revised  drawings  and  for  decision. 

512-63-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Thomas  J.  and 
Thelma  D.  Ormsby,  owners.  .  . 

SUBJECT— Application  June  18,  1963— decision  of  t  e 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit,  m  a  R4  district,  the 
erection  of  a  one  story  enlargement  to  an  existing 
dwelling  that  encroaches  on  the  required  front  and 
side  yards  and  increases  the  degree  of  non-compliance. 

PREMISES  AFFECTED — 3226 £andaU  Avenu%south- 
east  corner  of  Wilcox  Avenue,  Block  5485,  Lot  -5,  Bo 
rough  of  The  Bronx. 

Hearing  closed— Laid  over  from  September  24,  1963  to 
October  8,  1963,  for  inspection  and  decision. 

388-63-RZ  . 

APPLICANT — Lindenbaum  and  Young  for  Martin  L. 
Baron,  owner. 

SUBJECT— Application  May  6,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the 
maintenance  of  aparking  lot  opposite  the  Worlds 
Fair  for  a  temporary  term  of  three  (3)  years. 

PREMISES  AFFECTED— 58-05 

southeast  corner  of  58th  Avenue,  Block  6353,  Lots 
1,  2,  3  and  4,  Flushing,  Borough  of  Queens. 

Hearing  closed— Laid  over  from  September  10,  1963  to 
September  24,  1943,  for  inspection  and  decision;  then  to 
October  8,  1963,  for  decision;  applicant  to  file  revised 

draWmg'  MAX  H.  FOLEY,  Chairman. 


OCTOBER  8,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesdav  afternoon,  October  8,  19d3-  a*  2  ^cl£ck  *  tne 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 

following  matters: 

843-61-A 

APPLICANT— Broadfrank  Companv  for  Mark  Ten- 
nenbaum,  Emil  Tanner  and  Leo  Beller,  owners. 
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SUBJECT — Application  June  6,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 359  Broadway,  west  side,  54 
feet  3^  inches  south  of  Franklin  Street,  Block  174, 
Lot  33,  Borough  of  Manhattan. 


1209-61-A 

APPLICANT — Bernard  J.  Gillroy  for  Samstan  Realty, 
Incorporated,  owner  Maxwell  Lumber  Company, 
lessee. 

SUBJECT — Application  July  27,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 510-512  West  24th  Street, 
south  side,  175  feet  west  of  Tenth  Avenue,  Block  695, 
Lots  45  and  46,  Borough  of  Manhattan. 


834-61-A 

APPLICANT — Robert  Teichman  for  Filman  Realty 
Company  c/o  Henry  J.  Kohlman  (Co-owner). 

SUBJECT— Application  May  26,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 122  West  21st  Street,  south 
side,  272  feet  west  of  Avenue  of  the  Americas,  Block 
796,  Lot  53,  Borough  of  Manhattan. 


962-61-A 

APPLICANT — Roth  and  Company  for  J.  I.  and  R. 
Realty  Corporation,  owner. 

SUBJECT— Application  June  22,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED  —  56  Orchard  Street,  east 
side,  150  feet  south  of  Grand  Street,  Block  309,  Lot  7, 
Borough  of  Manhattan. 


1006-61-A 

APPLICANT — James  N.  Wells’  Sons,  Incorporated  for 
Ross  F.  Eadie  and  Robert  L.  Graham  Jr.  as  Trustees 
under  will  of  Clement  Moore  Ogden,  owner;  B.  Man- 
del  and  Company,  lessee. 

SUBJECT— Application  June  28,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 517-519  West  19th  Street, 
north  side,  225  feet  west  of  10th  Avenue,  Block  69l’ 
Lot  22,  Borough  of  Manhattan. 


1007-61-A 

A  PPL  I  CANT— -James  N.  Wells’  Sons,  Incorporated,  for 
Ross  F.  Eadie  and  Robert  L.  Graham  Jr.,  as  Trustees 
under  will  of  Clement  Moore  Ogden,  owner;  Jacob 
Rice  Glass  Company,  Incorporated,  lessee. 

SUBJECT— Application  June  28,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 525  West  23rd  Street,  north 
side,  250  feet  west  of  10th  Avenue,  Block  695,  Lot  25 
Borough  of  Manhattan. 

306-61-A-Vol.  II 

APPLICANT— Joseph  Lau  for  Gallo  and  Wistrand 
owners;  Unity  Warehouse  Company,  Incorporated 
lessee. 


SUBJECT — Application  reopened  March  12,  1963  as 
Volume  II — Appeal  from  a  decision  of  the  Fire  Com¬ 
missioner,  re-  Sprinkler  system. 

PREMISES  AFFECTED — 387-391  Greenwich  Street, 
east  side,  24  feet,  11  inches  north  of  North  Moore 
Street,  69  North  Moore  Street,  Block  188,  Lot  10, 
Borough  of  Manhattan. 


987-61-A-Vol.  II  .. 

APPLICANT — Henry  Nordheim  for  Stephen  Sozensky, 
owner. 

SUBJECT— Application  reopened  April  30,  as  Volume 
II — Appeal  from  an  order  and  a  decision  of  the 
Borough  Superintendent,  re-  Cellar  Apartment. 

PREMISES  AFFECTED — 1864  White  Plains  Road, 
east  side,  1 19.82  feet  south  of  Rhinelander  Avenue 
Block  4050,  Lot  34,  Borough  of  the  Bronx. 


1002-61-A 

APPLICANT — Peter  A.  Canevari  for  Salvatore  Cuccia 
of  G.  Cuccia  and  Sons,  owner. 

SUBJECT  Application  June  28,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 124  West  Houston  Street, 
north  side,  25  feet  west  of  Sullivan  Street,  Block  525,’ 
Lot  21,  Borough  of  Manhattan. 


1088-61-A 

APPLICANT — A.L.  Seiden  for  Ohmeis  Bros  and  Batch- 
elder,  owners;  B  and  G  Foods,  Incorporated,  lessee. 

SUBJECT— Application  July  11,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 140  Fulton  Street,  south 
side,  215  feet  4%  inches  east  of  Broadway,  Block  79, 
Lot  27,  Borough  of  Manhattan. 


1163-61-A 

APPLICANT  Samuel  Carr  for  Rudi  Realty  Company, 
owner. 

SUBJECT  Application  July  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 19  West  38th  Street,  north 
side,  355  feet  west  of  5th  Avenue,  Block  840,  Lot  30, 
Borough  of  Manhattan. 


1175-61-A 

APPLICANT — Ralmore  Realty  Corporation,  owner. 

SUBJECT  Application  July  20,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner — re 
sprinkler  system. 

PREMISES  AFFECTED — 89  East  Broadway,  south 
side,  186  feet  3  inches  east  of  Market  Street,  Block  282 
Borough  of  Manhattan. 


1222-61-A 

APPLICANT — Daub  and  Daub  for  Estate  of  Esther 
Jonas,  owner. 

SUBJECT — Application  July  18,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED— 169  Mercer  Street,  west 
side,  125  feet  south  of  West  Houston  Street,  Block 
513,  Lot  22,  Borough  of  Manhattan. 
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APPLICANT- — Joseph  Schechter  for  243  South  Street 

JU  E CT° r 31,  1961-Appeal  from  an 
Smde?  aIraPdecis[rof  the  Fire  Comm.ss.oner  re- 

PREM|^FFnS?°7sfofSp0rke  Sultf™ 

Water  Street,  Bloc”  MB.  Lo,  3,  Borough  of  Manhattan. 


APPLICANT— Lama,  Proskauer  and  Prober  for  Jacob 
Goldstein  and  Louis  Silverstein,  owners. 

PREMISKyS^FECrED-119^Prm^S^t,^o^ 

side,  25  feet  east  of  Greene  Street,  Block  4yy, 

Borough  of  Manhattan. 

APPLICANT — Abraham  Dollinger  for  55  N .  Moore 
Street  Realty  Corporation,  owner,  The  Rugol 

SUBJECT — Application  May  23,  1961— Appeal  from  a’ 
order  and  a  decision  of  the  Fire  Commissioner  re- 

PF^MISEsT AFFECTED — 55-57  North  Moore  Street, 
north  side,  100  feet  9%  inches  west  of  Hudson  Street, 
Block  188,  Lot  1,  Borough  of  Manhattan. 

866-61-A  .  v  ,  - 

APPLICANT— Samuel  Rosenblum  for  Jennie  Yablon 
and  Mildred  Rosenberg,  owner. 

SUB TECT— Application  June  6,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system.  ,.  . 

PREMISES  AFFECTED  -640  Br°adway  southeast 
corner  of  Bleecker  Street,  Block  522,  Lot  14,  Borougn 
of  Manhattan. 

APPLICANT — Robert  Teichman  for  144  Duane  Street 
Corporation,  owner. 

SUBJECT— Application  June  14,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PPFMISES  AFFECTED  — 144  Duane  Street,  south 
side  116  feet  8  inches  east  of  West  Broadway,  Block 
146,’ Lot  17,  Borough  of  Manhattan. 


911-61-A 

APPLICANT — Joseph  Lau  for  Whitmord  Securities, 
owner. 

SUB  TECT — Application  June  15,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PPFMISES  AFFECTED— 164  Front  Street,  northeast 

PcoErnerof  Fletcher  Street,  Block  71,  Lot  36,  Borough 
of  Manhattan. 

929-61-A 

APPLICANT— Haro  Corporation,  owner. 

SUBJECT — Application  June  19,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


DD17UTc;rc  AFFECTED— 42  Cliff  Street,  east  side,  44 
P  inche^Sof Fulton  Street,  Block  95,  Lo,  41, 

Borough  of  Manhattan. 

appt  ttANT _ Pietro  Alurtto  for  Pietro  Alurtto  and 

A  Roh  Usa  AlurSo owners,  Pietro  Alurtto  and  Sons, 

cttp tfpt  Anolication  June  23,  1961— Appeal  from  an 
SUofdJerCaVaPdecS  if  the  Fire  Commissioner  re- 

pm  T  ^  F ^AFFECTED  —  798-800  East  New  York 
PREMISES  AFFECIBIJ  o{  t 

£££  Btock  ‘tM6?°Lotst644 and  67,  Borough  of 
Brooklyn. 

APPLICANT— Monaghan  and  Mattingly  for  Lispenard 
Realty  Corporation,  owner. 

cttrtfCT _ Application  June  26,  1961 — Appeal  from  an 

SUo?to  and  a  decision  if  the  Fire  Comm.ss.oner  re- 

PREMISESySAFFECTED  -  46-48  ^treet. 

north  side,  75  feet  east  of  Greene  Street,  Block  194, 
Lot  26,  Borough  of  Manhattan. 

996-61-A  .  ,  ,  ~ 

APPLICANT— Monaghan  and  Mattingly  for  Dav 
Bickerton  and  Sons,  Inc.,  owner. 

SUB  TECT— Application  June  26,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system.  , 

PREMISES  AFFECTED-50  LlsPe^rd  Street,  north 
side,  50  feet  east  of  Greene  Street,  Block  194,  Lot  27, 
Borough  of  Manhattan. 

929-62-A  T  -du, 

APPLICANT— Samuel  Rosenblum  for  Lau-Jer  Realty 

Corporation,  owner.  .  .  , 

SUB  TECT — Application  October  5,  1962  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED  30-32  East  21st 

side,  223  feet  east  of  Broadway,  Block  849,  Bot  ss, 
Borough  of  Manhattan. 

971-62-A  .  _  .  c  . 

APPLICANT— Max  Siegel  Associates  for  Perot-bedg- 
wick  Corporation,  owner. 

SUB  TECT — Application  October  19,  1962  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  fire  walls. 
PREMISES  AFFECTED  —  3065  Sedgwick  Avenue, 
V  southwest  corner  of  Perot  Street,  Block  3253,  Lot  215, 
Borough  of  the  Bronx. 


25-63-A  ,  ,  TT  . 

APPLICANT — L.  A.  Hunziker  for  The  Brooklyn  Union 

Gas  Company,  owner.  ,  ,  ,  _ 

SUBJECT— Application  January  9,  1962— Appeal  from 
decisions  of  the  Fire  Commissioner  re-  oil  pump,  Sche¬ 
dule  80  steel  pipe. 

PREMISES  AFFECTED-116-20  208th  Street  south- 

west  corner  of  116th  Avenue,  Block  11080,  Lot  1W, 
Cambria  Heights,  Borough  of  Queens. 

238-63-A 

APPLICANT— Robert  S.  Hanser  for  American  Grease 
Stick  Company,  owner. 
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SUBJECT— Application  March  20,  1963— Packaging  of 
combustible  Mixture  known  as  Mr.  Zip  Rust  Fighter 
in  1.6  oz.  plastic  containers — containers  not  in  conform¬ 
ity  with  Administrative  Code  requirements  of  New  York. 

541-63-A 

APPLi:CANT— Ifill  and  Johnson  for  Carver  Federal 
savings  and  Loan  Association,  owner. 

SUBJECT  Application  July  2,  1963 — Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  zoning  mat¬ 
ter — area  of  sign. 

PREMISES  AFFECTED — 71-75  West  125th  Street, 
north  side,  85  feet  east  of  Lenox  Avenue,  Block  1723 
Lot  5,  Borough  of  Manhattan. 


217-21-SR 

ADIepa1rttnent'~ C°mmiSSi0ner  Edward  ThomPson,  Fire 

SVuB^TECT7TEequest  for  amendment  to  Rules  covering 
the  Installation  and  Use  of  Oil  Burning  Equipment  and 
Storage  9ds  Used  in  Connection  Therewith 
adopted  by  the  Board  under  Cal.  No.  217-21-SR  bv 
adding  to  Rule  15.2.  y 


613-63-A 

APPLICANT— T.  R.  Galloway  for  Consolidated  Edison 
Company  of  New  York,  Incorporated,  owner. 

SUBJECT— Application  July  31,  1963— Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Fuel  Oil  Tanks 

PREMISES  AFFECTED — 35-08  to  35-58  Vernon  Bou¬ 
levard,  7-67  36th  Avenue,  northwest  corner,  Block  327 
i-ots  1  and  16,  Long  Island  City,  Borough  of  Queens. 


438-60-SR 

A  Edward  Thompson,  Fire 

SUBJECT— Request  for  amendment  of  the  Rules  Sup- 
plementing  the  Mandatory  Requirements  of  Section 
280  of  the  Labor  Law  as  Amended  by  the  New  York 

Laaws  ofeg1959tUre  by  Adoption  of  ChaPter  854  of  the 

MAX  H.  FOLEY,  Chairman 


633-63-A 

AKLI9\?T  ^ew  York  City  Transit  Authority  for 
City  of  New  York,  owner. 

SUBJECT— Application  August  13,  1963— Appeal  from 
a  decision  of  the  Fire  Commissioner — re-  Spray  Ex¬ 
haust  System.  v  y 

PREMISES  AFFECTED — Southwest  Corner  of  Ave- 
nue  X  and  Shell  Road,  Block  7188A,  Lot  40,  Borough 
of  Brooklyn.  6 

MAX  H.  FOLEY,  Chairman. 


NOTICE  OF  SPECIAL  MEETING 
OCTOBER  18,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Friday  morning  October  18,  1963,  at  10  o’clock  at  80  La 
fayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the  fol¬ 
lowing  matters: 

784-41-SR 

APPLICANT — Commissioner  Edward  Thompson,  Fire 
Department. 

SUBJECT— Request  for  Amendment  to  Rules  for  Erec¬ 
tion  Alteration,  Repair,  Excavation  For  and  Demoli- 

7Q°i\?fc§U,l  dmgS  ^opted  by  the  Board  under  Cal. 
784-41-SR  by  amending  Rule  2.2.2. 


OCTOBER  22,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
l  ueeday  morning  October  22,  1963,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y  on  the 
following  matters:  * 

1024-62-BZ — Vol.  II 

A?»P1jJC^NT-_R-eavis  and  McGrath  for  Trade,  Fifth 
Realty  Corporation. 

SUBJECT— Application  reopened  July  23,  1963  as  Vol- 

WinlTw6? iS1°f\uf  t5e  borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
LS-J  district,  the  erection  of  a  six  story  enlargement 
o  an  existing  five  story  building  previously  granted  by 

and  hXl  'XcT  Penetra‘e  'he  Sky  eXp°SUre  plane 

P7  6MwSE,SaAFUCTED-592-594  Fifth  Avenue,  and 

fnf  ^ieSR  48th  ?tr!e^V  SOu th  west  corner>  Block  1263, 
Lot  41,  Borough  of  Manhattan. 


547-63-BZ 

APPLICANT— Elias  K.  Herzog  for  Vera  Caddock 
owner.  ’ 

okLEJGGT— -Applica.tion  July  3,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R2  district,  the 
maintenance  of  a  one  family  dwelling  without  the 
required  parking  space. 

PREMISES  AFFECTED— 3283  Tierney  Place  west 
S!de,  187^  feet  south  of  East  177th  Street,  Block  5527! 
Lot  57,  Borough  of  the  Bronx. 


784-41-SR 

APPLICANT — Commissioner  Edward  Thompson  Fire 
Department.  ’ 

SUBJECT— Request  for  amendment  to  Rules  for  Erec¬ 
tion  Alteration,  Repair,  Excavation  For  and  Demoli- 

7R°4n4?fCDUKldmgS  adopted  by  the  Board  under  Cal. 
784-41-SR  by  amending  Rule  2.2.3. 


784-41-SR 

APPLICANT— Commissioner  Harold  Birns,  Depart¬ 
ment  of  Buildings. 

SUBJEiCT— Request  for  amendment  to  Rules  for  Erec- 

;|°n’  iteration,  Repair,  Excavation  For  and  Demoli- 

Sni,°QDBu[dmg1SJadoPnted  by  the  Board  under  Cal. 
784-41-SR  by  adding  Rule  7.5.19. 


650-63-BZ 

APPLICANT — Anthony  Signorielli  for  Domenioa  Sa- 
pienza,  owner. 

SUBJECT— Application  August  20,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R-2  district  the 
erection  of  a  one  family  dwelling  that  encroaches  on 
the  required  front  yard. 

PREMISES  AFFECTED — 147-10  12th  Avenue,  south¬ 
east  corner  of  147th  Street,  Block  4482,  Lot  1,  White- 
stone,  Borough  of  Queens. 


660-63-BZ 

APPLICANT-Larry  Meltzer  for  Jerome  Silverman, 
owner,  Crown  Shade  Cloth  Company,  lessee. 
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SUBJECT— Application  August  23,  1963— decision  of 
the  Borough  Superintendent,  under  S^1°,IJ 
the  Zoning  Resolution,  to  permit  in  a  R5  district,  the 
erection  of  a  one  story  extension  to  an  existing  no  - 
conforming  use  proposed  building  wdl  e: xc^< d 
maximum  floor  area  ratio,  deficient  in  tne  open 
space  ratio  and  encroach  on  the  required  rear  and 

PPFMISES  AFFECTED— Empire  Boulevard,  561, 
north  side,  224  feet  west  of  Kingston  Avenue,  Block 
1311,  Lot  159,  Borough  of  Brooklyn. 

615-60-BZ  . 

APPLICANT— Lama,  Proskauer  and  Prober  for  James, 
Dominick  and  Joseph  Garone,  owners. 

SUB TECT— Application  reopened  September  24,  _  19b 
for  consideration  as  to  extension  of  term  of  variance, 
exoires  September  26,  1963-decision  of  the  Borough 
Superintendent,  previously  granted  on  condition  under 
Section  7h  of  the  Zoning  Resolution,  permitting  l 
a  residence  use  district,  the  sale  and  display  of  new 
and  used  cars,  with  a  10  foot  by  10  f°ot  attendant  s 
shanty  and  the  pariang  and  storage  of  less  than  150 
motor  vehicles,  with  business  signs. 

PREMISES  AFFECTED — 84-02  to  84-46  (84-10  of¬ 
ficial)  South  Conduit  Avenue,  south  side,  from  84th 
c  Street  84-01  84-27  and  85-01  to  85-19 

H9th  Avenue and  137-41  to  137-51  84th  Street  137-44 
to  137-50  86th  Street,  Block  11390,  Lots  1,  H  and 
25,  Aqueduct,  Borough  of  Queens. 

505  48  7* 

APPLICANT — Philip  Kaufman  and  Harold  Kaufman, 

SUB  TECT — Application  reopened  September  24,  _  1963 
"  for  consideration  as  to  extension  of  term  of  variance, 
exoires  September  28,  1963— decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Sections  7f  and  7i  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  maintenance  of  a 
gasoline  service  station  and  motor  vehicle  repair  shop 
PREMISES  AFFECTED  1733-1737  Gunhil [  Road  and 
1803-1805  Allerton  Avenue,  southeast  corner,  Block 
4806,  Lots  1  and  6,  Borough  of  The  Bronx. 

1083-47-BZ  Vol.  IV 

APPLICANT — Wechsler  and  Schimenti  for  333  Bast 
105th  Street  Corp.,  owner. 

SUB  TECT— Application  reopened  September  24,  1903 

for  consideration  as  to  extension  of  time  to  complete 
expired  December  12,  1962— decision  of  the  Borough 
Superintendent,  previously  granted  on  condition  under 
Section  7a  of  the  Zoning  Resolution, _  permitting  in 
a  residence  use  district,  in  three  existing  attached 
buildings  occupied  as  a  laundry,  the  erection  of  a 
two  story  addition  to  the  one  story  building  used  for 
loading  and  storage,  the  new  extension  to  be  used 
for  light  manufacturing  in  conjunction  with  tne 
laundry. 

PREMISES  AFFECTED— 327-337  East  105th  Street, 
north  side,  225  feet  west  of  First  Avenue,  Block 
1677,  Lots  14,  15  and  17,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

949-61-A  t  .  __ 

APPLICANT — The  New  York,  New  Haven  and  Hart¬ 
ford  Railroad  Company,  owner;  Morrelli  Bros.,  lessee. 
SUBJECT — Application  June  21,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
standpipe  system. 

PREMISES  AFFECTED— Pier  39,  East  River,  foot 
of  Montgomery  Street,  Block  none,  Lot  none,  Bor- 
rough  of  Manhattan. 

835-62-A 

APPLICANT — Goldberg  and  Scutaro  for  Esther  Sacher, 
owner.  .  . 

SUB  TECT— Application  August  30,  1962— Review  of 
Decision  of  the  Borough  Superintendent  re  Zoning 
Matter. 

PREMISES  AFFECTED — 1134  East  58th i  Street  west 
side,  208  feet  north  of  Avenue  K,  Block  7805,  Lot  71, 
Borough  of  Brooklyn. 


836-62-A 

APPLICANT— Goldberg  and  Scutaro  for  Harry  Abram¬ 
son,  owner.  . 

SUBJECT— Application  August  30,  1962— Review  of 
Decision  of  the  Borough  Superintendent  re— Zoning 
Matter. 

PREMISES  AFFECTED — 1091  East  58th  Street  east 
side,  576  feet  north  of  Avenue  K,  Block  7806,  Lot  35, 
Borough  of  Brooklyn. 


892-61 -A 

APPLICANT— Daub  and  Daub  for  Fischer  and  Sons  In¬ 
corporated,  owner. 

SUBJECT — Application  June  6,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Cemmissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 149-51  Front  Street,  150-152 
Maiden  Lane,  southeast  corner,  Block  3/,  Pot  55, 
Borough  of  Manhattan. 


863-61-A  . 

APPLICANT — Raphael,  Searles  and  Vischi  for  Mary 
Weisberg,  owner. 

SUBJECT — Application  June  9,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 460  Broome  Street  north 
side,  75  feet  west  of  Mercer  Street,  Block  485,  Lot  3/, 
Borough  of  Manhattan. 


1009-61-A 

APPLICANT — Phineas  Zolot  for  Coston  Supply  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  June  29,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 31  Water  Street,  east  side, 
74  feet  north  of  Broad  Street,  Block  7,  Lots  15  and  16, 
Borough  of  Manhattan. 


OCTOBER  22,  1963,  2  P.M.  1051-61-A 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  APPLICANT-Monaghan  and  Mattingly  for  Harry 
Tuesday  afternoon,  October  22,  1963,  at  2  o’clock  at  80  Nagel,  owner. 
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APPLICANT— Wechsler  and  Schimenti  for  333  East  105th 
Street  Corporation,  owner. 

SUBJECT  Application  for  consideration  —  reopening 
for  extension  of  time  to  complete  which  expired  De- 
cember  12,  1962  —  decision  of  the  Borough  Super- 
mtendent;  previously  granted  on  condition,  under  Sec¬ 
tion  7 a  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  in  three  existing  attached  buildings 
as  a  Iaundry>  the  erection  of  a  two  story 
addition  used  for  loading  and  storage,  the  new  exten¬ 
sion  to  be  used  for  light  manufacturing  in  conjunction 
with  the  laundry. 

PREMISES  AFFECTED— 327-337  East  105th  Street, 
north  side,  225  feet  west  of  First  Avenue,  Block  1677 
Lots  14,  15  and  17,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Paul  Wechsler  and  Frank  Brancato. 
ACTION  OF  BOARD — Application  reopened  and  set 
for  hearing  on  October  22,  1963  at  10  A.M.,  to  con¬ 
sider  extension  of  time  to  obtain  permits  and  complete 
the  work,  which  had  expired  by  limitation,  requiring 
a  new  decision  of  the  Borough  Superintendent,  which 
has.  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  .  .  a 


505-48-BZ 

APPLICANT  Philip  and  Harold  Kaufman,  owners. 

SUBJECT— -Application  for  consideration  —  reopening 
for  extension  of  term  of  variance  which  expired  Sep¬ 
tember  28,  1963  —  decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under 
Sections  7f  and  7i  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  erection  and  maintenance 
shop  gaS°  me  service  station  and  motor  vehicle  repair 

AFFECTED  1733-1737  Gunhill  Road  and 
Ja/wc  t  *  Allerton  Avenue,  southeast  corner,  Block 
4806,  Lots  1  and  6,  Borough  of  The  Bronx 

APPEARANCES— 

For  Applicant:  Philip  Kaufman. 

ACTION  OF  BOARD — Application  reopened  and  set 
for  hearing  on  October  22,  1963  at  10  A.M.,  to  con¬ 


sider  extension  of  time  to  obtain  permits  and  complete 
the  work,  which  had  expired  by  limitation,  requiring 
a  new  decision  of  the  Borough  Superintendent,  which 
has  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 

THE  VOTE: 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . . . . 5 

Negative:  _  a 


615-60-BZ 


APPLICANT — Lama,  Proskauer  and  Prober  for  James 
Dominick  and  Joseph  Garone,  owners. 

SUBJECT— Application  for  consideration  —  reopening 
for  extension  of  term  of  variance  which  expired  Sep- 
tember  26,  1963  decision  of  the  Borough  Super- 
mtendent;  previously  .  granted  on  condition,  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  use  of  the  premises  for  the 
sale  and  display  of  new  and  used  cars  with  a  10  foot 
attendant’s  shanty  and  the  parking  and  storage  of  less 
than  150  motor  vehicles  and  business  signs  for  a  term 
of  ten  (10)  years. 


PREMISES  AFFECTED— 84-02  to  84-46  (84-10  offi¬ 
cial)  South  Conduit  Avenue,  south  side,  from  84th 
Street  *to  86th  Street-  84-01  to  84-27  and  85-01  to  85-19 
Avenue  and  137-41  to  137-51  84th  Street,  137-44 
to  137-50  86th  Street,  Block  11390,  Lots  1,  11  and  25, 
Aqueduct,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 


ACTION  OF  BOARD — Application  reopened  and  set 
for  hearing  on  October  22,  1963  at  10  A.M.,  to  con¬ 
sider  extension  of  time  to  obtain  permits  and  complete 
the  work,  which  had  expired  by  limitation,  requiring 
a  new  decision  of  the  Borough  Superintendent,  which 
has.  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 


THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  c 

Negative :  _ * . .  . .  a 


Adjourned  5:30  P.M. 


James  P.  Mulroy,  Secretary 


PUBLIC  HEARING 


NOTICE  OF  PUBLIC  HEARING 


NOTICE  ^HEREBY  GIVEN  that  a  Public  Hearh 
will  be  held  by  the  Board  of  Standards  and  Appeals  < 

QOQd*so  T°rmng  °£tober  18>  1Q63  at  10  A.  M.  in  Roo 
909,  80  Lafayette  Street,  Borough  of  Manhattan,  on  tl 
following  matters: 


784-41-SR 

APPLICANT— Commissioner  Edward  Thompson,  Fire  De¬ 
partment. 


SUBJECT— Request  for  amendment  to  Rules  for  Erecti< 
Alteration,  Repair,  Excavation  For  and  Demolition 


Buildings  adopted  by  the  Board  under  Cal.  784-41-SR  by 
amending  Rule  2.2.2. 

New  Matter  in  italics. 

Old  matter  in  brackets  to  be  deleted. 

2.2.2.  Metal,  or  fireproofed  wood  scaffolding  tested  as 
provided  ,  in  C-26-331.0  to  C26-339.0,  shall  be  used  in  all 
construction,  repair  or  partial  demolition  in  public  buildings 
in  which  persons  are  bedridden  or  detained  or  in  which 
the  occupancies  are  similar  [  .  ]  and  in  all  buildings  where 
scaffolding  exceeds  75'— 0"  in  height. 

ACTION  OF  BOARD — Laid  over  for  continued  hearing; 
date  to  be  set. 


PUBLIC  HEARING 


734-41-SR 

APPLICANT — Commissioner  Edward  Thompson,  rire  e- 
partment. 

cttrtpcT _ Request  for  amendment  to  Rules  tor  t^rpc_ 

Repair,  Excavation  For  and  Demotion 
of  Buildings  adopted  by  the  Board  under  Cal.  784-41-SK 
by  adding  Rule  2.2.3.  . 

Metal  or  fireproofed  wood,  tested  as  provided  in 
C26-331.0  to  C26-339-0,  or  other  incombustible  material 
approved  by  the  Board ,  shall  be  used  in  the  construction 
of  all  contractors’  shanties. 

784-41-SR  . 

APPLICANT — Commissioner  Harold  Birns,  Department 

of  Buildings. 

SUBTECT — Request  for  amendment  to  Rules  for  Erection, 
Alteration,  Repair,  Excavation  For  and  Demolition  of 
Buildings  adopted  by  the  Board  under  Cal.  784-41-SK 
by  adding  Rule  7.5.19. 

New  matter  in  italics. 

7.5.19  Power  Operated  Scaffolds 
Records  of  the  inspection,  servicing  and  maintenance  of 
all  power  operated  scaffolds  shall  be  kept  by  the  user. 
These  records  are  to  be  as  prescribed  by  the  Commissioner 
of  Buildings  and  are  to  be  made  available  whenever  called 
for  by  the  Commissioner. 


438-60-SR  ,  „.  n 

APPLICANT — Commissioner  Edward  Thompson,  hire  de¬ 
partment.  c 

SUBJECT— Request  for  amendment  of  the  Rules  Sup¬ 
plementing  the  Mandatory  Requirements  of  Section  280 
of  the  Labor  Law  as  Amended  by  the  New  York  State 
Legislature  by  Adoption  of  Chapter  854  of  the  Laws 
of  1959. 

/ 

New  Matter  in  italics. 

Old  Matter  in  brackets  to  be  deleted. 

[1.3  BAKERY:  The  term  “bakery”  shall  mean  a  bakery  as 
defined  by  Sec.  330  sub.  1  of  the  New  York  State  Labor 

LaW'  Sec.  330  sub.  (l)-“Bakery”  means  a  building, 
room,  or  place  used  for  making,  preparing  or 
baking  bread,  biscuits,  pastry,  cakes,  doughnuts, 
crullers,  noodles,  macaroni  or  spaghetti  to  be  sold 
or  consumed  on  or  off  the  premises,  except 
kitchens  in  hotels,  restaurants,  boarding  houses, 
houses  and  private  residences,  wherein  all  such 
products  are  consumed  exclusively  on  the  prem¬ 
ises  ;  and  with  respect  to  the  provisions,  of  this 
chapter  relating  to  machinery,  safety  devices  and 
sanitary  conditions  includes  hotel  bakeries.  A. 
bakery  if  a  factory  within  the  meaning  of  this 
chapter.] 

Renumber  the  following  Rules : 


217-21-SR  . 

APPLICANT — Commissioner  Edward  Thompson,  Fire  De¬ 
partment. 

SUBJECT — Request  for  amendment  to  Rules  covering  the 
Installation  and  Use  of  Oil  Burning  Equipment  and  the 
Storage  of  Oils  Used  in  Connection  Therewith  adopted 
by  the  Board  under  Cal.  No.  217-21-SR  by  adding  to 
Rule  15.2  the  following: 

The  holder  of  a  certificate .  of  fitness  shall  be  present  in 
the  boiler  room  when  repairs  or  adjustments  are  made, 
when  there  is  a  manual  closing  of  valves  or  when  a 
boiler  is  put  into  operation. 


New 

Old 

1.3 

[1.4] 

1.3.1 

[1.4.1] 

1.3.2 

[1.4.2] 

1.4 

[1.5] 

Proposed 

delections  and  additions  under  Medium  Hazards 
MEDIUM  HAZARDS 

[  Bakeries  ]  ... 

Bakeries  except  Retail  Bakeries 
Printing 


RULES 


RULES  COVERING  COIN-OPERATED 
DRY  CLEANING  ESTABLISHMENTS 

ADOPTED  BY  THE  BOARD  OF  STANDARDS 
AND  APPEALS,  MARCH  13,  1962,  AS 
AMENDED  JULY  23,  1963. 

(156-62  SR) 

Authority 

Section  666,  subd.  2  of  the  Charter  of  the  City  of  New 
York  and  Article  III,  Chapter  1,  Section  32,  Article  VII, 
Chapter  2,  Sections  72  and  73  in  their  entirety  of  the  Zoning 
Resolution  of  the  City  of  New  York,  effective  December 
15,  1961. 

Application  of  Rules 

These  rules  shall  be  deemed  to  apply  only  to  coin- 
operated  dry  cleaning  establishments,  pursuant  to  Article 
III,  Chapter  2,  Section  32-15  A  and  Section  32-25  D  of 
the’  Zoning  Resolution  effective  December  15,  1961. 


These  rules  shall  not  be  deemed  to  modify  or  repeal 
Chapter  19  of  the  Administrative  Code  of  the  City 
York  or  the  Rules  Governing  Dry  Cleaning  Establish- 
ments  adopted  by  the  Board  of  Standards  and  Appeals 
under  Calendar  432-62-SR. 


Zoning  Resolution  Effective  December  15,  1961 

— Excerpts 

Preamble 

This  resolution  is  adopted  in  order  to  promote  and  pro¬ 
tect  public  health,  safety  and  general  welfare  .These  general 
goals  include  .among  others,  the  specific  purposes  set  forth 
in  the  statements  of  legislative  intent  for  the  respective  dis¬ 
tricts  and  groups  of  districts. 


Article  VII — Administration 

Chapter  1 

71-00  ENFORCEMENT  AND  ADMINISTRATION. 

The  Commissioner  of  the  Department  of  Buildings 
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PREMISES  AFFECTED — 2540  Richmond  Terrace,  1 
Winant  Street,  southeast  corner,  Block  1149,  Lot  36, 
Marinors  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  15,  1963, 
at  10  A.M.  for  decision;  applicant  to  submit  additional 
data;  hearing  previously  closed. 


1910-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Hold  Rite 
Notions  Company,  owner;  Strauss  Stores,  lessee. 

SUBJECT — Application  December  14,  1961 — decision  of 
the  Borough  Superintendent,  under  Sections  71  and 
7 A  of  the  Zoning  Resolution,  to  permit  in  a  business 
use  district,  the  addition  of  accessory  minor  auto  re¬ 
pairs  and  welding  to  existing  use  of  sales  and  service 
of  auto  accessories  with  entrances  within  75  feet  of  a 
residence  district  for  a  term  of  fifteen  years. 

PREMISES  AFFECTED — 1756-1766  86th  Street,  south¬ 
east  corner  of  Bay  17th  Street,  Block  6368,  Lot  29, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  10, 
1963  for  hearing,  at  10  A.M.  at  request  of  applicant. 


224-63-BZ 

APPLICANT — Niles  Schwartz  for  333  West  46th  Street 
Corporation,  owner. 

SUBJECT — Application  March  12,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-5  district,  the 
enlargement  in  area  of  an  existing  parking  lot  pre¬ 
viously  granted  by  the  Board. 

PREMISES  AFFECTED— 327-339  West  46th  Street, 
north  side,  321  feet  west  of  Eighth  Avenue,  Block 
1037,  Lots  15,  16  and  18,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Niles  Schwartz. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  6, 
1963,  at  10  A.M.  at  applicants  request;  applicant  to 
send  out  twenty  day  notices. 


388-63-BZ 

APPLICANT — Lindenbaum  and  Young  for  Martin  L. 
Baron,  owner. 

SUBJECT  Application  May  6,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the 
maintenance  of  a  parking  lot  opposite  the  World’s 
Fair,  for  a  temporary  term  of  three  (3)  years. 

PREMISES  AFFECTED — 58-05  Rodman  Street  south¬ 
east  corner  of  58th  Avenue,  Block  6353,  Lots  1,  2,  3  and 
4,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

For  Opposition:  Adrian  S.  Gugliaoa. 

ACTION  OF  BOARD — Laid  over  to  October  8,  1963, 
at  10  A.M.  for  decision;  applicant  to  file  revised  draw¬ 
ings;  hearing  previously  closed. 


512-63-BZ 

APPiLKA,NTTLe^nard  F-  Rothkrug  for  Thomas  J. 
and  1  helma  D.  Ormsby,  owners. 


SUBJECT  Application  June  18,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit,  in  an  R4  district,  the 
erection  of  a  one  story  enlargement  to  an  existing 
dwelling  that  encroaches  on  the  required  front  and 
side  yards  and  increases  the  degree  of  non-compliance. 

PREMISES  AFFECTED — 3226  Randall  Avenue,  south¬ 
east  corner  of  Wilcox  Avenue,  Block  5485,  Lot  25 
Borough  of  The  Bronx. 

APPEARANCES— 

Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  8,  1963, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


519-63-BZ 

APPLICANT — Consolidated  Edison  Company  of  New 
York,  Incorporated,  owner. 

SUBJECT — Application  June  20,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-16  of  the 
Zoning  Resolution,  to  permit  in  an  R7-2  district,  the 
erection  of  a  two  story  building  for  use  as  a  electric 
utility  sub  station. 

PREMISES  AFFECTED — 1001-1015  Amsterdam  Ave¬ 
nue,  east  side,  from  Cathedral  Parkway  to  West  109th 
Street,  165-175  West  109th  Street,  Block  1864,  Lot  1 
and  part  of  Lot  9,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Charles  Preusse,  T.  C.  Duncan,  Ansley 
Kline  and  T.  R.  Galloway. 

For  Opposition:  Herbert  B.  Evans,  for  Housing  & 
Redevelopment  Board,  B.  Goldberg,  Anastasios  Drivas, 
Juan  Rivera  and  Franz  S.  Leichter. 

ACTION  OF  BOARD — Laid  over  to  October  15,  1963, 
at  10  A.M.  for  continued  hearing,  inspection  and  pos¬ 
sibly,  decision;  applicant  is  to  submit  expert  real 
estate  testimony  and  new  drawings.  The  representative 
of  the  Housing  and  Redevelopment  Board  is  to  submit 
plans  showing  proposd  redevelopment  of  the  area  and 
provide  information  relative  to  alternate  site  proposed. 


520-63-BZ  ^ 

APPLICANT — Haus  and  Bresin  for  James  Forlano  and 
Frank  Aguele,  owners. 

SUBJECT — Application,  June  21,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-01(b)  of 
the  Zoning  Resolution,  to  permit  the  erection  of  a 
one  story  and  cellar  building  for  use  as  restaurant,  and 
greenhouse  with  outdoor  sales  and  with  accessory  signs, 
and  the  building  encroaches  on  the  required  front  and 
side  yards. 

PREMISIES  AFFECTED— 2455-2465  Linden  Blvd. 
and  800-802  Logan  Street,  northwest  corner,  Block 
4480,  Lot  28,  Borough  of  Brooklyn. 

For  Applicant:  Joseph  C.  Haus  and  Timothy  F.  Hart¬ 
nett. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  29,  1963, 
at  10  A.M.  for  decision;  applicant  to  amend  applica¬ 
tion;  hearing  previously  closed. 


388-57-BZ 

APPLICANT — Morris  Hannes  for  Joseph  P.  Oliva 
owner. 

SUBJECT— Application  reopened  July  16,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  June  17,  1963 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tions  7e  and  7i  of  the  Zoning  Resolution,  permitting 
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in  a  residence  use  district,  the  existing  garage  budding 
to  be  occupfed  for  motor  vehicle  repairs  with  hand 
tools  only  and  for  storage  of  more  than  five  mo 
vehicles  within  the  building  and  the  rear  yard 
PREMISES  AFFECTED  2822  West  22nd [  Street  west 
side,  IS  Sfeet  south  of  Neptune  Avenue,  Block  7016,  Lo 
17,  Borough  of  Brooklyn. 

AFof  Ap^li^f:5 Morris  Hannes  and  Alfred  Roder. 

For  Opposition:  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 

T  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner .  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  — . - . — . . .  q 

Negative:  . - . . . . . 

T  s°  o^  JuneN V7,  1958,  this  application  was  granted 

by  the  Board  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
variance,  which  expired  on  June  17,  1963,  and 

Whereas,  this  application  was  reopened  on  July '  1&,  1963 
and  set  for  hearing  on  September  24,  1963  at  10  A.M.,  re 
quiring  a  new  decision  of  the  Borough  Super mtende  t, 
photographs  and  two  publications  in  the  Bulletin ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  September  24,  1963  after  due  notice  by  publication  in  the 

Bulletin ;  and  . 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  17,  1963  acting  on  Alt.  Applic.  No.  2719-56, 
reads * 

~  ”1.’  Refer  back  to  Board  of  Standards  &  appeals  for 
extension  of  term  of  variance  under  Calendar  33o- 
57-BZ.” 

311  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  17,  1930,  only 
as  to  the  term  of  variance,  so  that  as  amended  it  shall  read : 
“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  amended  resolution,  to  permit  ...  ;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects ;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained.” 

66-58-BZ  . 

APPLICANT — John  J.  Tricarico  for  Empire  Fuel  Co., 
owner. 

SUBJECT — Application  reopened  July  16,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
July  8,  1963— decision  of  the  Borough  Superintendent 
previously  granted  on  condition,  under  Section  7e  of 
the  Zoning  Resolution,  permitting  in  a  local  retail 
use  district  an  existing  building  to  be  occupied  for  the 
storage  of  oil  delivery  trucks  belonging  to  the  owner 
of  the  site. 

PREMISES  AFFECTED— 1638  8th  Avenue,  west  side, 
100  feet  south  of  Windsor  Place,  Block  1112,  Lot  52, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Tricarico. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE—  t.  ^  . 

Affirmative:  Chairman  Foley,  yice  Chairman  Kleinert, 

Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative:  - 9 


TIWHES0IinT/u?yN: 8,  1958  this  application  was  granted 

by  the  Board  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap- 
olication  and  consideration  under  Section  11-411  ot  tne 
Amended  Zoning  Resolution  as  to  extension ^  of  the 
variance,  which  expired  on  July  8,  1963 ,  and 

Whereas,  this  application  was  reopened  on  July  16^  19W 
and  set  for  hearing  on  September  24,  1963  at  10  A.M.,  re 
quiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin ,  and 
Whereas  a  public  hearing  was  held  on  this  application 
on  September  24,  1963  after  due  notice  by  publication  m  the 

Bulletin;  and  .  .  ,  . 

Whereas,  the  decision  of  the  B°rO“gh  Superintend, -Mt, 
dated  May  24,  1963  acting  on  Alt.  Applic.  No.  4017  57, 
reads  * 

"  ”1.'  Refer  back  to  Board  of  Standards  &  Appeals  for 
extension  of  variance.  (Note:  Res.  66-58-BZ,  Bull. 
28,  Vol.  43).” 

^ Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  8,  1958,  o My 
as  to 'the  term  of  variance,  so  that  as  amended  it  shall  read 
“granted  for  a  term  of  five  (5)  years  f rom  the  date :  o 
this  amended  resolution,  to  permit  .  .  .  ,  that  otter 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects ;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained. 

1621-61-BZ 

APPLICANT — Schaefer  and  Atkin  for  Henry  Wilkens 

owner.  ,  .  .  £ 

SUBJECT— Application  October  26,  1961— decision  of 
the  Borough  Superintendent,  under  Sections  7e  and  21 
of  the  Zoning  Resolution,  to  permit  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  motor  repairs  and  auto 
washing  (non-automatic). 

PREMISES  AFFECTED— 55  East  233rd  Street,  north¬ 
east  corner  of  Napier  Avenue,  Block  3365,  Lot  1, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  by  ap¬ 
plicant. 

rn  tt  g  Y’  Q  'J'  g _ _ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - -  q 

Negative :  . - - - 


1904-61-BZ 

APPLICANT— Charles  M.  Spindler  for  Michael  P. 
Riley,  owner.  .  . 

SUBJECT— Application  December  13,  1961— decision 

of  the  Borough  Superintendent,  under  Sections  /e,  /l 
and  7 A  of  the  Zoning  Resolution,  to  permit  in  a  busi¬ 
ness  and  residence  use  district,  the  change  in  occu¬ 
pancy  from  stone  yard,  to  gasoline  >  service  station, 
lubrication,  non-automatic  car  washing,  office,  sale 
of  accessories,  minor  auto  repair  with  hand  tools  only, 
safety  inspection  and  the  parking  and  storage  o 
motor  vehicles  with  a  ground  sign  and  with  business 
entrances  within  75  feet  of  a  resident  district. 
PREMISES  AFFECT  ED — 48-02  to  48- 1 6  Laurel  Hill 
Boulevard,  southeast  corner  of  48th  Street,  Block 
2306,  Lot  17,  Long  Island  City,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  B.  J.  Amato,  Patrick  O’Shea  and  M. 

P.  Riley. 

For  Opposition:  Henry  A.  Fisher. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  2,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  16,  1963  for  inspection  and  deci¬ 
sion;  then  to  September  24,  1963  for  decision;  applicant 
to  submit  statement;  hearing  closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  11,  1961  acting  on  N.B.  Applic.  No.  7369-61, 
reads : 

”1.  Proposed  gasoline  service  station,  lubrication,  auto 
washing  (non-automatic),  office,  sales  of  accessories, 
minor  repairs  with  hand  tools  only,  safety  inspection 
station,  parking  &  storage  of  motor  vehicles  in  a 
business  district  extending  into  a  residence  district 
is  contrary  to  Art.  II  Sec.  3  and  Sec.  4  of  the  Zoning 
Resolution. 

2.  Curb  cuts  less  than  75  feet  from  a  residence  district 
is  contrary  to  Art.  II  Sec.  7A  of  the  Zoning  Reso¬ 
lution. 

3.  Ground  sign  in  a  business  use  district  is  contrary 
to  Art.  II  Sec.  4  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  denied;  and 

Whereas,  the  Board  found  that  there  was  no  justification 
for  the  exercise  of  discretion  to  grant  a  zoning  variance 
under  Sections  7e,  f  and  A.  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  11,  1961,  acting  on  N.B.  Applic.  #7369-61, 
Objection  Nos.  1,  2  and  3,  be  and  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied- 


Adjourned  12:15  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON  SEPTEMBER  24,  1963,  2  P.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert. 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein. 

153-41-SA  Vol.  II 

•APPLICANT — Roberts-Gorden  Appliance  Corporation, 
owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . _ . . . . . . .  5 

Negative:  . . . . . . . .  q 

THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 
153-41-SA  Vol.  II — Amendment  to  resolution  as  to  ad¬ 
ditional  model  of  gas  burner. 


Roberts-Gordon  Appliance  Corp.,  Buffalo,  New  York, 
requested  that  the  resolution  adopted  December  19,  1961, 
under  Calendar  Number  153-41-SA  Vol.  II  be  reopened 
and  amended  so  as  to  include  an  additional  gas  fired 
conversion  burner. 

USE:  Gas  fired  conversion  burner. 

DESCRIPTION:  The  requested  Model  450-P  is  basic¬ 
ally  the  same  as  the  Model  400,  except  that  it  incorporates 
a  small  blower  for  secondary  air  where  draft  conditions 
warrant  its  use.  The  Model  450-P  has  been  approved 
by  the  American  Gas  Association. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  December  19, 
1961,  under  Calendar  Number  153-41-SA  Vol.  II  be  re¬ 
opened  and  amended  so  as  to  include  the  Model  450-P 
Gas  Fired  Conversion  Burner  on  condition  that  the 
requirements  of  the  resolution  adopted  December  19, 
1961,  under  Calendar  Number  153-41-SA  Vol.  II  be 
complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


846-49-SM 

APPLICANT — Superior  Fireproof  Door  and  Sash  Com¬ 
pany,  Inc.,  owner. 

APPEARANCES— 

For  Applicant:  Irving  Oxman. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker 

and  Commissioner  Klein  .  3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 

Fox  . T. .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
846-49-SM — Amendment  to  resolution  as  to  modification 
of  stiffners  and  use  of  rockwool  insulation. 

Superior  Fireproof  Door  and  Sash  Company,  re¬ 
quested  that  the  resolution  adopted  June  13,  1950,  and 
amended  June  30,  1953,  under  Calendar  Number  846-49- 
SM  be  reopened  and  amended  so  as  to  permit  the  use 
of  rockwool  as  an  insulation  and  a  modification  in  the 
stiffners  in  the  approved  door. 

USE:  One  and  one  half  hour  fire  resistive  opening  pro¬ 
tective  assembly. 

DESCRIPTION:  The  presently  approved  door  is  in¬ 
sulated  with  asbestos  and  the  vertical  reinforcement 
used  are  described  as  “Z”  shaped  or  channel  as  per¬ 
mitted  under  original  resolution  and  also  that  a  strip 
of  asbestos  be  inserted  between  the  legs  of  the  inter¬ 
locking  ‘Z”s. 

The  Board  approved,  under  Calendar  Number  580-53- 
SM,  the  use  of  2  %  lb.  density  rockwool  for  insulation 
for  one  and  one  half  hour  doors  for  the  same  manufacturer. 

The  applicant  now  proposes  to  use  6  lb.  density  rock¬ 
wool  as  the  insulation  and  to  include  the  Dwgs.  of  the 
“Z”  stiffners  as  shown  on  the  applicants  Drawing  29, 
which  is  on  file  with  and  which  is  part  of  the  record. 
RECOM MENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  June  13,  1950  and 
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amended  June  30,  1953,  under  Calendar  Number  846-49- 
SM  be  reopened  and  amended  so  as  to  permit  the  use 
of  6  lb.  density  rockwool  as  the  insulation  media  a 
the  arrangement  of  the  “Z”  stiffners  as  shown  on  Draw¬ 
ing  29  which  is  on  file  with  and  which  is  part  of  the 
record  on  condition  that  all  other  requirements  of  the 
resolution  adopted  June  13,  1950  and  amended  June  30 
1953  under  Calendar  Number  846-49-SM  be  complied 

Wlth>  (Sgd.)  William  A.  Nolan, 

^  B  Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 

the  above  report. 


488-56-SA 

APPLICANT— Temco,  Inc.,  owner. 

For  Applicant:  John  R.  Darche  and  M.  Wilhoite. 
ACTION  OF  BOARD— Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  lest. 

rp  TT  ^ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker,  and  Com- 

misioner  Klein  .  q 

Negative:  . 

THE  RESOLUTION—  .  .  , 

Whereas,  the  report  of  a  Committee  on  Test  reads  . 
488-56-SA— Temco  Inc.,  Nashville,  Tenn,  requested  that 
the  resolution  adopted  September  17,  1958  and  amended 
through  May  14,  1963,  under  Calendar  Number  488-56- 
SA  be  reopened  and  amended  so  as  to  include  the  addi¬ 
tional  Kenmore  Vented  Circulator  Type  Room  Heaters, 
Models  138.539535T,  138.539555T  and  138.539570T  to  be 
marketed  by  Sears,  Roebuck  and  Company. 
DESCRIPTION:  The  additional  models  requested  are 
similar  to  previously  approved  heaters  under  Calendar 
Number  488-56-SA  except  for  a  change  in  cabinet  de¬ 
sign.  The  last  two  numbers  in  the  model  designation 
indicate  input  ratings  of  35,000,  55,000  and  70,000  B.T.U. 

per  hour  maximum.  ,  . 

These  heaters  have  been  approved  by  the  American 

Gas  Association. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  September  17, 
1958,  and  amended  through  May  14,  1963  under  Calendar 
Number  488-56-SA  be  reopened  and  amended  so  as  to 
include  the  Kenmore  Vented  Circulator  Type  Room 
Heater,  Models  138.539535T,  138.539555T  and  138.539- 
570T  to  be  marketed  by  Sears,  Roebuck  and  Company 
on  condition  that  the  requirements  of  the  resolution 
adopted  September  17,  1958  and  amended  through  May 
14.  1963  under  Calendar  Number  488-56-SA  be  complied 
with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


250-58-SA  „  _  ~ 

APPLICANT — Ray  Burner  Sales  for  Ray  Burner  Com¬ 
pany,  owner. 

APPEARANCES— 

For  Applicant:  Gerard  F.  Walsh. 

ACTION  OF  BOARD— Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  lest. 

T  Affirmative:  Chairman  Foley,  Vice  Chair/nan  KlemerC 
Commissioner  Fox,  Commissioner  Becker,  and  Corn. 

misioner  Klein  .  q 

Negative:  . 

THE  RESOLUTION—  t  , 

Whereas,  the  report  of  a  Committee  on  Test  reads. 
250-58-SA— Ray  Burner  Sales  for  Ray  Burner  Co.,  San 
Francisco,  Calif.,  requested  that  the  resolution  adopted 
March  31,  1959,  under  Calendar  Number  250-58-SA  be 
reopened  and  amended  so  as  Jf  an  addltlonal 

size  of  conversion  oil  burner,  Model  rL)-5. 
DESCRIPTION:  The  Model  PD-5  is  similar  to  the 
Models  PD  1,  2  and  3  burners  and  previously  approved. 
Its  firing  rate  is  30  to  45  g.p.h.  and  is  designed  for  low 
fire  start  and  can  be  used  high-low  bring .°r 
ing  firing.  Electronic  safety  controls  with  M-H  KA 

E  relay  are  used. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  March  31,  1959, 
under  Calendar  Number  250-58-SA  be  reopened  and 
amended  so  as  to  include  the  Ray  Conversion  Oil 
Burner  Model  PD-5  on  condition  that  the  requirements 
of  the  resolution  adopted  March  31,  1959,  under  Calendar 
Number  250-58-SA  be  complied  with. 


(Sgd.)  William  A.  Nolan, 
v  s  Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 

the  above  report. 


400-58-SM 

APPLICANT — Baldwin  Ehret-Hill  Company,  owner. 

APPEARANCES— 

For  Applicant:  Harold  Perrine. 

ACTION  OF  BOARD— Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  lest. 

rjp  |  J  p  -y  jp 

Affirmative:  Chairman  Foley,  Commissioner  Fox, 
Commissioner  Becker  and  Commissioner  Klein  ..  4 
Negative :  Vice  Chairman  Kleinert  - •  1 

THE  RESOLUTION-  .  .  . 

Whereas,  the  report  of  a  Committee  on  Test  reads  V., 
400-58-SM— Harold  Perrine.,  agent  for Baldwin-Ehret- 
Hill  Inc.,  owner,  requested  in  letters  dated  June  6,  1963, 
reopening  subject  Calendar  Number  to  amend  as  follows 
ffie  origfnal  resolution  dated  July  14,  1959,  which  ap¬ 
proved  the  subject  type  of  tile  under  the  provisions  of 
C26-880  and  C26-1010.0  Administrative  Building  Code. 
(A)  Change  name  of  owner  from  Baldwin-Hill  Com¬ 
pany,  500  Breunig  Ave.,  Trenton,  New  Jersey  to 
Baldwin-Ehret-Hill,  Inc. — same  address.  . 

Affidavit  in  duplicate  properly  executed  certifying 
to  change  of  ownership  is  on  file  and  is  part  of 
the  record. 
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(B)  In  the  original  filing  under  date  of  July  2,  1958,  an 
error  was  made  in  spelling,  and  request  this  be 
corrected  from  Styletone  to  Styltone,  which  is  the 
registered  trademark  name  for  the  approved  product. 
(C-D)  Request  amending  resolution,  to  include  an  addi¬ 
tional  product  name,  Styltone  Fire  Rate  1,  and 
Styltone  Fire  Rate  3. 

USE:  Styltone  Fire  Rate  1  Incombustible  Acoustical 
Tile  to  be  used  in  a  1-hour  fire  resistant  ceiling  under 
incombustible  floors,  and  as  a  component  part  of  a  1-hour 
fire  resistant  floor  and  ceiling  construction,  Styltone 
Fire  Rate  3  Incombustible  Acoustical  Tile  to  be  used 
as  a  component  part  of  a  3-hour  resistant  floor  and 
ceiling  construction. 

DESCRIPTION:  The  material,  as  originally  approved, 
is  a  fissured  mineral,  composed  of  mineral  wool,  asbestos 
fibers,  mineral  fiber,  and  binders,  processed  to  form  a 
incombustible  tile.  The  tile  is  %"  thick  and  is  either 
12  x  12'  x  24"  and  weights  1.3  pounds  per  sq.  ft.  The 
tile  is  kerfed  and  rabbeted  for  mechanical  suspension. 

INSPECTION  AND  TEST:  Flame  resistant  test  con¬ 
ducted  at  the  Riverbank  Acoustical  Laboratories,  Geneva 
July  10’  1962>  under  number  FR  62-80  and 
TK  62-81  in  accordance  with  the  requirements  of  Federal 
Specification  SS-A-1180  and  this  material  was  rated 
Class  A.  The  report  is  on  file  with,  and  is  part  of  the 
record. 

Tests  were  also  conducted  by  Underwriters  Laboratories 
#R4647-1 — R4648 — dated  August  13,  1962  on 
a  2  concrete  floor  and  ceiling  assembly  with  Styltone 
Tire  Rate  1,  and  2%"  concrete  floor  ceiling  assembly 
with  Styltone  Fire  Rate  3,  File  #  R4647-2— R4648  dated 
August  6,  1962,  and  are  both  listed  under  Guide  No.  40 
U18.1  Copies  of  U.L.  reports  are  on  file  with,  and  are 
part  of  the  record. 

RECOMMENDATION :  (A)  On  the  basis  of  the  test 
sample  submitted,  and  the  data  filed  by  the  applicant’ 
the  Committee  on  Test  recommends  that  the  resolution 
adopted  July  14,  1959,  under  Calendar  Number  400-58-SM 
be  reopened  and  amended,  so  as  to  include  the  addi¬ 
tional  product  name  requested,  as  Styltone  Fire  Rate  1 
and  Styltone  Fire  Rate  3,  Incombustible  Fissured  Min- 
$Taj  Acoustical  Tile,  as  having  met  the  requirements  of 
C26-88.°  Administrative  Building  Code  for  voluntary  use 
in  JNew  York  City  under  the  provisions  of  C26-191.0 
Administration  Building  Code,  Styltone  Fire  Rated  1  as  a 
component  assembly  part  of  a  one  hour  fire  resistive  floor 
and  ceiling  construction,  when  installed  in  accordance 

Y'ao  ,?Yln-g  BU'7  whlch  1S  included  in  R4647-1  and 
4648  which  is  on  file  with  and  part  of  the  record,  and 
Styltone  Fire  Rated  3  as  component  part  of  a  three 
•  resistlv<;  floor  and  ceiling  construction  when 

installed  in  accordance  with  Drawing  BT-1967-B  which 
is  on  file  with  and  part  of  the  record,  on  condition  that 
the  tile  be  installed  in  an  approved  suspension  system, 
and  further  that  the  cartons  in  which  the  material  is 
marketed  shall  be  tagged,  stamped  or  labeled,  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
iork  City  under  Calendar  Number  400-58-SM”. 

numer-°f  OWner  as  re9uested  by  affidavit, 
nBa  Company  to  Baldwin-Ehret-Hill,  Inc., 

500  Breumg  Ave.,  Trenton,  New  Jersey. 

(S r.JT1 foJfeiSpelIicg  ,in  the  original  filinS  under  date 
of  July  2,  1958,  from  Styletone  to  Styltone. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

James  B.  Anderson,  Jr. 

Engineer. 

Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
Hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


237-59-SA 

At  PLICANT — Stiglitz  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  . . .  . .  q 

THE  RESOLUTION— 

the  report  of  a  Committee  on  Test  reads: 
23/-59-SA  Amendment  to  resolution  to  cover  a  change 
on  the  Kenmore  Cabinet  front  panels,  and  a  change  to 
new  model  numbers. 

Stiglitz  Corporation,  Louisville,  Kentucky,  requested 
that  the  resolution  adopted  May  24,  1960,  under  Calendar 
Number  237  59-SA  be  reopened  and  amended  so  as  to 
cover  a  change  on  the  Kenmore  Gas  Heaters  front 
” anu  a  change  to  new  model  numbers. 
DESCRIPTION:  On  the  3  Kenmore  Gas  Heater  mod¬ 
els  that  are  now  approved,  the  cabinet  front  panels  were 
’  and  on  the  new  models  they  are  vertical. 

The  old  model  numbers  and  new  model  numbers  to 
be  changed  as  follows: 

OLD  NUMBER  NEW  NUMBER 

JJ000  B.T.U. — 179.518535T11 — 1 79.50 1535T 
55,000  B.T.U. — 179.518555T11 — 179.501 555T 
75,000  B.T.U.— 179.518575T11 — 179.501575T 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  24,  1960,  under  Cal¬ 
endar  Number  237-59-SA  be  reopened  and  amended  so  as  to 

aid7 Q1  Vo i \a-  r .p 1 0 d e ! s  Kuemore  Gas  Heaters 
179.501535T,  179.501555T  and  179.501575T  for  use  in 

iMew  York  City  when  installed  in  accordance  with  the 
requirements  of  Article  12,  Chap.  26,  Administrative 
Ruilding  Code,  on  condition  that  the  units  shall  not  be 
installed  in  garages  or  places  of  explosive  atmosphere, 
and  further  that  the  appliance  bear  a  label,  permenently 
affixed,  reading,  Approved  by  the  Board  of  Standards 

Nu^ePrPl7.59.SA-'  “  NeW  Y°rk  City  lmder  Cal-d“ 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 
James  B.  Anderson,  Jr. 
Engineer. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


420-60-SA 

^RRRICANT  Bryan  Steam  Corporation,  owner 
APPEARANCES— 

For  Applicant:  R.  D.  MacDonald. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vic6  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _ _ _ _  e 

Negative: _ _ _ _ _ ~  q 
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t  Of  a  Committee  on  Test  reads: 
42^60-lA-Amendment  to  resolution  as  to  additional 

gaBryan  SteaTcorp.,  Peru, 

^Number  sc  as  ,o 

include  additional  gas  fired  boilers: 

USE:  Steam  heating  and  power  boilers  and  hot  wat 
boiler  for  heat  and  domestic  hot  water  supply. 
DESCRIPTION:  The  requested  models  known  as  tne 
?I?*  Series  are  of  the  same  design  as  the  present  y  ap¬ 
proved  units  with  amtospheric  burners  and  all  the 
models  in  this  series  are  equipped  with  electronic  pio 
safety  controls  and  a  positive  closing  motorized  ga 

VaAlT  the  series  up  to  and  including  the  L-48,  having  a 
B  T  U  input  ratffig  of  2,200,000  B.T.U.  are  American 
Gas  Association  approved.  The  three  larger  sizes  up  to 
and  including  4,850,000  B.T.U.  are  the  same  design  as 
the  smaller  units  except  for  size.  < 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  January  17,  196  , 
under C  Calendar  Number  420-60-SA  be  reopened  and 
amended  so  as  to  include  the  Bryan  Copper  Tube  Boilers 
Gas  F?red,  Series  L  on  condition  that  the  reQumements 
of  the  resolution  adopted  January  17  1961,  under  Uaien 
dar  Number  420-60-SA  are  complied  with. 

ISed.)  William  A.  Nolan, 
v  8  Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  wi 

the  above  report. 


444-60-SM 

APPLICANT — Rohm  and  Haas  Company,  owner. 

APPEARANCES— 

For  Applicant:  A.  J.  Bartosic. 

ACTION  OF  BOARD— Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  lest. 

TIAffimia?ive:  Chairman  Foley,  Commissioner  FoxJ 
Commissioner  Becker  and  Commissioner  Klein  ....  4 
Negative:  Vice  Chairman  Kleinert  .  1 

THE  RESOLUTION—  .  .  ,  . 

Whereas,  the  report  of  a  Committee  on  Test  reads 
444-60-SM — Amendment  to  resolution  as  to  additiona 

uses  of  the  approved  material.  .  ,  . 

Rohm  and  Haas  Co.,  Philadelphia,  Pa.,  requested  that 
the  resolution  adopted  October  17,  1961  and  amended 
through  May  14,  1963  under  Calendar  Number  444-60- 
SM  be  reopened  and  amended  so  as  to  permit  the  addi¬ 
tional  use  of  the  approved  material  (plexiglas). 
DESCRIPTION:  There  has  been  no  change  in  the 
material  from  the  presently  approved  Plexiglas. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  October  17  1961 
and  as  amended  through  May  14,  1963,  under  Calendar 
Number  444-60-SM  be  reopened  and  amended  so  as 
to  permit  the  use  of  the  material  Plexiglas  as  a  sub¬ 
dividing  partition  in  building  150'-0  or  less  in  height  as 
provided  under  C26-667.5  Administrative  Building  Code; 
for  Patio  Roofs  outside  the  fire  limits  as  being  con¬ 
sidered  as  a  miscellaneous  and  temporary  structure  under 


C26-543.0  Administrative  Building  Code  and  as  an  Awn 

Number  444-60-SM  are  complied  with. 

fSgd.)  William  A.  Nolan, 

'  Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 

t?  that  the  Board  of  Standards  and  Appeals  does 

JXy  atTle  aborted  resolution  in  accordance  w.th 

the  above  report. 

APPLICANT _ C.  A.  Olsen  Manufacturing  Company, 

owner. 

APPEARANCES—  ...  ^ 

For  Applicant:  John  A.  Nicodemus. 

APTTON  OF  BOARD— Application  reopened  and  reso- 
ASion  anrended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

"^Affirmative:  Chairman  Foley,  Commissioner  Fox, 
Commissioner  Becker  and  Commissioner  Klein  ..  ^ 
Negative:  Vice  Chairman  Kleinert  . 

T  \Vhereas? ^he^report  of  a  Committee  °n  Test  ^ads: 
1254-61-SA — Amendment  to  resolution  as  to  use  g 
nr  nlaces  of  explosive  atmosphere.  , 

SC  A.  Olsen  Mfg  Co.,  Elyria,  Ohio  requested  that 
the  resolution  adopted  May  8,  1962,  under  Calenda 
Number  1254-61-SA  be  reopened  and  amended  so  a 
to  permit  the  approved  space  heaters  to  be  mstalled  rn 
garages  or  places  of  explosive  atmosphere. 

USE:  Gas  fired  space  heaters.  . 

DESCRIPTION:  There  has  been  no  change  in  tne 
construction  of  the  heaters  nor  in  the  controls  used  in 
conjunction  with  the  heaters. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  May  8,  lyoz, 
under  Calendar  Number.  1254-61-SA  be  reopened  and 
amended  so  as  to  permit  the  approved  Luxaire  Unit 
Heaters  (gas  fired)  to  be  installed  in 

of  explosive  atmosphere  on  condition  that  the  units  be 
installed  so  that  the  bottom  plane  of  the  unit  is  at  least 
8'-0"  above  the  floor  level  and  also  that  the  heaters  b 
eauipped  with  a  40  x  40  mesh  wire  screen  mstalled  over 
the  combustion  air  intake  and  further  that  Ml  o  e_ 
requirements  of  the  resolution  adopted  May  8,  1962  un 
der  Calendar  Number  1254-61-SA  be  complied  with. 


CSsd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 

the  above  report. 

1595-61-SA 

APPLICANT — J.  B.  Slattery  and  Bro.,  Incorporated, 


owner. 
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APPEARANCES— 

For  Applicant:  J.  Warren  Slattery. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein....  4 

Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1595-61-SA — Amendment  to  resolution  as  to  additional 
gas  ranges. 

J.  B.  Slattery  and  Bro.,  Inc.,  Brooklyn,  N.Y.,  requested 
that  the  resolution  adopted  December  12,  1961,  under 
Calendar _ N umber  1595-61-SA  be  reopened  and  amended 
so  as  to  include  additional  models  of  gas  ranges. 

USE:  Domestic  gas  ranges. 

DESCRIPTION:  The  requested  Models  6420,  64201, 
2463  and  420  are  the  same  as  the  presently  approved 
ranges  except  for  appearance,  being  squared  instead  of 
rounded. 

The  Models  6420  and  2463  have  been  approved  by 
the  American  Gas  Association.  The  Model  64201  is  the 
same  construction  as  the  Model  6420  except  it  does  not 
have  automatic  oven  ignition.  The  Model  420  is  the  same 
except  that  it  does  not  have  oven  heat  control. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  December  12,  1961, 
under  Calendar  Number  1595-61-SA  be  reopened  and 
amended  so  as  to  include  the  Models  6420  and  2463  to 
be  installed  in  accordance  with  C26-695.0.1  and  C26 
695.0. 2.a  and  the  Models  64201  and  420  to  be  installed 
in  accordance  with  C26-695.0.1  and  C26-695.0.2.b  Admini¬ 
strative  Building  Code  on  condition  that  the  require¬ 
ments  of  the  resolution  adopted  December  12,  1961  un¬ 
der  Calendar  Number  1595-61-SA  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


548-62-SA 

APPLICANT — Huebsch  Originators,  owners;  L.  Frank 
Wright,  agent. 

APPEARANCES— 

For  Applicant:  Herbert  J.  Hallberg. 

ACTION  OF  BOARD — Appliance  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker,  and  Com- 

misioner  Klein  .  5 

Negative:  . . .  q 

THE  RESOLUTION— 

.  .Wherea5,  the  report  of  a  Committee  on  Test  reads : 
548-62-SA— Huebsch  Originators,  Milwaukee,  Wiscon- 
SOn’  ill,  *or  aPProval  °f  the  appliance  known  as  Load- 
star  30-30  under  the  provisions  of  Article  12,  Chapter  26 
Administrative  Building  Code. 

USE:  Gas  heated  clothes  dryer.  (Water  Wash) 
DESCRIPTION:  This  apliance,  a  gas  heated  com¬ 


mercial  drying  tumbler,  consists  of  a  perforated  metal 
cylinder  30  inches  in  diameter  by  30  inches  deep  inside 
dimensions.  The  cylinder  rotates  within  an  enclosing 
metal  shell  and  is  equipped  with  a  motor  driven  fan 
located  in  the  rear  and  at  bottom  of  outer  shell.  A  gas 
heating  unit  is  placed  on  top  of  the  enclosing  shell,  so 
that  the  fan  draws  air  through  the  heater  to  warm  it 
and  then  through  the  perforated  cylinder  and  dries  the 
material  therein.  The  30"  x  30"  cylinder  dries  about  30 
lbs.  of  material.  The  damp  clothes  or  fabrics  are  placed 
in  the  perforated  cylinder,  the  door  closed,  the  motor 
switched  on  and  the  gas  turned  on.  The  warm  air  cir¬ 
culating  through  the  clothes  dries  them  and  is  then 
exhausted  to  the  outer  air.  A  large  lint  trap  is  provided 
and  installed  as  a  part  of  the  tumbler,  located  at  the 
extreme  bottom.  This  lint  trap  is  so  constructed  as  to 
catch  and  hold  all  and  any  lint  coming  from  the  drying 
operation.  A  removable  panel  is  provided  at  the  extreme 
bottom  of  tumbler  to  enable  operator  to  remove  lint 
caught  by  this  trap.  The  dryer  is  also  equipped  with  a 
switch  interlock,  which  causes  the  motor  to  shut  off 
if  the  door  is  opened.  When  the  motor  cuts  off  either 
by  switch  or  power  failure,  a  Basoid  cuts  off  the  gas 
supply  to  the  burners.  This  prevents  the  burners  from 
operating  unless  the  fan  is  drawing  off  heat.  A  thermo¬ 
couple  attached  to  the  basoid  shuts  off  the  gas  supply 
if  for  any  reason,  the  pilot  light  for  the  burners  is  not 
lighted. 

INSPECTION  AND  TEST:  Details  of  construction 
were  examined  by  Assistant  Engineer  John  A.  Darts 
ihe  unit  has  been  approved  by  the  American  Gas  As¬ 
sociation. 

RECOMMENDATION:  The  Committee  on  Test  re- 
commends  the  approval  of  the  appliance  known  as  Load¬ 
star  30-30  as  manufactured  by  Huebsch  Originators  for 
voluntary  use  in  New  York  Ctiy  on  condition  that  the 
unit  be  vented  in  accordance  with  the  requirements  of 
Artide  12,  Chapter  26,  Administrative  Building  Code 
aFP  further  the  appliance  shall  bear  a  label  permanently 
affixed,  reading,  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  548-62-SA  . 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approe  this  appliance  in  accordance  with  the  above 
report. 


815-62-SA 

APPLICANT — Boiler  Engineering  and  Supply  Com¬ 
pany,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Joseph  A.  Hohenleitner. 

ACTION  OF  BOARD — Appliance  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE: 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . . . .  5 

Negative :  _ _  q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
815-62-SA— Boiler  Engineering  and  Supply  Company, 
Inc.,  Phoemxville,  Pa.,  filed  for  approval  of  the  ap¬ 
pliance  known  as  Contenental  Boiler,  Gas  Fired,  Models 
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F?n  tn  F700  and  F15  to  F700  under  the  provisions  of 
Article  12  Chapter  26,  Administrative  Building  Code. 
USE:  Gas  fired  steam  or  hot  water  boilers  for  use  in 
commercial  and  industrial  installations. 

DFSCRIPTION:  These  are  packaged  automatic  boilers 
equipped  with  a  baffle-ported  nozzle  mix  type  gas  burner 
\he  boiler  is  mounted  on  a  structural  steel  base  «d 
is  equipped  with  necessary  boiler  trim  and  fittings 
eluding  2  safety  vales,  2  low  water  cut-offs  and  on 
steam  a  pressure  limit  control.  ,  i 

The  boifer  is  complete  with  piping,  Metric  wiring  and 
insulation  jacket.  It  is  of  the  two  pass  Scoteh  Manne 
type  designed  in  accordance  with  the  A  S.  M.  E.  boner 
code  The  furnace,  which  operates  under  forced  draft, 
is  completely  surrounded  with  water  which  tends 
the  flue  gas  temperature.  The  return  tubes  are  fitted  with 
an  impeller  to  increase  velocity  of  the  combustion  gases 
to  increase  heat  transfer. 

Electronic  combustion  controls  are  used  to  cause  a 
immediate  cutoff  of  gas  supply  in  case  of  flame  failure. 
Pre-purge  and  post-purge  are  standard.  h  P  • 

On-off  firing  is  available  on  units  of  15  to  100  H.B 
Lo-Hi-Lo  firing  on  units  of  15  to  700  H-P-  and  modulat" 
ine  firing  on  units  of  50  to  700  H.P. 

The  Model  E  units  are  more  compact  than  the  Model 
F  units,  the  latter  are  designed  for  a  greater  .res^^ 
steam  capacity.  The  numeral  in  the  model  designation 
indicates  the  horepower  of  the  boiler. 

INSPECTION  AND  TEST:  All  data  submitted  was 
examined  by  Assistant  Engineer  George  F.  Sklenaric. 

The  Models  E  and  F  boilers  have  been  tested  and  ap¬ 
proved  by  Underwriters’  Laboratories,  File  MP  20/1. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  appliance  known  as  Con¬ 
tinental  Boiler,  Gas  Fired,  Models  E20  to  E700  and 
F15  to  F700  for  use  in  New  York  City  when  installed 
in  accordance  with  this  report  and  the  requirements  of 
Article  12,  Chapter  26,  Administrative  Building  Code, 
provided  that  each  appliance  shall  bear  a  label,  per¬ 
manently  affixed,  reading,  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  815-62-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  ,that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 

report. 


D-W  Steel  Stud  under  the  provisions  of  C26-636.0  Ad¬ 
ministrative  Building  Code.  rPcictive 

USE:  Component  part  of  a  one  hour 

DESCRIPTION:  The  studs  and  tracks  are  25  gauge 
See!  channel  ranging  in  widths  from  1%  mches  to  3  A 

"'The  erection  of  a  partition  using  the  Donn  Products 

is  as  follows:  Ceiling  and  floor  track  runners  ar^fi 

oif’ceitte'rsnTheristudseareath^r?hist^led^tm-2'-0"^cnters 

"d  kareTh,rt™fnchbyoneCrS  ‘ratfd' 

joint  treatment.  .  .  ,  .  , 

t nt g P F r T T O N  AND  TEST:  A  partition,  constructed 
as^herein  described,  was  tested  at  Ohio  State  University 
Columbus,  Ohio,  and  the  partition  s“c«ff ullyT”e'*^. 
requirements  of  a  one  hour  fire  proof  parLtiom  ^ord 
plete  report  is  on  file  with  and  is  part  of  the  record 

RECOMMENDATION:  The  Committee  on  lest  re- 
commends  the  approval  of  the  matentd  known  as  the 
Donn  D-W  Steel  Stud,  for  use  in  New  York  Eity,  a 
a  component  part  of  a  fireproof  partit'on  wbo^  the 
construction  is  as  herein  described  and  in  accordance 
with  Drawing  T-2016  which  is  on  file  with  and  is  part 
of  the  record  on  condition  that  the  wallboard  used  in  the 
partition  shall  be  a  board  that  has  been  approved  by  the 
Rnard  and  further  all  plans  submitted  to  the  Depart 
ment  of  Buildings  showing  the  proposed  use  of  this  con- 
struction  shall  be  labeled,  '‘Approved  by  ‘he  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  unde 
Calendar  Number  819-62-SM  . 

CSgd.)  William  A.  Nolan, 

^  B  Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 

report. 


819-62-SM 

APPLICANT— Alexander  Oley  Jr.  for  Donn  Products, 
Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  B.  A.  Mullen. 

ACTION  OF  BOARD— Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE—  „  ,  _  .  .  „  . 

Affirmative  Chairman  Foley,  Commissioner  Becker 

and  Commissioner  Klein  ...... . . . d 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 

Fox  .  2 

THE  RESOLUTION—  . 

Whereas,  the  report  of  a  Committee  on  Test  reads . 
819-62-SM— Donn  Products  Incorporated,  Westlake, 
Ohio,  filed  for  approval  of  the  material  known  as  Donn 


834-62-SA 

APPLICANT — Ingersoll-Rand  Company,  owner. 

APPEARANCES— 

For  Applicant:  T.  Bosshard. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  lest. 

^  Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  q 

Negative:  . 

THE  RESOLUTION—  .  _  .  , 

Whereas,  the  report  of  a  Committee  on  Test  reads . 
834-62-SA— Ingersoll-Rand  Company  New  York  N.Y 
requested  that  the  resolution  adopted  October  23,  1962, 
under  Calendar  Number  834-62-SA  be  reopened  and 
amended  so  as  to  include  the  additional  model  DMV  and 
DHV  centrifugal  pumps. 

USE:  For  pumping  petroleum  products. 
DESCRIPTION:  The  Models  DMV  and  DHV  pumps 
are  horizontal  split  cased  centrifugal  pumps  similar 
to  the  previously  approved  pumps  except  that  they  are 
equipped  with  double  mechanical  seals  as  standard  equip¬ 
ment. 
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The  Model  DMV  is  designed  for  heads  up  to  200 
feet,  capacities  of  250  to  2400  g.p.m.  and  in  sizes  of  3,  4 
o  and  6  inches.  ’  ’ 

is  Resigned  for  heads  up  to  350 
feet  capacities  of  250  to  2000  g.p.m.  and  in  sizes  of  3  4 
o  and  6  inches.  ’  ’ 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  October  23  1962 
under  Calendar  Number  834-62-SA  be  reopened  and 

S°raS  .t0-r lncI.udJr  the  Ingersoll-Rand  Horizontal 
bpht  Case  Centrifugal  Pump,  Models  DMV  and  DHV 
on  condition  that  the  requirements  of  the  resolution 

83^A°b?Xued  S.  "nder  Ca'endar  N““ber 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


ha  rTh,CKar  °i1  ln  whlc,h  thls  material  is  to  be  marketed 
abeliedA0r  m,aiYed’  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  852-62-SM”.  y  uer 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
report"  approVe  thls  material  m  accordance  with  the  above 


852-62-SM 

Aowne*r^HaroId~ Pe^rine^’agenF’^*^ 
APPEARANCES— 

For  Applicant:  Harold  Perrine. 

ACTION  OF  BOARD — Material  approved  in  accord- 
mi' tteeTn  Tes^  rCP°rt  and  recommendati°n  of  Com- 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  c 

Negative:  . ^ 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

T^nton^l11^^  Perr’ne  ,f°r  Baldwin-Ehret-Hill, 
lrenton,N.J.,  filed  for  approval  of  the  material  known  as 

B-E-H  Glasstyle  Acoustical  Ceiling  Board  under  the 
provisions  of  C26-88.0,  C26-191.0  and  C26-461.0  of  the 
Administrative  Building  Code.  tne 

biaS  T°  bC  USed  38  an  incombustible  acoustical  ceiling 

DESCRIPTION :  The  Glasstyle  Acoustical  Ceiling  Board 
is  composed  of  glass  fibres  with  phenolic  resin  binder 
molded  in  flat  sheets  24”  x  48”  x  %"  and  24”  24"  Y  y  "  a 

3ha  P"  *?■  ‘I  “  i"  p^n.?d2o„Xo*  si"de 

with  a  white  acoustical  paint  and  is  suited  for  lav-in 

systems!0”  “  approved  ^Pes  of  mechanical  suspension 

INSPECTION  AND  TEST:  Sample  board  were  tested 

rated'as  aaTs  A  The  Specificat*on  SS-A-118b  and 
area  as  Class  A.  I  he  tests  were  conducted  at  the  Fair 

FoldttrnStTahlLab0^rieS  °Lthe  Armour  Research 
the  record  P°rt  I§  °n  file  with  and  is  Part  of 

^C°MaM5NDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  material  known  as  B-E-H 
£  f  style  Acoustical  Ceiling  Board  for  voZtarv  instal- 
met  the8  an  .lncombustibIe  acoustical  board  as  having 
hS  cZJ equ,remf"ts  of  C26-88.0  Administrative  Build 
mg  Code  on  condition  that  this  material  be  installed  in 
an  approved  mechanical  suspension  system,  and  further 


908-62-SM 

AnwLIC^N1firTher  AJasland  Duraleather  Company 
owner;  Leathercraft  Corporation,  Agent 

APPEARANCES— 

For  Applicant:  Herbert  Zeisler. 

AancIe°with^hBOAR?~:^ateriaI  aPProved  in  accord- 
mittee  on  Test. reP  commendation  of  Com- 

THE  VOTE— 

A^ative:  Cbamman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Becker  and  Commissioner  Klein  4 

Negative:  Commissioner  Fox  .  i 

THE  RESOLUTION—  . 

908V62ESMS’  Th  reP°rt.of  a  Committee  on  Test  reads: 
delDhiaSpa~^l  ¥asland  Duraleather  Company,  Phila- 
MasHnd^uV^  Vin^awPrnVal  °-  the  material  known  as 

of  C26-66?U0r7anb  ISkISP;eeffidT„dgerCodeePrOViSi°nS 

tacSombusStiMe  b?ck?„gWaU  Veneer  whEn  placed  »P°” 

DESCRIPTION:  This  wall  covering  is  made  up  of  a 
6  mil  vinyl  composition  consisting  of  P  V  C  resin  or 
copolymer  plasticers,  pigment  and  stabilizers  bonded 

IheS  ThC  °V“al1  Sickness b£"f“ 

atNth^^I0I^.AY?  TEST:  The  material  was  tested 
at  the  Underwriters’  Laboratories,  File  R4300.  ° 

The  test  indicated  that  when  attached  to  incombustible 

the^l^  Wlth  th^  manufacturer’s  No.  MD  2000  adhesive 

T  S,pread  WaS  15’  fuel  contributed  was  10  and 
smoke  developed  was  negligible  a 

RECOMMENDATION:  The  ’  Committee  on  Test  re 
SmnndS  thc  approval  of  the  material  known  as  MasI 
land  Duran  Vinyl  Wallcovering  less  than  1/20 
mch  m  thickness  for  use  as  a  /eneering  mateHal  under 
Co0PrOri0nS  a{  C26-667.0.7.b  Administrative  Building 

SJLTalS  £S  b™llTJZnZ  25  * 

^  Ci°tyr«nderStCanideardar  NumbS 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 
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946-62-SA 

APPLICANT— Locke  Stove  Company,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appliance  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE—  .  .  , 

Affirmative:  Chairman  Foley,  Commissioner  Becker 

and  Commissioner  Klein  . .  3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 

Fox  .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
946-62-SA— Locke  Stove  Company,  Kansas  City,  Mo., 
filed  for  approval  of  the  appliance  known  as  Warm  Morn¬ 
ing  Wall  Heater,  Models  DV-101,  DV-102  and  DV-103 
with  suffix  M  and  MA  for  use  in  New  York  City  under 
the  provisions  of  Article  12,  Chapter  26,  of  the  Admini¬ 
strative  Building  Code  and  pertinent  sections  of  the 
Multiple  Dwelling  Law  and  Code. 

USE:  A  wall  mounted  gas  fired  room  heater. 
DESCRIPTION:  These  heaters  are  arranged  so  that 
no  combustion  products  are  discharged  into  the  room 
being  heated. 

The  heaters  are  mounted  on  the  inside  of  an  exterior 
wall  with  the  flue  and  air  intake  ducts  installed  concen¬ 
trically  through  the  wall  so  that  all  combustion  air  is 
taken  from  the  outside  through  the  outermost  duct  and 
the  flue  products  are  discharged  to  outdoors  through 
the  inner  duct  and  through  a  wind  proof  vent  cap  as¬ 
sembly.  The  flue  duct  diameter  is  3,  4  and  5  inches  for 
the  Models  DV-101,  DV-102  and  DV-103  respectively. 

The  burners  used  are  drilled  port  cast  iron  atmospheric 
type  provided  with  M-H  “Adatrol’  ’control  combining 
100%  safety  gas  pilot,  manual  shut  off  valve  and  thermo¬ 
stat.  A  pressure  regulator  is  factory  installed  on  models 
designed  for  natural,  manufactured  or  mixed  gas. 

The  Models  DV-102  and  DV-103  are  available  with 
a  blower  fan  for  forced  circulation.  This  is  optional 
equipment. 

The  Model  DV-101  has  an  input  rating  of  10,000  B.T.U. 
per  hour,  the  Model  DV-102  has  an  input  rating  of 
20,000  B.T.U.  per  hour  and  the  Model  DV-103  an  input 
rating  of  30,000  B.T.U.  per  hour. 

INSPECTION  AND  TEST:  All  data  submitted  was 
examined  by  Assistant  Engineer  George  F.  Sklenarik. 

These  heaters  have  been  tested  and  approved  by  the 
American  Gas  Association. 

RECOMMENDATION:  The  Committee  recommends 
the  approval  of  the  appliance  known  as  Warm  Morning 
Wall  Heater,  Models  DV-101,  DV-102  and  DV-103  with 
suffix  M  and  MA  for  use  in  New  York  City  when  in¬ 
stalled  in  accordance  with  this  report  and  the  provisions 
of  Article  12,  Chapter  26,  Administrative  Building  Code 
and  in  addition,  when  installed  in  multiple  dwellings,  in 
accordance  with  the  pertinent  sections  of  the  Multiple 
Dwelling  Law  and  Code  provided  that  each  heater  shall 
bear  a  label,  permanently  affixed  reading,  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Calendar  Number  946-62-SA”. 

(Sgd.)  William  A.  Nolan, 

Director. 
John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


81-63-SA 

APPLICANT— Morris  Kweller  for  American  Permac 
Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Morris  Kweller. 

ACTION  OF  BOARD — Appliance  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  KJeinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  ~ 

Negative:  - -  ^ 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
81-63-SA — M.  Kweller  for  American  Permac,  Inc.,  Mer¬ 
rick  N  Y.,  filed  for  approval  of  the  appliance  known 
as  Bowe  Comet  A  and  Comet  B  Dry  Cleaning  Machines 
(coin  operated  or  non-coin  operated)  under  the  provi¬ 
sions  of  the  Board’s  Rules  Covering  Coin  Operated 
Dry  Cleaning  Establishments  and  the  Board’s  Rules 
Covering  Non-Coin  Operated  Dry  Cleaning  Establish¬ 
ments. 

USE:  Dry  cleaning  machines  using  perchlorethylene 
solvent. 

DESCRIPTION:  The  Bowe  Comet  A.  dry  cleaner  is 
a  completely  automatic  package  unit  designed  for  either 
coin  operation  or  non-coin  operation. 

The  machine  employs  a  single  stainless  steel  washer 
gasket  32  inches  by  15  inches  in  which  cleaning,  extract¬ 
ing  and  drying  of  the  clothes  is  accomplished. 

The  other  parts  include  a  53  gallon  solvent  tank,  a 
pump,  filter,  drain  valve,  sludge  vessel,  water  separator, 
button  trap,  water  cooled  condenser,  electrical  air  heater, 
fan,  and  controls  with  air  operated  (80  p.s.i.)  timer.  A 
steam  coil  supplied  with  steam  from  a  separate  source 
may  be  used  in  place  of  the  electric  air  heater. 

To  start  the  machine  the  loading  door  must  be  closed. 
When  the  washing  cycle  is  completed  the  basket  speed 
is  increased  for  the  extraction  cycle  after  which  heated 
air  for  drying  is  passd  through  the  materials  that  were 
dry  cleaned.  This  air  then  is  .  recirculated  through  a 
water  cooled  condenser,  condensing  solvent  and  moisture 
which  flow  to  the  separator.  The  solvent  drains  to  the 
tank  and  the  water  is  drained  to  waste. 

After  drying  the  material  is  aerated  and  then  the 
machine  stops.  The  loading  door  may  now  be  opened 
and  the  exhaust  fan  automatically  starts  drawing  air 
into  the  machine  through  the  door  opening.  The  load¬ 
ing  door  is  automatically  locked  throughout  the  complete 
cleaning  and  drying  cycle. 

The  Comet  B  unit  is  similar  to  the  Comet  A  model 
but  as  one  of  its  component  parts  it  has  a  steam  heated 
muck  cooker  unit  which  serves  to  drive  off  any  retained 
solvent  in  the  used  filter  powder  and  to  condense  it  and 
return  it  to  the  solvent  tank. 

INSPECTION  AND  TEST:  A  Comet  A  unit  was 
inspected  at  42-21  Main  Street,  Queens,  by  Assistant  En¬ 
gineer  George  F.  Sklenarik.  Present  was  Mr.  M.  Kweller 
representing  the  applicant.  A  complete  cleaning  cycle  was 
witnessed  which  took  less  than  30  minutes.  The  clothes 
removed  were  dry  and  had  only  a  slight  odor  of  solvent. 

The  cubic  content  of  the  32"  x  15"  basket  is  7  cubic 
feet.  On  the  basis  of  2.8  lbs.  per  cubic  foot  the  maximum 
capacity  is  19.6  lbs. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  appliance  known,  as 
Bowe  Comet  A  and  Comet  B  Dry  Cleaning  Machines 
Coin  Operated  and  Non  Coin  Operated  for  use  in  New 
York  City  where  permitted  by  the  Zoning  Resolution 
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for  coin  operated  machines  when  installed  and  operated 
m  accordance  with  the  Board’s  Rules  Covering  Coin 
Operated  Establishments  and  for  non-coin  operated 

w“h  t"heS  Board’s  Tl'kd  .0per;ted  in  accordance 
wnn  tne  tfoard s  Rules  Covering  Non-Coin  Operated 

chile  shaflT  Estalj)1’*hments  provided  that  each  ma 
chine  shall  bear  a  label,  permanently  affixed  readW 

Approved  by  the  Board  of  Standards  and  Appeals  W 

in  ew  York  City  under  Calendar  Number  81-63-SA” 

*5?  Committee  further  recommends  that  on  each 

capacity  of  196  lbs  f 1Spi^yCK  lhe  maximum  dry  load 
apacity  ot  19.6  lbs.  for  the  basket  and  that  all  electrical 

New  Y°o^ran;dt0th2ethE,eCtrCal  C?de  °f  the  City  °f 
wp  +  ?  k’  and  lhat  the  exhaust  air  flow  throueh  the 
basket  door  opening  shall  be  at  least  100  c.f.m.  &  h 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 


?VwS‘r'f,'|,CC  wi,h  *.his  cepcrt  and  the  requirements 
shalf  bear  a  Adrnmistrat.Ve  Code  provided  each  torch 
snail  bear  a  label,  permanently  attached  readme-  “A™ 

fn°Ne.d  ^V?°ard  °f  Standards  and  Appeals gfor  use' 
w  York  City  under  Calendar  Number  138-63-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

uj^fu°lve.d’  that  the  Board  of  Standards  and  appeals  does 
report  at>t>r°Ve  thls  aPPltance  in  accordance  with  the  above 


- ua  J.  Co L. 

hef  &  533S2- if 


138-63-SA 

AowneIrCANT~Nati0nal  WeIding  Equipment  Company, 

APPEARANCES— 

For  Applicant:  Paul  Decyk. 

AaJce°with  ^ E  BOARD— Apphance  approved  in  accord- 
S“ee  on  Tea,.  P°  emendation  of  Com- 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
mSne^KlL  '  C0mmissi0mr  Becker  and  Com-’ 
Negative:  . . .  .  n 

THE  resolution—  . 

1  JV?/c?S\tThe.reP°rt  °f  a  C°mmittee  on  Test  reads: 

known  as  National  Air  Gas  Torch,  Model  SAuS 
he  provisions  of  Section  C19-93.0  Administration  Code 
UbF.  a  brazing,  welding  or  soldering  torch. 
DESCRIPTION:  The  National  Air  Gas  Torch  can  bp 
use  with  any  fuel  gas  with  exygen  or  compressed  air 
by  using  the  proper  tip  with  the  torch  COmpressed  air 

»;gea„"d  *  “d  fJ-PpOx' for6 other  find  gas 

oTPVtetetee ,orch  may  be 

-ine  JA  torch  was  approved  bv  Underwrite  t 
ones  and  is  so  labeled.  File  number  SA  493  °ra 

?omC°^MFi.NDATION:  The  Committee  on  Test  re- 

tiona^Air  Cas  ?Ppr°val  of  the  appliance  known  as  Na¬ 
tional  Air  Gas  Torch,  Model  3 A,  for  use  in  New  York 


353-63-SM 

AownerCANT~United  StateS  Plywood  Corporation, 
APPEARANCES— 

For  Applicant:  Clifford  A.  Stevens. 

AaJce0with>^ E  BOARD— Algeria1  approved  in  accord- 
mittee  on  Test.  recommendation  of  Com- 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

NSS^SS,a^“:-lK.ein  .. .  4 

THE  RESOLUTION— 

the  report  of  a  Committee  on  Test  reads: 

York3' N Y~fiwef  StateS  P,lywood  Corporation,  New 

Weldwood'Lohh/p  ap?rovaI  of  *he  material  known  as 

667  7 B  C26  88  f)  A  aae  •’  under  the  provisions  of  C26- 
' -  C26-88.0  Administrative  Building  Code 

dkcription-  Th  in  Iob?y  and  corridor  areas- 

•  k  '  Phe  panel  consists  of  11/16"  after 

hp?tdn«gfiKnC°mbiUS-tlb  e  core’  comPosed  of  blended  as 
bestos  fibers  and  inorganic  binders,  and  to  each  face  of 

tnicKness.  this  is  5  ply  construction. 

mjl  fh^/C2°n”S-rUiCtio”  a  single  veneer  face  of  not 
more  than  1/20  is  laminated  to  each  face  The  size  nf 

the  panels  ranges  up  to  4'-10"  x  12'  0"  ne  S1  6  °f 

tel?  «« 

SIHSF  ~  *  "FI™1- 

88.0  with  exposure  at  1200F  f d  £  C°de’  Section  C26- 

d”4 

and  IS  part  of  the  record.  Py 
and  data  filed  b materiaI 

mtetentete  Wi&a  bi 
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Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  353-63-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 

James  B.  Anderson,  Jr. 
Engineer. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

413-63-SA 

APPLICANT — Reliance  Instrument  Manufacturing 

Corporation,  owner. 

APPEARANCES— 

For  Applicant:  B.  C.  Webster. 

ACTION  OF  BOARD— Appliance  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE:  .  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - - * - 5 

Negative:  - -  u 

THE  RESOLUTION-  .  ^  . 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
413-63-SA — Reliance  Instrument  Manufacturing  Cor¬ 
poration,  Hackensack,  N.J.,  filed  for  approval  of  the 
appliance  known  as  Reliance  Instrument  and  Rimcor 
Smoke  Density  Meter  and  Alarm,  Models  LS,  RS,  Lb, 
RC,  VM,  VMI,  VMX  and  VMT  under  the  provisions 
of  C26-191.0  Administrative  Building  Code. 

USE:  A  smoke  detector  for  installation  at  the  flue  pipe 
of  heavy  oil  burning  or  soft  coal  burning  boilers. 
DESCRIPTION:  The  Reliance  Instrument  and  Rim¬ 
cor  Smoke  Density  Meter  and  Alarm  consists  of  a  6 
volt  Westinghouse  light  source  with  a  step  down  trans¬ 
former,  a  phototube  receiver  and  a  density  meter  which 
is  made  up  with  an  amplifier  tube,  relay,  resistors,  con¬ 
densers,  2  selenium  rectifiers  connected  in  series,  trans- 
former,  time  delay  relay  when  required,  rheostats,  shut 
off  switch,  green  and  red  lights  and  a  Ringelmann  scale 
meter.  Provisions  are  made  for  connection  to  an  audible 
alarm  and  also  to  the  oil  burner  shut  off  through  the 
oil  burner  control  with  its  manual  reset. 

The  LS  and  RS  units  are  light  source  and  phototube 
receiver  respectively,  designed  for  indoor  installation 
with  a  non-weather  proof  casing.  The  LC  and  RC  units 
are  light  source  and  phototube  receiver  respectively,  de¬ 
signed  for  outdoor  installation  and  have  a  weatherproof 

casing.  .  . ,  . .  , 

The  VM  and  VMI  density  meters  are  identical  except 
for  the  housing,  the  VM  meter  is  designed  for  flush 

mounting  on  panels.  . 

The  VMX  meter  incorporates  two  extra  terminals  and 
a  one  ohm  resistor  to  be  connected  to  an  electrical 

recorder.  .  .  ,  , 

The  VMT  is  a  standard  meter  unit  plus  a  time  delay 
relay  so  that  burner  cut  off  can  be  operated  after  a 
maximum  2  minute  period. 

The  light  source  and  receiver  unit  are  installed  on  op¬ 
posite  sides  of  a  flue  pipe  and  supported  in  position  by 
means  of  a  %  inch  iron  pipe  passed  through  1  inch  holes 
made  in  the  flue.  Another  pair  of  holes  2%  inches  in 
diameter  are  made  in  the  flue  below  the  pipe  support  for 
passage  of  light  through  the  flue  pipe  to  impinge  on  the 


phototube.  This  installation  is  to  be  made  where  the  draft 
is  negative. 

INSPECTION  AND  TEST:  Samples  of  the  LC  and 
RC  units  and  the  VMT  meter  were  inspected  at  the 
offices  of  the  Board  by  Assistant  Engineer  G.  F.  bkle- 
narik.  This  smoke  alarm  can  be  installed  so  as  not  to 
interfere  with  the  oil  burner  safety  controls. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  appliance  known  as 
Reliance  Instrument  and  Rimcor  Smoke  Density  Meter 
and  Alarm,  Models  LS,  RS,  LC,  RC,  VM,  VMI,  VMX 
and  VMT  for  use  in  New  York  City  when  installed  in 
accordance  with  this  report  and  to  the  satisfaction  of  the 
Department  of  Air  Pollution  Control,  and  provided  that 
the  installation  of  such  equipment  will  not  interfere  with 
the  operation  of  the  oil  burner  safety  control  or  in  any 
way  with  the  draft  or  passage  of  flue  gases,  the  Com¬ 
mittee  further  recommends  that  each  installation  bear  a 
label,  permanently  affixed,  reading,  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  413-63-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standard  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  witih  the  above 
report. 


31-60-SA 

APPLICANT— Motor  Wheel  Corporation,  owner;  E.M. 
Crary,  agent. 

SUBJECT— Application  January  13,  I960— Duo-Therm 
Gas  Fired  Mobile  Home  Heaters,  Models  551-0  through 
-9,  Models  570-0  through  -9,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert. 

Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
Negative:  - u 


1-60-SA 

APPLICANT — National  Cylinder  Gas,  Division  of 
Chemetron  Corporation,  owner. 

SUBJECT — Application  January  4,  1960 — N.C.G.  Liquid 
Gas  Transport,  Model  LNT  23,  for  oxygen,  argon  and 
nitrogen,  approval  of. 

APPEARANCES—  „  J  ^  _  __  „ 

For  Applicant:  Thomas  Fallon  and  D.  D.  Van  Haveren. 
ACTION  OF  BOARD — Laid  over  without  date. 


901-61-SA 

APPLICANT — J.  L.  Morgan  for  General  Dynamics 
Corporation;  Liquid  Carbonic  Div.,  owner. 
SUBJECT — Application  June  14,  1961 — General  Dy¬ 
namics  Liquid  Oxygen,  Nitrogen  and  Argon  Trailer 
Transports,  approval  of. 

APPEARANCES— 

For  Applicant:  Joseph  Georges. 

ACTION  OF  BOARD — Laid  over  without  date. 
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1998-61-SA 


APPLICANT — National  Cylinder  Gas,  Division  of 
Chemetron  Corporation,  owner. 


SUBJECT — Application  December  27,  1961 — National 
Cylinder  Gas  Liquid  Nitrogen  Argon,  Nitrogen  Pump¬ 
ing  Models  TLP  165;  TLOP’s  1155,  1156,  1216; 
TLAO’s  1121,  1122  Truck,  approval  of. 
APPEARANCES— 


For  Applicant:  Thomas  Fallon  and  D.D.  Van  Haveren. 
ACTION  OF  BOARD — Laid  over  without  date. 


1053-62-SM 

APPLICANT — Daniel  J.  O’Connell  for  Insulated  Block 
Corporation,  owner. 

SUBJECT — Application  November  27,  1962 — Insulated 
Block  Corporation  Cavity  Wall  Masonry  Block  Units 
approval  of. 

APPEARANCES— 

For  Applicant:  Daniel  J.  O’Connell. 

ACTION  OF  BOARD — Laid  over  to  October  1,  1963, 
at  2  P.M.  Applicant  to  consult  with  the  Board’s  engi¬ 
neer  relative  to  re-wording  of  recommendation. 


26-63-SM 

APPLIICANT — The  Flintkote  Company,  owner. 

SUBJECT — Application  December  26,  1962 — Van  Packer 
Industrial  Stack  Model  HT  approval  of. 
APPEARANCES— 

For  Applicant:  Martin  A.  Krug  Jr.,  and  J.  F.  Schulz. 
ACTION  OF  BOARD — Laid  over  to  November  26, 
1963,  at  2  P.M.  In  accordance  with  Local  Law,  ap¬ 
plicant  is  to  have  comparative  test  made  with  concrete 
chimney  specified  in  the  Administrative  Code. 


377-63-SM 

APPLICANT — Juniper  Elbow  Company,  Inc.,  owner. 

SUBJECT— Application  May  1,  1963— Artis  Vacuum 
Cap  (for  smoke  pipe  and  chimney),  approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  October  8,  1963, 
at  2  P.M.  for  hearing;  applicant  to  be  notified  to  be 
present. 


238-44-A-Vol.  II 

APPLICANT — S.  J.  Rodman,  owner;  U.S.S.R.  Mission 
to  United  Nations,  lessee. 

SUBJECT — Application  for  consideration  • —  reopening 
for  amendment  of  resolution  —  re-  Appeal  from  a 
decision  of  the  Borough  Superintendent;  previously 
granted  on  condition — re-  non-fireproof  structure,  pub¬ 
lic  use. 

PREMISES  AFFECTED — 324  West  86th  Street,  south¬ 
west  corner  at  Riverside  Drive,  Block  1247,  Lot  46 
Borough  of  Manhattan. 

For  Applicant:  S.  J.  Rodman  and  J.  Ostrovski. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  .  4 

Negative:  Vice  Chairman  Kleinert  .  '  1 

THE  RESOLUTION— 

Whereas,  this  application  was  amended  by  the  Board  as 
Vol.  II,  on  June  4,  1957,  on  certain  conditions;  and 


Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  2,  1944,  as 
amended  through  June  4,  1957,  by  adding  thereto: 

that  the  third  floor  and  the  present  library  on  the 
first  floor  may  be  used  for  classrooms,  with  occupancy 
not  exceeding  20  children  per  classroom,  on  condition 
that  the  building  shall  conform  to  drawings  filed  with 
this  application  dated  ‘July  23,  1963,’  6  sheets;  that  a 
new  Certificate  of  Occupancy  shall  be  obtained;  and 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects”.  (Alt. 


147-56-A 

APPLICANT — The  Brooklyn  Union  Gas  Company 
owner.  ’ 

SUBJECT — Application  for  consideration  —  reopening 
for  amendment  of  resolution  —  Appeal  from  a  deci- 
sion  of  the  Borough  Superintendent — re-  installation 
of  oil  storage  tank;  previously  granted  on  condition. 
PREMISES  AFFECTED — 170  Lombardy  Street 
southwest  corner  of  Varick  Avenue,  Block  2837,  Lot 
1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lloyd  A.  Hunziker,  A.  Lee  Alcock  and 
Carlton  W.  Roll. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox, 

Commissioner  Becker  and  Commissioner  Klein  _  4 

Negative  . ““  q 

Not  Voting:  Vice  Chairman  Kleinert .  1 

THE  RESOLUTION— 

Whereas  this  application  was  granted  by  the  Board  on 
May  15,  1956,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  15  1956  bv 
adding  thereto :  ’  J 

“that  the  gas-oil  in  the  No.  5  tank  shall  have  a  flash¬ 
point  of  not  .  less,  than  120°  F.,  on  condition  that  the 
foam  fire  extinguishing"  system  shall  be  of  sufficient  ca- 
pacity  to  cover  the  area  of  the  dike;  that  the  entire 
system  shall  be  maintained  to  the  satisfaction  of  the 
Fire  Commissioner;  and  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (Fire  Dept.  Folder  No.  W-80O367 
and  Dept,  of  Bldgs.  N.B.  Applic.  No.  2752-55.) 


679-61-A 

APPLICANT — Jacob  Fisher  and  Donald  D.  Fisher  for 
Martin  Schreiber,  owner. 

SUBJECT— Apphcation  May  12,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system  and  a  decision  of  the  Borough 
Superintendent. 

PREMISES  AFFECTED — 8  Harrison  Street,  north 
side  97  feet  8  inches  west  of  Hudson  Street,  Block 
181,  Lot  1,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Donald  D.  Fisher. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE—  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klein ert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ~ 

Negative:  .  v 

THE  RESOLUTION—  .  .  e  .  _ 

Whereas,  the  order  and  decision  of  the  hire  Commis¬ 
sioner,  dated  February  16,  1961  and  April  15,  1961  on 
Violation  Order  No.  490694,  reads : 


“1.  Provide  an  approved  automatic  dry  sprinkler  system 
throughout  entire  building. 

Chapt.  C19-161.0  Adm.  Code.” 


and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  7,  1963  on  Alt.  Applic.  563-63,  reads : 

“C-l  Provide  sprinkler  system  for  1st  floor  shipping 
room  and  both  cooler  rooms  opening  onto  pas¬ 
sageway  leading  from  req’d  stairs  to  street. 
C26-289.0  A.C.” 


and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  16,  1961  and  April  15,  1961,  act¬ 
ing  on  Violation  Order  No.  490694,  Objection  No.  1,  and 
the  decision  of  the  Borough  Superintendent,  dated  May  7, 
1963,  acting  on  Alt.  Applic.  563-63,  Objection  C-l,  be  and 
they  hereby  are  modified  and  that  the  appeal,  be  and  it 
hereby  is  granted,  on  condition  that  the  building  shall 
conform  to  drawings  filed  with  this  appeal  dated  May  12, 
1961,  3  sheets  and  May  28,  1963,  3  sheets ;  on  further  con¬ 
dition  that  the  third,  fourth  and  fifth,  floors  shall  remain 
vacant ;  that  a  dry  non-automatic  sprinkler  system  and  a 
thermostatic  fire  alarm  with  central  office  connection  shall 
be  installed  in  the  cellar,  first  floor  and  second  floor,  not 
including  the  refrigerated  areas. 


814-61-A 

APPLICANT— A.  L.  Seiden  for  Saltway  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  May  29,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 185-187  Canal  Street,  99 
Mott  Street,  northwest  corner,  Block  205,  Lot  30, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  L.  Seiden. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  - - - - -  0 

Negative :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  - - - - -  5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  30,  1961  and  May  2,  1961  on  Viola¬ 
tion  Order  No.  503057,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  C19-161.0  Adm.  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied,  because  of  the  nature  of  the 
occupancy  and  conditions  found  at  the  premises. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 


missioner,  dated  March  30,  1961  and  May  2,  1961  acting 
on  Violation  Order  No.  503057,  Ocjection  No.  1.  be  and 
it  hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby 

i  o  rl/yvi'ipn. 


837-61-A 

APPLICANT — A.  L.  Seiden  for  Graycliff  Realty  Corpora¬ 
tion  and  Naomi  K.  Raber,  owners. 

SUBJECT— Application  June  1,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 171-173  Canal  Street,  north 
side,  41  feet  10%  inches  west  of  Elizabeth  Street,  Block 
204,’  Lot  30,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  L.  Seiden. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE—  ^  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com- 

missioner  Klein  .  ~ 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  30,  1961  and  May  3,  1961  on  Violation 
Order  No.  503058,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  C19-161.0  Admin.  Code.” 


and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  March  30,  1961  and  May  3,  1961  acting  on  Violation 
Order  No.  503058,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  conform  to  drawings  filed 
with  this  application  dated  May  17,  1963— seven  sheets; 
and  on  furhter  condition  a  non-automatic  sprinkler  system 
shall  be  installed  in  the  cellar;  that  the  celotex  ceiling  in 
the  first  and  second  floors  shall  be  painted  with  fire-retard¬ 
ant  paint;  and  that  a  thermostatic  fire  alarm  system  with 
central  office  connection  be  installed  throughout  the  build¬ 


ing. 


854-61-A 

APPLICANT— A.  L.  Seiden  for  Estate  of  John  J.  Gillen, 
deceased  and  Estate  of  James  S.  Maher,  deceased,  owner. 
SUBJECT— Application  June  7,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 421-423  West  14th  Street,  north 
side,  349  feet  6  inches  east  of  10th  Avenue,  Block  712, 
Lot  part  of  lot  14,  Borough  of  Manhattan. 

For  Applicant:  A.  L.  Seiden. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  21,  1961  and  May  16,  1961  on  Viola¬ 
tion  Order  No.  502293,  reads: 
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1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  21,  1961  and  May  16,  1961  acting 
on  Violation  Order  No.  502293,  Objection  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  conform  to  drawings 
filed  with  this  application  dated  June  12,  1963— five  sheets; 
and  on  further  condition  that  there  shall  be  no  occupancy 
above  the  second  floor. 


858-61-A 

APPLICANT — Bon  Gail  Corporation  owner;  St.  Marks 
Baths,  Incorporated  lessee. 

SUBJECT— Application  June  7,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
spnnkler  system,  doors  and  arches. 

AFFECTED — 6  St.  Marks  Place,  south  side 
100  feet  east  of  Third  Avenue,  Block  463,  Lot  12,  Borough 
of  Manhattan. 

APPEARANCES— 

b'or  Applicant:  Sam  Zimbalist  and  Irving  Frome 
For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied 
THE  VOTE  TO  GRANT— 

Affirmative :  _ _ _ q 

Negative :  Chairman  Foley,  Vice  Charrmln'KleineTrCom- 
missioner  Fox,  Commissioner  Becker  and  Commissioner 

Klein  .  t; 

THE  RESOLUTION—  . . . . . 

Whereas,  the  order  and  decision  of  the  Fire  Commis- 
smner,  dated  February  28,  1961  and  June  1,  1961,  reads : 
(Violation  Order  No.  428894) 

1.  Provide  an  approved  sprinkler  system  to  protect 
all  areas  of  the  entire  bldg.,  including  cellar  & 
storage  areas. 

C19-161.0  Administrative  Code.” 

(Violation  Order  No.  428897) 

“3.  Remove  doors  and  arches  from  partitions  on  2nd 
&  3rd  floors.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  conditions  found 
at  the  building. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  28,  1961  and  June  1,  1961  acting 
on  Violation  Order  No.  428894,  Objection  No.  1  be  and 
it  hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby 
is  denied..  Violation  order  No.  428897,  objection  No  3  has 
been  rescinded  by  the  Fire  Commissioner 


860-61-A 

APPLICANT— A.  L.  Seiden  for  Estate  of  John  J.  Gillen, 
deceased  and  Estate  of  James  S.  Maher,  deceased,  owner. 

SUBJECT— Application  June  8,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
spnnkler  system. 

AFFECTED-425  West  14th  Street,  north 
side,  328  feet,  11  inches,  east  of  10th  Avenue,  Block  712, 
Lot  part  of  lot  14,  Borough  of  Manhattan 
APPEARANCES— 

For  Applicant:  A.  L.  Seiden. 
or  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker,  and  Com- 

misioner  Klein  .  5 

Negative:  . .  q 

THE  RESOLUTION— 

.  Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  23,  1961  and  May  16,  1961  on  Viola¬ 
tion  Order  No.  475859,  reads: 

“1.  Provide  an  aproved  automatic  sprinkler  system 
throughout  building  as  per  Sec.  C19-161  Administra¬ 
tion  Code.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner, _  dated  March  23,  1961  and  May  16,  1961  acting 
on  Violation  Order  No.  475859  Objection  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  conform  with  draw¬ 
ings  filed  with  this  application  dated  June  12,  1963— five 
sheets;  and  on  further  condition  that  there  shall  be  no 
occupancy  above  the  second  floor. 


870-61-A 

APPLICANT — Robert  Teichman  for  Nuzel  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  June  9,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprmkler  system. 

PREMIES  AFFECTED-142  Duane  Street,  south  side, 
124  feet  3%  inches  west  of  Church  Street,  Block  146,  Lot 
18,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  R.  Teichman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative: Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

N  egative :  .  q 

THE  RESOLUTION— 

.  Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner^  dated  February  6,  1961  and  May  11,  1961  on  Viola¬ 
tion  Order  No.  490813,  reads : 

1.  You  are  hereby  ordered  to  provide  an  approved 
automatic  sprinkler  system  throughout  the  premises 
of  142  Duane  Street  including  the  cellar  and  sub¬ 
cellar. 

Chap.  19-161.0  of  the  Administrative  Code” 

and 


Whereas  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


nesoivea,  that  the  order  and  decision  of  the  Fire  Com- 
missionei-,  dated  February  6,  1961  and  May  11,  1961,  acting 
on  Violation  Order,  No.  490813  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
gi anted'  on  condition  that  the  building  conform  to  drawings 
hied  with  this  application  dated  May  16,  1963— one  sheet, 
^eptember  17,  1963  four  sheets;  and  on  further  condition 
that  the  non-automatic  sprinkler  system  in  the  cellar  and 
subcellar,  be  maintained  to  the  satisfaction  of  the  Fire 
Commissioner;  and  that  a  thermostatic  fire  alarm  system 
buildingntraI  °ffice  connection  be  installed  throughout  the 
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871-61-A  t  r"ii 

APPLICANT — A.  L.  Seiden  for  Estate  of  John  J.  Gillen, 
deceased  and  Estate  of  James  S.  Maher,  deceased,  owners. 
SUBJECT— Application  June  12,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED-427  West  14th  Street,  north 
side,  308  feet,  4  inches  east  of  10th  Avenue,  Block  712, 
part  of  Lot  14,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  L.  Seiden.  ^  . 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE- 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - ^ 

Negative:  . 

THE  RESOLUTION—  .  . 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  21,  1961  and  May  16,  1961  on  Violation 
Order  No.  502294,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  21,  1961  and  May  16,  1961  acting 
on  Violation  Order  No.  502294  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
qr anted  on  condition;  that  the  building  conform  to  draw¬ 
ings  filed  with  this  application  dated  June  12  1963  five 
sheets  \  and  oh  fuvthey  condition that  there  shall  be  no 
occupancy  above  the  second  floor. 


. .  ,  J 

907-61-A 

APPLICANT— Irwin  Emerman  for  Abraham  Rosenthal, 


owners. 

SUBJECT— Application  June  15,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 113  Hester  Street,  north  side, 
67.5  feet  west  of  Eldridge  Street,  Block  306,  Lot  38, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Irwin  Emerman.  # 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE —  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 

missioner  Klein  - - - —  5 

Negative:  -  ® 

THE  RESOLUTION—  .  ,  ^  _ 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  2,  1961  and  May  16,  1961  on  Viola¬ 
tion  Order  No.  489897,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  bldg.  .  „ 

Chap.  19-161.0  of  the  Administrative  Code. 

and 


Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  2,  1961  and  May  16,  1961  acting 


on  Violation  Order  No.  489897,  Objection  No,  1  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
qranted  on  condition  that  the  building  conform  to  drawings 
filed  with  this  application  dated  June  15,  1961 — two  sheets. 
May  31,  1963— two  sheets;  and  on  further  condition  that 
the  first’ and  second  floors  remain  permanently  vacant,  and 
that  the  window  at  the  rear  of  the  basement,  connecting 
to  the  yard,  be  changed  to  a  door. 


939-61-A 

APPLICANT — H.  E.  Horwood  for  Olga  L.  G.  Conk- 
ling  and  Muriel  Van  H.  Versluys,  owner. 

SUBJECT— Application  June  20,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re 
sprinkler  system. 

PREMISES  AFFECTED— 450  Broadway,  east  side,  104 
feet  3  inches  south  of  Grand  Street,  Block  232,  Lot  8, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  E.  Horwood. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE —  _  .  „.  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  ~ 

Negative:  - ^ 

THE  RESOLUTION—  ,  _ 

Whereas,  the  order  and  decision  of  the  hire  Commis¬ 
sioner,  dated  January  25,  1961  and  May  22,  1961  on  Viola¬ 
tion  Order  No.  490002,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chap.  19-161.0  of  the  Administrative  Code. 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  25,  1961  and  May  22,  1961  acting 
on  Violation  Order  No.  490002,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  conform  to  drawings 
filed  with  this  application  dated  June  12,  1963  three  sheets , 
and  on  further  condition  that  a  non-automatic  sprinkler  sys¬ 
tem  be  installed  in  the  cellar,  that  a  thermostatic  fire  alarm 
system  with  central  office  connection  be  installed  throughout 
the  building  and  that  the  elevator  doors  be  made  self-closing 
and  kept  in  good  condition. 


941-61-A 

APPLICANT— Samuel  Rosenblum  for  Franjer  Realty  In¬ 
corporated,  owner. 

SUBJECT— Application  June  20,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 41  and  43  Bond  Street,  south 
side,  239  ft.  8  inches  west  of  Bowery,  Block  529,  Lot  29 
and  30,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox'  Commissioner  Becker  and  Com¬ 
missioner  Klein - ■ - 5 

Negative:  - 0 
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THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis- 
dated  March  1,  1961  and  May  22,  1961  on  Violation  Order 
Nos.  498359  and  498360,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chap.  19-161.0  of  the  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  orders  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  1,  1961  and  May  22,  1961,  acting  on 
Violation  Order  Nos.  498359  and  498360,  Objection  No.  1, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  conform 
to  drawings  filed  with  this  application  dated  June  20,  1961 — 
one  sheet;  and  on  further  condition  that  the  cellar  remain 
vacant,  and  that  a  thermostatic  fire  alarm  system  with 
central  office  connection  shall  be  installed  throughout  the 
building. 


942-61-A 

APPLICANT — H.  E.  Horwood  for  Gustave  F.  Herbst 
and  Fred  P.  Herbst,  owners. 

SUBJECT — Application  June  20,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 678  Broadway,  east  side,  57 
feet,  6  inches  south  of  Great  Jones  Street,  Block  530, 
Lot  5,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  E.  Horwood. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  _ _ _ _ _ _ _ _  0 

THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  23,  1961  and  May  22,  1961  on  Viola¬ 
tion  Order  No.  487136,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  building. 

Chap.  19-161.0  of  the  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  23,  1961  and  May  22,  1961,  acting 
on  Viol.  Order  No.  487136,  Objection  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  appeal  dated  June  20,  1961,  2  sheets  and 
June  12,  1963,  3  sheets;  on  further  condition  that  the 
perforated  pipe  system  in  the  subcellar  and  the  non-auto¬ 
matic  sprinkler  in  the  cellar  shall  be  maintained  in  good 
condition ;  that  the  cellar  shall  be  ventilated  through  the 
bulkheads  over  the  sidewalks  on  Broadway  and  on  Shin¬ 
bone  Alley;  that  a  thermostatic  fire  alarm  system  with  cen¬ 
tral  office  connection  shall  be  installed  in  the  cellar  and 
subcellar ;  and  that  an  access  door  shall  be  provided  through 
the  store  front  at  the  first  floor  on  the  Broadway  side. 

955-61-A 

APPLICANT — A.  L.  Seiden  for  Chas.  M.  Seiden,  owner. 
SUBJECT — Application  Jpne  21,  1961 — Appeal  from  an 


order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 100  Chambers  Street,  south 
side,  25  feet  east  of  Church  Street,  Block  135,  Lot  16, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  L.  Seiden. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  . . . . . . . .  5 

Negative:  „ _ _  q 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  15,  1961  and  May  23,  1961  on  Vio¬ 
lation  Order  No.  490870,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
in  the  sub-cellar  and  cellar. 

Chap.  19-161.0  of  the  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  15,  1961  and  May  23,  1961,  acting 
on  Viol.  Order  No.  490870,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  June  4,  1963,  4  sheets; 
on  further  condition  that  the  perforated  pipe  system  in  the 
cellar  and  subcellar  shall  be  maintained  in  good  condition ; 
that  a  thermostatic  fire  alarm  system  with  central  office 
connection  shall  be  installed  in  the  cellar  and  subcellar ; 
that  a  masonry  partition  with  a  fireproof,  self-closing  door 
shall  be  installed  around  the  stairs  in  the  subcellar;  and 
that  a  fire  retarded  partition  with  a  fireproof  self-closing 
ooor  shall  be  installed  around  the  stairs  in  the  cellar. 


157-62-A 

APPLICANT — 877  Second  Avenue  Corporation,- owner : 
Newel  Art  Galleries,  lessee. 

SUBJECT— Application  February  6,  1962  —  Appeal  from 
orders  of  the  Fire  Commissioner  re-  sprinkler  system 
stairway,  reduce  amt.  of  stock  etc. 

PREMISES  AFFECTED — 8 77  2nd  Avenue,  northwest 
corner  of  East  47th  Street  Block  1320,  Lot  29,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Peter  W.  Quinn. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  . ’  "  q 


THE  RESOLUTION— 

Whereas,  the  order  of  the  Fire  Commissioner,  dated 
December  5,  1961  and  January  29,  1962  on  Violation  Order 
No.  551640,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chap.  19-161.0  of  the  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 
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Resolved,  that  the  order  of  the  Fire  Comnussioner  dated 
December  5  1961  and  January  29,  196Z,  acting ,  °  , 

shah 

be  installed  throughout  the  building. 


720-62-A  „  ,  ~ 

APPLICANT — Larry  Meltzer  for  Edca  Realty  Corpora¬ 
tion^  owner;  EveS--Nu  Metal  Products  Incorporated, 

lessee. 

SUBTECT _ Application  July  11,  1962  —  Appeal  from  an 

order  and  a  decision  of  the  Fire  Commissioner  re-  paint 

PREMISES  AFFECTED-471-479  20th  Street  north  aide, 
150  feet  west  of  Prospect  Park  West,  Block  888,  Lot  82, 
Borough  of  Brooklyn. 

APPEARANCES— 

&  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

T  AffirmatTvEe7chairman  Foley,  Vice  Chairman  Kleinert, 

A  Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  q 

Negative:  . 

Whereas,  the  order  and  decision  of  the  Fire  Commis- 
sioner,  dated  June  23,  1961,  May  22,  1962  and  June  13, 
1962,  reads : 

(Order  No.  3215-1)  _  .  . 

“3  Discontinue  the  use  of  spraying  equipment,  indi¬ 
cated  below,  which  is  not  approved  by  the  Board 
of  Standards  and  Appeals.  Rule  6.1.7,  Spray  Rules. 

(Order  No.  2561-2) 

“1  Discontinue  the  use  of  spraying  equipment  (Skinner 
Solenoid  Valve),  which  is  not  approved,  by  the 
Board  of  Standards  and  Appeals.  Rule  6.1.7,  Spray 
Rules.” 

Whereas,  the  premises  was  re-inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  June  23,  1961,  May  22,  1962  and  June  13, 
1962  acting  on  Order  No.  3215-1  Objection  No.  3  and 
Order  No.  2561-2,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  appeal  dated  July  11,  1962,  2  sheets;  on  further 
condition  that  a  complete  sprinkler  system!  shall  be  in¬ 
stalled  throughout  both  the  old  and  the  new  buildings ;  and 
that  proper  aisles  shall  be  maintained  throughout. 

1105-62-A 

APPLICANT — 318  West  75th  Street  Corporation,  owner. 
SUBTECT— Application  December  10,  1962— Filed  pursu¬ 
ant  to  section  310  of  the  Multiple  Dwelling  Law  for  a 
variance  of  section  34  and  177  of  the  Multiple  Dwelling 
Law  re-  cellar  apartment. 

PREMISES  AFFECTED — 318  West  75th  Street  south 
side,  58  feet  west  of  Riverside  Drive,  Block  1184,  Lot  100, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Francis  B.  Bardon. 


ACTION  OF  BOARD— Appeal  granted  on  condition. 

T  AffirmatifeT  Chairman  Foley,  Commissioner  Becker 

NesativeVviS'chSrman  Kleinert  and  Commissioner 

Fox  . 

TWHEREASSOtheUdeIc?sSCof  the  Borough  Superintenden,, 

dated  November  13,  1962  on  Alt.  Applic.  1292-62,  reads 
“Al— Proposed  cellar  apt.  is  contrary  to  Sect.  1// 
Sect.  34  M.D.L.” 

an7  EAS  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  gran  e 
under  certain  conditions.  .  ,  , 

Resolved  that  the  decision  of  the  Borough  Supermtenden  , 
daVed  November  13,  1962,  acting  on  Alt.  Applic.  1292-62 
Objection  No.  Al,  be  and  it  hereby  is  modified  vada :  the 
nowers  vested  in  the  Board  by  Sections  177  and  34  °f  the 
Multiple  Dwelling  Law,  and  that  the  appeal  be  and 
hereby  is  granted^  on  condition  that  the  building  shall  con¬ 
form  to  drawings  filed  with  this  appeal  dated  December 
10,  1962,  one  sheet  and  June  4,  1963,  one  sheet. 


256-63-A  _  , 

APPLICANT— Albert  Melniker  for  The  Proctor  and 
Gamble  Manufacturing  Company,  owner. 

SUBTECT— Application  March  25,  1963  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Oil  pressure 
PREMISES  AFFECTED — 3665  Richmond  Terrace,  south 
side,  238  feet  west  of  Western  Avenue,  Block  1400,  Lot 
1,  Port  Ivory,  Borough  of  Richmond. 

A  Fo,EA?pHcmLE  ATbert  Melniker,  Frank  Allen  and  Ewell 
J.  Lytton,  Jr. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

T  Affir^tTveFchairman  Foley,  Vice  Chairman  Kleinert 
Commission  Fox  and  Commissioner  Becker  .  Q 

Negative:  . ;■•••; . .  i 

Absent:  Commissioner  Klein  . 

TWHES!AS0theUdeIc?staF of  the  Borough  Superintendent, 

dated  March  19,  1963  on  Misc.  Applic.  55-63,  reads. 

“1  Application  filed  to  increase  the  oil  pressure  to  the 
oil  burners  from  30  pounds  p.s.i.  to  60  pounds  p.s^  . 
is  contrary  to  Rule  8— Valves  and  Control  of  Oil 
Flow,  Sec  8.3.4  of  Cal.  No.  217-21-SR-Rules  Cov¬ 
ering  the  Installation  and  Use  of  Oil  Burning  Equip 
mint  and  the  Storage  of  Oils  Used  Connection 
Therewith,  as  amended  April  1,  1960,  and  should  be 
referred  to  the  Board  of  Standards  and  Appeals. 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  grante 
under  certain  conditions.  . 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  19,  1963,  acting  on  Misc.  Applic.  55-63,  Ubjec 
tion  No.  1,  be  and  it  hereby  is  modified  an^  th® 
be  and  it  hereby  is  granted  on  condition  that  the  work  be 
done  in  accordance  with  the  drawings  filed  with  this  ap 
plication  dated  March  1,  1963-seven  sheets,  and  September 
19,  1963 — two  sheets;  and  that  the  oil  to  be  used  be  limited 

to  No.  6  oil. 

629-63-A 

APPLICANT— John  J.  Saunders,  Board  of  Education  for 
Bureau  of  Design,  Construction  and  Physical  Plant, 

owner. 
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SUBJECT — Application  August  12,  1963 — Appeal  from  a 
decision  of  the  Borough  Superintendent — re-  Construction 
of  Pre-Fab  Schools.  (P.S.  62) 

PREMIISES  AFFECTED1 — 660  Fox  Street,  southwest 
corner,  of  Leggett  Avenue,  Block  2683,  Lot  65,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant :  John  J.  Saunders,  W.  Russell,  D.  Maiman, 
E.  Finley,  A.  Fried  and  M.  Wright 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _  5 

Negative: _ _  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  9,  1963  on  N.B.  Applic.  565-581-63,  reads : 

“1.  The  proposed  class  5  building  in  which  the  struc¬ 
tural  frame  work  and  walls  are  not  of  incombustible 
material  is  contrary  to  Sec.  262-243.0  of  A.C. 

2.  The  proposed  use  of  Aluminum  3105-H  154  6063 
T5  is  contrary  to  C26-325.2  A.C. 

3.  Footings  carried  down  only  two  feet  below  grade 
is  contrary  to  C26-403.0  A.C. 

4.  The  use  of  ACME  panels  for  bracing  walls  enclos¬ 
ure  wall  and  roof  is  contrary  to  Sec.  C26-191.0. 

5.  Provide  roof  drainage  as  per  Sec.  26-1299.0  A.C. 

6.  Provide  adequacy  of  toilet  facilities  as  per  Sec. 
C26-1279.0.  A.C.” 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  9,  1963  on  N.B.  Applic.  565-581-63,  Objection 
Nos.  1,  2,  3,  4,  5  and  6,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  for  a  term  of  five 
years,  on  condition  that  the  buildings  shall  conform  to 
drawings  filed  with  this  appeal  dated  September  24,  1963- 
ten  sheets,  and  that  the  structural  design  of  the  buildings 
shall  be  checked  and  approved  by  the  Department  of  Build¬ 
ings. 


630-63-A 

APPLICANT — John  J.  Saunders,  Board  of  Education,  for 
Bureau  of  Design,  Construction  and  Physical  Plant, 
owner. 


SUBJECT— Application  August  12,  1963— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  roof  and 
wall  construction,  aluminum  alloy  and  footings  for 
school.  (P.S.  113) 

PREMISES  AFFECTED-240  West  113th  Street,  south 
side,  215.6  feet  east  of  8th  Avenue,  Block  1828,  Lot  15 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  J.  Saunders,  W.  Russell,  D.  Maiman 
E.  Finley,  A.  Fried  and  M.  Wright. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 


Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . .  5 

Negative:  _  _  q 

THE  RESOLUTION—  .  . . 

W^hereas,  the  decision  of  the  Borough  Superintendent 
dated  August  9,  1963  on  NB.  Applic.  52-55-63,  reads: 

“1.  Obtain  approval  from  B.S.&A.  for  proposed  roof  & 
waU  construction  (Acme  Panel)  as  this  is  contrary 
to  C26-2430  A.C.  for  a  class  5  building. 

2.  Proposed  use  of  aluminum  alloy  6063-T5  as  a  struc¬ 
tural  element  is  contrary  to  C26-352.2  A.C. 


3.  Proposed  footings  to  be  carried  down  to  4'  below 
grades  per  C26-403.0  A.C.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  9,  1963  on  N.B.  Applic.  52-55-63,  Objection 
Nos.  1,  2  and  3  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  for  a  term  of  five 
years,  on  condition  that  the  buildings  shall  conform  to  draw¬ 
ings  filed  with  this  appeal  dated  September  24,  1963— ten 
sheets,  and  that  the  structural  design  of  the  buildings  shall 
be  checked  and  approved  by  the  Department  of  Buildings. 


631-63-A 

APPLICANT — John  J.  Saunders,  Board  of  Education  for 
Bureau  of  Design  Construction  and  Physical  Plant,  owner. 
SUBJECT— Application  August  12,  1963— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Acme  Missle 
Products,  aluminum  alloy  and  foundation  footings. 
PREMISES  AFFECTED— 26-01  Mott  Avenue,  southeast 
corner  of  Bay  28th  Street,  Block  15693,  Lot  1,  Far  Rock- 
away,  Borough  of  Queens.  (P.S.  104) 
APPEARANCES— 

For  Applicant:  John  Saunders,  W.  Russell,  D.  Maiman, 
E.  Finley,  A.  Fried  and  M.  Wright. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  . . . . .  _  q 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  6,  1963  on  N.B.  Applic.  1475  through  1478-63, 
reads : 

“1.  Submit  B.S.&A.  approval  for  Acme  Missle  Constr. 
Corp.  Products  including  connectors  for  use  as  class 
rooms  as  per  Sec.  C26-191.0  Adm.  Code. 

2.  Proposed  use  of  aluminum  alloy  6063-T5  as  a 
structural  element  is  contrary  to  Sec.  <26-325.2 
Adm.  Code. 

3.  Depth  of  Foundation  footings  to  be  carried  down  at 
least  4'-0"  below  the  adjoining  ground  surface  as 
per  Sec.  8.3.1.12  B.C.” 

and 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  6,  1963  on  N.B.  Applies.  1475  through  1478-63, 
Objection  Nos.  1,  2  and  3,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  for  a  term  of 
five  years,  on  condition  that  the  buildings  shall  conform  with 
drawings  filed  with  this  application  dated  September  24, 
1963— ten  sheets,  and  that  the  structural  design  of  the 
buildings  shall  be  checked  and  approved  by  the  Department 
of  Buildings. 


632-63-A 

APPLICANT — -John  J.  Saunders,  Board  of  Education,  for 
Bureau  of  Design,  Construction  and  Physical  Plant,  owner. 
SUBJECT  Application  August  12,  1963  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  panel 
construction,  combustible  material,  roof  drainage,  and 
footings.  (P.S.  289) 

PREMISES  AFFECTED — 146-170  Kingston  Avenue,  south 
west  corner  of  Saint  Marks  Avenue,  Block  1229,  Lot  28 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Saunders,  W.  Russell,  D.  Maiman, 
E.  Finley,  A.  Fried  and  M.  Wright. 
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ACTION  OF  BOARD— Appeal  granted  on  condition. 

1  Affirmative”:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  q 

Negative:  . 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintenden , 

dated  August  7,  1963  on  N.B.  Applic.  692-93-63,  reads .  . 

“1.  Proposed  panel  construction  not  in  accordance  with 
N.Y.C.  Building  Code.  Submit  Board  of  Standards 
and  Appeals  approval  number  (S.M.)  for  Acme 

Missle  Panel.  ,  ,  «  „  c 

2  Proposed  construction  cannot  be  treated  as  class  a 
metal  building  in  that  enclosure  walls  contain  material 
of  a  combustible  nature  which  is  not  fireproof 

C26-243.a.  ,  .  ,  f 

3.  Aluminum  alloy  as  proposed  is  not  approved  tor  use 
in  the  City  of  N.Y.  and  is  contrary  to  C26-37K1. 

4.  Footings  shall  be  4'-0"  below  grade. 

5.  Provide  adequate  toilet  facilities.  „ 

6.  Provide  roof  drainage  connected  to  acceptable  sewer. 

and  .  , 

Resolved,  that  the  decision  of  the  Borough  SuPfLmtendent, 
dated  August  7,  1963  on  N.B.  Applic.  692  and  693  of  1963, 
Objection  Nos.  1,  2,  3,  4,  5  and  6,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
for  a  term  of  five  years,  on  condition .  that  the  buildings 
shall  conform  to  drawings  filed  with  this  application  dated 
September  24,  1963-ten  sheets,  and  that  the  structural 
design  of  the  buildings  shall  be  checked  and  approved  by 
the  Department  of  Buildings. 

646-6i-A 

APPLICANT— A.  Schrader’s  Son  Division  of  Scovill 
Manufacturing  Company,  Incorporated,  owner. 
SUBJECT — Application  May  9,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 473-475  Clermont  Avenue, 
east  side,  227.5  feet  south  of  Fulton  Street,  Block  2009, 
Part  of  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE* 

Affirmative:’  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 

misioner  Klein  .  ~ 

Negative:  .  ^ 


1044-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Rhoda 
H.  Wander  and  Edna  Mae  Ghertter,  owners. 

SUBTECT — Application  July  3,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 326  Canal  Street,  south  side, 
200  feet  west  of  Broadway,  Block  210,  Lot  9,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant. 

T  Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . ” 

Negative:  - - - 


1067-61-A  . 

APPLICANT — Monaghan  and  Mattingly  for  Edroan 
Realty  Corporation,  owner. 

SUBJECT — Application  July  3,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 332  Canal  Street,  south  side 
174  feet  west  of  Broadway,  Block  210,  Lot  8,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

'P  v  o  T  E 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ^ 

Negative:  . 


660-61-A 

APPLICANT— Golden  Brands  Incorporated,  lessee, 
Frances  B.  White,  owner. 

SUBJECT— Application  May  11,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 367  Park  Avenue  corner  of 
Emerson  Place,  Block  1880,  Lot  1,  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Morris  Hannes. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein  ....  4 
Negative:  Commissioner  Fox  -  1 


1176-61-A 

APPLICANT— Daub  and  Daub  for  Milton  Fischer  and 
Harry  Rich,  owners. 

SUBJECT — Application  July  20,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 67-73  Vestry  Street,  260-262 
West  Street,  southeast  corner,  Block  218,  Lot 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Daub.  . 

For  Administration:  Lieut.  John  P.  Manfredi,  hire  Dept. 

ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW—  #  . 

Affirmative:  Chairman  holey,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker,  and  Com- 

misioner  Klein  .  ~ 

Negative:  - y 


1230-61-A 

APPLICANT— Anna  Strassberg,  owner;  Niagara  Elec¬ 
tric  Novelty  and  Supply  Company,  lessee. 

SUBJECT— Application  July  14,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 186  B.owery,  west  side,  25 
feet  south  of  Spring  Street,  Block  478,  Lot  23,  Borough 
of  Manhattan. 
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APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _  5 

Negative: _ _ _ _ _  0 


306-61-A — Vol.  II 

APPLICANT— Joseph  Lau  for  Gallo  and  Wistrand, 
owners;  Unity  Warehouse  Company,  Incorporated, 
lessee. 

SUBJECT — Application  reopened  March  12,  1963,  as 
Volume  II — Appeal  from  a  decision  of  the  Fire  Com¬ 
missioner,  re-  Sprinkler  system. 

PREMISES  AFFECTED — 387-391  Greenwich  Street, 
east  side,  24  feet,  11  inches  north  of  North  Moore 
Street,  69  North  Moore  Street  Block  188,  Lot  10, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Martin  J.  Hyman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  8,  1963, 
at  2  P.M.  for  reinspection  and  decision;  hearing  closed. 


834-61-A 

APPLICANT — Robert  Teichman  for  Filman  Realty 
Company  c/0  Henry  J.  Kohlman  (Co-owner). 

SUBJECT — Application  May  26,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 122  West  21st  Street,  south 
side,  272  feet  west  of  Avenue  of  the  Americas,  Block 
796,  Lot  S3,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  R.  Teichman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  8,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  pre¬ 
viously  closed. 


883-61-A 

APPLICANT — Sidney  M.  Moskowitz,  for  Mae  Pollet, 
owner. 

SUBJECT — Application  June  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 190  William  Street,  east 
side,  102  feet,  3  inches,  south  of  Frankfort  Street, 
Block  103,  Lot  S,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  1,  1963, 
at  2  P.M.  for  decision;  applicant  to  be  notified  to  be 
present;  hearing  previously  closed. 


892-61-A 

APPLICANT — Daub  and  Daub  for  Fischer  and  Sons 
Incorporated,  owner. 

SUBJECT — Application  June  6,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


PREMISES  AFFECTED— 149-51  Front  Street,  ISO- 
152  Maiden  Lane,  southeast  corner,  Block  37,  Lot  33, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Daub. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  22,  1963, 
at  2  P.M.  for  continued  hearing. 


987-61-A— Vol.  II 

APPLICANT — Henry  Nordheim  for  Stephen  Sozensky, 
owner. 

SUBJECT— Application  reopened  April  30,  1963,  as  Volume 
II — Appeal  from  a  decision  of  the  Borough  Super¬ 
intendent,  re-  Cellar  Apartment. 

PREMISES  AFFECTED— 1864  White  Plains  Road, 
east  side,  119.82  feet  south  of  Rhinelander  Avenue, 
Block  4050,  Lot  34,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  8,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1002-61-A 

APPLICANT — Peter  A.  Cavenari  for  Salvatore  Cuccia 
of  G.  Cuccia  and  Sons,  owner. 

SUBJECT — Application  June  28,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 124  West  Houston  Street, 
north  side,  25  feet  west  of  Sullivan  Street,  Block  525, 
Lot  21,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Peter  A.  Canevari. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  8,  1963, 
at  2  P.M.  for  inspection  and  decision;  applicant  to  file 
revised  drawings;  hearing  closed. 


1030-61-A 

APPLIICANT — 343  Canal  Corporation,  owner. 

SUBJECT — Application  June  16,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 343  Canal  Street,  north  side, 
65  feet  west  of  Green  Street,  Block  229,  Lot  3,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Nathan  Lanes. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  1,  1963, 
at  2  P.M.  for  hearing,  at  the  request  of  the  applicant. 


1006-61-A 

APPLICANT — James  N.  Wells’  Sons,  Incorporated  for 
Ross  F.  Eadie  and  Robert  L.  Grahan  Jr.,  as  Trustees 
under  will  of  Clement  Moore  Ogden,  owner;  B. 
Mandel  and  Company,  lessee. 

SUBJECT — Application  June  28,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 517-519  West  19th  Street, 
north  side,  225  feet  west  of  10th  Avenue,  Block  691, 
Lot  22,  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  William  lmhoi. 

For  Administration :  Lieut.  John  P.  Manfredi  Fire  Dep  . 
ACTION  OF  BOARD— Laid  over  to  October  8, 

at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1007-61-A  .  . 

APPLICANT — James  N.  Wells’  Sons,  Incorporated, 
for  Ross  F.  Eadie  and  Robert  L.  Gniham,  Jr.,  as 
Trustees  under  will  of  Clement  Moore  Ogden,  owner; 
Jacob  Rice  Glass  Company,  Incorporated,  lessee. 
SUBTECT — Application  June  28,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 525  West  23rd  Street  north 
side,  250  feet  west  of  10th  Avenue,  Block  695,  Lot  25, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  Imhof. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  8,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1088-61-A 

APPLICANT — A.  L.  Seiden  for  Ohmeis  Bros,  and 
Batchelder,  owners;  B  and  G  Foods,  Incorporated, 
lessee. 

SUBJECT — Application  July  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 140  Fulton  Street  south 
side,  215  feet  4Vz  inches  east  of  Broadway,  Block  79, 
Lot’ 27,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  L.  Seiden. 

For  Administration:  Lieut.  John  P.  Manfredi,  hire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  8,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1177  61  A 

APPLICANT — J.G.L.  Molloy  for  Lesfel  Realty  Cor¬ 
poration,  owner. 

SUBTECT— Application  July  17,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 52  Leonard  Street,  south 
side,  131. D/fs  feet  east  of  West  Broadway,  Block  176, 
Lot  24,  Borough  of  Manhattan. 

A  Fo?  ApplkSfTG.L.  Molloy,  Leon  Borsack,  Law- 

MX!  k  Flee  Dep,. 

ACTION  OF  BOARD— Laid  over  to  October  15,  1962, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 

1222-61-A 

APPLICANT — Daub  and  Daub  for  Estate  of  Esther 
Jonas,  owner. 

SUBTECT — Application  July  18,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 169  Mercer  Street  west 
side,  125  feet  south  of  West  Houston  Street,  Block 
513,’  Lot  22,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Sidney  Daub.  . 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dep  . 

ACTION  OF  BOARD — Laid  over  to  October  8,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 

1235-61-A 

APPLICANT— Joseph  Schechter  for  243  South  Street 
Realty  Corporation,  owner. 

SUBTECT — Application  July  31,  1961 — Appeal. fron  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED-243  South  Street,  north 
side  52  feet  11  inches  east  of  Pike  Street,  475-477 
Rlork  248.  Lot  3.  Borough  of  Manhattan. 


1163-61-A 

APPLICANT— Samuel  Carr  for  Rudi  Realty  Company, 
owner. 

SUBJECT— Application  July  13,  1961— Appeal. from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 19  West  38th  Street,  north 
side,  355  feet  west  of  5th  Avenue,  Block  840,  Lot  30, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Carr. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  8,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1175-61-A 

APPLICANT— Ralmore  Realty  Corporation,  owner. 
SUBJECT— Application  July  20,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 89  East  Broadway,  south 
side,  186  feet  3  inches  east  of  Market  Street,  Block 
282,’  Lot  32,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Ralph  Gorsky. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  8,  1963, 
at  2  P.M.  for  hearing,  at  the  request  of  the  applicant. 


APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  8,  1963, 
at  2  P.M.  for  hearing;  applicant  to  be  notified  to  be 
present. 


1249-61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Jacob 
Goldstein  and  Louis  Silverstein,  owners. 

SUBJECT — Application  July  31,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 119  Spring  Street  north 
side,  25  feet  east  of  Greene  Street,  Block  499,  Lot  42, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassolotti. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  8,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


835-62-A 

APPLICANT— Goldberg  and  Scutaro  for  Esther  Sa- 
cher,  owner. 

SUBTECT— Application  August  30,  1962— Review  of  De¬ 
cision  of  the  Borough  Superintendent  re-  Zoning 
Matter. 


1062 


MINUTES 


PREMISES  AFFECTED— 1134  East  58th  Street,  west 
side,  208  feet  north  of  Avenue  K,  Block  7805,  Lot  71, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Edmund  F.  Wolk. 

ACTION  OF  BOARD — Laid  over  to  October  22,  1963, 
at  2  P.M.  for  hearing  at  the  request  of  the  applicant. 


836-62-A 

APPLICANT — Goldberg  and  Scutaro  for  Harry  Abram¬ 
son,  owner. 

SUBJECT — Application  August  30,  1962 — Review  of 
Decision  of  the  Borough  Superintendent  re-  Zoning 
Matter., 

PREMISES  AFFECTED — 1091  East  58th  Street  east 
side,  576  feet  north  of  Avenue  K,  Block  7806,  Lot  35, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Edmund  F.  Wolk. 

ACTION  OF  BOARD — Laid  over  to  October  22,  1963, 
at  2  P.M.  for  hearing,  at  the  request  of  the  applicant. 

911-62-A 

APPLICANT — Chas.  B.  Meyers  Associates  for  The 
Jewish  Hospital  of  Brooklyn,  Incorporated,  owner. 
SUBJECT — Application  September  27,  1962  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  discontinue  use  of  fibreboard  tiles. 
PREMISES  AFFECTED— 533-561  Prospect  Place, 
north  side,  249  feet  east  of  Classon  Avenue,  Block 
1156,  Lots  1  and  21,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Martin  Freiwirth  and  J.  W.  Erickson. 
For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  November  19, 
1963,  at  2  P.M.  for  decision.  Owner  is  complying; 
hearing  previously  closed. 


31-63-A 

APPLICANT — Exitolite  Corporation  for  Comet  Realty 
Corporation,  owner. 

SUBJECT — Application  January  8,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  exit  signs. 

PREMISES  AFFECTED — 307-309  Seventh  Avenue, 
east  side,  78  feet  2%  inches  south  of  West  28th  Street, 
Block  803,  Lot  4,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Nathan  C.  Horwitz. 

ACTION  OF  BOARD — Laid  over  to  October  15,  1963, 
at  2  P.M.  for  consideration  and  decision;  applicant  to 
submit  sample;  hearing  closed. 


545-63-A 

APPLICANT — Everett  F.  Diehl  for  Hercules  Powder 
Company  Inc.,  lessee :  Consolidated  Edison  Company 
of  New  York,  Inc.  owner. 

SUBJECT — Application  July  3,  1963 — Review  of  a  de¬ 
cision  of  the  Commissioner  of  Marine  and  Aviation — 
construct  a  barricade  for  dynamite  magazines. 

PREMISES  AFFECTED — South  side  of  Hunt’s  Point 
Avenue,  2,170  feet  east  of  East  Bay  Avenue,  Block 
2780,  Lot  82,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Everett  F.  Diehl  and  Spence  W. 
Ohlinser. 

For  Administration :  Saul  Altschuler,  Dept,  of  Marine  and 
Aviation. 

ACTION  OF  BOARD — Laid  over  without  date. 


36-20-BZ — Vol.  II 

APPLICANT — Harry  Soled  for  Mobile  Transit  System, 
Inc.,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Section 
7i  of  the  Zoing  Resolution,  permitting  in  a  residence  and 
business  use  district,  the  addition  of  lubritorium,  motor 
vehicles  and  gasoline  service  station,  previously  granted 
by  the  Board. 

PREMISES  AFFECTED — 3086-3096  Fulton  Street  and 
171-181  Highland  Place,  southeast  corner,  Block  3959, 
Lot  18,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Soled. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . .  5 

Negative :  .  0 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  March  21,  1950,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  September  18,  1962;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  21,  1950, 
as  amended  through  September  18,  1962,  by  adding  thereto: 
“that  the  use  of  an  acetylene  torch  shall  be  permitted 
solely  within  the  area  shown  on  revised  drawing  of 
proposed  conditions  marked  ‘Received  July  12,  1963,’  1 
sheet,  on  condition  that  the  opening  shall  be  provided 
with  fireproof  doors  which  shall  be  kept  closed  when 
the  torch  is  in  use ;  that  such  area  shall  be  protected  by 
two  sprinkler  heads  fed  from  the  domestic  water 
supply;  and  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  570/63) 


719-58-BZ 

APPLICANT — Sam  A.  Schorr  and  Harold  M.  Mass, 
owners. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  July  3, 
1963  —  decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Sections  7c  and  7i 
of  the  Zoning  Resolution,  permitting  in  a  retail  use 
district,  the  extension  in  area  by  the  addtion  of  an 
adjoining  lot  and  the  reconstruction  of  an  existing  gaso¬ 
line  service  station,  lubritorium,  car  washing,  non-auto¬ 
matic,  auto  repairs  with  hand  tools  only,  office,  sale  and 
storage  of  accessories  and  parking;  the  proposed  recon¬ 
struction  to  provide  additional  tanks  and  pumps,  a  new 
accessory  building  and  install  curb  cuts. 

PREMISES  AFFECTED — 139-22  Springfield  Boulevard, 
northwest  corner  of  140th  Avenue,  Block  13029,  Lot  45, 
Springfield,  Borough  of  Queens. 

APPEARANCES—  _ 

For  Applicant:  Philip  Silver  and  Sam  Schorr. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 
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MINUTES 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  Tuly  24,  1959,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 

was  last  extended  on  July  3,  1962;  and  .  , 

Whereas,  the  applicant  requested  an  extension  of  further 

time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeal Is  does 
hereby  amend  the  resolution  adopted  on  July.  24,  195V,  as 
amended  through  July  3,  1962,  only  as  to  the  tune  to ■  ob  am 
permits  and  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read . 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  2436/  58) 


935-60-BZ  . 

APPLICANT — Burke  and  Groh  for  Regina  Goodman 
Price,  owner ;  Michael  Kaplan,  lessee. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  May  2  , 
1963  _  decision  of  the  Borough  Superintendent ;  pre¬ 
viously  granted  on  condition,  under  Section  7c  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence 
use  district,  the  change  in  use  of  the  first  floor  of  a 
building,  part  one-story  and  part  two-story  and  cellar, 
from  retail  store,  to  factory,  for  the  manufacturing  of 
children’s  clothing,  extending  from  the  retail  use,  into 
the  residence  use  portion  of  the  plot. 

PREMISES  AFFECTED -102-37  Jamaica  Avenue  north 
side,  217.14  feet  west  of  104th  Street,  Block  9187,  Lot  41, 
Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE—  _  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  j* 

Negative:  . 

THE  RESOLUTION—  J  „  , 

Whereas,  this  application  was  granted  by  the  Board 
on  April  18,  1961,  on  certain  conditions;  and 
W hereas,  time  to  obtain  permits  and  complete  the  work 

was  extended  on  May  22,  1962 ;  and 

Whereas,  the  applicant  requested  a  further  extension 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and.  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  13,  1961,  as 
amended  on  May  22,  1962,  only  as  to  the  time  which  to 
complete  the  work  and  obtain  a  Certificate  of  Occupancy, 
so  that  as  amended  this  portion  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  all  work  completed,  a  Certificate 
of  Occupancy  shall  be  obtained  within  one  year  from 
the  date  of  this  amended  resolution.”  (Alt.  2080/60) 


319-61-BZ 

APPLICANT— Lama,  Proskauer  and  Prober  for  Lyress 
Realty  Corporation,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  September 
18,  1963  —  decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  7e  of  the 
Zoning  Resolution,  permitting  in  a  local  retail  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  minor  auto  repairs,  non-automatic  car  wash, 


office,  sales,  ground  sign  with  parking  and  storage  of 
motor  vehicles  for  a  term  of  twenty  (20)  years. 
PREMISES  A F F E CTED — 2 1 4-234  West  Fordham  Road 
east  side,  215.30  feet  south  of  Sedgwick  Avenue,  Block 
3234,  Lot  68,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti.  . 

ACTION  OF  BOARD— Application  reopened  and  time 
to  complete  work  extended. 

T  Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - -  ^ 

Negative :  - - - - 

THE  RESOLUTION—  .  .  .  ..  Rnarfl 

Whereas,  this  application  was  granted  by  the  Board 

on  July  18,  1961,  on  certain  condition;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 

was  extended  on  September  18,  1962;  and  Y+Pncinn 

Whereas,  the  applicant  requested  a  further  extension 

time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  18,  1901,  as 
amended  on  September  18,  1962,  only  as  to  the  time 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  o  fthe  resolution  shall  read: 

“that  permit!  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion  ;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (N.B.  68/61) 

345-61-BZ 

APPLICANT — Harry  Yarish  for  Emily  Conant,  owner. 
SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  September 
25,  1963  —  decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Sections  7a,  7c  and 
n  of  the  Zoning  Resolution,  permitting  in  a  retail  and 
residence  use  C  area  district,  construction  of  a  one  story 
and  cellar  extension  exceeding  the  permitted  area  cov¬ 
erage  for  the  extended  use  of  the  present  funeral  estab¬ 
lishment  with  accessory  parking  and  use  of  the  three 
car  garage  in  the  residence  use  district  with  business  exist 
into  the  residence  use. 

PREMISES  AFFECTED— 1120-1122  Flatbush  Avenue, 
west  side,  287  feet,  11  inches  south  of  Cortelyou  Road, 
Block  5174,  Lot  22,  Borough  of  Brooklyn. 

For  Appliant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 

missioner  Klein  - - -  " 

Negative:  . . . - - -  u 

THE  RESOLUTION-  J  .  .  _  . 

Whereas,  this  application  was  granted  by  the  Board  on 
July  25,  1961,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  September  25,  1962;  and 

Whereas,  the  applicant  requested  a  further  extension 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standard  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  25,  1961,.  as 
amended  on  September  25,  1962,  only  as  to  the  time 
to  obtain  permits  and  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read  :  . 

“that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained. 
(Alt.  3106/60) 
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SUBJECT  Application  July  6,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 128  West  18th  Street,  south 
side  200  feet  east  of  7th  Avenue,  Block  793,  Lot  55, 
Borough  of  Manhattan. 


1052-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Fanrab 
incorporated,  owner.  ' 

SUB JECT— Application  July  6,  1961 — Appeal  from  an 

or  ,er  an(i  a  decision  of  the  Fire  Commissioner  re- 
sprmkler  system. 

PREMISES  AFFECTED — 71  Leonard  Street,  north 
side,  75  feet  east  of  Church  Street,  Block  174,  Lot  10, 
Borough  of  Manhattan. 


1057-61-A 

APPLICANT— H.  E.  Horwood  for  Leavenworth  Realty 
Corporation,  owner. 

SUBJECT— Application  July  7,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system,  and  a  decision  of  the  Borough  Super¬ 
intendent  re-  egress,  enclosure  stairs  and  hoitway  etc 

PREMISES  AFFECTED — 55  Fulton  Street,  45  Cliff 
Manhattan^681  C°rner’  Block  94>  Lot  4>  Borough  of 


1065-61-A 

C-ANT  Af  onaghan  and  Mattingly  for  Zeitlen 
Kealty  Company,  owner. 

SUBJECT— Application  July  5,  1961— Appeal  from  an 
or  .  r  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PR-5MI,™S,  AFFECTED-120  Fulton  Street,  south 
Side,  100  feet  east  of  Nassau  Ct.,  Block  78,  Lot  45 
Borough  of  Manhattan. 


1068-61-A 

APPLfCANT— Monagh^  and  Mattingly  for  Maege 
Kealty  Corporation,  owner. 

SUBJECT— Application  July  5,  1961— Appeal  from  an 
or  ,er  and  a  decision  of  the  Fire  Commissioner  re- 
sprmkler  system. 

PREMtSES  AFFECTED — 7-9  Bond  Street,  south  side, 
70  ,fe,et  west  of  Lafayette  Street,  Block  529,  Lot  14 
and  13,  Borough  of  Manhattan. 


1070-61-A 

APPLUTANT— Monaghan  and  Mattingly  for  Standard 
Casing  Company,  Inc.,  owner. 

SUBJECT— Application  July  5,  1961— Appeal  from  an 
oraer  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 121  Spring  Street,  northeast 
^Manhattan66”6  Street’  B1°ck  4"’  Lot  43’  Borou&h 


1110-61-A 

APPLICANT— William  S.  Shary  for  Dewey  Carver 
owner.  ’ 

^E^EET— .Application  July  7,  1961 — Appeal  from  an 
or  ,er  ar*d  a  decision  of  the  Fire  Commissioner  re- 
spnnkler  system. 

P^MI,nfSr  AFFECTED-115  Liberty  Street,  north 
n.  .  Jeet  ’'I  inches  east  of  Greenwich  Street, 
Block  60,  Lot  6,  Borough  of  Manhattan. 


1113-61-A 

APPLICANT  Joseph  Lau  for  52  East  Broadway  cor¬ 
poration  .owner. 

SUBJECT— Application  July  10,  1961— Appeal  from  an 
or  ,er  ana  a  decision  of  the  Fire  Commissioner  re- 
spnnkler  system. 

AP^E.CT,ED_ 50  East  Broadway,  north 

9QdiC’ T23?  ft64®1  %  ln,ches  west  of  Market  Street,  Block 
281,  Cot  23,  Borough  of  Manhattan. 


1114-61-A 

APPLICANT— Joseph  Lau  for  52  East  Broadway  Cor¬ 
poration,  owner. 

SUBJECT— Application  July  10,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

A?^EETED — 48  East  Broadway,  north 

t26? 9f|er> 2  %  1?ckes,  west  of  Market  Street,  Block 
281,  Cot  22,  Borough  of  Manhattan. 


1118-61-A 

Mario  A.  Tucciarone  for  John  T.  Stan¬ 
ley  Company,  Incorporated,  owner. 

SUBJECT— Application  July  13,  1961— Appeal  from  an 
or  er  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  aefeCTED— 636-640  West  30th  Street, 

T  n?  V‘pe’  250  ueetr  e^St  12th  Avenue>  Block  675, 
Lot  52,  Borough  of  Manhattan.  - 


1119-61-A 

APPLICANT— Mario  T.  Tucciarone  for  John  T.  Stan¬ 
ley  Company,  Inc.,  owner. 

SUBJECT— Application  July  13,  1961— Appeal  from  an 
r  er  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PRETS5S  AFFECTED-630-632  West  30th  Street 
south  side,  375  feet  east  12th  Avenue,  Block  675,  Lot 
49,  Borough  of  Manhattan. 


1086-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Toja  Real¬ 
ty  Company,  owner. 

SUBJECT— Application  July  11,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprmkler  system. 

PREMISES  AFFECTED — 409-41 1  Bond  Street,  east 
side,  70  feet  south  of  Third  Street,  Block  466,  Lot  1, 
Borough  of  Brooklyn. 


1120-61-A 

AcPLrCANT~^ario  A-  Tucciarone  for  John  T.  Stan¬ 
ley  Company,  Inc.,  owner. 

ST^SJe?(;n7Ap^IiC-a-i0n  J£ulyL13-  1961-APPeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PleMIl!4E?JFFECT1?5r?4-W«'  30lh  Street,  south 

RnrJ  u  f  teaSk  of  12th  Avenue,  Block  675,  Lot  49, 
Borough  of  Manhattan. 


1130-61-A 

APPIfor/tJSTR"Jt1tT  rat°  f°mpany’  Incorporated,  les¬ 
see  tor  U.S.  Bottle  Caps,  Incorporated,  owner. 

SUBJECT— Application  July  14,  1961— Appeal  "from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 


CALENDAR 


PREMISES  AFFECTED — 34-33  Collins  Place,  east 
side,  465.21  feet  north  of  Northern  Boulevard,  Block 
4946,  Lot  96,  Flushing,  Borough  of  Queens. 


1140-61-A 

APPLICANT — Joseph  Lau  for  National  Board  of 
Young  Men’s  Christian  Association,  owner. 

SUBJECT— Application  July  14,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 56  Reade  Street,  North  side, 
98  feet  10  inches  west  of  Broadway,  Block  150,  Lot  1, 
Borough  of  Manhattan. 


1146-61-A 

APPLICANT— Lama,  Proskauer  and  Prober  for  155 
Hudson  Street,  Corporation,  owner. 

SUBJECT— Application  July  11,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 151  Hudson  Street,  north¬ 
east  corner  of  Hubert  Street,  Block  215,  Lot  25,  Bor¬ 
ough  of  Manhattan. 


1011-62-A 

APPLICANT— Elias  K.  Herzog  for  Bernher  Realty 
Corporation,  owner. 

SUBJECT— Application  October  26,  1962— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
provide  protection  for  windows  etc. 

PREMISES  AFFECTED— 80  Jefferson  Street,  530-534 
Water  Street,  northwest  corner,  Block  247,  Lot  34, 
Borough  of  Manhattan. 


1057-62-A 

APPLICANT— John  H.  McChord,  Jr.  of  Carter,  Led- 
yard  and  Milburn  for  adjoining  Property  owners: 
Kinney-East  50th  Street  Garage  Corporation;  lessee. 

OWNERS  OF  PREMISES:  Prudential  Insurance 
Company  of  America. 

SUBJECT— Application  November  29,  1962— Review  of 
a  Decision  of  the  Borough  Superintendent  re-  zoning 
matter,  and  refusal  to  recoke  Certificate  of  Occupancy. 

PREMISES  AFFECTED— 138-146  East  50th  Street, 
south  side,  200  feet  east  of  3rd  Avenue,  Block  1304, 
Lot  45,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING  SEPTEMBER  24,  1963,  10  A.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein. 

The  minutes  of  the  regular  meetings  of  the  Board 
held  on  Tuesday  morning  and  afternoon  September  10, 
1963,  were  approved  as  printed  in  the  Bulletin  of  Sep¬ 
tember  19,  1963,  Vol.  48,  No.  38. 

1686-61-BZ 

APPLICANT— James  S.  Mclnerney  for  Fregold  Realty 
Corporation,  owner. 

SUBJECT— Application  November  13,  1961— decision 
of  the  Borough  Superintendent,  under  Section  7c  of 
the  Zoning  Resolution,  to  permit  in  a  business  and 
residence  use  district,  the  maintenance  of  a  parking 
lot  accessory  to  an  existing  supermarket,  with  night 
parking  for  local  residents. 

PREMISES  AFFECTED— 940  East  181st  Street,  south 
side,  170  feet  west  of  Vyse  Avenue,  931  to  941  East 
180th  Street,  Block  3128,  Lot  35,  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  6, 
1963,  at  10  A.M.  for  hearing.  Applicant  to  be  notified 
to  send  out  20-day  notices  and  to  be  present. 


1737-61-BZ 

APPLICANT — Albert  Melniker  for  Alfred  Miniaci, 
owner. 

SUBJECT — Application  November  21,  1961— decision 
of  the  Borough  Superintendent,  under  Section  7e  of 
the  Zoning  Resolution,  to  permit  in  a  local  retail  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station  with  accessory  uses. 


PREMISES  AFFECTED— 6800  Hylan  Boulevard,  670 
Page  Avenue,  southwest  corner,  Block  7780,  Lot  68, 
Tottenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  Mrs.  Nicholas  Jelicks. 

ACTION  OF  BOARD— Laid  over  to  November  19, 
1963,  at  10  A.M.  for  further  consideration  and  decision; 
applicant  to  submit  additional  information;  hearing  pre¬ 
viously  closed. 


1861-61-BZ 

APPLICANT— Albert  Melniker  for  Harbor  View  In¬ 
corporated,  owner. 

SUBJECT— Application  December  12,  1961— decision 
of  the  Borough  Superintendent,  under  Section  21  of 
the  Zoning  Resolution,  to  permit  in  a  residence  use, 
E-2  district,  the  erection  of  a  six  story  multiple  dwell¬ 
ing. 

PREMISES  AFFECTED— 2  Sherman  Avenue,  1  Hen¬ 
drick’s  Avenue,  northwest  corner,  Block  28,  Lot  157, 
New  Brighton,  Borough  of  Richmond. 

For  Applicant:  Albert  Melniker. 

For  Opposition:  John  J.  Turvey. 

ACTION  OF  BOARD— Laid  over  to  November  19, 
1963,  at  10  A.M.  for  decision;  applicant  to  submit  state¬ 
ments;  hearing  previously  closed. 


1864-61-BZ 

APPLICANT— Albert  Melniker  for  Sharove  Developers, 
Incorporated,  owner. 

SUBJECT— Application  December  12,  1961— decision 

of  the  Borough  Superintendent,  under  Section  21  of 
the  Zoning  Resolution,  to  permit  in  a  business  and 
retail  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium,  minor  motor  re¬ 
pairs  with  hand  tools,  sale  of  accessories  and  the  park¬ 
ing  of  more  than  five  motor  vehicles. 


RULES 


shall  administer  and  enforce  this  resolution,  except 
as  specifically  provided  in  the  New  York  City  Charter 
and  in  this  resolution. 


Chapter  2 

72-00  POWERS  OF  THE  BOARD  OF  STANDARDS 
AND  APPEALS 


In  a  C5  district  a  use  in  Use  Group  6,  shall  not  be 
located  on  the  ground  floor  of  a  building  unless 
such  use  is  at  least  fifty  feet  from  the  street  wall 
of  the  building  in  which  it  is  located  as  provided 
in  Section  32-423  (Limitation  on  Ground  Floor 
Location) . 


32-25  Use  Group  16 


72-01  GENERAL  PROVISIONS 

The  Board  of  Standards  and  Appeals  (referred  to 
hereinafter  as  the  Board)  shall  have  the  power, 
pursuant  to  the  provisions  of  the  New  York  City 
Charter  and  of  this  resolution,  after  public  notic 
hearing : 

(a)  To  hear  and  decide  appeals  from  and  to  re¬ 
view  interpretations  of  this  resolution; 

(b)  To  hear,  decide,  and  determine,  in  a  specific 
case  of  practical  difficulties  or  unnecessary 
hardship,  whether  to  vary  the  application  of 
the  privisions  of  this  resolution; 

(c)  To  hear  and  decide  applications  for  such  spe¬ 
cial  permits  as  are  set  forth  in  this  resolution 
and  are  more  specifically  enumerated  in  Sec¬ 
tion  73-01  (General  Provisions)  ;  and 

(d)  To  adopt,  amend,  or  repeal  such  rules  or  regu¬ 
lations  as  may  be  necessary  to  carry  into  effect 
the  provisions  of  this  resolution. 


Article  III — Commercial  District  Regulations 

32-15  USE  GROUP  6 

Use  Group  6  consists  primarily  of  retail  stores  and 
personal  service  establishments  which : 

(1)  Provide  for  a  wide  variety  of  local  consumer 
needs,  and 

(2)  Have  a  small  service  area  and  are,  therefore 
distributed  widely  throughout  the  City. 

* 

* 

The  uses  listed  in  A  below  are  also  permitted  within 
large-scale  residential  developments,  to  provide  daily 
convenience  shopping  for  residents  of  the  develoo- 

mpnt  u 


A\isTYVBUslMENTfTAIL  °R  SERVICE 


* 

* 

* 


See  Note : 

Dry.  cleaning  or  clothes  pressing  establishments  ■ 
receiving  stations  dealing  directly  with  ultima 
consumers,  limited  to  2,000  square  feet  of  flo< 
area  per  establishment,  and  provided  that  on 
solvents  with  a  flash  point  of  not  less  than  135 
egrees  Fahrenheit  shall  be  used,  and  total  aggr 
gate  dry  load  capacity  of  machines  shall  not  exce< 
60  pounds. 


Parking  Requirement  Category  B— District  where 
uses  are  so  permitted  are  Cl,  C2,  C3,  C4,  C6,  C7, 


Use  Group  16  consists  of  automotive  and  other  neces¬ 
sary  semi-industrial  uses  which: 

(1)  Are  required  widely  throughout  the  city,  and 

(2)  Involve  offensive  noise,  vibration,  smoke,  dust, 
or  other  particulate  matter,  odorous  matter 
heat,  humidity,  glare,  or  other  objectionable  in¬ 
fluences,  making  such  uses  incompatible  with 
lesidential  uses  and  other  types  of  commercial 

development. 

32-25  D.  Dry  cleaning  or  cleaning  and  dyeing  establish- 
ments,  with  no  limitation  on  type  of  operation, 
solvents,  floor  area,  or  capacity  per  establishment 
—parking  requirement  category  in  F,  Use  Regu¬ 
lation  is  District  C8. 
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Rule  1.  Definitions 

For  the  purpose  of  the  rules  “dry  cleaning”  includes  clean¬ 
ing  textiles,  fabrics,  garments  or  other  articles  by  the  use 
of  solvents  other  than  water,  extraction  of  the  solvents 
therefrom,  and  drying  the  same.  A  ‘dry  cleaning  unit”  is 
the  machinery  or  equipment  in  which  textiles,  fabrics 
garments  or  other  articles  are  carried  through  a  complete 
cleaning  cycle  A  dry  cleaning  unit”  may  consist  of  one 
or  more  detached  component  machines. 

Each  unit  within  itself,  must  perform  a  complete  de¬ 
terging,  extracting  and  drying  cycle  in  a  single  basket  when 
operated  by  the  general  public. 

The  term  “Dry  Cleaning  Establishment”  shall  mean  any 
room,  place  and  space  in  which  dry  cleaning  is  performed 
Loin-operated  dry  cleaning  machine  shall  mean  an  auto¬ 
matic  machine  actuated  by  the  insertion  of  coins,  tokens 
keys  or  any  other  similar  device  for  use  by  the  general 
public.  For  the  purpose  of  this  definition  the  term  “used 
by  the  general  public”  shall  be  deemed  to  refer  to  the  in¬ 
sertion  of  textiles,  fabrics,  garments  or  other  articles  into  a 
dry  cleaning  machine  or  the  removal  of  the  same  from  such 
unit  by  a  person  or  persons  other  than  an  employee  or 
owner-operator  of  such  establishment  or  by  an  employee  or 
owner-operator.  F  * 


1.1  Coin-operated  dry  cleaning  establishments  shall  mean 
dry  cleaning  _  establishments  in  which  dry  cleaning 
solvent  used  in  the  dry  cleaning  units  shall  be  non 
inflammable  and  non-combustible  when  tested  in  a 
1  agliabue  open  cup  tester  as  rated  by  the  Fire  Com¬ 
missioner. 


±  lie  ICI  III 


.  uyuiu  solvents  snail  mean 

such  will  emit  an  inflammable  vapor  at  a  tempera¬ 
ture  below  100  degrees  Fahrenheit  when  tested  in  a 
1  agliabue  open  cup  tester. 

1.3  “Spotting”  or  “sponging”  shall  mean  the  local  applica¬ 
tion  of  a  solvent  to  remove  spots  of  dirt,  grease,'  paint 
or  stains  from  wearing  apparel,  textile,  fabrics  or  ar¬ 
ticles  of  any  sort. 
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i  i  W  the  nurooses  of  Section  32-15  of  the  Zoning  Reso- 
fution  the  term  ‘dealing  with  ultimate  consumer  as 
contained  therein  shall  refer  only  to  those  dry  clean¬ 
ing  establishments  which  perform  services  on  articles 
conveyed  directly  by  a  retail  customer  to  such  dry 
cleaning  establishment  or  collected  directly  from  and 
delivered  to  the  retail  customer  by  any  vehicle  or  ai  y 
otter  means  of  effecting  the  same  and  such i  dry  clean¬ 
ing  establishment  directly  processes  such  articles  tor 

such  customer. 

1.5  All  other  terms  used  shall  be  as  deft ned  in  th. =  Zoning 
Resolution  effective  December  15,  1961,  Chapter  iv 
of  the  Administrative  Code,  Multiple  Dwelling  Law,  or 
Labor  Law,  when  not  inconsistent  with  the  specifi 
term  defined  herein. 

Rule  2.  Approvals 

2  1  It  shall  be  unlawful  to  use  any  premises  for  any  coin- 
operated  dry  cleaning  establishment  without  filing  plans 
of  that  portion  of  the  premises  to  be  so  used  with  the 
Department  of  Buildings  and  obtain  its  approval. 

211  The  Department  of  Buildings  shall  have  eclusive 
jurisdiction  over  inspections  and  enforcement  of 
all  provisions  of  these  rules,  except  where  such 
jurisdiction  is  specifically  given  to 
Agency  in  these  Rules  or  by  the  New  York  City 

Charter. 

2  2  No  coin-operated  dry  cleaning  unit  shall  be  installed 
uidess  such  unit  is  approved  by  <he  Board  of  Standards 
and  Appeals. 

2  3  No  dry  cleaning  solvent  shall  be  used  unless  such 
solvent  has  been  tested  and  rated  by  the  Fire  Com¬ 
missioner. 


to  be  used  for  dry  cleaning,  adn  incidental  operations, 
including  space  used  for  pressing,  finishing,  stooge 
and  for  the  service  of  customers.  The  square  foot 
area  limitation  shall  apply  to  the  aggregate  of  all  space 
so  used  on  all  floors  and  mezzanines  of  the  Poises 
involved  above  the  cellar  or  basement  thereof.  Addi¬ 
tional  space  may  be  used  on  a  lower  floor  which  is 
either  a  basement  or  cellar  provided  that  on  such  floor 
there  shall  be  no  dry  cleaning  and  no  storage  of  re¬ 
cently  cleaned  articles.  Such  additional  space  may 
include  ordinary  storage,  boilers,  compressors,  pumps 
and  filtration  equipment. 

3.1.1  In  calculating  the  gross  floor  area  pursuant  to 
Rule  3  1,  the  area  restriction  shall  not  include  the 
area  used  by  lawful  non-dry  cleaning  operations 
of  a  multiple  use  type  of  service  establishment, 
nor  shall  this  section  apply  to  any  premises  where 
use  group  16  is  permitted  by  the  Zoning  Reso¬ 
lution. 


Rule  4.  Egress 

4.1  The  means  of  egress  from  all  coin-operated  dry  clean¬ 
ing  establishments  shall  be  in  conformity  with  the 
provisions  of  the  building  code  and  all  laws  rules  and 
regulations  applicable.  In  addition  thereto,  all  establish 
ments  shall  conform  to  the  following . 

4.1.1  Aisles  not  less  than  3  feet  in  width  providing 
access  from  the  main  work  area  to  required 
means  of  egress  shall  be  provided.  Such  required 
aisles  shall  not  be  obstructed  in  any  manner. 

4  1  2  In  all  coin-operated  dry  cleaning  establishments 
all  required  exit  doors  shall  be  arranged  to  swing 
in  the  direction  of  egress. 


2  4  It  shall  be  unlawful  in  any  coin-operated  dry  cleaning 
‘  unit  approved  by  the  Board  to  use  any  solvent  other 
than  that  for  which  the  dry  cleaning  unit  has  been 
approved  by  the  Board. 

2  5  No  non-conforming  existing  dry  cleaning  establishment 
shall  be  enlarged  or  extended  unless  such  extension  or 
enlargement  be  made  in  conformity  with  the  provisions 
of  the  Zoning  Resoluion  and  may  include  a  coin- 
operated  dry  cleaning  establishment  by  complying  wit 
these  rules. 

2  6  All  coin-operated  dry  cleaning  units  shall  be  installed 
in  a  diked  area  all  parts  of  which  shall  be  impervious  to 
the  solvent  used  in  such  units.  The  diked  section  ,  a  ! 
consist  of  a  four  inch  curb  above  the  floor.  All  solvent 
spillage  into  the  diked  area  shall  be  conducted  by 
gravity  flow,  or  by  an  automatic  pump,  where  cellar 
space  is  not  available  into  a  tank  which  shall  be 
equipped  with  a  leak  proof  pump  and  closed  piping 
system,  to  pump  the  solvent  back  to  the  dry  cleaning 
units.  Such  tanks  shall  be  constructed  of  not  less  than 
14  U.S.  Gauge  Steel,  or  where  the  tank  capacity  is 
275  gallons  or  larger,  tanks  shall  be  constructed  in 
accordance  with  the  Oil  Burner  Rules  of  the  Board 
of  Standards  and  Appeals.  The  said  tank  or  tanks 
shall  be  of  sufficient  capacity  to  accept  all  solvent  con¬ 
tained  in  the  largest  tank  or  interconnected  group 
of  tanks  in  the  dry  cleaning  unit  or  units  which  it 
services. 


Rule  3.  Restrictions  on  Areas 

3.1  No  coin-operated  dry  cleaning  establishment  shall 
have  a  gross  floor  area  exceeding  2,000  square  feet 


Rule  5.  Fire  Prevention 

All  coin-operated  dry  cleaning  establishments  shall  comply 
with  the  following: 

S.l  Unless  otherwise  specifically  exempted  by  Law,  no 
boiler  shall  be  permitted  in  the  same  area  or  space 
where  dry  cleaning  units  are  located  unless  such 
boiler  shall  be  enclosed  in  a  one-hour  fireproof  en¬ 
closure. 

5  2  All  ceilings  of  all  such  boiler  rooms  as  provided  in 
Rule  5.1  shall  be  fire-retarded  with  one  hour  hre  re¬ 
sistive  material. 

5  3  All  openings  from  any  such  dry  cleaning  establishment 
on  the  course  of  a  fire  escape  shall  be  equipped  with 
a  fireproof  self-closing  door  or  fireproof  window 
assembly. 

5.4  It  shall  be  unlawful  to  use  or  store  any  inflammable 
liquids  or  solvents. 

5.5  Flammable  liquids  and  solvents  shall  not  be  used  for 
spotting  and  sponging.  Spotting  and  sponging  may  be 
done  with  water,  which  may  contain  soap  and  non¬ 
combustible  detergents. 

5  6  All  sludge  or  residue  remoed  from  a  dry  cleaning 
unit  shall  be  placed  in  a  metal  container  not  exceeding 
55  gallons  of  capacity  with  a  tight  fitting  cover  and 
shall  be  removed  from  the  premises  and  disposed  of 
in  a  lawful  manner. 

5.7  All  solvent  used  in  the  dry  cleaning  unit  shall  be 
either  (a)  received  and  stored  in  metal  containers  not 
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exceeding  55  gallons  each  and  pumped  directly  into 
a  dry  cleaning  unit  or  units  by  means  of  a  detachable 
leakproof  pump  and  pipe  system,  or  (b)  received  and 
stored  in  a  tank  or  tanks  constructed  in  accordance 
with  the  Oil  Burner  Rules  of  the  Board  of  Standards 
and  Appeals  and  pumped  directly  into  a  dry  cleaning 
unit  or  units  by  means  of  a  closed  leakproof  pipe 
and  pump  system. 

5.8  In  any  coin-operated  dry  cleaning  establishment,  no 
member  of  the  general  public  shall  be  permitted  to 
make  use  of  any  device  employing  live  steam  or  heat 
for  pressing  or  finishing. 

5.9  Any  pressing  or  finishing,  spotting  or  sponging  may 
be  performed  only  by  a  qualified  operator  and  these 
operators  shall  be  located  within  an  enclosed  space 
separated  from  the  customer  area.  The  general  public 
shall  not  be  permitted  to  do  any  pressing  or  finishing. 

5.10  All  coin-operated  dry  cleaning  establishments  shall  be 
provided  with  at  least  two  portable  dry  chemical  fire 
extinguishers  of  not  less  than  five  pounds  capacity 
each.  The  Fire  Department  shall  have  jurisdiction  over 
the  location  and  size  of  these  fire  extinguishers  and 
shall  make  periodic  inspections  to  insure  that  the  fire 
extinguishers  are  in  proper  working  order,  and  that 
proper  housekeeping  conditions  are  maintained  on  the 
premises  and  that  the  solvent  used  shall  be  of  the  type 
for  which  the  unit  was  approved  by  the  Board. 


Rule  6.  Ventilation 

6.1  In  coin-operated  establishments  all  dry  cleaning  units 
shall  be  installed  in  such  a  manner  so  that  the  work¬ 
ing  or  maintenance  portion  of  the  equipment  shall 
be  separated  from  the  front  of  such  units  by  oslid 
partitions.  Access  doors  to  the  space  in  back  of  the 
machines  shall  be  kept  closed  and  locked.  Such  estab¬ 
lishments  shall  be  ventilated  in  such  a  manner  to  pre¬ 
clude  solvent  vapors  from  being  admitted  to  the 
combustion  area  of  any  device  requiring  an  open 
flame  or  heating  element.  Solvent  storage  tanks,  power 
boxes  and  other  source  of  danger  shall  be  so  situated 
as  to  be  inaccessable  to  the  general  public. 

6.1.1  Any  open  flame  drying  equipment  shall  be 
located  at  least  25'-0"  from  any  dry  cleaning 
unit  unless  placed  in  an  enclosed  area,  or  (a)  a 
vapor  tight  partition  which  may  contain  glass, 
equipped  with  self-closing  doors,  is  provided  be¬ 
tween  the  dry  cleaning  unit  and  the  dryer.  This 
portion  may  provide  either  complete  or  partial 
separation  provided  that  any  partial  separation  is 
so  arranged,  that  the  line  of  air  travel  around 
the  partition  from  the  dry  cleaners  to  the  dryers 
is  a  minimum  of  25'-0"  or  (b)  a  solid  incombusti¬ 
ble  vapor  tight  partition  is  constructed  extending 
from  the  top  of  the  dryers  to  the  ceiling  above 
and  all  other  portions  of  the  dryer  enclosure  are 
solid  and  equipped  with  a  self-closing  access 
door  so  that  vapors  from  the  cleaning  units  can¬ 
not  reach  the  dryer  flame,  provided  that  adequate 
fresh  air  for  combustion  and  drying  is  supplied 
to  the  dryers  from  the  outer  air;  in  which  event 
the  separation  between  dryers  and  dry  cleaners 
may  be  reduced  to  a  minimum  of  15'-0". 

6.1.2  Suspended  oil  or  gas  fired  heating  units,  ap¬ 
proved  by  the  Board  may  be  installed  provided 
that  they  are  located  at  least  7'-0"  above  the 
floor  and  at  least  5'-0",  measured  horizontally 
from  .any  dry  cleaning  equipment. 


6.2  Coin-operated  dry  cleaning  establishments  shall  be 
equipped  with  adequate  ventilation  to  provide  at  least 
four  (4)  completed  changes  of  air  volume  an  hour. 
The  min'mum  ventilation  specified  here  shall  be  main¬ 
tained  at  all  times.  When  the  coin-operated  dry  clean¬ 
ing  establishment  is  open. 

This  ventilation  system,  which  includes  the  scavenger 
ducts  required  under  Rule  6.7,  shall  be  arranged  to 
draw  air  from  the  public  area  into  the  service  area 
and  exhaust  it  from  the  service  area  to  the  outer  air. 

6.3  All  dry  cleaning  units  must  be  provided  with  facilities 
to  cause  an  inward  flow  of  100  cubic  feet  of  air  per 
minute  through  the  loading  door  of  any  such  units 
when  the  same  is  open. 

6.4  Emergency  ventilation  of  the  service  area  back  of 
coin-operated  dry  cleaning  units  shall  be  provided  so 
that  in  emergencies  a  minmum  of  one  air  change  per 
minute  of  the  enclosed  service  area  will  be  provided. 
Where  this  ventilation  is  for  use  in  emergencies  only, 
and  is  not  operated  at  other  times,  the  requirements  of 
Rule  6.8  relating  to  the  terminus  of  direct  equipment 
hausts  shall  not  apply. 

6.5  All  coin-operated  dry  cleaning  establishments  shall 
have  sufficient  ventilation  so  as  to  prevent  an  excessive 
concentration  of  solvent  vapors  in  the  dry  cleaning 
establishment.  An  excessive  concentration  of  solvent 
vapors  shall  be  that  which  exceeds  100  parts  of  solvent 
vapors  per  one  million  parts  of  air  during  any  work¬ 
ing  day. 

6.6  In  meeting  all  ventilation  requirements  provided  for 
in  these  Rules,  the  following  shall  apply:  A  power 
exhaust  system  shall  be  provided  for  the  removal  of 
toxic  vapors  consisting  of:  at  least  one  individual 
exhaust  on  each  dry  cleaning  unit;  scavenger  ducts 
located  on  each  dry  cleaning  unit;  scavenger  ducts 
located  at  each  unit ;  power  exhaust  fans  for  the  space 
behind  such  unit;  and  air  intakes  located  at  the  front 
of  each  such  unit.  Such  intake  openings  shall  be 
located  not  more  than  five  feet  above  the  floor,  and  shall 
have  a  minimum  free  area  of  50  sq.  in.  for  each 
machine.  All  exhaust  facilities  shall  be  sealed  .and  air 
tight  and  constructed  in  such  manner  so  that  all  solvent 
vapors  shall  be  discharged  mechanically  to  the  open 
air  in  the  manner  specified  in  subsection  1  through  4  of 
Rule  6.8  hereof.  All  e  haust  facilities,  other  than  the 
emergency  ventilation  required  by  Rule  6.4,  shall  be 
operated  continually  while  the  premises  are  open  to  the 
public.  Provisions  must  be  made  by  air  intakes  to 
replace  air  exhausted  from  the  establishments  to  the 
outside. 

6.7  A  scavenger  duct  shall  be  provided  in  the  service  area 
at  each  unit  and  shall  be  designed  to  pick  up  vapors 
surrounding  the  equipment  near  the  floor.  The  suction 
inlet  for  these  scavenger  ducts  shall  be  located  not 
less  than  two  or  more  than  six  inches  above  the  floor 
and  shall  exhaust  100  cubic  feet  of  air  per  minute. 
The  scavenger  duct  shall  not  be  less  than  3"  in  diameter. 

6.8  The  equipment  exhausts,  or  vents  shall  terminate  at 
the  outer  air  in  the  following  manner: 

(1)  At  least  7  feet  above  the  roof,  street,  yard  or 
court  grade  on  which  it  opens  of  the  premises  in 
which  said  establishment  shall  be  located,  and 

(2)  The  exhaust  shall  be  under  positive  pressure  by 
reason  of  a  mechanical  fan,  and 

(3)  The  terminal  of  the  exhaust  shall  be  at  least  five 
feet  from  any  window  or  ventilating  opening  if 
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the  window  or  ventilating  opening  lies  on  the 
same  plane  as  the  exhaust  terminal  and  when  the 
windows,  or  ventilating  openings  lie  on  a  plane 
which  faces  in  the  direction  of  the  exhaust  ter¬ 
minal  such  terminal  shall  be  at  least  10  ieet  from 
«nrh  onenine.  and 


on  the  factor  of  2.8  times  the  cubic  feet  capacity  of 
the  basket  displayed  on  the  face  of  the  unit. 

7.10  A  weighing  device  shall  be  located  on  premises  to 
assure  that  the  rated  dry  load  capacity  of  coin-operated 
dry  cleaning  machine  shall  not  he  exceeded. 


(4)  All  direct  equipment  exhausts  or  vents  shall  be 
provided  with  mesh  lint  arrestors  which  shall  be 
kept  clean.  When  lint  traps  are  provided  on  the 
units,  mesh  lint  arrestors  may  be  omitted  irom  the 
PYtiamt  enuinment. 


(5)  Fresh  air  supply  shall  be  provided  as  makeup 
to  balance  exhaust  entilation. 


Rule  8.  Penalties 

Any  violation  of  these  Rules  shall  subject  the  violator 
to  the  penalties  prescribed  in  the  Zoning  Resolution  effective 
ecember  15,  1961. 

It  shall  be  unlawful  to  exceed  the  posted  dry  load  capacity 
of  any  coin-operated  dry  cleaning  unit. 


Rule  7.  Operating  Precautions 


7  1  A  copy  of  these  Rules  shall  be  kept  in  all  coin-operated 
dry  cleaning  establishments  and  shall  be  available  to 
the  general  public. 

7.2  Coin-operated  dry  cleaning  establishments  shall  post 
complete  legible  printed  operating  instructions  near 
the  machines.  These  instructions  shall  include  a  warn¬ 
ing  to  the  effect  that  garments  or  materials  which 
retain  an  odor  of  the  cleaning  solvent  are  dangerous 
if  place  in  a  small  enclosed  space  such  as  an  auto 
mobile. 


7.3  The  owner-operator  of  any  coil-operated  dry  cleaning 
establishment  shall  furnish  to  any  person  cleaning  out 
a  dry  cleaning  unit  a  respirator  for  his  use  during 
the  process  of  cleaning  out  any  such  unit. 

7.4  All  equipment  shall  be  installed  in  such  manner  as  to 
minimize  noise,  vibration,  smoke,  and  odors,  and  other 
forms  of  nuisances  to  the  occupants  of  the  premises 
in  which  such  cleaning  establishment  may  be  located 
or  to  the  occupants  of  any  adjacent  premises. 

7.5  A  trained  attendant  shall  be  present  at  all  times  when 
the  coin-operated  dry  cleaning  establishment  is  open. 
The  training  of  this  attendant  shall  include  knowledge 
of  the  safe  operation  of  the  machine  installed  and  m 
the  handling  of  emergency  situations.  The  telephone 
number  of  the  owner-operator  shall  be  posted  con¬ 
spicuously  for  emergencies. 


7.6  No  member  of  the  general  public  who  is  less  than 
sixteen  years  of  age  shall  be  permitted  to  insert  into 
or  remove  from  any  dry  cleaning  unit  any  textile, 
fabric,  garment  or  other  article.  An  indoor  sign  to 
such  effect  shall  be  posted  conspicuously  in  all  com¬ 
operated  dry  cleaning  establishments. 

7.7  All  dry  cleaning  machines  used  in  a  coin-operated  dry 
cleaning  establishments  shall  be  fitted  with,  an  inter¬ 
locking  device  which  will  prevent  the  opening  of  the 
door  of  any  such  machine  (a)  while  such  machine 
is  in  operation  and  (b)  until  solvent  vapors  have  been 
removed  from  any  textile,  fabric  garment  or  other 
article  and  from  the  tumbler  in  which  the  same  shall 
be  placed. 


7.8  The  odor  of  any  solvent  used  in  a  coin-operated  dry 
cleaning  unit  in  a  dry  cleaning  establishment  shall  not 
be  masked  or  altered  in  any  fashion. 


7.9  All  coin-operated  dry  cleaning  units  shall  have  the  dry 
load  capacity  of  the  unit  as  rated  by  the  Board,  based 


Rule  9.  Effective  Date  of  Rules 

The  effective  date  of  these  rules  shall  be  twenty  (20) 
days  after  date  of  publication  of  the  rules  as  adopted. 


Rule  10.  Separability 

If  any  term  or  provision  of  these  Rules  shall  be  held  un¬ 
constitutional  or  ineffective  in  whole  or  in  part,  such  de- 
termination  shall  not  be  deemed  to  invalidate  the  remain- 
ing  terms  or  provisions  of  these  Rules. 


RULES  COVERING  NON-COIN-OPERATED 
DRY  CLEANING  ESTABLISHMENTS 

ADOPTED  BY  THE  BOARD  OF  STANDARDS 
AND  APPEALS,  JULY  23,  1963 

(432-62-SR) 


Pursuant  to  the  Zoning  Resolution  of  The 

City  of  New  York 

Authority 


Section  666,  subdivision  2  of  the  Charter  of  the  City  of 
New  York  and  article  VII,  Chapter  2,  Section  72-01  (d) 
tVif.  7n nincr  Resolution  of  the  City  of  New  York. 


Application  of  Rules 

These  rules  shall  be  deemed  to  apply  only  to  those  non¬ 
coin-operated  retail  dry  cleaning  establishments  hereafter 
established  pursuant  to  Section  32-15  and  32-25  ot  the 
Zoning  Resolution. 

No  dry  cleaning  establishment  shall  hereafter  be  estab¬ 
lished  in  the  City  of  New  York  unless  it  complies  with 
one  of  the  following  regulations: 

A — Coin-operated  Dry  Cleaning  Rules  (Calendar  Num¬ 
ber  156-62  SR)  or 

B — Non-Coin-Operated  Retail  Dry  Cleaning  Rules 
(Calendar  Number  432-62  SR)  or 

C _ 19-76  through  C  19-80  of  the  Administrative  Code. 
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Excerpts  from  Zoning  Resolution: 
32-15 


Use  Group  6 

Convenience  Retail  or  Service  Establishments 

Dry  cleaning  or  clothes  pressing  establishments  or  re¬ 
ceiving  stations  dealing  directly  with  ultimate  consumers, 
limited  to  2,000  square  feet  of  floor  area  per  establish¬ 
ment,  provided  that  only  solvents  with  a  flash  point  of 
not  less  than  138.2  degrees  Fahrenheit  shall  be  used,  and 
total  aggregate  dry  load  capacity  of  machines  shall  not 
exceed  60  lbs. 


32-25 

Use  Group  16 

Dry  cleaning  or  cleaning  and  dyeing  establishments, 
with  no  limitation  on  type  of  operation,  solvents,  floor 
area,  or  capacity  per  establishment. 


Rule  1.  Definitions 

1.1  Dry  Cleaning.  For  the  purpose  of  these  rules  “dry 
cleaning”  shall  be  deemed  to  be  the  insertion,  into 
a  dry  cleaning  machine  or  unit,  of  textiles,  fabrics, 
garments  or  other  articles  for  the  purpose  of  clean¬ 
ing  them  by  the  use  of  solvents  (other  than  water) 
with  a  flash  point  of  not  less  than  138.2  degrees 
Fahrenheit  when  tested  in  a  tagliabue  open  cut 
tester,  and  the  removal  of  same  from  such  machine 
by  an  employee  or  owner-operator  of  a  dry  cleaning 
establishment,  with  a  rail,  counter,  or  other  divider 
separating  the  dry  cleaning  units  from  the  customer 
space. 

1.2  Dry  Cleaning  unit.  A  “dry  cleaning  unit”  is  the 
machinery  or  equipment  in  which  textiles,  fabrics, 
garments  or  other  articles  are  carried  through  a 
complete  cleaning  cycle.  A  “dry  cleaning  unit”' may 
consist  of  one  or  more  detached  component 
machines. 

1.3  Dry  Cleaning  Establishment.  For  the  purpose  of 
these  rules  a  “dry  cleaning  establishment”  shall  be 
deemed  to  be  a  non-coin-operated  retail  establish¬ 
ment  used  for  dry  cleaning,  (as  defined  in  rule  1.1 
of  these  rules)  dealing  directly  with  ultimate  con¬ 
sumers,  limited  to  2,000  square  feet  of  floor  area  per 
establishment  and  wherein  the  total  aggregate  dry 
load  capacity  of  the  dry  cleaning  machines  shall  not 
exceed  60  lbs.  This  rule  and  rule  3.1  shall  not  apply 
to  any  premises  where  Use  Group  16  is  permitted. 

1.4  Dealing  directly  with  the  ultimate  consumer.  For 
the  purpose  of  these  rules  and  to  carry  into  effect 
the  provisions  of  section  32-15  A  of  the  Zoning 
Resolution  of  the  City  of  New  York,  the  term 

dealing  directly  with  the  ultimate  consumer”  shall 
refer  only  to  those  retail  non-coin-operated  dry 
cleaning  establishments  which  perform  services  on 
articles  conveyed  directly  by  a  retail  customer  to 
such  establishment  or  collected  directly  from  and 
delivered  to  the  retail  customer  by  an  employee  of 
such  establishment  or  by  any  vehicle  in  the  owner¬ 
ship,  operation  or  control  of  such  establishment. 


1.5  The  term  “existing”  shall  mean  those  dry  cleaning 
establishments  established  prior  to  december  15, 
1961. 

1.6  The  term  “hereafter  established”  shall  mean  those 
dry  cleaning  establishments  established  after  De¬ 
cember  14,  1961. 

1.7  The  term  “inflammable  liquid  solvents”  shall  mean 
such  as  will  omit  an  inflammable  vapor  at  a  temp¬ 
erature  below  100  degrees  Fahrenheit  when  tested 
in  a  tagliabue  open  cup  tester. 

1.8  The  term  “combustible  solvent”  shall  mean  a 
liquid  solvent  that  will  either  burn  or  will  support 
combustion. 

1.9  The  term  “non-combustible  solvent”  shall  mean 
a  liquid  solvent  that  will  not  burn  and  will  not 
support  combustion. 

1.10  The  term  “spotting  or  sponging”  shall  mean  the 
local  application  of  an  “inflammable  liquid  solvent” 
to  remove  spots  of  dirt,  grease,  paint  or  stains  from 
wearing  apparel,  textiles,  fabrics  or  articles  of  any 
other  sort. 

1.11  The  terms  “dry  cleaning  establishment  using  a 
combustible  solvent”  and  “dry  cleaning  establish¬ 
ment  using  a  non-combustible  solvent”  as  used  in 
these  rules  shall  refer  to  the  solvent  used  as  the 
detergent  in  the  dry  cleaning  units. 

1.12  All  other  terms  used  shall  be  as  defined  in  the 
Zoning  Resolution,  Administrative  Code,  Multiple 
Dwelling  Law,  or  Labor  Law,  when  not  inconsis¬ 
tent  with  the  specific  terms  defined  herein. 


Rale  2.  Approval 

2.1  It  shall  be  unlawful  to  use  any  premises  for  any 
hereafter  established  non-coin-operated  retail  dry 
cleaning  establishment  unless  application  and-plans 
have  been  filed  with,  and  approved  by,  the  Depart¬ 
ment  of  Buildings  or  the  Department  of  Marine 
and  Aviation  in  accordance  with  law. 

2.1.1  The  Department  of  Buildings  shall  have  ex¬ 
clusive  jurisdiction  over  inspections  and  en¬ 
forcement  of  all  provisions  of  these  rules, 
except  where  such  jurisdiction  is  specifically 
given  to  any  other  Agency  in  these  Rules  or 
by  the  New  York  City  Charter. 

2.2  The  provisions  of  these  rules  shall  not  apply  to  any 
dry  cleaning  establishment  for  which  plans  were 
approved  prior  to  the  effective  date  of  these  rules, 
provided  that  such  establishment  complied  with  the 
rules  in  force  at  the  time  of  approval. 

2.3  No  dry  cleaning  unit  shall  be  installed  unless  such 
unit  is  approved  by  the  Board  of  Standards  and 
Appeals. 

2.4  The  dry  load  capacity  of  all  dry  cleaning  units  shall 
be  rated  by  the  Board  of  Standards  and  Appeals  on 
the  basis  of  2.8  pounds  per  cubic  foot  of  the  volume 
of  the  washing  compartment. 

2.5  No  dry  cleaning  solvent  shall  be  used  unless  such 
solvent  has  been  tested  and  rated  by  the  Fire 
Commissioner. 
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2  6  It  shall  be  unlawful  in  any  dry  cleaning  unit  ap¬ 
proved  by  the  Board  to  use  any  solvent  other  than 
that  for  which  the  dry  cleaning  unit  has  been 
approved  by  the  Board. 

2.7  No  non-conforming  existing  dry  cleaning  establish¬ 
ment  shall  be  enlarged  or  extended  unless  such 
extension  or  enlargement  be  made  in  a  conforming 
manner. 

Rule  3.  Restrictions  on  Locations  and  Areas 

3.1  No  dry  cleaning  establishment  shall  have  a  gross 
floor  area  exceeding  2,000  square  feet  to  be  used 
for  dry  cleaning  and  incidental  operations,  includ¬ 
ing  space  used  for  pressing,  finishing,  storage  and 
for  the  service  of  customers.  The  square  foot  area 
limitation  shall  apply  to  the  aggregate  of  all  space 
so  used  on  all  floors  and  mezzanines  of  the  prem¬ 
ises  involved  above  the  cellar  or  basement  thereof. 
Additional  space  may  be  used  on  a  lower  floor 
which  is  either  a  basement  or  cellar  provided  that 
on  such  floor  there  shall  be  no  dry  cleaning  and 
no  storage  of  recently  cleaned  articles.  Such  addi¬ 
tional  spame  may  include  ordinary  storage,  boilers, 
compressors,  pumps  and  filtration  equipment. 

3.1  In  calculating  the  gross  area  of  a  non-coin-operated 
dry  cleaning  establishment  pursuant  to  Rule  d.l 
such  gross  floor  area  in  a  multiple  use  type  of 
service  establishment,  shall  not  include  the  area 
used  for  lawful  non-dry-cleaning  operations. 


the  cellar  directly  under  or  within  5  ft.  (pleasured 
horizontally)  from  any  dry  cleaning  unit,  unless 

either 

(a.)  the  boiler  or  boilers  shall  be  enclosed  in  a  one 
hour  Fire  resistive  unpierced  enclosure  and 
entered  only  from  the  outer  air:  or 

(b)  The  boiler  or  boilers  shall  be  enclosed  in  a 
^  one  hour  Fire  resistive  enclosure  with  a  one- 
hour  fireproof  self-closing  door  opening  into  a 
ventilated  vestibule  similarly  enclosed  and  en¬ 
tered  by  a  one-hour  fireproof  self-closing  door 
opening  onto  the  interior  of  the  premises  or 
establishment. 

e.  1  2  The  ceiling  of  all  such  boiler  rooms  as  required 
in  Rule  5  1  and  the  adjoining  entrance  vesti¬ 
bule  referred  to  in  Rule  5.1  (b)  above,  sha 
be  fire-retarded  with  one-hour  fire  resistive 

material. 

5  2  Non-fireproof  partitions  and  ceilings  within  six  feet 
of  any  dry  cleaning  unit  using  a  combustible  solvent 
shall  be  fire-retarded  with  one-hour  fire  resistive 
materials  and  doors  and  with  two  approved  auto¬ 
matic  wet  pipe  sprinkler  heads  located  over  each 
cleaning  unit;  these  sprinkler  heads  may  have  their 
source  of  supply  from  the  house  water  system. 

5  3  All  openings  from  any  such  dry  cleaning  estab¬ 
lishment,  using  a  combustible  solvent,  leading  to  a 
fire  escape  shall  be  equipped  with  a  one-hour 
fireproof  self-closing  door  or  fireproof  window  as- 


3.2  No  non-coin-operated  retail  dry  cleaning  establish¬ 
ment  using  a  combustible  solvent  shall  be  permitted 
within  any  building  which  is: 

3.2.1  of  wood  frame  (closs  4)  construction;  or 

3  2  2  which  is  classified  as  a  public  building  pursuant 
to  Section  26-235.0  of  the  Administration  Code 
except  when  located  in  a  portion  of  such 
building  completely  separated  from  the  public 
use  portion  by  unpierced  fire-proof  construe- 
tion  having  a  3  hour  fire  rating  provided  Rule 
3.2.3  is  complied  with;  or 

3  2.3  Where  any  part  of  such  establishment  is 
within  20  feet  of  the  public  use  portion  of  a 
public  building. 


Rule  4.  Egress 

4 1  Egress  from  all  establishments  subject  to  these 
rules  shall  comply  with  the  Administrative  Code 
and  all  other  laws,  rules  and  regulations  applicable 
thereto  and  in  addition  thereto,  all  such  establish¬ 
ments  shall  be  provided  with  an  unobstructed  aisle 
not  less  than  3  feet  wide  leading  from  the  main 
work  area  to  all  required  means  of  egress.  All 
required  exit  doors  shall  swing  in  the  direction 
of  egress. 


Rule  5.  Fire  Prevention 

All  herafter  established  dry  cleaning  establishments,  sub¬ 
ject  to  these  rules,  shall  comply  with  the  following: — 

5.1  No  boiler  shall  be  permitted  in  the  same  area  or 
space  where  dry  cleaning  units  are  located,  nor  in 


5.4 


5.5 


Except  as  provided  in  Rule  5.1,  there  shall  not  be 
mployed  in  any  such  dry  cleaning  establishment 
ising  a  combustible  solvent  any  device  or  apparatus 
mploying  flame  or  fire  or  which  is  likely  to  produce 
m  exposed  spark,  except  electric  apparatus  placed 
it  least  five  feet  above  the  floor,  or  approved  type 
)f  “explosion  proof  electric  motors.  In  such 
‘stablishments  all  lighting  shall  be  fitted  with  key- 
ess  sockets  and  all  switches  and  receptacles  shall 
)e  placed  at  least  four  feet  above  the  floor. 

Nothing  contained  in  this  rule  or  Rule  5.1  shall  pro- 
libit  the  installation  of  any  gas,  or  oil-fired  heating 
[evice  of  a  type  approved  by  the  Board  for  use  in 
•  — nr  pvnlnsive  atmospheres. 


•»-»  n-Qc  in 


In  an  establishment  using  a  non-combustible  sol- 
vent  no  direct-fired  clothes  dryer  shall  be  located 
with’  25'  of  a  dry  cleaning  unit  unless  an  uncombus¬ 
tible  vapor  tight  partition  (which  may  contain 
glass),  equipped  with  self-closing  doors,  is  provided 
between  the  dry  cleaning  unit  and  the  frame  pro¬ 
ducing  device.  This  partition  may  provide  either 
complete  or  partial  separation,  provided  that  any 
partial  separation  is  so  arranged  that  the  line  ot 
air  travel  around  the  partition  from  the  dry  cleaners 
to  the  dryers  is  a  minimum  of  25'. 


5  5.1  The  25  feet  separation  between  dry  cleaning 
units  and  direct  fired  clothes  dryers  as  required 
by  rule  5.5  may  be  reduced  to  15  feet  where 
a  solid  incombustible  vapor-tight  partition  is 
constructed  extending  from  the  top  of  direct- 
fired  clothes  dryers  to  the  ceiling  and  all  por¬ 
tions  of  the  dryer  enclosures  are  solid,  except 
for  self  closing  access  doors,  so  that  vapors 
from  the  dry  cleaning  units  cannot  reach  the 
dryer  flame,  provided  adequate  fresh  air  for 
combustion  and  drying  is  supplied  to  the 
dryers  from  the  outer  air. 
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5.5.2  Nothing  contained  in  these  rules  shall  prohibit 
the  installation  of  suspended  gas  or  oil-fired 
heaters  approved  by  the  Board,  provided  that 
such  heaters  are  located  at  least  7'  above  the 
floor,  and  at  least  5'  (measured  horizontally) 
from  any  dry  cleaning  unit  using  a  non-com¬ 
bustible  solvent. 

5.6  It  shall  be  unlawful  to  store  any  inflammable 
liquids  or  solvents  in  quantities  aggregating  more 
than  five  gallons  without  a  permit  as  provided  in 
Article  9  of  Chapter  19  of  the  Administrative  Code. 

5.7  All  inflammable  liquids  and  solvents  used  for  spot¬ 
ting  and  sponging  shall  be  contained  in  approved 
individual  metal  containers  not  exceeding  two- 
quart  capacity  each. 

5.8  All  sludge  or  residue  removed  from  a  dry  cleaning 
unit  shall  be  placed  in  a  metal  container  not 
exceeding  55  gallons  of  capacity  with  a  tight  fitting 
cover  and  shall  be  removed  from  the  premises  and 
disposed  of  in  a  lawful  manner. 

5.9  All  solvent  used  in  the  dry  cleaning  unit  shall  be 
either  (a)  received  and  stored  in  metal  containers 
not  exceeding  55  gallons  each  and  pumped  directly 
into  a  dry  cleaning  unit  or  units  by  means  of  a 
detachable  leakproof  pump  and  pipe  system,  or  (b) 
received  and  stored  in  a  tank  or  tanks  constructed 
in  accordance  with  the  Oil  Burner  Rules  of  the 
Board  of  Standards  and  Appeals,  and  pumped 
directly  into  a  dry  cleaning  unit  or  units  by  means 
of  a  closed  leakproof  pipe  and  pump  system. 

5.10  All  non-coin-operated  retail  dry  cleaning  establish¬ 
ments  shall  be  provided  with  at  least  two  portable 
dry  chemical  fire  extinguishers  of  not  less  than  five 
pounds  capacity  each.  The  fire  department  shall 
have  jurisdiction  over  the  location  of  these  fire 
extinguishers  and  shall  make  periodic  inspection  to 
insure  that  the  fire  extinguishers  are  in  proper 
working  order,  and  that  proper  housekeeping  con¬ 
ditions  are  maintained  on  the  premises  and  that  the 
dry  cleaning  solvent  used  shall  be  of  the  type  for 
which  the  dry  cleaning  unit  was  approved  "by  the 
Board. 


Rule  6.  Ventilation 

6.1  All  hereafter  established  dry  cleaning  establishments 
subject  to  these  rules  shall  be  equipped  with  ade¬ 
quate  ventilation  to  provide  at  least  four  complete 
changes  of  air  volume  an  hour  of  such  establish¬ 
ments  during  the  operation  of  any  dry  cleaning 
units,  and  such  ventilation  as  is  otherwise  required 
by  law.  The  ventilating  system  shall  be  so  arranged 
that  air  surrounding  the  dry  cleaning  equipment 
shall  not  be  drawn  through  or  past  any  unprotected 
flame  producing  device.  Sufficient  make-up  air  shall 
be  introduced  into  all  parts  the  establishment  to 
equal  the  air  exhaust  by  dry  cleaning  units,  dryers, 
and  exhaust  ventilating  system. 


6.2  The  direct  equipment  exhausts  or  vents  of  all  dry 
cleaning  establishments  subject  to  these  rules  shall 
terminate  to  the  outer  air  in  the  following  manner: 

(1)  At  least  7  feet  above  the  roof,  street,  yard,  or 
court  grade  on  which  it  opens  in  which  said 
establishment  is  located,  and 

(2)  The  exhaust  shall  be  under  negative  pressure 
within  the  envelope  of  the  building  by  means 
of  a  power  operated  fan,  and 

(3)  The  terminal  of  the  exhaust  shall  be  at  least 
five  feet  from  any  window  or  ventilating  open¬ 
ing  if  said  window  or  ventilating  opening  lies 
on  the  same  plane  as  the  exhaust  terminal  such 
terminal  shall  be  at  least  15  feet  away  from  the 
same;  with  the  exhaust  terminal  arranged  so 
as  to  direct  the  exhaust  away  from  any  building 
opening  within  15  feet  radius  of  such  terminal, 
and 

(4)  All  direct  equipment  exhausts  or  vents  shall  be 
provided  with  approved  mesh  lint  arrestors 
which  shall  be  kept  clean  unless  approved  lint 
traps  are  provided  on  the  units. 


Rule  7.  Operating  Precautions 

7.1  A  printed  notice  embodying  these  Rules  shall  be 
posted  in  a  conspicious  place  in  all  dry  cleaning 
establishments. 

7.2  All  equipment  shall  be  installed  in  such  manner 
as  to  minimize  noise,  vibration,  smoke,  and  odors, 
and  other  forms  of  nuisances  to  the  occupants  of 
the  premises  in  which  such  cleaning  establishment 
may  be  located  or  to  the  occupants  of  any  adjacent 
premises. 


Rule  8.  Penalties 

Any  violation  of  these  Rules  shall  be  subject  to  the  penal¬ 
ties  prescribed  in  the  Zoning  Resolution  therefor,  in 
addition  to  other  penalties  prescribed  by  law. 


Rule  9.  Effective  Date  of  Rules 

The  effective  date  of  these  Rules  will  be  twenty  (20) 
days  after  date  of  publication  of  the  rules  as  adopted. 


Rule  10.  Separability 

If  any  term,  part  or  provision  of  any  of  the  aforesaid 
Rules  shall  be  held  unconstitutional  or  ineffective  in 
while  or  in  part,  such  determination  shall  not  be  deemed 
to  invalidate  the  remaining  terms,  parts  or  provisions  of 
these  Rules. 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each— add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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Notice  of  Application,  Petition  and  Exhibits  Served  on 
The  Board  of  Standards  and  Appeals. 

Docket. 

Notice  of  Hearing  Calendar. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  October 
1,  1963,  Affecting  Calendar  Numbers,  1931-61-BZ, 
298-63-BZ,  325-63-BZ,  473-63-BZ,  241-47-BZ,  517-56- 
BZ,  482-63-BZ,  493-63-BZ,  506-63-BZ,  511-63-BZ,  540- 
63-BZ. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Octo¬ 
ber  1,  1963,  Affecting  Calendar  Numbers,  869-61-A, 


NOTICE  OF  APPLICATION,  PETITION  AND 
EXHIBITS  SERVED  ON  THE  BOARD  OF 
STANDARDS  AND  APPEALS 

On  September  25,  1963,  Notice  of  Application,  Petition  and 
Exhibits  was  served  on  the  Board  by  Jacob  Firester,  attorney  for 
petitioners.  Max  Firester  and  Rose  Firester,  owners,  seeking  a 
review  of  the  Board’s  denial  of  their  appeal  from  an  order  of  the 
Fire  Commissioner  in  regard  to  a  sprinkler  system ;  Calendar  Num¬ 
ber  1535-61-A ;  Premises  2962  West  27th  Street,  west  side,  281.94 
feet  north  of  Surf  Avenue,  Block  7053,  Lot  36,  Borough  of  Brooklyn. 

PUBLIC  HEARINGS 

Tuesday  at  10  a.m.,  12  p.m.  and  2  p.m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  at  80  Lafayette  Street,  9th  Floor, 
Borough  of  Manhattan. 


NOTICE 

1 —  CALENDAR:  Notices  of  public  hearing  on  appli¬ 
cations  for  zoning  variances,  will  be  published  twice:  first 
publication,  listing  new  cases  set  for  hearing,  in  the 
Bulletin  available  to  the  public  at  least  14  days  before 
the  date  of  hearing;  second  publication,  in  the  last  Bulle¬ 
tin  available  to  the  public  immediately  prior  to  the 
hearing  date.  The  second  publication  will  be  augmented 
with  a  listing  of  cases  laid  over  from  previous  hearings. 
Attention  is  directed  to  the  MINUTES  of  such  previous 
hearings,  where  the  reasons  for  laid  over  cases  will  have 
been  published.  Notices  of  public  hearing  on  applications 
for  approval  of  materials  and  appliances  will  be  published 
once,  at  least  10  days  prior  to  the  hearing  date. 

2 —  MINUTES:  The  publication  of  the  “digest”  of  the 
applicant’s  statement  has  been  discontinued,  except  that 
the  administrative  orders,  decisions,  etc.,  which  are  the 
subject  of  each  application  or  appeal  will  be  published. 
The  summary  of  information  given  in  the  Appeal  Form 
(Form  A)  will  be  published  for  Administrative  Appeals. 
The  Board  will  continue  to  publish  such  other  matters 
as  it  may  deem  advisable. 


873-61-A,  883-61-A,  970-61-A,  986-61-A,  1008-61-A, 
1021-61-A,  1023-61-A,  1026-61-A,  1112-61-A,  1168-61-A, 
576-63-A,  577-63-A,  695-61-A,  833-61-A,  906-61-A,  1327- 
61-A,  787-62-A,  377-61-A— Vol.  II,  876-61-A,  936-61-A, 
966-61-A,  1016-61-A,  1030-61-A,  1035-61-A,  1047-61-A, 
1117-61-A,  1143-61-A,  1247-61-A,  1291-61-A,  1297-61-A, 
1303-61-A,  1309-61-A,  1313-61-A,  1314-61-A,  1317-61-A, 
1318-51-A,  1333-61-A,  517-63-A,  773-62-A,  875-52-BZ, 
1798-61-BZ,  1799-61-A,  1875-61-BZ,  604-48-BZ— Vol. 
Ill,  356-53-BZ,  164-57-BZ,  753-57-BZ,  912-57-BZ, 

1705-61-BZ,  1053-62-SM. 

Correction  Affecting  Calendar  Number,  28-31-BZ — Vol. 
II. 

Rules  Relating  to  Smoking  in  Factories,  etc. 
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docket 

New  Cases  filed  up  to  October  1,  1963 
Cal.  No.  Dept.  Premises  Affected 

74S-63-SM — Unibilt  Panel  Types  steel  scaffold  manufac- 
tured  by  Robert  L.  Carbeau,  Material. 


746-63-A— F.D.— 283-301  4th  Avenue,  east  side,  from 
1st  to  2nd  Streets,  256-264  1st  Street  and  301-307  2nd 
Street,  Block  969,  Lots  1,  16,  65,  Borough  of  Brooklyn 
F.D.  Order  4446-2,  re-  storage  garage  and  certificate  ot 

occupancy. 


759-63-BZ— B.Q.— 223-05  Northern  Boulevard,  northeast 
corner  of  223rd  Street,  Block  6329,  Lots  1  and  11,  Bay- 
side  Borough  of  Queens,  erection  of  Multiple  Dwelling, 
re-  yards,  setbacks,  floor  ar.ea>  of  walls  area  for 

commercial  use,  etc.  C-l  and  R3-2  districts,  NB  5121-61. 


760-63-A— B.Q.— 223-05  Northern  Boulevard,  northeast 
corner  of  223rd  Street,  Block  6329,  Lots  1  and  11,  Bay- 
side,  Borough  of  Queens,  re-  filed  pursuant  to  Sec  310 
of  the  Multiple  Dwelling  Law  for  variation  of  Sec.  4(31a) 
and  Sec.  26  (5a)  and  review  of  decision  of  Borough 
Superintendent  on  zoning  matter,  NB  5121-01. 


747-63-A — B.Q. — 34-50  Linden  Place,  west  side,  150  feet 
north  of  35th  Avenue,  Block  4950,  Lot  101,  Flushing, 
Borough  of  Queens,  Alt.  1413-63,  re-  change  in  use  from 
dwelling  to  commercial  use,  frame  buildings. 


761-63-A— B.Q.— 50-02  Metropolitan  Avenue,  southwest 
corner  of  Metropolitan  Avenue,  Block  3375,  Lots  52  and 
54,  Flushing,  Borough  of  Queens,  re-  premises  in  bed 
of  proposed  widening  of  Metropolitan  Avenue,  N.B. 
1 771 -63. 


748-63-BZ— B.Q.— 167-11  73rd  Avenue,  north  side,  from 
167th  to  168th  Streets,  Block  6955,  Lot  1,  Flushing,  Bor¬ 
ough  of  Queens,  Alt.  553-63,  re-  rear  yard  equivalent, 
R-2  district. 


749-63-A— F.D.  2-20  Tudor  City  Place,  southwest  corner 
of  East  41st  Street,  Block  1333,  Lots  18  and  20,  Borough 
of  Manhattan,  F.D.  Order  2293-3,  re-  sprinkler  system. 


750-63-A— F.D.— 2425-2435  Cropsey  Avenue,  northeast 
corner  of  Bay  37th  Street,  Block  6892,  Lot  7,  Borough 
of  Brooklyn,  F.D.  Order  No.  0266-3,  re-  fire  alarm  system. 


762-63-SM— Miami  Stone,  manufactured  by  Miami  Stone 
Products,  Inc.,  Material. 


763-63-A — B.B. — 150  Ocean  Parkway,  west  side,  280 
feet  north  of  Albermarle  Road,  Block  5328,  Lot  30,  Bor¬ 
ough  of  Brooklyn,  use  of  frame  building  froi)L  Nursing 
Home  to  library,  accessory  to  school,  Alt.  2037-62. 


764-63-BZ — B.M. — 222  East  58th  Street,  south  side,  250 
feet  east  of  3rd  Avenue  and  211-225  East  57th  Street, 
north  side,  250  feet  east  of  3rd  Avenue,  Block  1331,  Lot 
7,  Borough  of  Manhattan,  Alt.  540-63  re-  transient  park¬ 
ing,  accessory  garage,  number  of  cars  excessive. 


751-63-A— F.D.  49-55  West  47th  Street,  north  ^side,  14 
feet  east  of  Avenue  of  the  Americas,  Block  126o,  Lot  7, 
Borough  of  Manhattan,  F.D.  Order  No.  92-3,  re-  sprink¬ 
ler  system. 


752-63-A— F.D.— 116-08-116-10  Atlantic  Avenue,  south 
side,  62.07  feet  east  of  116th  Street,  Block  9434,  Lot  4, 
Borough  of  Brooklyn,  F.D.  No.  5361-2,  re-  sprinkler 
system. 


753-63-BZ — B.M. — 184  Avenue  D,  east  side,  20  feet  south 
of  East  13th  Street  extension,  Block  367,  Lot  25,  Borough 
of  Manhattan,  N.B.  42-63,  re-  sewage  pumping  station, 
R7-2  district. 


754-63-A— F.D. —8609  20th  Avenue,  north  side,  70  feet 
east  of  26th  Street,  Block  6375,  Lot  28,  Borough  of 
Brooklyn,  F.D.  No.  4266-3  re-  sprinkler  system. 


765-63-A — B.M. — 222  East  58th  Street,  south  side  and 
211-225  East  57th  Street,  north  side,  250  feet  east  of 
3rd  Avenue,  Block  1331,  Lot  7,  Borough  of  Manhattan, 
re-  filed  pursuant  to  Sec.  60  of  the.  Multiple  Dwelling 
Law  re-  transient  parking  in  Multiple  Dwelling,  Alt. 
540-63. 


756-63-SM — Kochoryoku  Bolt  Kogyo  Co.,  Ltd.,  High 
Strength  Structural  Bolts  and  Nuts  (Shinko  Brand), 
manufactured  by  Lochoryoku  Bolt  Kogyo  Co.,  Ltd.,  In- 
dussa  Corporation,  Agent. 


Restored  to  Docket 

753-57-BZ — B.B. — 1263  Bedford  Avenue  and  9  Herkimer 
Street,  northeast  corner.  Block  1860,  Lot  1,  Borough  of 
Brooklyn,  Amendment  to  Alt.  2019-57,  reopened  for 
consideration  as  to  extension  of  term  of  variance,  re¬ 
motor  vehicle  repair  shop  —  business  use  district. 


755-63-A— F.D.— 3709-3711  Ditmars  Boulevard,  north 
side,  50  feet  east  of  37th  Street,  Block  808,  Lot  1,  Astoria, 
Borough  of  Queens,  F.D.  No.  4948-2  and  Decision. 


756-63-SA — Continental  Water  Deionization  Service 
Units,  Models  100,  200  and  300,  manufactured  by  Con¬ 
tinental  Water  Conditioning  Corporation,  Appliance. 


757-63-SM— Non-Com  (R)  Treated  Plywood,  manufac¬ 
tured  by  Koppers  Co.,  Inc.,  Wood  Preserving  Division, 
Material. 


758-63-A — F.D. — 346  West  89th  Street  and  170  Riverside 
Drive,  southeast  corner,  Block  1250,  Lot  61,  Borough  of 
Manhattan,  F.D.  1373-3  and  Decision. 


1 705-61-BZ — B.Bx. — 1244  Metcalf  Avenue,  east  side, 
101  77  feet  north  of  Westchester  Avenue,  Block  3780, 
Lot  11,  Borough  of  The  Bronx,  Alt.  994-61,  reopened  for 
consideration  as  to  extension  of  time  to  complete,  re¬ 
parking  lot,  etc.  —  residence  use  district. 


604-48-BZ — Vol.  Ill— B.B.— 344  St.  Marks  Avenue,  south 
side  96  feet  8  inches  west  of  Washington  Avenue  and 
363-371  Prospect  Place,  Block  1153,  Lot  27,  Borough 
of  Brooklyn,  Alt.  2602-60,  reopened  for  consideration  as 
to  extension  of  time  to  complete,  re-  manufacturing  and 
assembly  of  electric  and  amusement  devices,  etc.  — 
unrestricted,  business  and  residence  use  districts. 


912-57-BZ — B.B. — 2149  Caton  Avenue,  north  side,  100 
feet  east  of  Flatbush  Avenue,  Block  5083,  Lot  120,  Bor- 


CALENDAR 


ough  of  Brooklyn,  Alt.  3523-57,  reopened  for  considera¬ 
tion  as  to  extension  of  term  of  variance,  re  —  launderette, 
etc. — residence  use  district. 


15-63-BZX — B.B.  6322  20th 
47.  Alt.  2419-60  Permit  No. 


Avenue. 

4311-63. 


Block  5541,  Lot 


356-53-BZ — B.B. —368  Flatbush  Avenue  Extension,  west 
side,  125  feet  10%  inches  south  of  Fleet  Street,  9-31 
DeKalb  Avenue  and  85  Albee  Square  (Fleet  Street), 
Block  2084,  Lot  1,  Borough  of  Brooklyn,  E.S.  909-52, 
reopened  for  consideration  as  to  extension  of  term  of 
variance,  re-  maintenance  of  existing  sign,  etc.  —  busi¬ 
ness  use  district. 


164-57-BZ — B.M. — 101  East  75th  Street  and  821  Park 
Avenue,  northeast  corner,  Block  1410,  Lot  1,  Borough 
of  Alanhattan,  Amendment  to  Alt.  98-57,  reopened  for 
considei  ation  as  to  extension  of  term  of  variance,  re¬ 
store  in  basement  of  multiple  dwelling  —  residence  use 
district. 


Application  For  Extension  of  Time  To  Permit  The 
Completion  of  Construction. 

{Filed  pursuant  to  Sections  11-32  and  11-33.) 

1-63-BZX — B.Bx  1984-1986  Crotona  Avenue.  Block  3092, 
Lots  11  and  13  Alt.  1179-61.  Permit  No.  1116-63. 


16-63-BZX — B.M.  18-20  Wooster  Street.  Block  229,  Lots 
15  and  16.  Alt.  1676-61.  Permit  No.  1489-62. 


17-63-BZX — B.M,  319  West  22nd  Street.  Block  746,  Lot 
26.  Alt.  1854-61.  Permit  No.  2956-63. 


18-63-BZX — B.B.  273-277  Court  Street.  Block  408,  Lot 
4.  Alt.  1937-61  Permit  Nos.  3069  and  3070-61. 


19-63-BZX — B.M.  515-517  East  6th  Street.  Block  402, 
Lots  57  and  58.  Alt.  151-60.  Permit  No.  3092-62. 


20-63-BZX — B.M.  150-152  East  7th  Street.  Block  402 
Lots  19,  20.  Alt.  105-61.  Permit  No.  3027-62. 


21-63-BZX — B.AL  248  West  221st  Street.  Block  707, 
Lot  66.  Alt.  2312-61  Permit  No.  1400-62. 


22-63-BZX — B.M.  100  Lexington  Avenue.  Block  883, 
Lot  20.  Alt.  1502-61  Permit  No.  3025-62. 


2-63-BZX — B.Bx  956-964  University  Avenue.  Block  2523, 
Lot  103  Alt.  1211-61.  Permit  No.  1749-63. 


23-63-BZX — B.M.  225-227  E.  10th  Street.  Block  452, 
Lots  44  and  45.  Alt.  1109-60.  Permit  No.  2679-62. 


3-63-BZX — B.M.  218-238  East  20th  Street,  and  223-235 
East  19th  Street.  Block  900,  Lots  16,  17,  18,  22.  Alt. 
1571-61.  Permit  Nos.  1905-62  and  3292-62. 


24-63-BZX — B.M.  521  East  119th  Street.  Block 
Lot  13.  Alt.  302-61  Permit  No.  1866-62. 


1816, 


4-63-BZX — B.Q.  81-11  to  81-19  37th  Avenue  and  35-60 
82nd  Street.  Block  1281,  Lots  38  and  43.  Alt.  2519-61. 
Permit  No.  2683-63. 


5-63-BZX — B.B.  260-268  Bond  Street.  Block  416,  Lots 
40  and  41  Alt.  3933-61.  Permit  No.  327-63. 


6-63-BZX— B.Bx  1888-1892  Eastchester  Road.  Block 
4209,  Lots  15,  16,  17  and  63.  Alt.  199-61.  Permit  No.  1907-63. 


7-63-BZX — B.M.  461-463  West  131  Street.  Block  1970, 
Lots  06,  37,  o9,  42,  47,  74.  Alt.  1166-59.  Permit  No. 
1758-63. 


8-63-BZX — B.M.  2970  OBroadway.  Block 
Alt.  1590-61.  Permit  No.  3242-62. 


1973,  Lot  1. 


9-63-BZX 


B.M.  43  West  87th  Street.  Block  1201,  Lot 
12.  Alt.  1985-61.  Permit  No.  3582-62. 


10-63-BZ- — XB.M.  61  %-63  East  125th  Street.  Block  1750, 
Lot  26.  Alt.  1889-61.  Permit  No.  2471-62. 


11-63-BZX — 
Alt.  3697-61. 


B.B.  121  Grand  Street.  Block  2379,  Lot  295. 
Permit  Nos.  5159-63,  3193-63. 


\2'63-BZX — B.M.  50  Morton  Street.  Block  583,  Lot  19. 
Alt.  1452-61.  Permit  No.  2620-61. 


25-63-BZX— B.M.  601  West  110th  Street.  Block  1894 
Lot  11.  Alt.  1840-60  Permit  No.  658-63,  216-62,  1795-6L 


26-63-BZX— B.M.  538  West  47th  Street.  Block  1075  Lot 
51.  Alt.  884-60  Permit  No.  2372-62. 


27-63-BZX— B.M. 
125.  Alt.  2355-61 


51  East  80th  Street.  Block  1492,  Lot 
Permit  No.  3397-62. 


28-63-BZX— B.M.  172  East  112th  Street.  Block  1639,  Lot 
42.  Alt.  1814-61  Permit  No.  3581. 


29-63-BZX — B.M.  819  Sixth  Avenue.  Block  804,  Lot  36. 
Alt.  733-61  Permit  No.  3043-63. 


30-63-BZX — B.Bx.  1528  Castle  Hill  Avenue.  Block  3959 
Lot  17.  Alt.  1165-61  Permit  No.  2760. 


31-63-BZX — B.Q.  62-18  Rockaway  Beach  Boulevard. 
Block  15907,  Lot  59  Alt.  1548-60.  Permit  No.  3408-63. 


32-63-BZX— B.Q.  76-29  271st  Street.  Block  8549,  Lot  52. 
Alt.  3026-61  Permit  No.  4487. 


33-63-BZX— B.M.  202-204  Avenue  of  the  Americas  and 
200  Prince  Street.  Block  504,  Lots  18,  19,  20.  Alt.  414  and 
416-60.  Permit  Nos.  3280  and  3466-63. 


13-63-BZX — B.B.  2215  Lafayette  Avenue.  Block  1929,  34-63-BZX— B.M.  314  East  89th  Street.  Block  1551,  Lot 

Lot  49.  Alt.  2293-61  Permit  No.  4000-63.  43.  Alt.  1212-60  Permit  No.  2786. 


14-63-BZX — B.B.  757  Bushwick  Avenue.  Block  3231,  Lot 
1,  4,  5,  48,  50,  51,  52,  53.  Alt.  3166-61.  Permit  No.  4864-63. 


35-63-BZX — B.M.  316  East  89th  Street.  Block  1551,  Lot 
42.  Alt.  1211-60  Permit  No.  2785. 
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RULES 

Arc  and  Gas  Welding  and  Oxygen 

Cutting  . .  Nov.  27,  1956. 

Cements,  Air  Entraining  Portland, 

Rules  for  Approval  and  Use  of..  April  12,  1955 

,T?“:  Mar.  .5,  1955-Vol.  40,  No.  .. 

Doc.  28,  1943 — Vol.  28,  No.  52A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

ttc.  0f  . Dec.  10,  1962. 

Concrete  Rules  (Hydrated  Lime).  Aug.  3,  1937  Vol.  22,  No.  31 

ct"'.°phrS,  &.ccrcV"4E‘:.  oct.  3.  ww-™.  48  no.  40 

D?oS“°a“‘.E“abli,l!”'°'‘'.  f^T  Oct.  3,  1963-V0l.48No.40 
Erection,  Alteration,  Repair,  Ex- 

arKf"  ,“^.D 20, 1902. 

ERolc"  fo'”"':™. Mar.  11,  1952-Vol.  37.  No.  11A 

Factory  Exit  Rules  . Feb.  22,  1955. 

Fire  Alarm  Rules  (Interior)  . May  1963. 

Fire  Drill  Rules  . June  20,  1963— Vol.  48,  No.  25 

Fire  Resistive,  Flameproof  Ma- 

terials,  etc.,  Rules  for  Testing  of  Jan.  31,  1963  Vol.  48,  No.  5 

Hatchway  Protection  . June  5,  1928— Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.280  of  The  Labor 

£aw)  . May  25,  1961 — Vol.  46,  No.  21 

Insulating  Fibre  Board  Rules  ....  Mar.  25,  1952  Vol.  37,  No.  13A 

Oil  Burner  Rules  . . .  June  1,  1962. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of  .  May  27,  1954. 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 
Supply)  ......................  Mar.  20,  1960. 

Procedure,  Rules  of  . Jan.  17,  1963— -Vol.  ^8,  No. 

Smoking  in  Factories,  Rules  for. .  Oct.  10,  1963 — Vol.  48,  No.  41 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc . May  2,  1963 — Vol.  48,  No.  18 

Sprinkler,  Rules  . June  29,  1937  Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to  ic 

Rule  505  of  Industrial  Code)  ..  Sept.  3,  1946  Vol.  31,  No.  36 

DESIGNATIONS:  B. — Department  of  Buildings;  B.B.— Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M.— Department  of  Buildings, 
Manhattan:  B.Q. — Department  of  Buildings,  Queens;  B.K.— 
Department  of  Buildings,  Richmond;  B.Bx.— Department  of  Build¬ 
ings,  Bronx;  H.D.— Health  Department;  F.D. — Fire  Department, 


OCTOBER  15,  1963,  10  A.M. 


NOTICE  IS  HEREBY 
Tuesday  morning,  October 
Lafayette  Street,  9th  floor, 
following  matters: 


GIVEN  of  a  public  hearing 
15,  1963,  at  10  o’clock  at  80 
New  York  13,  N.  Y.,  on  the 


572-63-B  Z 

APPLICANT — Buckley  ad  Kisseloff  for  106  Corpora¬ 
tion,  owner. 

SUBJECT— Application  July  11,  1963— decision  of  the 
Borough  Superintendent,  under  Section  11-41  of  the 
Zoning  Resolution,  to  permit  in  a  C2-4  district  the 
change  in  occupancy  of  an  existing,  three  story  build- 
in g  from  office,  packing  and  shipping  and  factory  to 
a  moving  and  storage  warehouse,  unlimited  packing 
and  crating  and  the  storage  of  not  more  than  five 
commercial  vehicles. 

PREMISES  AFFECTED— 1721  Park  Avenue,  105  East 
120th  Street,  northeast  corner,  Block  1769,  Lot  1, 
Borough  of  Manhattan. 


573-63-A 

APPLICANT— Buckley  and  Kisseloff  for  106  Cor¬ 
poration,  owner. 

SUBJECT— Application  July  11,  1963— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  change  m 
use  and  egress. 

PREMISES  AFFECTED— 1721  Park  Avenue,  105 
East  120th  Street,  northeast  corner,  Block  1769,  Lot 
1,  Borough  of  Manhattan. 


575-63-BZ  „  ,  , 

APPLICANT — Hillard  Pollack  for  Beth  El  Hospital 
Incorporated,  owner. 

SUBJECT— Application  July  9,  1963— decision  of  the 
Borough  Superintendent,  under  Section  73-452  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district  the 
enlargement  in  area  of  an  existing  parking  faclll*y 
accessory  to  a  hospital  previously  grante  y 
Board. 

PREMISES  AFFECTED  7-15  Hegem*?  Avenue  551- 
573  Herzl  Street,  northeast  corner  560-576  Amboy 
Street,  Block  3621,  Lots  6,  7,  14,  53,  56  and  58,  Borough 
of  Brooklyn. 


597-63-BZ 

APPLICANT — W.  Fontaine  Jones  for  Doriann  Hold¬ 
ing  Corporation,  owner. 

SUBJECT— Application  July  24,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  in  an 
existing  6  story  and  cellar  building,  the  change  in 
occupancy  of  the  cellar  and  first  floor  from  storage 
and  commercial  studio  to  theatre  with  accessory  uses. 

PREMISES  AFFECTED— 227-229  West  13th  Street, 
north  side,  2645  feet  east  of  Greenwich  Avenue,  Block 


599-63-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Sol 
Simon,  owner. 

SUBJECT— Application  July  25,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Ml-1  district,  the 
change  in  occupancy  of  an  existing  automotive  service 
station  to  a  motor  vehicle  repair  shop  and  the  sale 
and  display  of  new  and  used  cars  that  encroaches  on 
the  required  front  yard. 

PREMISES  AFFECTED— 201  Broadway,  northside, 
165  feet  8  inches  east  of  Driggs  Avenue,  Block  244b, 
Lot  91,  Borough  of  Brooklyn. 


1931-61-BZ 

APPLICANT— Crinnion  and  Crinnion  for  Jobreen 
Realty  Corporation,  owner. 

SUBJECT — Application  December  14,  1961— decision  of 
the  Borough  Superintendent,  under  Sections  7e  and 
21  of  the  Zoning  Resolution,  to  permit  in  a  residence 
use  district,  the  maintenance  of  a  non-transient  pafk- 
ing  lot  for  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 1410  Jesup  Avenue  east 
side,  353.66  feet  north  of  Edward  L.  Grant  Highway, 
Block  2872,  Lot  60,  Borough  of  The  Bronx. 

Laid  over  from  October  1,  1963  to  October  15,  1963, 
for  annlicant  to  amend  application. 


16-52-BZ 

APPLICANT— Henry  B.  Portnoy  for  The  Truckmen’s 
Representative,  Inc.,  owner. 

SUBJECT— Application  reopened  September  17,  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  July  8,  1963— decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  parking  and  storage  of 
motor  vehicles  of  the  pleasure  car  type  only. 

PREMISES  AFFECTED— 365-369  East  8th  Street, 
north  side,  183  feet  east  of  Avenue  C,  Block  378,  Lots 
56,  57  and  58,  Borough  of  Manhattan. 
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558-37-BZ  Vol.  II 

AowniCANT’"”Li°nel  K'  LeVy  for  John  SPerrazza, 
owner. 

SUBJECT— Application  reopened  September  17.  1963 
for  consideration  as  to  extension  of  term  of  variance 
expired  April  30,  1963— decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  /h  of  the  Zoning  Resolution,  permitting  in  a 

flUTw  UtC  dlst51.c^>  the£  Parking  and  storage  of  more 
than  5  motor  vehicles  of  the  pleasure  car  type  only 

l™1  Mark  tFsFtECTED-6°-66  Henry  Street  and 
t  ^  Market  Street,  southwest  corner.  Block  277 
ots  24,  25,  26,  27  and  28,  Borough  of  Manhattan. 

5-58-BZ 

APPLICANT  Patrick  D.  Concagh  for  Saverio  S 
Pisscane,  owner. 

SUBJECT— Application  reopened  September  17  1963 
for  consideration  as  to  extension  of  term  of  variance 
expired  July  22,  1963-decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  parking  and  storage  of 
more  than  5  motor  vehicles  of  the  pleasure  car  type 

PREMISES  AFFECTED — 717-719  East  217th  Street 

BMck  4S665’  T13?'3infeen  ^StDof  White  Plams  Road,’ 
Block  4665,  Lots  40  and  43,  Borough  of  The  Bronx. 

The  following  case  were  laid  over  from  previous  pub- 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearing.s 

519-63-BZ 

A ^PLICANT~'Con®olidated  Edison  Company  of  New 
York,  Incorporated,  owner. 

SUBJECT— Application  June  20,  1963— decision  of  the 
Borough  Superintendent,  under  Section  73-16  of  the 
Zoning  Resolution,  to  permit  in  a  R7-2  district  the 

utflity* sub' station.  St°Fy  buiIdin*  -  as  a  electric 

Pn^MIS?S^AFf'EC^ED~1001'1015  Amsterdam  Ave- 
ue,  east  side,  from  Cathedral  Parkway  to  West  109th 
Street,  165-175  West  109th  Street,  Block  1864  Lot  1 
and  Part  of  Lot  9,  Borough  of  Manhattan. 

Laid  over  from  September  24,  1963  to  October  15, 
1963,  .  for  continued  .  hearing  inspection  and  possible 
decision;  applicant  is  to  submit  expert  real  estate 
testimony  and  new  drawings.  The  representative  of 

nbnf0!!15111^  and  Red^vel°Pment  Board  is  to  submit 
h°Tng  pr.oposed  redevelopment  of  the  area  and 
provide  information  relative  to  alternate  site  proposed. 

1864-61-BZ 

A?ncoJpoJa^7owb„er.  Me‘niker  fOT  Shan>Ve  V™^***, 

S pCT  Application  December  12,  1961— decision  of 

ZonW  T?UghiS^Penntendent’  under  Section  21  of  the 

use  d^ftrW  tlU  !-°  Pern?!t  in  a  business  and  retail 
use  district,. the  erection  and  maintenance  of  a  gasoline 

hanTetoois10saleUorflt0riUm’  “in°r  nJotor  rePairs  with 

more  thatfiv^motor^WcTes"  and  the  Parking  of 

PWi5fa^EsS,  AEFECTED-2540  Richmond  Terrace  1 
Winant  Street,  southeast  corner,  Block  1149  Lot  36 
Manners  Harbor,  Borough  of  Richmond  ’  ’ 

be?24  C119MdrLaid  °Ve-r  from  July  2>  1963>  to  Septem¬ 
ber  1996^ /o°rrHnSp-Ctl0n  ^  decision;  then  to  Octo- 
data  5’  1963’  '  decisi0n;  applicant  to  submit  additional 


478-63-BZ 

AhPsLo!CotIi!eTrDeROSe  a"d  CaVaHeri  for  Giovanni  Ga- 

SlRor.nSh1AppHcfioi1  June  6-  ^563 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
oning .  Resolution,  to  permit  in  a  R5  district  the 

Biachroch  Ave„„e, 

Hberrlnf5Cl?QM~fLaid,0^er  fr°m  °ctober  1,  1963  to  Octo- 
,  ,  1963,  for  decision;  applicant  to  submit  addi¬ 
tional  data  required  for  five  findings. 

298-63-BZ 

APPLICANT— Leonard  R.  Rothkrug  for  Ruth  H 
Aow«n  Shell  Oil  Company,  lessee. 

Ro^,S?^ApP  •,c.atlo,n  ApriI  S’  1563— decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district  the 

SSlT.  y!Id  of  an  automotive  servke 

station  with  accessory  uses 

Queens.  k  13623,  Lot  22,  Rosedale.  Borough  of 

ni96?gforr0cSndrLaidnOVe-  from  July  9-  1963-  to  July  23 

meat  Nassau  "cm  hfearmgs;  applRant  to  submit  state¬ 
ment,  .Nassau  County  representative  to  be  notified  to 

^deration  and  ^  t.°.0ct°ber  1,  1963,  for  further  con¬ 
sideration  and  decision;  then  to  October  15  1963  for 

men?1.0?’’  a?pllCant  t0  fiIe  revised  drawMgs  ’and  state¬ 
ment,  hearing  previously  closed. 


325-63-BZ 

APPLICANT— Henry  Nordheim  for  Barto  Realty  Com 
pany,  owner.  -iveauy  com- 

SUBJEICT— Applicat;on  April  16>  1963— decision  of  the 

7nnfUg b  Superiutendent>  under  Section  73-451  oL  the 
Zoning  Resolution  to  permit  in  an  R8  diJtnVt- 
maintenance  of  an  off-site  parting  icill  y  for  ‘1' 
existing  multiple  dwelling.  g  ty  tor  an 

HOc1”berI<lSSld973Lfid  ?Ver  fr?m  September  10,  1963  to 
to  Se  letter  and  10"  and  decision;  applicant 

1963  for  7  — d  modlfy  drawing;  then  to  October  15 
jJCj,  for  decision;  applicant  to  consult  with  Building 
Department  in  regard  to  retaining  walls  g 

MAX  H.  FOLEY,  Chairman 

OCTOBER  15,  1963,  2  P.M. 

[iTmaSr-  9ti’  fl“r’  New'^T^L^h^Siow3: 

1144-61- A 

ACorEIo«Aioj7y;neJValter  Ka'Z  f0r  Eltcnros  E“Ity 

S  orBde?CaTrtP3lica!i0n  Iulyu  7.  1961-Appeal  'ra  an 
sprinkler  system  0n  °  'h<!  F‘re  C“mmissioner  re- 

PRdeMSS2Eff,tA2FFEFrED-7  ?reat  Street,  south 

it’  s,reet' B,ock 
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APPLICANT — Ludwig  Hanauer  for  Seymour  Bern- 

Lol 

16,  Borough  of  Manhattan. 

APPLICANT— J.G.L.  Molloy  for  Lesfel  Realty  Cor- 

FU  rT ECT— Application  July  17,  1961-Appeal  from  an 
SUofi?  and  a  decision  of  the  Fire  Commissioner  re- 

prEMISE^AFFECTED— 52  Leonard  Street,  south 
P^ide  131.1V2  feet  east  of  West  Broadway,  Block  176, 
Lot' 24,  Borough  of  Manhattan. 


PREMISES  AFFECTED— 29-33  West  42nd  Street 
1  north  side  400  feet  west  of  Fifth  Avenue,  32-36  West 
43rd1  Street,  Block  1258,  Lot  18,  Borough  of  Matt- 
hattan. 


APPLICANT— Jack  Lunati  for  Jack  and  Maurice  Lu- 

Borough  of  Manhattan. 


APPLICANT — Exitolite  Corporation  for  Comet  Realty 

SUBTECT— Applkation  January  8,  1963-Appeal  from 
SUaBLcEln  oPfP  the  Borough  Superintendent  re-exit 

PREMISES  AFFECTED  307-309  Seventh  Avenue, 
east  side,  78  feet  2%  inches  south  West  28t 
Block  803,  Lot  4,  Borough  of  Manhattan. 

APPLICANT— Campodonico  and  Aimette,  lessee;  Pro¬ 
testant  Episcopal  Society,  owner. 

SUBJECT _ Application  June  20,  1961  Appeal  ro 

S order  and  a  decision  of  the  Fire  Comm.ss.oner  re- 

prfAUSFS^AFFECTED — 82-86  West  Broadway, 

Pnor“w=!tSeorA„erFof  Warren  Street,  Block  137,  Lot  1, 
Borough  of  Manhattan. 

APPLICANT— Monaghan  and  Mattingly  for  Beatrice 

David,  owner.  . 

SUBJECT— Application  July  3,  1961— Appeal  front 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sorinkler  system. 

-ppeaUSFS  AFFECTED— 247  West  Broadway,  west 
P“  yftetVonlh  Of  Walker  Street,  Block  191,  Lot  17, 
Borough  of  Manhattan. 

1030-61-A 

APPLICANT— 343  Canal  Corporation,  owner. 
SUBJECT— Application  June  16,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system  etc.  . , 

PREMISES  AFFECTED— 343  Canal  Street,  north  side 
65  feet  west  of  Green  Street,  Block  229,  Lot  3,  Borough 
of  Manhattan. 

936-61-A  „  . 

A  ppt  TCA.NT _ F.  W.  Woolworth  Company,  lessee, 

A  Morgan  Guaranty  Trust  Company  of  New  York, 
owner. 

SUBTECT — Application  June  15,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


APPLICANT— Unger  and  Unger  for  Charles  F.  Gold- 

SUBT ECT-' Application  July  5,  1961-Appeal  from  an 
order  and  a  decision  of  the  F.re  Comm, ss, oner  re- 

P,fFrmSESSyAFFECTED-47  Cliff  Street,  north  side 
81  feet  7  inches  east  of  Fulton  Street,  Block  94,  Lot 
3,  Borough  of  Manhattan. 


APPLICANT— Louis  Lieberman  for  Putnam  Rolling 

oI^fh^Fire ^Commissioner1  S 

Borough  of  Manhattan. 


APPLICANT— J.G.L.  Molloy  for  Lesfel  Realty  Corp- 

SURJ^ECT— Application  July  13,  1961-Appeal. from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 50  Leonard  Street,  south 
side,  126.7%  feet  east  of  West  Broadway,  Block  176, 
Lot’ 23,  Borough  of  Manhattan. 


APPLICANT— Daub  and  Daub  for  Established  Estates 
Incorporated,  owner. 

cttptfCT _ Application  July  31,  1961 — Appeal  from 

SUorier  aid  adedsion  if  the  Fire  Comm, ss, oner  re- 

PRPEMISESyAFmFECTED-102-104  West^S, ^Street, 

Block  8U’  Lot  4of  Borough  of  Manhattan. 


APPLICANT— Joseph  Lau  for  1327  New  York  Avenue. 

Corporation,  owner.  .  f 

SUBJECT— Application  August  8  1961— Appeal  from 

an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system.  XT  .« 

Borough  of  Manhattan. 
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1297-61-A 

ApPLICANT— Hurley  and  Hughes  for  John  Chatillon 
and  Sons,  owners. 

SUBJECT— Application  August  9,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 50-52  Franklin  Street,  north 
side,  125  feet  10  inches  west  of  Lafayette  Street,  Block 
1/2,  Lot  28,  Borough  of  Manhattan. 


1303-61-A 

APPLICANT— William  Me  A.  Shiland  for  T.  R  Wil¬ 
liams,  owner. 

SUBJECT— Application  August  9,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 220  11th  Avenue,  northeast 
corner  of  West  25th  Street,  Block  697,  Lot  1  Bor¬ 
ough  of  Manhattan. 


1309-61-A 

APPLICANT-Daub  and  Daub  for  Jerome  M.  Cohen, 
Alma  C.  Roos,  Jesse  H.  Barkin,  Trustees  for  Stephen 
Barkin  and  Helen  O.  Rich,  owners. 

SUBJECT— ApP^cation  August  4,  1961— Appeal  from 
ciders  and  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system,  watchman  service  etc., 

PREMISES  AFFECTED — 162  Madison  Avenue,  west 
side  98.6/2  feet  north  of  West  32nd  Street,  Block  862 
Lot  55,  Borough  of  Manhattan. 


1318-61-A 

AppLJCANT— Daub  and  Daub  for  Bernhardine  Stolz 
and  Erika  Magid,  owners. 

SUBJECT— Application  filed  August  9,  1961,  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  Sprinkler 
system,  and  watchman  service. 


PREMISES  AFFECTED — 160  Madison  Avenue,  west 
Let  11%  inches  north  of  East  32nd  Street, 
Block  862,  Lot  20,  Borough  of  Manhattan. 


1313-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Edyth 
Realty  Corporation,  owner. 

SUBJECT — Application  August  10,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 47  West  28th  Street,  north 
side,  175  feet  west  of  Fifth  Avenue,  Block  830,  Lot  11 
Borough  of  Manhattan. 


1314-61-A 

APPLICANT— Monaghan  and  Mattingly  for  J  and  H. 
Brody  Realty  Corporation,  owner. 

SUBJECT — Application  August  10,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinklker  system. 

PREMISES  AFFECTED — 360-362  Broadway,  south¬ 
east  corner  of  Franklin  Street,  Block  171,  Lot  7 
Borough  of  Manhattan. 


1317-61-A 

APPLICANT  Samuel  Rosenblum  for  Fifteen  Estates, 
Incorporated  ,58  Estates,  Incorporated  and  Harry  H 
Perse,  owners. 


SUBJECT — Application  August  9,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

1  REMISES  AFFECTED — 58  West  15th  Street,  south 
side ,113  feet  8  inch  east  of  Sixth  Avenue,  Block  816, 
Lot  74,  Borough  of  Manhattan. 


1333-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Morris 
Silverman,  owner. 

SUBJECT — Application  August  10,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 43  West  28th  Street,  north 
side,  i 50  feet  west  of  Fifth  Avenue,  Block  830,  Lot 
13,  Borough  of  Manhattan. 


773-62-A 

APPLICANT — Alexander  A.  Livingston  for  Olga  Goth 
owner. 

SUBJECT  Application  July  31,  1962 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress 

PREMISES  AFFECTED— 316-318  East  22nd  Street 
south  side,  235  feet  east  of  2nd  Avenue,  Block  927,’ 
Lot  46,  Borough  of  Manhattan. 


903-61-A 

APPLICANT  Jack  L.  Nicoll  for  Atlas  Screw  Realty 
Corporation,  owner. 

SUBJECT  Application  June  14,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 448-452  Broome  Street 
northeast  corner  of  Mercer  Street,  Block  484,  Lots  31 
and  32,  Borough  of  Manhattan. 


998-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Robert 
N.  Steffens,  owner. 

SUBJECT— Application  June  26,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES'  AFFECTED — 35-41  Park  Place,  north 
side,  27  feet  west  of  Church  Street,  Block  126,  Lots  4-6 
Borough  of  Manhattan. 


1039-61-A 

APPLICANT — Alonaghan  and  Mattingly  for  Regina  A. 
Caldwell,  owner. 

SUBJECT  Application  June  30,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

L^LS  AFFECTED — 273  Canal  Street,  north  side, 
100  feet  east  of  Broadway,  Block  209,  Lot  34,  Borough 
of  Manhattan. 


1040-61-A 

APPLICANT — Monaghan  and  Mattingly  for  31  Walker 
Street  Realty  Corporation,  owner. 

SUBJECT  Application  June  30,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 31-33  Walker  Street,  south¬ 
east  corner  of  Church  Street,  Block  193,  Lot  33,  Bor¬ 
ough  of  Manhattan. 
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APPLICANT — Monaghan  and  Mattingly  for  Francis 

tnnstssser  s 

Borough  of  Manhattan. 

APPLICANT— Monaghan  and  Mattingly  for  Max  B. 

gT  TR  T  F CT— Application  July  3,  1961-Appeal  from  an 

SUofd^  aTiI^dedsion  of  Ihe  Fire  Commissioner  re- 

PREMISE^AFFECTED— 714  Broadway,  east  side, 

1  mMfeet  4  inches  north  of  Fourth  Street,  Block  545, 
Lot  9,  Borough  of  Manhattan. 

APPLICANT— Monaghan  &  Mattingly  for  Textile  Job¬ 
bers  Corporation,  owner. 

SU„^CaT„IAaPPdedi°nn  «■ 

PREMl'sES^AFFECTED — 47  White  Street,  south  side, 
200  feet  east  of  Church  Street,  Block  1/5,  Lot  22, 
Borough  of  Manhattan. 

APPLICANT— Monaghan  and  Mattingly  for  Columbia 
Rope  Company,  owner. 

qtt-rtFCT— Application  July  6,  1961-Appeal  from  an 
^der  and  adecision  if  the  Fire  Commissioner  re- 

PRFMTSESyAFFECTED — 167-171  John  Street,  north 

Pdd“70  feet  wS  ol  South  Street,  Block  74,  Lots  8, 
Borough  of  Manhattan.  _ 

975-62-A  „  , 

APPLICANT— H.  and  S.  P.  Realty,  owner. 

cttptFCT _ Application  October  22,  1962 — Appeal  from 

S^an  ^order  and  a  decision  of  the  Fire  Commissioner  re- 
Automatic  Thermostatic  fire  alarm  system. 

PREMISES  AFFECTED — 225-227  East  120th  Street, 
north  side,  240  feet  east  of  3rd  Avenue,  Block  1785, 
Lot  12,  Borough  of  Manhattan. 


326-63-A 

APPLICANT— Abraham  Grossman  for  Gathro  Estates 
Incorporated,  owner. 

SUBTECT— Application  April  16,  1963— Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  177,  Section  34  sub  6  of  the  Multiple 
Dwelling  Law  re-  cellar  apartment,  Review  of  the  Bor¬ 
ough  Superintendent  re-  Zoning  matter 
PREMISES  AFFECTED — 34  West  10th  Street,  south 
side  454  feet  4  inches  east  of  Avenue  of  the  Americas, 
Block  573,  Lot  25,  Borough  of  Manhattan. 

329-63-A  .  _  T 

APPLICANT — Atomized  Materials  Company  Incor¬ 
porated,  owner.  _  _  ,  .  f 

SUBJECT — Application  April  17,  1963  Packaging  of 
Kwik  Fix  Resilient  Plastic  and  Cream  Hardener. 


SStf-fSi.  ffiSS 

specifications. 

APPLICANT— William  J.  and  Margaret  Fleming,  Ad¬ 
joining  property  owners.  pa;irnad 

OWNER  OF  PREMISES:  Long  Island  Railroad 

SUBJECT— -Application  June  6,  1963-Review  of  deci¬ 
sion  of  The  Borough  Superintendent  re-  zoning  matter. 
PREMISES  AFFECTED— 118-17  Union  Turnpike, 

’Btewgftawsa  *“  m 

"KSf-a&SS 

owners;  Arc  Industries,  Inc.,  lessee. 

ctt-rtfCT _ Application  June  26,  1963 — Appeal  from 

SLi04n of  the Borough  Superintendent-re  Class  1 
use  of  wood  stud  partitions. 

PREMISES  AFFECTED — 500  Walton  Avenue  and  475 
G™d  Concourse,  East  side,  southeast .  corner  of  149th 
Street  and  Walton  Avenue.  Block  2346,  Lot  d/,  bo 
ough  of  the  Bronx. 

563*63“  A 

APPLICANT— Eli  Ratner  for  Bernzomatic  Corpora¬ 
tion.  owner.  „  , 

gUBTFCT _ Application  July  11,  1963  Use  of  one  poun 

cylinders  of  propane  in  school  laboratories  not  in 

accordance  with  Administrative  Code  requirements. 
APPLICANT— Harold  E.  Diamond  for  Charles  Cog- 

Sding  not  facing  legal  street  and  area  coverage 

excessive.  «  . . 

TjT}-r''hfTQFF  AFFECTED — 2  Romer  Road,  south  side, 
PP2E74nfeefeattFof  Fou7  Corners  Road,  Block  870,  Lot 
63,  Todt  Hill,  Borough  of  Richmond. 

APPLICANT— Crow,  Lewis  and  Wick  for  New  York 
Polyclinic  Medical  School  and  Hospital,  owner. 
SUBJECT— Application  August  8,  1963— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  height 

PRfTvUSES  AFFECTED— 3221-325  West  50th  Street, 
north  side,  252  feet  6%  inches  west  of  Eighth  Avenue, 
Block  1041,  Lot  21,  Borough  of  Manhattan. 


APPLICANT— Max  M.  Lome  for  Max  R.  Brunschwig, 
Susannf  Brill,  Siegfried  and  Edith  Rosenberger,  ad¬ 
joining  property  owners.  .  T 

OWNER  OF  PREMISES— Adson  Industries  Incor¬ 
porated.  .  , 

SUBJECT— Application  August  6,  1963— Review  of  a 
S  decision  of  the  Borough  Superintendent  re-  request 

to  revoke  Permit  #4093,  N.B.  1580/61. 

PREMISES  AFFECTED — 118-18  Unio“  .Tu™P}te 
south  side,  82.4  feet  west  of  Austin  Street,  Block  3335, 
Lot  23,  Kew  Gardens,  Borough  of  Queens. 
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648-63-A 

APPLICANT — Max  Siegel  Associates  for  Carol  Man¬ 
agement  Corporation,  owner. 

SUBJECT — Application  August  20,  1963 — Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED — 86-98  Park  Avenue,  west 
side,  from  East  39th  Street  to  East  40th  Street,  31-39 
East  39th  Street,  28-42  East  40th  Street,  Block  869,  Lots 
34-49,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman 


NOTICE  OF  SPECIAL  MEETING 
OCTOBER  18,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Friday  morning  October  18,  1963,  at  10  o’clock  at  80  La 

fayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the  fol¬ 
lowing  matters: 

784-41-SR 

APPLICANT — Commissioner  Edward  Thompson,  Fire 
Department. 

SUBJECT — Request  for  Amendment  to  Rules  for  Erec¬ 
tion  Alteration,  Repair,  Excavation  For  and  Demoli¬ 
tion  of  Buildings  adopted  by  the  Board  under  Cal. 
784-41-SR  by  amending  Rule  2.2.2. 

784-41-SR 

APPLICANT — Commissioner  Edward  Thompson,  Fire 
Department. 

SUBJECT — Request  for  amendment  to  Rules  for  Erec¬ 
tion  Alteration,  Repair,  Excavation  For  and  Demoli¬ 
tion  of  Buildings  adopted  by  the  Board  under  Cal. 
784-41-SR  by  adding  Rule  2.2.3. 

784-41-SR 

APPLICANT— Commissioner  Harold  Birns,  Depart¬ 
ment  of  Buildings. 

SUBJECT — Request  for  amendment  to  Rules  for  Erec¬ 
tion,  Alteration,  Repair,  Excavation  For  and  Demoli¬ 
tion  of  Buildings  adopted  by  the  Board  under  Cal. 
784-41-SR  by  adding  Rule  7.5.19. 

217-21-SR 

APPLICANT — Commissioner  Edward  Thompson,  Fire 
Department. 

SUBJECT — Request  for  amendment  to  Rules  covering 
the  Installation  and  Use  of  Oil  Burning  Equipment  and 
the  Storage  of  Oils  Used  in  Connection  Therewith 
adopted  by  the  Board  under  Cal.  No.  217-21-SR  by 
adding  to  Rule  15.2. 


438-60-SR 

APPLICANT — Commissioner  Edward  Thompson,  Fire 
Department. 

SUBJECT — Request  for  amendment  of  the  Rules  Sup¬ 
plementing  the  Mandatory  Requirements  of  Section 
280  of  the  Labor  Law  as  Amended  by  the  New  York 
State  Legislature  by  Adoption  of  Chapter  854  of  the 
Laws  of  1959. 

MAX  H.  FOLEY,  Chairman 


OCTOBER  22,  1963,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  22,  1963,  at  2  o’clock  at  80 


Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters : 

413-61-SM 

APPLICANT — Stamford  Chemical  Company,  owner — 
flameproofing  compound  for  flameproofing  textiles. 


1607-61-SA 

APPLICANT — Albion  Division,  McGraw-Edison  Com¬ 
pany,  owner — gas-fired  vented  room  heater. 

365-62-SA 

APPLICANT — General  Electric  Company,  owner — air 
conditioners,  commercial  and  residential. 


592-62-SA 

APPLICANT — Oliver  &  McClellan,  Inc.  for  Robbins 
and  Myers,  Inc.,  owner — gas-fired  heaters. 


745-62-SA 

APPLICANT — C.  R.  McNamee  for  Eclipse  Fuel  En¬ 
gineering  Company,  owner — incinerator  gas-fired  burn¬ 
ers. 


872-62-SM  % 

APPLICANT — Lake  Erie  Screw  Corporation,  owner — 
high  strength  bolts. 


616-63-SM 

APPLICANT — Permagile  Corporation  of  America, 
ownner  —  topping  for  use  as  a  wearing  surface. 

MAX  H.  FOLEY,  Chairman. 


OCTOBER  29,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  October  29,  1963,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters : 

574-63-BZ 

APPLICANT — Haus  and  Bresin  for  A.  A.  Becker  and 
N.  Milton  Rothstein,  owners;  Sun  Oil  Company, 
lessee. 

SUBJECT — Application  July  11,  1963 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  & 

73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-3 
district,  the  erection  and  maintenance  of  an  automotive 
service  station  with  accessory  use  for  a  temporary 
term  of  twenty  years. 

PREMISES  AFFECTED — 769-785  Rockaway  Avenue, 
218-228  Riverdale  Avenue,  southeast  corner,  Block 
3603,  Lot  23,  Borough  of  Brooklyn. 


647-63-BZ 

APPLICANT  —  Samuel  Rosenblum  for  Forest  Star 
Realty  Corporation,  owner. 

SUBJECT — Application  August  20,  1963 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-1  and  R4 
district,  the  extension  of  an  accessory  parking  facility 
for  a  supermarket  into  the  R4  district. 

PREMISES  AFFECTED — 1815  Forest  Avenue,  north 
side,  100  feet  west  of  Morningstar  Road,  Block  1180, 
Lot  6,  New  Dorp,  Borough  of  Richmond. 
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654-63-BZ 

APPLICANT — Albert  Melniker  for  Dombar  Company, 
Incorporated,  owner. 

SUBJECT— Application  August  21,  1963— decision  of 
the  Borough  Superintendent,  under  Section  72-21  ot 
the  Zoning  Resolution,  to  permit  in  a  R3-2  district, 
the  maintenance  of  an  accessory  parking  facility  to  a 
bank  presently  under  construction. 

PREMISES  AFFECTED— 3938  Richmond  Avenue, 
south  side,  214.72  feet  west  of  Oakdale  Street  Block 
5323,  Lot  6,  Eltingville,  Borough  of  Richmond. 


670-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  1723  Boston 
Road,  Inc.,  owner. 

SUBJECT — Application  August  28,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl-4  and  R7-1  district  in  an  existing  two  story  building, 
the  changes  in  occupancy  of  a  portion  of  the  second 
floor  from  Club  room  to  billiard  parlor. 

PREMISES  AFFECTED— 1723-39  Boston  Road,  west 
side,  108.45  feet  south  of  Southern  Boulevard,  Block 
2940,  Lot  53,  Borough  of  The  Bronx. 


753-57-B  Z 

APPLICANT— Leonard  F.  Rothkrug  for  Albert  R. 
Murray,  owner. 

SUBJECT— Application  reopened  October  1,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  May  13,  1963  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under 
Section  7i  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district  the  one  story  building  facing 
Herkimer  Street  to  be  occupied  as  a  motor  vehicle 
repair  shop  for  general  repairing,  excluding  all  colli¬ 
sion  work  and  all  heavy  work  with  no  anvil  or  forge, 
but  permitting  the  use  of  a  torch  subject  to  permit  by 
the  Fire  Commissioner. 

PREMISES  AFFECTED— 1263  Bedford  Avenue  and 
9  Herkimer  Street,  northeast  corner,  Block  1860,  Lot 
1,  Borough  of  Brooklyn. 


1705-61-BZ 

APPLICANT— Schaefer  and  Atkin  for  Felden  Funding 
Corp.,  owner. 

SUBJECT — Application  reopened  October  1,  1963  for 
consideration  as  to  extension  of  time  to  complete, 
expired  May  15,  1963  —  decision  of  the  _  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Sections  7e  and  21  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  parking  of 
motor  vehicles  as  accessory  to  the  adjacent  super¬ 
market. 

PREMISES  AFFECTED— 1244  Metcalf  Avenue,  east 
side,  101.77  feet  north  of  Westchester  Avenue,  Block 
3780,  Lot  11,  Borough  of  The  Bronx. 


604-48-BZ — Vol.  Ill 

APPLICANT — Lama,  Proskauer  and  Prober  for  363-373 
Prospect  Place,  Inc.,  owner. 

SUBJECT — Application  reopened  October  1,  1963  for 
consideration  as  to  extension  of  time  to  complete, 
expired  April  3,  1963  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Sections  7c  and  19A(j)  of  the  Zoning  Resolution,  per¬ 
mitting  in  an  unrestricted,  business  and  residence  use 
districts,  the  change  in  use  of  an  existing  one  story 


and  basement  building  from  public  garage  to  the  manu¬ 
facturing  and  assemblying  of  electric  and  amusement 
devices,  office,  loading  and  unloading  berths  less  than 
12  feet  in  width  with  a  stationary  business  sign. 

PREMISES  AFFECTED— 344  St.  Marks  Avenue, 
south  side,  96  feet  8  inches  west  of  Washington 
Avenue  and  363-371  Prospect  Place,  Block  1153,  Lot 
?7  Rot-ouch  of  Brooklyn. 


912-57-BZ 

APPLICANT — Haus  and  Bresin  for  Philip  Rosenzweig, 
owner. 

SUBJECT — Application  reopened  October  1,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  April  15,  1963  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  in  an  existing  building  launder¬ 
ette  on  the  first  floor  and  offices  on  the  second  floor. 

PREMISES  AFFECTED— 2149  Caton  Avenue,  north 
side,  100  feet  east  of  Flatbush  Aveue,  Block  5083, 
Lot  120,  Borough  of  Brooklyn. 


356-53-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  The 
Dime  Savings  Bank  of  Brooklyn,  owner. 

SUBJECT — Application  reopened  October  1,  1963  for 
consideration  as  to  extension  of  term  of  Variance,  ex¬ 
pires  October  21,  1961  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  the  maintenance  of  an  existing 
sign  at  right  angles  with  the  building  and  projecting 
more  than  the  permitted  distance  beyond  the  building 
line. 

PREMISES  AFFECTED— 368  Flatbush  Avenue  Ex¬ 
tension,  west  side,  125  feet  10%  inches  south  of  Fleet 
Street,  9-31  DeKalb  Avenue  and  85  Albee  Square 
(Fleet  Street),  Block  2084,  Lot  1,  Borough  of  Brook¬ 
lyn. 


164-57-BZ 

APPLICANT— Lama,  Proskauer  and  Prober  for  Anna 
S.  Efron,  owner. 

SUBJECT— Application  reopened  October  1,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pires  October  22,  1963 — decision  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  change 
of  use  of  the  space  at  the  rear  of  the  basement  in  an 
existing  multiple  dwelling,  from  a  doctor’s  office  to 
a  store. 

PREMISES  AFFECTED— 101  East  75th  Street  and 
821  Park  Avenue,  northeast  corner,  Block  1410,  Lot 
1,  Borough  of  Manhattan. 


520-63-BZ 

APPLICANT— Haus  and  Breslin  for  James  Forlano 
and  Frank  Aguele,  owners. 

SUBJECT— Application,  June  21,  1963— decision  of  the 
Borough  Superintendent,  under  Section  73-01  (b)  of 
the  Zoning  Resolution,  to  permit  the  erection  of  a 
one  story  and  cellar  building  for  use  as  restaurant, 
and  greenhouse  with  outdoor  sales  and  with  acces¬ 
sory  signs,  and  the  building  encroaches  on  the  required 
front  and  side  yards. 

PREMISES  AFFECTED— 2455-2465  Linden  Blvd.  and 
800-802  Logan  Street,  northwest  corner,  Block  4480, 
Lot  28,  Borough  of  Brooklyn. 
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Hearing  closed — Laid  over  from  September  10,  1963  to 
September  24,  1963,  for  inspection  and  decision,  then 
to  October  29,  1963,  for  decision;  applicant  to  amend 
application. 

MAX  H.  FOLEY,  Chairman. 


OCTOBER  29,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  29,  1963,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters : 

377-61-A — Vol.  II 

APPLICANT — Morris  Kweller  for  Benjamin  Schaffer, 
owner. 

SUBJECT — Application  reopened  July  3,  1962  as  Vol. 
II — re  Appeal  from  an  order  and  a  decision  of  the 
Fire  Commissioner  re  Sprinkler  System. 

PREMISES  AFFECTED — 2  Hudson  Street,  northeast 
corner  of  Chambers  Street,  Block  140,  Lot  1,  Borough 
of  Manhattan. 


1147-61-A 

APPLICANT — William  S.  Shary  for  Dewey  Carver, 
owner. 

SUBJECT — Application  July  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 104  North  Morre  Street, 
south  side,  56  feet  8  inches  east  of  West  Street, 
Block  185,  Lot  13,  Borough  of  Manhattan. 


1149-61-A 

APPLICANT — Harry  Soled  for  Mary  Goldstein,  owner. 

SUBJECT — Application  July  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 124  East  Broadway,  north 
side,  55  feet  8  inches  east  of  Pike  Street,  Block  283, 
Lot  53,  Borough  of  Manhattan. 


1162-61-A 

APPLICANT — Edwin  Storch  for  39  Ainslie  Realty 
Corporation,  owner. 

SUBJECT — Application  July  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 39-45  Ainslie  Street,  north 
side,  99  feet  6  inches  west  of  Keap  Street,  Block  2371, 
Lot  48,  Borough  of  Brooklyn. 


1178-61-A 

APPLICANT — Henry  Sandig  for  Sherwatt  Equipment 
and  Manufacturing  Company  Incorporated,  owner. 

SUBJECT— Application  July  14,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 47  Murray  Street,  north 
side,  125  feet  %  inch  west  of  Church  Street,  Block 
133,  Lot  8,  Borough  of  Manhattan. 

1224-61-A 

APPLICANT — 328  Grand  Avenue  Corporation,  owner; 
Artco  Products  Corporation,  lessee. 


SUBJECT — Application  July  24,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 328-332  Grand  Avenue,  west 
side,  140  feet  south  of  Greene  Avenue,  Block  1965, 
Lot  44,  Borough  of  Brooklyn. 


161-62-A 

APPLICANT — Max  Zucker  for  406  Properties,  In¬ 
corporated,  owner;  Square  Fur  Dressers  Corporation, 
lessee. 

SUBJECT — Application  February  6,  1962 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
Ground  all  sawdust  drums  to  water  pipe,  storage  etc. 

PREMISES  AFFECTED — 416  West  31st  Street,  south 
side,  125  feet  West  of  9th  Avenue,  Block  728,  Lot  42, 
Borough  of  Manhattan. 


539-62-A 

APPLICANT — 85  Flatbush  Avenue  Corporation,  owner. 
SUBJECT — Application  June  11,  1962  —  Appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  egress. 
PREMISES  AFFECTED — 300  Broadway,  west  side, 
50.9  feet  south  of  Duane  Street,  Block  154,  Lot  6, 
Borough  of  Manhattan. 


1027-62-A 

APPLICANT — Allied  Purchasing  Corporation,  lessee 
for  Nelson  Properties,  Incorporated,  owner. 

SUBJECT — Application  November  5,  1962  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner 
re-  cellar  occupancy. 

PREMISES  AFFECTED — 401  Fifth  Avenue,  2  East 
37th  Street,  southeast  corner,  Block  866,  Lot  76, 
Borough  of  Manhattan. 


727-63-A 

APPLICANT — John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  PhysicaJ  Plant, 
owner. 

SUBJECT — Application  September  16,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
pre-fab  construction  etc. 

PREMISES  AFFECTED — 88  Woodbine  Street,  south- 
ast  corner  of  Evergreen  Avenue,  Block  3358,  Lot  1, 
Borough  of  Brooklyn,  P.S.  299. 


728-63-A 

APPLICANT — John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant,’ 
owner. 

SUBJECT — Application  September  16,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
pre-fab  construction. 

PREMISES  AFFECTED — 2781  Pitkin  Avenne,  north 
side,  from  Crescent  to  Hemlock  Streets  Block  4216, 
Lot  1,  Borough  of  Brooklyn  (P.S.  159.) 


729-63-A 

APPLICANT — John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant, 
owner. 

SUBJECT — Application  September  16,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Pre  Fab  Construction. 
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PREMISES  AFFECTED— 720  Dumont  Street,  south 
side  from  Wyona  Street  to  Vermont  Street,  Block 
3808,  Lot  11,  Borough  of  Brooklyn.  (P.S.  182) 


730-63-A 

APPLICANT — John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant, 
owner. 

SUBJECT — Application  September  16,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  — 
Pre-Fab  Construction. 

PREMISES  AFFECTED  — 70S  Evergreen  Avenue, 
northeast  corner  of  Moffat  Street,  Block  3446,  Lot  1, 
Borough  of  Brooklyn.  (P.S.  113) 


731-63-A 

APPLICANT — John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant, 
owner. 

SUBJECT— Application  September  16,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  — 
Pre  Fab  Construction. 

PREMISES  AFFECTED  —  1001  Herkimer  Street, 
northwest  corner  of  Howard  Avenue,  Block  1548, 
Lot  19,  Borough  of  Brooklyn  (P.S.  28) 


732-63-A 

APPLICANT — John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant, 
owner. 

SUBJECT — Application  September  16,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Pre  Fab  Construction. 

PREMISES  AFFECTED— 6302  Avenue  U,  southwest 
corner  of  East  64th  Street.  Block  8464,  Lot  1,  Borough 
of  Brooklyn.  (P.S.  236) 


733-63-A 

APPLICANT — John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant, 
owner. 

SUBJECT— Application  September  16,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Pre  Fab  Construction. 


SUBTECT — Application  September  16,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Pre  Fab  Construction. 

PREMISES  AFFECTED — 590  Sheffield  Avenue,  west 
side,  100  feet  south  of  Riverdale  Avenue,  Block  3838, 
Lot’  18,  Borough  of  Brooklyn.  (P.S.  190) 


735-63-A 

APPLICANT — John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant, 
owner. 

SUBTECT — Application  September  16,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Pre  Fab  Construction. 

PREMISES  AFFECTED  —  968  Cauldwell,  Avenue, 
northeast  corner  of  East  163rd  Street,  Block  2632, 
Lot  27,  Borough  of  the  Bronx.  (P.S.  146) 


736-63-A 

APPLICANT— John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant, 
owmer. 

SUBJECT — Application  September  16,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Pre  Fab  Construction. 

PREMISES  AFFECTED  —  1201  Intervale  Avenue, 
southwest  corner  of  Freeman  Street,  Block  2973,  Lot 
1,  Borough  of  The  Bronx.  (P.S.  54) 


737-63-A 

APPLICANT — John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant, 
owner. 

SUBJECT — Application  September  16,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Pre  Fab  Construction. 

PREMISES  AFFECTED— 8-10  Trinity  Avenue,  north- 
ast  corner  of  East  158th  Street,  Block  2637,  Lot  1 
and  10,  Borough  of  The  Bronx  (P.S.  51) 


742-63-A 

APPLICANT— John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant, 


PREMISES  AFFECTED—  208  North  Fifth  Street, 
southeast  corner  of  Roebling  Street,  Block  2345,  Lot 
1,  Borough  of  Brooklyn  (P.S.  17) 


734-63-A 

APPLICANT— John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant, 
owner. 


owner. 

SUBJECT— Application  September  16,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Pre  Fab  Construction. 

PREMISES  AFFECTED— 126-28  150th  Street,  north¬ 
west  corner  of  Sutter  Avenue,  Block  12104,  Lot  1 
and  60,  Jamaica,  Borough  of  Queens.  (P.S.  45) 

MAX  H.  FOLEY,  Chairman. 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING  OCTOBER  1,  1963,  10  A.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein. 

The  minutes  of  the  regular  meetings  of  the  Board 
held  on  Tuesday  morning  and  afternoon  September  17,  1963, 


were  approved  as  printed  in  the  Bulletin  of  September 
26,  1963,  Vol.  48,  No.  39. 

1931-61-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Jobreen 
Realty  Corporation,  owner. 

SUBJECT— Application  December  14,  1961  —  decision 
of  the  Borough  Superintendent,  under  Sections  7e  and 
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21  of  the  Zoning  Resolution,  to  permit  in  a  residence 
use  district,  the  maintenance  of  a  non-transient  parking 
lot  for  the  parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 1410  Jesup  Avenue,  east 
side,  353.66  feet  north  of  Edward  L.  Grant  Highway, 
Block  2872,  Lot  60,  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant:  Edward  T.  Crinnion. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  15,  1963, 
at  10  A.M.  for  applicant  to  amend  application. 


298-63-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Ruth  H. 

Greenberg,  owner;  Shell  Oil  Company,  lessee. 
SUBJECT — Application  April  5,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  and  maintenance  of  an  automotive  service 
station  with  accessory  uses. 

PREMISES  AFFECTED — 248-30  South  Conduit  Ave¬ 
nue,  south  side,  228.42  feet  east  of  Hook  Creek  Boule¬ 
vard,  Block  13623,  Lot  22,  Rosedale,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  R.  S.  Hardy. 
For  Opposition:  None. 

For  Administration:  Samuel  Bodian  for  Park  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  15,  1963, 
at  10  A.M.  for  decision;  applicant  to  file  revised  draw¬ 
ings  and  statement;  hearing  previously  closed. 


325-63-BZ 

APPLICANT — Henry  Nordheim  for  Barto  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  April  16,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  73-451  of  the 
Zoning  Resolution  to  permit  in  an  R8  district,  the 
maintenance  of  an  off-site  parking  facility  for  an 
existing  multiple  dwelling. 

PREMIISES  AFFECTED — 2338  Walton  Avenue,  east 
side,  447.03  feet  north  of  East  183rd  Street,  Block  3183, 
Lot  27,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  15,  1963, 
at  10  A.M.  for  decision;  applicant  to  consult  with 
Building  Department  in  regard  to  retaining  walls. 


478-63-BZ 

APPLICANT — De  Roso  and  Cavalieri  for  Giovanni 
Galasso,  owner. 

SUBJECT — Application  June  6,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the 
change  in  occupancy  of  an  existing  two  family  dwell¬ 
ing,  to  a  three  family  dwelling  that  will  create  a  non- 
compliance. 

PREMISES  AFFECTED — 1944  Blackrock  Avenue, 
south  side,  227.62  feet  east  of  Virginia  Avenue,  Block 
3788,  Lot  16,  Borough  of  The  Bronx. 

For  Applicant:  George  J.  Cavalieri. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  15,  1963, 
at  10  A.M.  for  decision;  applicant  to  submit  additional 
data  required  for  five  findings. 


241-47-BZ 

APPLICANT — Morton  S.  Cahn  and  Joseph  Levy,  Jr. 
for  Ridgewood  Real  Estate  Corp.,  owner. 

SUBJECT — Application  reopened  July  23,  1963  for 
consideration  as  to  extension  of  term  of  variance, 
previously  granted  on  condition,  under  Section  7e  of 
the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  extension  of  existing  structure  knitting 
mill). 

PREMISES  AFFECTED— 16-23  to  16-25  Hancock 
Street,  northwest  side,  245  feet  northeast  of  Wyckoff 
Avenue,  Block  3548,  Lot  97,  Ridgewood,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  on  May  4,  1948,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term  of 
variance,  which  expired  on  May  4,  1963;  and 
Whereas,  this  application  was  reopened  on  July  23, 
1963  and  set  for  hearing  on  October  1,  1963,  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  October  1,  1963  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  14,  1963  acting  on  Alt.  Applic.  No.  3563-46, 
reads : 

“1.  Extending  the  term  of  variance  for  an  additional 
period  of  years  must  be  referred  back  to  the  Board 
of  Standards  and  Appeals  for  Amendment  of  reso¬ 
lution.  (See  Cal.  No.  241-47-BZ).” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  4,  1948  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained.” 

517-56-BZ 

APPLICANT — De  Rose  and  Cavalieri  for  Theresa  La  Vine, 
owner. 

SUBJECT — Application  reopened  July  23,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
March  18,  1963  —  decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  unbuilt  upon  portion  of  the  plot  to  be  used  for  the 
parking  and  storage  of  motor  vehicles  of  the  pleasure 
car  type  only,  in  conjunction  with  the  five  car  garage 
now  on  the  rear  of  the  site. 

PREMISES  AFFECTED— 1071-1073  Hall  Place,  west 
side,  174.9  feet  south  of  East  167th  Street,  Block  2691, 
Lots  93  and  94,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  George  J.  Cavalieri. 

For  Opposition:  None. 
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ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE _ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative:  - 0 

THE  RESOLUTION— 

Whereas,  on  March  18,  1958,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 
by  the  Board  on  certain  conditions ;  and  extension  of  the 
present  use  of  dwelling  and  five-car  garage  to  include 
parking  and  storage  of  more  than  five  motor  vehicles  on  the 
unbuilt  upon  portion  of  the  plot,  affecting  premises  1071- 
1073  Hall  Place,  west  side,  174.9  feet  south  of  East  167th 
Street,  Block  2691,  Lots  93  and  94,  Borough  of  The  Bronx; 
and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term  of 
variance,  which  expired  on  March  18,  1963 ;  and 

Whereas,  this  application  was  reopened  on  July  23,  1963 
and  set  for  hearing  on  October  1,  1963  at  10  A.M.  requiring 
a  new  decision  of  the  Borough  Superintendent,  photographs 
and  two  publications  in  the  Bulletin;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  1,  1963  after  due  notice  by  publication  in  the 
Bulletin  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  12,  1963  acting  on  Alt.  Applic.  No.  431-56,  reads: 


“1.  Proposed  extension  of  the  term  of  variance  granted 
by  the  Board  of  Standards  and  Appeals  under  Cal. 
#517-56-BZ  for  the  use  of  above  premises  as  a 
Parking  Lot  for  motor  vehicles  of  the  pleasure 
type  only  must  be  referred  to  the  B.S.  &  A.  for  its 
determination  as  req’d  by  Sect.  11-411  of  the  Zoning 
Resolution.  (Premises  are  presently  located  in  an 
R7-1  District).” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  18,  1958 
only  as  to  the  term  of  the  variance,  so  that  as  amended  it 
shall  read : 


“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained.” 


482-63-BZ 

APPLICANT — Haus  and  Bresin  for  Gladys  K.  Anderson, 
owner;  Tidewater  Oil  Company,  lessee. 

SUBJECT — Application  June  7,  1963  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-3  dis¬ 
trict,  the  reconstruction  of  an  existing  automotive  service 
station  with  accessory  uses  and  a  post  standard  and  sign. 
PREMISES  AFFECTED— 5510  Broadway,  199  West 
230th  Street,  northeast  corner,  Block  3266,  Lot  21,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus  and  T.  Hartnett. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  5 

Negative :  _  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  1,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  10,  1963  acting  on  N.B.  Applic.  No.  256-63, 
reads : 

“1.  Proposed  use  of  above  premises  located  in  a  C2-4 
Dist.  (mapped  in  an  R-6  Dist.)  for  automotive 
(Gasoline)  service  station  with  accessory  uses 
(Use  Group  13)  including  accessory  Post  Standard 
and  Sign  is  contrary  to  Sect.  32-00  of  the  Zoning 
Resolution. 

Note:  If  an  existing  non-conforming  use  (Bldg.) 
is  destroyed  by  any  means  to  an  extent  of  50%  or 
greater,  such  use  (Bldg.)  may  only  be  reconstructed 
for  a  conforming  use  as  per  Sect.  52-50  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  and  the  committee 
recommended  that  the  application  be  granted;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Sections, 
73-211  and  73-212  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  Section  73-211 
and  73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-3 
district,  the  reconstruction  of  an  existing  automotive  ser¬ 
vice  station  with  accessory  uses  and  a  post  standard  and 
sign  on  condition  the  work  shall  conform  to  drawings  filed 
with  this  application  dated  June  7,  1963,  5  sheets;  that  the 
entrance  to  the  men’s  toilet  be  changed  so  that  it  will  be 
from  the  interior  of  the  building;  that  the  canopy  over  the 
pumps  shall  be  of  incombustible  construction ;  that  all  other 
laws,  rules  and  regulations  applicable  shall  be  complied 
with ;  and  that  permit  be  obtained,  work  done  and  Certificate 
of  Occupancy  obtained  within  one  year  from  the  date  of 
this  Resolution. 


493-63-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Foster  Distri¬ 
butors,  Incorporated,  owner. 

SUBJECT — Application  June  11,  1963  —  decision  of  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  warehouse  on  a  lot  16'-8"  wide  between  two 
existing  warehouses. 

PREMISES  AFFECTED — 805  Sterling  Place,  northside, 
276  feet  8  inches  east  of  Rogers  Avenue,  Block  1240, 
Lot  66,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  — - - 5 

Negative:  - 0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  17,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  October  1,  1963  for  inspection  and 
decision ;  hearing  closed ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  22,  1963  acting  on  N.B.  Applic.  No.  311-63, 
reads : 

“1.  Proposed  use  of  premises  for  warehouses  use  Gr. 
16  in  an  R-6  use  district  is  contrary  to  the  permitted 
use  and  therefore  contrary  to  Art.  II  Chap.  22-00 
A.Z.R. — Note:  3-hour  openings  are  being  proposed 
into  the  adjacent  non-conforming  uses  structures. 
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2.  Rear  yard  is  to  be  provided  as  per  Sec.  23-47  A.Z.R. 

3.  Inasmuch  as  there  are  no  bulk  regulations  for  use 
as  stated,  bulk  regulations  for  this  new  building  is 
referred  to  Board  of  Standards  and  Appeals  (in¬ 
cluding  accessory  required  parking  and  loading  & 
unloading  berths,  etc.).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in- 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there- 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-6  district, 
the  erection  of  a  one  story  warehouse  on  a  lot  16  feet  8 
inches  wide  between  two  existing  warehouses,  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
application  dated  June  11,  1963,  5  sheets;  on  further  con¬ 
dition  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with ;  and  that  permit  shall  be  obtained,  work 
completed  and  a  Certificate  of  Occupancy  obtained  within 
one  year  from  the  date  of  this  Resolution. 


506-63-BZ 


APPLICANT  Lama,  Proskauer  &  Prober  for  Jerome 
Gratenstein,  owner. 

SUBJECT— Application  June  11,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  com¬ 
bining  of  a  garage  building  and  laundry  building  previ¬ 
ously  before  the  Board  and  the  extension  of  the  laundrv 
use.  J 


PREMISES  AFFECTED— 42-64  Crown  Street,  902-916 
hrankhm  Avenue,  southwest  corner,  Block  1190,  Lots 
Zy,  33  and  36,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 


ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  .  q 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
SjrPffm.ber  17,  1963  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  October  1,  1963  for  inspection 
and  decision;  hearing  closed;  and 


Whereas  the  decision  of  the  Borough  Superintendent, 
dated  May  15,  1963  acting  on  Alt.  Applic.  No.  674-63,  reads : 

“1.  As  premises  42-46  Crown  St.  were  subject  to  B  S  A 
variance  Cal.  #512-37-S.  &  Cal  #285-34-S.’  any 
extending  or  combining  of  buildings  is  referred  to 
B.S.A.  upon  denial  for  nonconforming  use  in  R-6 
district. 


7’  As  premises  50-54  Crown  Street  were  subject  to 
B.S.A.  variance  B.S.A,  704-29-BZ  any  extension  or 
combining  of  buildings  of  non-conforming  uses  in 
R-6  is  referred  back  to  B.S.A. 

Proposed  change  of  use  from  office,  stable,  garage 
*or  10  cars,  wagon  room  to  laundry  Use  Group  16 

c1  R'ld^trict  is  contrary  to  the  permitted  uses  of 
oec.  22-00  of  the  Amended  Zone  Resolution. 


3.  As  premises  56-64  Crown  St.,  902-914  Franklin  Ave. 
whose  use  is  Public  Garage  granted  by  the  Appellate 
r  yiS4??  on  7/18/24  after  being  denied  by  B.S.A. 
Cah  #53-23-BZ,  any  combining  of  buildings  of  non- 
conforming  use  in  R-6  district  is  referred  back  to 
B.S.A. 


4. 


5. 


and 


Proposed  change  of  use  from  Public  Garage  to 
garage,  shipping  receiving  accessory  to  Laundry 
Use  Croup  16  is  contrary  to  the  uses  permitted 

c  c  a'6^  ,lstJJ,ct'  The  application  was  subject  to 
B.S.A.  Cal.  53-23-BZ. 

Proposed  legalizing  of  structural  walls  that  have 
been  removed  in  a  non-conforming  use  is  considered 
a  structural  alteration  and  therefore  contrary  to 
Sec.  52-22  Z.R.  Walls  that  have  been  removed  are 
marked  A-B-C-D-E-F-G. 

Proposed  structural  change  of  exterior  walls  of  a 
"^■conforming  use  and  therefore  contrary  to  Sec. 
52-22  A.Z.R.” 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  and  the  committee 
recommended  that  the  application  be  granted;  and 
Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
11-412  of  the  Zoning  Resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
Hereby  make,  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  Section  11-412 
ol  the  Zoning  Resolution,  to  permit  in  an  R-6  district 
the  combining  of  a  garage  building  and  laundry  building' 
use  on  condition  the  work  conform  to  drawings  filed  with 

ioAa§PuCatl°n,datec!  June  U>  1963>  8  sheets  and  July  16, 
uiY  Z  sheets;,.that  a11  laws,  rules  and  regulations  applicable 
shall  be  complied  with,  and  that  permit  be  obtained,  work 
done,  and  a  Certificate  of  Occupancy  obtained  within  one 
year  from  the  date  of  this  Resolution. 


on-od-iszs 


APPLICANT— Andrew  Di  Camillo  for  Andrew  J.  and 
rienry  A.  Me  Caddin,  owners. 

SUBJECT  Application  June  17  —  Decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  enlargement 
in  area  of  an  existing  funeral  establishment  to  occupy 
the  basement  and  cellar  of  the  adjoining  building. 

PREMISES  AFFECTED— 22-24 — 7th  Avenue,  northwest 
corner  of  Sterling  Place,  Block  942,  Lots  48  and  49, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Andrew  Di  Camillo. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

Commissioner  Becker  and  Commissioner  Klein _ 4 

Negative:  Commissioner  Fox _ _ _ __  j 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  17,  1963  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  October  1,  1963  for  inspection 
and  decision;  applicant  to  submit  additional  data  for  find¬ 
ings  and  for  continued  hearing;  and 

Whereas  the  decision  of  the  Borough  Superintendent, 
dated  June  4,  1963  acting  on  Alt.  Applic.  No.  884-63,  reads: 
“1.  The  proposed  change  in  use  from  a  store  (Use 
g™P,6>  £  a  Fune,ral  Chapel  (Use  Group  7)  in  a 
Multiple  Dwelling  located  in  an  R-6  District  is 
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contrary  to  Sec.  52-34  of  the  Zoning  Resolution." 


^Whereas,  the  premises  and  ^'commended 

Whereas  the  Board  ^nd^that^the  a^pican^  £ 
statiated  a  basis  to  warr  t  Resolution,  and  is  there- 

of  practical  difficulty 

and/or  unnecessary  hardship. 

Resolved,  that  the  Board  ol I  Standard,  and  Amal^does 
hereby  make  a  variation  in  the  application  ,  ,  ;s 

Resoludon  and  that  the  app  icabon  e_an^  district> 

granted  under  Section72-21  to  P  establishment 

sr 

on  condition  the  work  ue  in/ct  a  cbppts-  Seotember 

with  this  application  date  June  17,  1963,  6  shee  s  ,  P 
97  IQ M  1  sheet  revised  and  September  27,  1963,  1  sheet, 

itisepss? 

APPLICANT— Francis  X.  Gina  and  Associates  for  Church 

SUB^CT— Application  June  28,  19|3  “  de“s^“  <*  ^ 

|72°UfLiSc?PS“oa  o”  fthSe  story  building  for 
use  as  a  school  and  convent  that  encroaches  on  the 
required  rear  yard  equivalent. 

PREMISES  AFFECTED— 315-325  East  103rd  Street, 
north  side,  and  324-336  East  104th  Street  south  side  250 
feet  east  of  Second  Avenue,  Block  1675,  Lot  11,  tforougn 
of  Manhattan. 

For  Applicant:  George  H.  Cooley. 

For  Opposition  :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 

TAffirmSive7  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Coin. 

missioner  Klein -  ”  ^ 

Negative:  - 

THE  RESOLUTION- 

Whereas,  a  public  hearing  was  held  on  this  apphcatio 
on  October  1,  1963  after  due  notice  by  publication  m  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Supermtendent, 

dated  June  17,  1963  acting  on  N.B.  Apphc.  No. ^63’  ' 

“1.  Provide  a  30  foot ( rear  yard  as  per  Sec.  24-8Z  oi 
Zoning  Resolution." 

and 


obtained,  work  done,  and  Certificate  of  Occupancy  obtained 
within  one  year  from  the  date  of  this  Resolution. 

Adjourned  12:10  P.M.  James  p  Muiroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  1,  1963,  2  P.M. 

Present:  Chairman  Foley, .  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Commis 
sioner  Klein. 

APPLICANT-Larry  Meltzer  for  Duncan 

Tharles  F  Noyes,  and  Anton  L.  trunk  .  J.  rupees 
the  benefit  of  Ann  F.  Raphael,  Susan  F.  Rossi,  and  Charles 

Noyes  Findlay,  owners.  , 

SUBJECT— Application  June  8,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system.  c 

PREMISES  AFFECTED— 72-78  Nassau  S  reet  3S-39 
John  Street,  northeast  corner,  Block  78,  Lot  35,  Boroug 
of  Manhattan. 

appearances— 

*  Manfrcdi,  Fire  Dept 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

T  Affirmative^’  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein  ....  4 
Negative:  Commissioner  Fox  . 

T  WFiKEA?°theUIrd?rN^d  decision  of  the  Fire  Commis- 
staged  January  27,  1961  and  May  10,  1961  on  V.ola- 

tion  Order  No.  487537,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  building.  ^ 

Chap.  19-161.0  of  the  Administrative  Code.  ’ 

"whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  grant 
under  certain  conditions.  .  _.  r 

Resolved,  that  the  order  and  decl»®®  acting 

missioner,  dated  January  27,  1961  and  May  10,  1961,  acting 
"  Order  No.  487537,  Objection  No.  1  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  i hat  the  buildmg  /ban  conform  . 
drawings  filed  with  this  appeal  dated  June  8,  1961,  6  sheets, 
and  m  further  condition  that  a  thermostatic  fire  alarm 
system  with  central  office  connection  shall  be  installed 
throughout  the  building. 


tu  .  , 

Whereas,  the  Board  is  familiar  with  premises  and  sur¬ 
rounding  area,  and  . 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-641  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that _  he ^applica¬ 
tion  be  and  it  hereby  is  granted  under  Sect  on  73  641  of  the 
Zoning  Resolution,  to  permit  in  an  R7-2  district,  the  erec 
tion  of  a  three  story  building  for  use  as  a  school  and  con¬ 
vent  that  encroaches  on  the  required  rear  yard  equivalent 
on  condition  the  building  conform  to  drawings  filed  with 
this  application  dated  June  28,  1963,  7  sheets  and  July  19, 
1963  1  sheet;  that  all  other  laws,  rules  and  regulations 
applicable  shall  be  complied  with;  and  that  permit  be 


873-61-A 

APPLICANT— Seymour  B.  Walzer  for  Imperial  Realty 
Corporation,  owner;  Flagg  Court  Playhouse  Association, 
Incorporated,  lessee. 

SUB TECT— Application  May  31,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 154  72nd  Street,  south  side, 
150  feet  east  of  Colonial  Road,  7202-7224  Ridge  Boulevar  , 
Block  5906,  Lot  18,  Borough  of  Brooklyn. 

appearances— 

For  AdmiSstratkinTLieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  denied. 
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THE  VOTE  TO  GRANT— 

Negative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ 5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  20,  1961  and  May  3,  1961  on  Order 
No.  1440-1,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler  system 
in  the  portion  of  the  premises  used  for  the  production 
of  amateur  theatricals  in  the  following  areas : — 

a.  Area  used  for  stage. 

b.  Area  used  for  storage  of  scenery. 

c.  Area  used  for  dressing. 

Sprinkler  system  shall  have  at  least  one  source  of 
water  supply  arranged  and  equipped  as  per  Article 
16,  Chapter  26  Administrative  Code  as  provided  in 
Chapter  19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  conditions  found  at 
the  building, 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  20,  1961  and  May  3,  1961,  acting 
on  Order  No.  1440-1,  Objection  No.  1,  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


883-61-A 

APPLICANT — Sidney  M.  Moskowitz  for  Mae  Pollett, 
owner. 

SUBJECT — Application  June  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 190  William  Street,  east  side, 
102  feet,  3  inches,  south  of  Frankfort  Street,  Block 
103,  Lot  5,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Sidney  M.  Moskowitz. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  2,  1961  and  May  18,  1961  on  Violation 
Order  No.  495206,  reads  : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chap.  19-161.0  of  the  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  2.  1961  and  May  18,  1961,  acting 
on  Viol.  Order  No.  495206,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  June  13,  1961,  3 
sheets  and  May  20,  1963,  6  sheets ;  on  further  condition 
that  a  non-automatic  sprinkler  system  shall  be  installed 
in  the  cellar  and  subcellar:  and  that  a  thermostatic  fire 
alarm  system  with  central  office  connection  shall  be  installed 
throughout  the  building. 


970-61-A 

APPLICANT — Narbud  Realty  Corporation,  owner. 
SUBJECT — Application  May  22,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 55  Walker  Street,  south  side, 
177  feet  3  inches  west  of  Broadway,  Block  193,  Lot  36, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  _ 0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _ _ 5 

THE  RESOLUTION— 

W hereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  3,  1961  and  April  25,  1961;  on 
Violation  Order  No.  489758,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chap.  19-161.0  of  the  Administrative  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  contents  of  the 
building, 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  3,  1961  and  April  25,  1961,  acting 
on  Viol.  Order  No.  489758,  Objection  No.  1,  be  and  it 
hereby  is  affirmed  and  that  appeal  be  and  it  hereby  is  denied- 


986-61-A 

APPLICANT — Samuel  Carr  for  David  S.  Weckman, 
owner. 

SUBJECT — Application  June  22,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 143  Chambers  Street,  north 
side,  50  feet  10  inches  west  of  Hudson  Street,  Block  140, 
Lot  3,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Carr. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ _ _  5 

Negative:  _ _ _ 0 


THE  RESOLUTION— 

\V  hereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  6,  1961  and  June  20,  1961  on  Viola¬ 
tion  Order  No.  489282,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chap.  19-161.0  of  the  Administrative  Code.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  6,  1961  and  June  20,  1961,  acting 
on  Viol.  Order  489282,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
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with  this  appeal  dated  June  26,  1963,  8  sheets ;  on  further 
condition  that  the  perforated  pipe  system  shall  be  maintained 
in  good  condition  in  the  cellar  and  subcellar ;  that  the  sub- 
cellar  stairs  shall  be  enclosed  with  masonry  and  with  a 
firephof  Sf-closing  door ;  and  that  a  thermostat, c  fire 
alarm  system  with  central  office  connection  shall  be  in¬ 
stalled  throughout  the  building. 


100S-61-A 

APPLICANT— Samuel  Rosenblum  for  Vera  B.  btein- 
muller,  owner. 

SUBJECT— Application  June  29,  1961  — i  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 355  Seventh  Avenue  south¬ 
east  corner  of  West  30th  Street,  Block  805,  Lots  95,  96 
and  97,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum.  . 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE _ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert. 
Commissioner  Fox,  Commissioner  Becker  and  Com- 

-  missioner  Klein  - - -  ^ 

Negative:  - 

THE  RESOLUTION—  .  .  .  r 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  2.  1961  and  June  6,  1961  on  Violation 
Order  No.  513722,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout. 

C19-101.0  Adm.  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  May  2,  1961  and  June  6,  1961,  acting  on 
Viol  Order  No.  513722,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  appeal  dated  June  24,  1963,  one  sheet;  on  fut’fncr 
condition  that  a  non-automatic  sprinkler  system  shall  be 
installed  in  the  cellar;  and  that  a  thermostatic  fire  alarm 
system  with  central  office  connection  shall  be  installed 
throughout  the  building. 


1021-61-A 

APPLICANT— Larry  Meltzer  for  Walter  L.  Brown  and  A. 
Chauncey  Newlin,  Trustees  of  Doherty  Trust  for  Helen 
Lee  Lassen  and  Charles  F.  Noyes,  owners. 

SUBJECT— Application  June  29,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

For  Applicant:  Larry  Meltzer. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THK  VOTE _ - 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  -  4 

Negative:  Commissioner  Fox - 1 

THE  RESOLUTION—  .  .  ,  .  _ 

Whereas,  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  August  13,  1962  on  Violation  Order  No. 
626258,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 


Chapter  19.161.0  Administrative  Code. 


and  .  , 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions.  .  _ 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  August  13,  1962,  acting  on  Viol.  Order 
No  626258,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
appeal  dated  June  29,  1961,  7  sheets;  on  further  condition 
that  all  stairs  from  the  first  floor  to  the  cellar  shall  be 
enclosed  in  masonry  partitions,  with  fireproof  self-closing 
doors  at  cellar  level ;  and  that  a  thermostatic  fire  alarm 
system  with  central  office  connection  shall  be  installed 
throughout  the  building. 

1023-61-A 

APPLICANT — A.  L.  Seiden  for  H.J.R.  Realty  Corpora¬ 
tion,  owner. 

SUBJECT— Aoplication  June  29,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 128-138  Mott  Street,  east  side, 
80  feet  south  of  Hester  Street,  Block  238,  Lots  6  and  9, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A,  L.  Seiden. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis- 
sioner  Klein  - - - — - - -  ** 

THE  RESOLUTION—  . 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  December  27,  1960,  December  28,  1960  and 
June  1,  1961  on  Violation  Order  Nos.  426624  and  426629, 
reads : 

“1.  Pursuant  to  the  authority  of  Fire  Commissioner 
and  by  virtue  of  Sec.  C19-161.0  of  the  Admin.  Code, 
you  are  hereby  ordered  to  provide  an  approved 
automatic  sprinkler  system  throughout  the  building.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  occupancy  and 
contents  of  the  building. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  December  27,  1960,  December  28,  1960 
and  June  1,  1961,  acting  on  Viol.  Order  Nos.  426624  and 
426629,  Objection  No.  1,  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


1026-61-A 

APPLICANT— A.  J.  Courtmel  Company,  Incorporated, 
for  Eleanora  Noyes  Findlay,  owner :  Braun  and  Ruther¬ 
ford,  Incorporated,  lessee. 

SUBJECT— Application  June  29,  1961  —  Arpeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 90-92  Beekman  Street,  58  Cliff 
Street,  northeast  corner,  Block  98,  Lot  54,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Alan  F.  Cohen. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


1092 


MINUTES 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert. 
Commissioner  Fox.  Commissioner  Becker  and  Com¬ 
missioner  Klein _ 5 

Negative: _ _ _ 0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  20,  1961  and  June  6,  1961  on  Viola¬ 
tion  Order  No.  493763,  reads: 

“!•  Activate  an  approved  automatic  sprinkler  system 
throughout  building. 

C-19-161.  Admin.  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  20,  1961  and  June  6,  1961,  acting 
on  Viol.  Order  No.  493763,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  appeal  dated  July  5,  1963,  7  sheets;  and  on  further 
condition  that  a  thermostatic  fire  alarm  system  with  central 
office  connection  shall  be  installed  throughout  the  building. 


1112-61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Rag 
Realty  Corporation,  owner. 

SUBJECT  Application  July  7,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 66  Greene  Street,  east  side, 
201  feet  3  inches  north  of  Broome  Street,  Block  485, 
Lot  5,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE: 

Affirmative.-  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative: _ _ q 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  28,  1961  and  June  27,  1961  on  Viola¬ 
tion  Order  o.  495303,  reads : 

1.  Provide  an  approved  automatic  sprinkler  system 
for  entire  building. 

Chapter  C19-161.0  Admin.  Code, 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  28,  1961  and  June  27,  1961,  acting 
on  Viol.  Order  No.  495303,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  July  7,  1961,  6  sheets ; 
on  further  condition  that  the  stairs  from  the  first  floor  to 
the  cellar  shall  be  enclosed  with  a  masonry  partition  and  a 
fireproof  self-closing  door;  and  that  the  nun-automatic 
dry  sprinkler  system  and  thermostatic  fire  alarm  system  with 
central  office  connection,  presently  in  the  building,  shall  be 
maintained  in  good  condition. 


1168-61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  100 
Wooster  Street  Corp.,  owner. 

SUBJECT— Application  July  18,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 100  Wooster  Street,  east  side, 
100  feet  north  of  Spring  Street,  Block  500,  Lot  1,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative:  _ q 

THE  RESOLUTION — 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  1,  1961  and  June  27,  1961  on  Viola¬ 
tion  Order  No.  495453,  reads : 

1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chap.  19.  Admin.  Code  Sec.  161.0.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  1,  1961  and  June  27,  1961,  acting 
on  Viol.  Order  No.  495453,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  July  18,  1961,  14 
sheets ;  on  further  condition  that  the  cellar  stairs  shall  be 
enclosed  with  a  masonry  partition  with  a  fireproof  self¬ 
closing  door ;  and  that  the  non-automatic  dry  sprinkler 
system  and  thermostatic  fire  alarm  system  with  central 
office  connection,  presently  in  the  building,  shall  be  main¬ 
tained  in  good  condition. 


576-63-A 

APPLICANT — Hector  Ferreras  for  Judmin  Realty,  owner. 
SUBJECT  Application  July  15,  1963  —  Filed  pursuant 
to  Section  36  Art.  3  of  the  General  City  Law  re-  building 
not  facing  legal  street. 

PREMISES  AFFECTED— 1032  Victory  Boulevard,  east 
side,  47.08  feet  south  of  Highland  Avenue,  Block  603, 
Lot  50,  Sunnyside,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _ 5 

Negative:  _ _ 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  12,  1963  on  N.B.  Applic.  578/63,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as  the 
street  giving  access  to  this  new  building  is  not 
included  in  the  official  map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Para.  36,  of  the  General 
City  Law  as  amended.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
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of  the  Board,  which  recommended  that  the  appeal  be 
granted  under  certain  conditions;  # 

Whereas,  the  Board  finds  that  the  street  is  completely 
paved  and  has  all  utilities  in  place. 

Resolved,  that  the  decision  of  the  Borough  Supermtenden 
dated  Tuly  12,  1963  acting  on  N.B.  Applic.  5/8/63,  Ubjec 
tion  No  1  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
the  budding  SKorm  to  drawings  filed  with 
dated  July  15,  1963,  2  sheets;  and  that  a  Certificate  oi 

Occupancy  shall  be  obtained. 


577-63-A  . 

APPLICANT — Hector  Ferreras  for  Judmin  Realty,  owners. 
SUBJECT— Application  July  15,  1963  —  Filed  pursuant 
■  to  Section  36  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  on  legal  street. 

PREMISES  AFFECTED-1036  Victory  Boulevard  east 
side,  87.30  feet  south  of  Highland  Avenue,  Block  603, 
Lot ’48.  Sunnyside,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  •  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  — . - . — . . .  . .  ^ 

Negative :  - 

THE  RESOLUTION—  , 

Whereas,  the  decision  of  the  Borough  Superintende  , 
dated  July  12,  1963  on  N.B.  Applic.  579/63,  reads. 

“1.  Certificate  of  occupancy  will  not  be  issued  as  the 
street  giving  access  to  this  new  building  is  not 
included  in  the  official  map  of  the  City  of  New  Y ork 
and  is  contrary  to  Art.  Ill,  Para.  36,  of  the  Gen¬ 
eral  City  Law.” 

^Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
granted  under  certain  conditions;  .  . 

Whereas,  the  Board  finds  that  the  street  is  completely 
paved  and  has  all  utilities  in  place. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  July  12,  1963  acting  on  N.B  Applic  579/63,  Objec¬ 
tion  No.  1  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
the  building  conform  to  drawings  filed  with  this  application 
dated  July  15,  1963,  2  sheets ;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained. 

695-61-A 

APPLICANT— Fred  Safran  for  Milton  Sokol,  owner. 
SUBJECT — Application  May  12,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 184  William  Street  east 
side,  23  feet  914  inches  north  of  Spruce  Street,  Block 
103,’  Lot  2,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack 
of  prosecution  by  the  applicant. 

THE  VOTE—  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - 

Negative:  - u 


APPUCANT-The  American  Sugar  Refining  Company 
of  New  York,  owner. 

SUB J ECT — Application  May  26,  1961  -  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re 

PRPEMkISESSySAFFECTED-54-55  South  Street,  west 
^ide  79  feet  south  of  Wall  Street,  Block  35,  Lot  35, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None.  t  .  .  , 

ACTION  OF  BOARD— Application  dismissed  for  lac 
of  prosecution  by  the  applicant. 

T  Affirm2iveE_Chairman  Foley,  Vice  Chairman  Kleinert, 
A  Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  0 

Negative:  . 


APPLICANT— Francis  X.  Gina  for  129-131-133  Hudson 
Street  Corporation,  owner;  Benziger  Bros.,  Incorpor- 
ated  lessee. 

SUB T ECT— Application  June  15,  1961  —  Appeal  from 
orders  and  a  decision  of  the  Fire  Commisioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED-129-131-133  Hudson  Street 
southwest  corner  of  Beach  Street,  Block  188,  Lots 
23  and  25,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant. 

rp  T  T  p  Q  rJ~'  p 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  q 

Negative:  . - . 


1327-61-A 

APPLICANT— Mendel  Gombinski  for  Mendel  Com- 
binski  and  Rita  Gombinski,  owners;  Zemel  textile 
Incorporated,  lessee. 

SUBJECT — Application  August  14,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinklcr  system. 

PREMISES  AFFECTED — 46  Walker  Street  north 
side,  175  feet  4%  inches  east  of  Church  Street,  Block 
194,’  Lot  9,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Mendel  Gombinski. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant. 

T  X  X  E  V  O  X  E 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  “ 

Negative:  . 


787-62-A 

APPLICANT— Minnesota  Mining  and  Manufacturing 
Company,  Incorporated,  owner. 

SUBJECT— Application  August  8,  1963  —  Packaging  of 
Flammable  Mixture  known  as  S.  P.  Positive  Plate 
Developer  and  S.P.  Positive  Plate  fixer  in  glass  con¬ 
tainers,  in  New  York  City  —  containers  not  in  Con¬ 
formity  with  Administrative  Code  Requirements. 
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APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  _ _ _ _ _  0 


377-61-A — Vol.  II 

APPLICANT — Morris  Kweller  for  Benjamin  Schaffer, 
owner. 

SUBJECT — Application  reopened  July  3,  1962  —  Appeal 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 2  Hudson  Street,  north  east 
corner  of  Chambers  Street,  Block  140,  Lot  1,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Morris  Kweller. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  29,  1963, 
at  2  P.M.  for  decision;  applicant  to  inform  Board  of 
action  taken  by  the  Building  Department  on  applica¬ 
tion  for  Certificate  of  Occupancy;  hearing  previously 
closed. 


876-61-A 

APPLICANT — Baptist  Children’s  Home  of  Long  Is¬ 
land,  owner. 

SUBJECT — Application  April  14,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMIISES  AFFECTED — 2360  Ocean  Avenue,  north¬ 
west  corner  of  Avenue  S,  Block  6825,  Lot  20,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  6,  1963, 
at  2  P.M.  for  inspection  and  hearing  at  request  of 
applicant. 


936-61-A 

APPLICANT — F.  W.  Woolworth  Company,  lessee, 
Morgan  Guaranty  Trust  Company  of  New  York, 
owner. 

SUBJECT — Application  June  15,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinlder  system. 

PREMISES  AFFECTED— 29-33  West  42nd  Street, 
north  side,  400  feet  west  of  Fifth  Avenue,  32-36  West 
43rd  Street,  Block  1258,  Lot  18,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  James  W.  Ford  and  Frank  Capriccio. 
For  Administration  :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  15,  1963,  at 
2  P.M.  for  inspection  and  decision.  Hearing  closed. 


966-61-A 

APPLICANT — Campodonico  and  Aimette,  lessee,  Pro¬ 
testant  Episcopal  Society,  owner. 

SUBJECT — Application  June  20,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


PREMISES  AFFECTED— 82-86  West  Broadway, 
northwest  corner  of  Warren  Street,  Block  137,  Lot 
1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Rose  Allegro. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  15,  1963,  at 
2  P.  M.  for  inspection  and  decision  at  the  request  of 
the  applicant;  hearing  previously  closed. 


1016-61-A 

APPLICANT — Jack  Lunati  for  Jack  and  Maurice  Lu- 
nati,  owners. 

SUBJECT — Application  June  12,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 450  Water  Street,  south 
side,  180  feet  east  of  Market  Slip,  Block  249,  Lot  53, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Murray  Lipsky. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  15,  1963,  at 
2  P.M.  for  inspection  and  decision.  Hearing  closed. 


1030-61-A 

APPLICANT — 343  Canal  Corporation,  owner. 
SUBJECT — Application  June  16,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 343  Canal  Street,  north 
side,  65  feet  west  of  Green  Street,  Block  229,  Lot  3, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Nathan  Lanes. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  15,  1963,  at 
2  P.M.  for  decision  at  the  request  of  the  applicant; 
hearing  previously  closed. 


1035-61-A 

APPLICANT — Unger  and  Unger  for  Charles  F.  Gold¬ 
ing,  owner. 

SUBJECT — Application  July  5,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 47  Cliff  Street,  north  side, 
81  feet  7  inches  east  of  Fulton  Street,  Block  94,  Lot  3, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Paul  Feldman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  15,  1963,  at 
2  P.M.  for  inspection  and  decision.  Hearing  closed. 

1047-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Beatrice 
David,  owner. 

SUBJECT — Application  July  3,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFnCTED — 247  West  Broadway,  west 
side,  75  feet  south  of  Walker  Street,  Block  191,  Lot  17, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
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ACTION  OF  BOARD — Laid  over  to  October  15,  1963,  at 
2  P.M.  for  applicant  to  consult  with  Fire  Department 
and  for  inspection  and  decision;  hearing  previously 
closed. 


1117-61-A 

APPLICANT— Louis  Lieberman  for  Putnam  Rolling 
Ladder  Company,  owner. 

SUBJECT— Application  July  13,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 30-32  Howard  Street,  north¬ 
west  corner  of  Crosby  Street,  Block  232,  Lot  21,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  15,  1963,  at 
2  P.M.  for  inspection  and  decision.  Hearing  closed. 


1143-61-A 

APPLICANT— J.G.L.  Molloy  for  Lesfel  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  July  13,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 50  Leonard  Street,  south 
side,  126.7%  feet  east  of  West  Broadway,  Block  176, 
Lot  23,  Borough  of  Manhattan. 

APPEARANCES—  ,  „ 

For  Applicant:  J.  G.  L.  Molloy,  L.  G.  Marshall, 
Daniel  J.  Colombi  and  L.  Borsack. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  October  15,  1963,  at 
2  P.M.  for  inspection  and  decision.  Hearing  closed. 


1247-61-A 

APPLICANT— Daub  and  Daub  for  Established  Estates 
Incorporated,  owner. 

SUBJECT — Application  July  31,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 102-104  West  38th  Street, 
south  side,  60  feet  west  of  Avenue  of  the  Americas, 
Block  813,  Lot  40,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Daub. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  15,  1963,  at 
2  P.M.  for  inspection  and  decision.  Hearing  closed. 


1291-61-A 

APPLICANT — Joseph  Lau  for  1327  New  York  Avenue, 
Corporation,  owner. 

SUBJECT — Application  August  8.  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 1327  York  Avenue,  north¬ 
west  corner  of  East  71st  Btreet,  Block  1465,  Lot  28, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Martin  J.  Hyman. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  October  15,  1963,  at 
2  P.M.  for  inspection  and  decision.  Hearing  closed. 


1297-61-A 

APPLICANT — Hurley  and  Hughes  for  John  Chatillon 
and  Sons,  owners. 

SUBJECT— Application  August  9,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Borough  Superintendent, 
re-  sprinkler  system. 

PREMISES  AFFECTED— 50-52  Franklin  Street,  north 
side,  125  feet  10  inches  west  of  Lafayette  Street,  Block 
172,  Lot  28,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Frank  Farinella. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  15,  1963,  at 
2  P.M.  for  inspection  and  decision.  Hearing  closed. 


1303-61-A 

APPLICANT— William  Me  A.  Shiland  for  T.  R.  Wil¬ 
liams,  owner. 

SUBJECT— Application  August  9,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 220  11th  Avenue,  northeast 
corner  of  West  25th  Street,  Block  697,  Lot  1,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  Shiland. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  October  15,  1963, 
at  2  P.M.  for  inspection,  hearing  and  decision  at  the 
request  of  the  applicant. 


1309-61-A 

APPLICANT — Daub  and  Daub  for  Jerome  M.  Cohen, 
Alma  G.  Roos,  Jesse  H.  Barkin,  Trustees  for  Stephen 
Barkin  and  Helen  O.  Rich,  owners. 

SUBJECT— Application  August  4,  1961  —  Appeal  from 
orders  and  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system,  watchman  service  etc., 

PREMISES  AFFECTED— 162  Madison  Avenue,  west 
side,  98.6%  feet  north  of  West  32nd  Street,  Block  862, 
Lot  55,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Daub. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  15,  1963,  at 
2  P.M.  for  inspection  and  decision.  Hearing  closed. 


1313-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Edyth 
Realty  Corporation,  owner. 

SUBJECT— Application  August  10th,  1961  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 47  West  28th  Street,  north 
side,  175  feet  west  of  Fifth  Avenue,  Block  830,  Lot  11, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  George  P.  Monaghan. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  15,  1963,  at 
2  P.M.  for  inspection  and  decision.  Hearing  closed. 


1314-61-A 

APPLICANT — Monaghan  and  Mattingly  for  J.  and  H. 
Brody  Realty  Corporation,  owner. 
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SUBJECT — Application  August  10,  1961  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 360-362  Broadway,  south¬ 
east  corner  of  Franklin  Street,  Block  171,  Lot  7,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  George  P.  Monaghan. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  IS,  1963,  at 
2  P.M.  for  inspection  and  decision.  Hearing  closed. 


1317-61-A 

APPLICANT — Samuel  Rosenblum  for  Fifteen  Estates, 
Incorporated,  58  Estates,  Incorporated  and  Harry  H. 
Perse,  owners. 

SUBJECT — Application  August  9,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 58  West  15th  Street,  south 
side,  113  feet  8  inches  east  of  Sixth  Avenue,  Block 
816,  Lot  74,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  15,  1963,  at 
2  P.M.  for  inspection  and  decision.  Hearing  closed. 


1318-61-A 

APPLICANT — Daub  and  Daub  for  Bernhardine  Stolz 
and  Erika  Magid,  owners. 

SUBJECT — -Application  filed  August  9,  1961,  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  sprinkler 
system,  and  watchman. 

PREMISES  AFFECTED— 160  Madison  Avenue,  west 
side,  73  feet  llVz  inches  north  of  East  32nd  Street, 
Block  862,  Lot  20,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Sidney  Daub. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  15,  1963,  at 
2  P.M.  for  inspection  and  decision.  Hearing  closed. 

1333-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Morris 
Silverman,  owner. 

SUBJECT — Application  August  10,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 43  West  28th  Street,  north 
side,  150  feet  west  of  Fifth  Avenue,  Block  830,  Lot  13, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  George  P.  Monaghan. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

AC  l  ION  OF  BOARD — Laid  over  to  October  15,  1963,  at 
2  P .M.  for  inspection  and  decision.  Hearing  closed. 

517-63-A 

APPLICANT  —  Lacquer  Specialties,  Incorporated, 
owner. 

SUBJECT — Application  June  20,  1963 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of 
Combustible  Mixture  known  as  Lacquer  Specialties 
Dye  Solution  in  1  gallon  Polyethelene  containers,  in 
New  York  City,  not  in  conformity  with  Administrative 
Code  requirements. 


For  Applicant:  Ernestin  Frohboese,  Robert  H.  Froh- 
boese  and  Richard  J.  Meyer. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

AC1  ION  OF  BOARD — Laid  over  to  October  22,  1963, 
at  2  P.M.  for  further  consideration  and  decision.  Hear¬ 
ing  closed. 


773-62-A 

APPLICANT — Alexander  A.  Livingston  for  Olga 
Goth,  owner. 

REJECT — Application  July  31,  1962 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 316-318  East  22nd  Street, 
south  side,  235  feet  east  of  2nd  Avenue,  Block  927,  Lot 
46,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alexander  A.  Livingston  and  Adolf 
Goth. 

ACTION  OF  BOARD — Laid  over  to  October  15,  1963,  at 
2  P.M.  for  inspection  and  decision.  Hearing  closed. 


875-52-BZ 

APPLICANT — Humble  Oil  and  Refining  Company, 
owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Sections  7c,  7i  and  7h  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  extension  in  use  and  area 
of  existing  gasoline  service  station  to  include  lubritorium, 
car  washing  (not  automatic)  motor  vehicle  repairs,  stor¬ 
age  and  sale  of  accessories  and  office  and  permitting  the 
parking  and  storage  of  more  than  5  motor  vehicles  on 
unbuilt  portion  of  plot. 

PREMISES  AFFECTED — 77-17  Queens  Boulevard,  north 
side,  160  feet  west  of  Albion  Street,  Block  1536,  Lot  108, 
Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  J.  B.  Lynch. 

ACTION  OF  BOARD — Application  roepened  and  resolu¬ 
tion  amended. 

TFIE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  o 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  26,  1953  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  June  7,  1955;  and 

Whereas,  the  term  of  variance  was  extended  on  Tuly  22, 
1958 ;  and 

Whereas,  the  resolution  was  amended  on  July  22,  1958; 
and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution ;  and 

Whereas,  the  site  is  now  in  an  Ml-1  district. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  26,  1953,  as 
amended  through  July  22,  1958,  by  adding  thereto: 

“that  the  parking  of  motor  vehicles  awaiting  service 
may  be  continued  without  time  limitation  as  an  acces¬ 
sory  use  to  the  existing  gasoline  service  station  ;  that 
nothing  herein  contained  shall  preclude  the  owner  from 
securing  a  permanent  Certificate  in  accordance  with 
the  requirements  for  an  Ml-1  district;  and  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects.”  (Alt.  2360/52) 
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1798-61-BZ 

APPLICANT— Ann  Oppenheim,  owner. 

SUBJECT— Application  for  consideration  —  reopening 
for  extension  of  time  to  complete  which  expired  June  12, 
1963  _  decision  of  the  Borough  Superintendent ;  pre¬ 
viously  granted  on  condition,  under  Section  21  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  change  of  use  of  premises  for  sanitorium  to  storage 
and  offices  and  stores. 

PREMISES  AFFECTED— 1831  Grand  Concourse,  146 
East  176th  Street,  southwest  corner,  Block  2826,  Lot  83, 
Borough  of  The  Bronx. 

APPEARANCES—  .  ,  „  t  _  _  . 

For  Applicant:  Ann  Oppenheim  and  Robert  F.  Brieger. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE—  , 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  ~ 

Negative:  - ^ 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  12,  1962  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  12,  1962,  only 
as  to  the  time  to  obtain  permits  and  complete  the  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occu¬ 
pancy  obtained  within  one  year  from  the  date  of  this 
amended  resolution.”  (Alt.  613/61) 


1875-61-BZ 

APPLICANT— Ingram  S.  Carner  for  Rea  217  Corpora¬ 
tion,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  July  24, 
1963  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7c  of  the 
Zoning  Resolution,  permitting  in  a  residence  and  retail 
use  district,  in  conjunction  with  the  erection  of  a  one 
story  and  basement  building  for  use  as  an  authorized 
car  agency,  the  uses  of  accessory  incidental  auto  repairs, 
with  hand  tools  only,  the  open  area  to  be  used  for  sales 
and  service  of  new  and  used  cars  and  the  parking  for 
more  than  five  cars. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Corn. 

missioner  Klein  . .  5 

Negative:  . - - - - 0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  24,  1962  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  24,  1962,  only 
as  to  the  time  to  obtain  permits  and  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained”.  (N.B.  5717/61) 


1799-61-A 

APPLICANT — Ann  Oppenheim,  owner. 

SUBJECT — Application  for  consideration  —  reopening 
for  amendment  of  resolution.  Appeal  from  a  decision  of 
the  Borough  Superintendent  re-  live  load ;  previously 
granted  on  condition. 

PREMISES  AFFECTED— 1831  Grand  Concourse,  146 
East  176th  Street,  southwest  corner,  Block  2826,  Lot  83, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Ann  Oppenheim  and  Robert  F.  Brieger. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  Vice  Chairman  Kleinert  - - -  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  12,  1962  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  12,  1962,  by 
adding  thereto : 

“that  the  sprinkler  system  required  may  be  fed  by  a  3" 
connection  from  the  street  main  with  a  single  fire 
department  pumper  connection  and  without  a  water 
flow  alarm,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects”.  (Misc.  394/63) 


604-48-BZ — Vol.  Ill 

APPLICANT — Lama,  Proskauer  and  Prober  for  363-373 
Prospect  Place,  Inc.,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  April  3, 
1963 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  7c  and  19A 
(j)  of  the  Zoning  Resolution,  permitting  in  an  unre¬ 
stricted  business  and  residence  use  district,  the  change 
in  use  of  an  existing  one  story  and  basement  building 
from  public  garage  to  manufacturing  and  assembly  of 
electric  and  amusement  devices,  office  and  loading  and 
unloading  berth  less  than  12  feet  in  width  and  a  business 
sign. 

PREMISES  AFFECTED — 344  St.  Marks  Avenue,  south 
side,  96  feet,  8  inches  west  of  Washington  Avenue,  and 
363-371  Prospect  Place,  Block  1153,  Lot  27,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  October  29,  1963  at  10  A.M.,  to  consider 
extension  of  time  to  obtain  permits  and  complete  the 
work,  which  had  expired  by  limitation,  requiring  a  new 
decision  of  the  Borough  Superintendent,  which  has  been 
filed,  and  two  publications  in  the  Bulletin  as  notice. 

THE  VOTE — 

Affirmative :  Chairman  Foley  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 5 

Negative: . . . . .  0 
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356-53-BZ 

APPLICANT— Lama,  Proskauer  and  Prober  for  The 
Dime  Savings  Bank  of  Brooklyn,  owner. 

SUBJECT— Application  for  consideration  —  reopening 
for  extension  of  term  of  variance  —  decision  of  the  Bor¬ 
ough  Superintendent;  previously  granted  on  condition, 
under  Sections  21  and  7e  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  business  use  district,  the  maintenance  of 
existing  sign  at  right  angle  with  builidng  and  projecting 
more  than  the  permitted  distance  beyond  building  line. 

PREMISES  AFFECTED — 368  Flatbush  Avenue  Exten- 
son,  west  side,  125  feet  10  %  inches  south  of  Fleet  Street, 
9-31  DeKalb  Avenue  and  85  Albee  Square  (Fleet  Street)’ 
Block  2084,  Lot  1,  Borough  of  Brooklyn. 

For  Applicant:  James  E.  Vassalotti. 


ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  October  29,  1963  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new 
decision  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the 
Bulletin  as  notice. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _  5 

Negative:  _ ~  .  n 


164-57-BZ 


APPLICANT— Lama,  Proskauer  and  Prober  for  Anna  S. 
Efron,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  —  decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  7c  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  change  of  use  in  the  basement 
of  an  existing  multiple  dwelling  from  a  doctor’s  office  to 
a  store. 


PREMISES  AFFECTED — 101  East  75th  Street  and  821 
Park  Avenue,  northeast  corner,  Block  1410,  Lot  1,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  October  29,  1963  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin 
as  notice. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . . . .  5 

Negative:  _ . . . . . . .  . . 


753-57-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Albert  R.  Mur¬ 
ray,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  May  13, 
1963  decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  7i  of  the 
Zoning  Resolution,  permitting  in  a  business  use  dis¬ 
trict,  the  change  in  use  from  storage  to  motor  vehicle 
repair  shop  in  the  existing  one  story  extension  for  a 
term  of  ten  (10)  years. 

PREMISES  AFFECTED — 1263  Bedford  Avenue  and  9 
Herkimer  Street,  northeast  corner,  Block  1860,  Lot  1, 
Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  October  29,  1963  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  de¬ 
cision  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the 
Bulletin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 


missioner  Klein  _ _ _  5 

Negative:  _ _ 


912-57-BZ 

APPLICANT  Haus  and  Bresin  for  Philip  Rosenzweig 
owner. 

SUBJECT— Application  for  consideration  —  reopening 
for  extension  of.  term  of  variance  which  expired  April 
15,  1963  decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Section  7e  of 
the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  change  in  use  of  an  existing  building  from 
garage  on  the  first  floor  and  storage  on  the  second 
floor  to  a  launderette  on  the  first  floor  and  offices  on 
the  second  floor. 

PREMISES  AFFECTED — 2149  Caton  Avenue,  north 
side,  100  feet  east  of  Flatbush  Avenue,  Block  5083, 
Lot  120,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  T.  Hartnett. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  October  29,  1963  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new 
decision  of  the  Borough  Superintendent  and  photo¬ 
graphs,  which  have  been  filed  ,and  two  publications 
in  the  Bulletin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley.,  Vice  Chairman  Kleinert. 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  . u  q 


1705-61-BZ 

APPLICANT — Schaefer  and  Atkin  for  Felden  Funding 
Corporation,  owner. 

SUBJECT— Application  for  consideration  —  reopening 
for  extension  of  time  to  complete  which  expired  May 
25,  196o  decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Sections  7e  and 
21  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  the  maintenance  of  an  accessory  parking 
lot  for  use  in  conjunction  with  the  adjoining  super¬ 
market  and  shopping  center  for  a  temporary  term  of 
fifteen  years. 

PREMISES  AFFECTED — 1244  Metcalf  Avenue,  east 
side,  101.77  feet  north  of  Westchester  Avenue,  Block 
3780,  Lot  11,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Harry  Atkin. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  October  29.  1963  at  10  A.M.,  to  consider 
extension  ,  of  time  to  obtain  permits  and  complete  the 
work,  which  had  expired  by  limitation,  requiring  a  new 
decision  of  the  Borough  Superintendent,  which  has  been 
filed,  and  two  publications  in  the  Bulletin  as  notice. 

THE  VOTE— 

Affirmative.:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein  ....  4 
Negative:  Commissioner  Fox  .  1 
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1053-62-SM  t  . 

^ppLj(3^NT _ D.  J.  O’Connel  for  Insulated  Block 

Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Daniel  J.  O  Connell. 

ACTION  OF  BOARD — Material  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

TAffirm?t™7  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  — - - — - -  ^ 

Negative :  - - 

THE  RESOLUTION—  .  .  .  . 

Whereas,  the  report  of  a  Committee  on  i  est  reads . 
1053-62-SM — D  J.  O’Connell  for  Insulated  Block  Cor¬ 
poration,  New  York,  filed  for  approval  of  the  material 
Sown  as  Insulated  Block  Corp.  Cavity  Wall  Masonry 
Block  Units  under  the  provisions  of  C26-431.0  Admini¬ 
strative  Building  Code. 

USE:  Hollow  masonry  units. 

DESCRIPTION:  The  block  is  an  8"  x  8''  x  16  hollow 
load  bearing  unit  using  either  cinders,  sand  and  grits  or 
pumice  as  the  aggregate. 

The  block  has  two  walls  each  2  %"  thick  and  between 
the  walls  is  a  cavity  2  %"  wide.  The  two  walls  are  rigidly 
held  in  place  by  means  of  two  malleable  iron  pins, 
long  x  %"  diameter  and  thus  the  two  walls  are  formed 
into  a  single  integral  unit. 

The  units  are  manufactured  using  the  following  design 
mixes : 

MATERIAL  CONCRETE  CINDER  PUMICE 
Cement  450  lbs.  475  lbs.  500  lbs. 

SaTd  3300  lbs.  1800  lbs.  1500  lbs. 

Grit  900  lbs. 

Cinders  2300  lbs. 

Pumice  2300  lbs- 

The  water  content  of  the  mixes  is  automatically,  con¬ 
trolled  and  is  varied  to  compensate  for  the  moisture 
content  of  the  aggregate  used. 

INSPECTION  AND  TEST:  The  applicant  has  sub¬ 
mitted  an  aerial  photograph  showing  all  buildings  and 
facilities  of  the  plant  located  at  Milford,  Conn.  A  report 
is  also  on  file  listing  the  equipment  used  in  the  manufac¬ 
ture  of  the  block.  Samples  of  the  block  were  tested  at 
the  New  Haven  Testing  Laboratories,  Inc.,  with  the 
following  results: 

Tvoe  Compressive  Absorption 

Strength — P.S.I.  % 

Pumice  986  12.70 

Concrete  1244  7'nn 

Cinder  1017  12.90 

The  applicant  has  also  submitted  reports  of  fire  and 
hose  stream  tests  conducted  on  walls  constructed  of  each 
type  of  block  with  the  following  results: 

Cinder  and  Pumice— Successfully  met  the  requirements 
of  a  four  hour  fire  resistive  load  bearing  wall. 

Concrete— Successfully  met  the  requirements  of  a 
four  hour  resistive  non  load  bearing  wall. 

A  report  titled  “Report  on  Corrosion  Resistance  of 
Copper  Bearing  Malleable  Iron  Pins,”  such  as  are  used 
in  the  manufacture  of  these  block  is  on  file  with  the 
application  and  this  report  shows  that  the.  Copper  Bear¬ 
ing  Malleable  is  more  resistive  to  corrosion  than  Steel 
Wrought  Iron,  Cast  Iron  and  Standard  Malleable. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  the  approval  of  the  material  known  as  In¬ 


sulated  Block  Corp.  CayJty  Wa^n¥ar°itvryuJdeJt  the 
herein  described  for  use  in  New  York  City  under  tne 

provisions  of  C26-431.0  Administrative  Building  Code. 
The  Committee  further  recommends  that  the  material 
may  be  used  for  interior  walls  and/or  partitions  wherei 
a  fire  resistive  rating  of  up  to  four  hours  is  require  , 
cinders  and  pumice  being  considered  as  load  bearing  an 
fhe  concrete  (sand,  grits)  being  considered  as  non  load 
bearing  and  further  the  units  may  be  used  as  a  two 
hour  “Back-Up”  material  in  spandrel,  apron  an(J/°r 
curtain  walls.  The  Committee  further  recommends  that 
the  requirements  of  the  Masonry  Rules  of  the  Board  be 
complied  with  and  that  all  bills  of  lading  covering  these 
unhs  shall  be  stamped,  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  1053-62-SM”. 

fSed.)  William  A.  Nolan, 

Director. 


John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 

report. 


Adjourned  4:00  P.M. 


James  P.  Mulroy,  Secretary 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the 
Board  of  Standards  and  Appeals  held  on  September  10, 
1963,  as  they  appeared  in  Bulletin  No.  38,  Vol.  48,  are 
hereby  corrected  to  read  as  follows: 

285-31-BZ — Vo.  II 

APPLICANT— Morton  S.  Cahn  for  Nicholas  Marg, 
owner. 

SUBJECT— Application  for  consideration  —  reopening 
for  extension  of  time  to  complete  which  expired  July 
10,  1963— decision  of  the  Borough  Superintendent; 

previously  granted  on  condition,  under  Sections  7  a 
and  7i  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  reconstruction  of  .  an  existing 
gasoline  service  station,  offices,  grease  pits  ana  four 
car  garage,  by  rebuilding  the  service  building  to  in¬ 
clude  bait  and  tackle,  office,  grease  pits,  minor  auto 
repairs  and  store  and  relocate  pumps  and  install 
ground  signs  and  continue  uses  for  a  stated  term  of 
thirty  (30)  years. 

PREMISES  AFFECTED— 164-50  Cross  Bay  Boule¬ 
vard,  northwest  corner  of  165th  Avenue,  Block  14086, 
Lot  147,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

TPIE  VOTE—  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ^ 

THE  RESOLUTION—  .  „  . 

Whereas,  this  application  was  granted  by  the  Board 

as  Vol.  II,  on  July  11,  1961,  on  certain  conditions;  and 


1100 


MINUT 


Whereas,  time  to  obtain  permits  and  complete  the  work 
•was  extended  on  July  10,  1962;  and 

Whereas,  the  resolution  was  last  amended  on  May  7, 
1963;  and 

W hereas,  the  applicant  requesed  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  11,  1961,  as 
amended  through  May  7,  1963,  only  as  to  the  time  to  obtain 


permits  and  complete  the  work,  so  that  as  amended  this 

portion  shall  read : 

•  .  .  “ that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  the  amended  resolution; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained ” 
(Alt.  1878/60) 

^Correction :  In  the  Resolved  section,  matter  in  italics  was 
omitted  in  the  printing. 


RULES 


RULES  RELATING  TO  SMOKING  IN  PROTECTED  PORTIONS  OF  FACTORIES,  AND 
IN  SPECIAL  CLASSES  OF  OCCUPANCIES. 

Adopted  by  the  Board  of  Standards  and  Appeals  August  13,  1918,  effective  September  9,  1918,  under  the  powers 
conterred  upon  the  Board  by  Section  718-a,  Subsections  2  and  3  (Old  Charter)  to  supplement  Section  283  of  the  Labor 
Law  (Old  Section  83c). 


[Cal.  1262-18-SA] 

Labor  Law 

Section  283.  Smoking. 

1.  No  person  shall  smoke  in  a  factory.  A  notice  of  such 
prohibition  stating  the  penalty  for  violation  thereof  shall  be 
kept  posted  in  every  entrance  hall,  elevator,  stair  hall  and 
room  of  a  factory  in  English,  and  in  such  other  languages  as 
the  fire  commissioner  of  the  city  of  New  York  in  such  city 
and  elsewhere  the  commissioner  shall  direct. 

2.  The  board  in  its  rules  may  permit  smoking  in  pro¬ 
tected  portions  of  a  factory,  or  in  such  classes  of  occupan¬ 
cies  where  in  its  opinion  the  safety  of  the  employees  will  not 
be  endangered  thereby.  The  fire  commissioner  of  the  city 
of  New  \  ork  in  such  city  and  elsewhere  the  commissioner 
may  issue  such  permits  in  accordance  with  rules  adopted  by 
the  board. 

3.  The  fire  commissioner  of  the  city  of  New  York  in 
such  city  and  elsewhere  the  commissioner  shall  enforce  this 
section. 

RULE  1.  Permit 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only  after 
the  issuance  of  a  permit  by  the  administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator  car,  in  English,  and  also  in  such 
u  fir  !? nguage  or .  languages — as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  the  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted,  and 
this  permit  shall  be  framed  and  kept  posted  in  a  conspicuous 


place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit  in  addition  to  incurring  such  penalties 
as  are  prescribed  by  law,  shall  be  full  and  sufficient  cause 
for  the  revocation  of  such  permit  by  the  administrative 
official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 

Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars,  cig¬ 
arettes,  or  smoking  tobacco,  when  necessary  for  the  efficient 
conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

.  (2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fireresisting 
partitions,  with  all  openings  therein  protected  by 
selfclosing  fire  doors,  and  further,  unless  the  build¬ 
ing  is  of  fireproof  construction  or  provided  with 
an  approved  automatic  sprinkler  system,  the  floor 
and  ceiling  of  such  room  shall  be  covered  with  fire 
retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4) _  All  waste  paper  and  other  inflammable  waste 
materials  are  deposited  in  fireproof  receptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works  ; 

Forge  shops; 

Foundries  ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops; 

Smelting ; 

Stone  or  monumental  works ; 
provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construction; 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed ; 

(3)  All  waste  paper  and  other  inflammable  waste 
materials  are  deposited  in  fireproof  receptacles. 
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RULES 


WARNING 

Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board— 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of -the 
hearing. 

Third,  That  no  plea  of  ignorance  of  _  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  m  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 


to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  a 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 

of  delay.  . 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers  plans ^  and [data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each— add  postage  payment  if  the  forms  ^  forwarded  by 
mail  Purchase  payment  by  postage  stamps  NO  l  ACLt,J  l- 
ABLE. 


1102 


?  5S.OS 
J  (ETcO 


.  2«C 


BULLETIN 


ft-  UuPMY  UF  Tfj[ 


OF  THE 


NOV  5  1963 

BOARD  OF  STANDARDS  AND  APPEALS 

CITY  OF  NEW  YORK 

Issued  under  authority  of  Chapter  27,  Section  665  of  the  Charter  of  the  City  of  New  York 

Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  80  Lafayette  Street,  9th  Floor,  Manhattan. 

New  York  13,  N.  Y. 


Vol.  XLVHI  f,u,bmription 


DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS 

MAX  H.  FOLEY,  Chairman 
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Samuel  L,  Becker 
Joseph  B,  Klein 

Commissioners. 


DISCONTINUANCE  OF  PROCEEDINGS. 

Matter  of  Salvatore  J.  Baudo,  William  Corcoran  and  Andrew  J. 
rresto  vs.  Commissioners  Foley,  et  al.— On  March  21  1961,  the 
vied  }he  application  reopened  as  Volume  II  on  September 
_based  on  a  decision  of  the  Borough  Superintendent,  under 
Sections  7c  and  7e  of  the  Zoning  Resolution,  to  permit  in  a  busi¬ 
ness  and  residence  use  district,  the  reconstruction  of  an  existing 
gasoline  station,  auto  repair  shop,  paint  room,  storage  of  com¬ 
bustibles  and  extend  the  uses  to  include  auto  laundry  and  simoniz- 
mg  and  parking  of  more  than  five  (6)  cars  awaiting  service;  Cal- 
noda!cr— U,”lb?T  102-57-BZ-Vol.  II;  Premises  213-02  to  213-20  (213- 
02  official)  Northern  Boulevard,  southwest  corner  of  Bell  Boule- 
Quee'ns^  °C^  ^ots  19.  23,  27  and  39,  Bayside,  Borough  of 

In  Supreme  Court,  Queens  County,  the  above-entitled  proceeding 
for  a  review  of  the  determination  of  the  Board  was  discontinued 
7  ioMUatl°n  and  agreement  by  the  respective  parties  on  October 

*»  a y Do. 


William  A.  Nolan,  Director 
Solomon  Sheer,  Deputy  Director 


James  P.  Mulroy,  Secretary 


PUBLIC  HEARINGS 

Tuesday  at  10  a.m.,  12  p.m.  and  2  p.m. 

Spjcial  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  at  80  Lafayette  Street,  9th  Floor, 
Borough  of  Manhattan. 


John  B.  Cincotta,  Chief  Clerk 


^  Y^ork^l^  N^yayCttC  ^treet’  Floor,  Manhattan,  New 
Telephone— 566-5 1 74. 
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Discontinuance  of  Proceedings. 
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Notice  of  Hearing  Calendar. 

MsnUito«0f  A^egU-ar  Meeting,  Tuesday  Morning,  October 
°»  Affecting  Calendar  Numbers  223-63-BZ.  340- 
c««^?’r>241'63'A’  468-63-BZ>  504-63-BZ,  529-63-BZ, 
g-6  -?ZA  374-53-BZ,  474-56-BZ,  1461-61-BZ,  388-63- 
BZ,  502-63-BZ,  503-63-A,  512-63-BZ. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Octo- 
loorT’oww  ' 63,  Affectmg  Calendar  Numbers,  32-33-SA 
q2m9' c^2o;t0'SM’  841-5°-SM,  585-53-SM,  730-54- 
S’«4cb3;57‘SM’  243-62-SA,  804-62-SM,  335-63-SM, 
377:( 306-61-A — Vol.  II,  834-61-A,  962- 

5}'^»  ?^;6i:A~VoL  n>  1002-61-A,  1006-61-A,  1007- 

61-A,  1088-61-A,  1163-61-A,  1209-61-A,  541-63-A,  911- 
6i-A  1235-61-A,  913-61-A,  126-62-A,  426-63-A,  330-63- 
A— Vol.  II,  729-61-A,  843-61-A,  866-61-A,  900-61-A 


NOTICE 

1.  CALENDAR:  Notices  of  public  hearing  on  appli- 
cations  for  zoning  variances,  will  be  published  twice:  first 
publication,  listing  new  cases  set  for  hearing,  in  the 
Bulletin  available  to  the  public  at  least  14  days  before 
the  date  of  hearing;  second  publication,  in  the  last  Bulle¬ 
tin  available  to  the  public  immediately  prior  to  the 
hearing  date.  The  second  publication  will  be  augmented 
with  a  listing  of  cases  laid  over  from  previous  hearings. 
Attention  is  directed  to  the  MINUTES  of  such  previous 
hearings,  where  the  reasons  for  laid  over  cases  will  have 
been  published.  Notices  of  public  hearing  on  applications 
for  approval  of  materials  and  appliances  will  be  published 
once,  at  least  10  days  prior  to  the  hearing  date. 

2— MINUTES:  The  publication  of  the  “digest”  of  the 
applicant  s.  statement  has  been  discontinued,  except  that 
the  administrative  orders,  decisions,  etc.,  which  are  the 
subject  of  each  application  or  appeal  will  be  published. 

971-61'A.  995-61-A,  996-61-A,  1175-61-A, 
1222-61-A,  1249-61-A,  929-62-A,  971-62-A,  25-63-A,  238- 
63-A,  613-63-A,  633-63-A,  635-53-BZ— Vol.  II,  319-57- 
B  Z^Voli\IcVi1l't1"BZ’  433-61-BZ,  1429-61-BZ,  1539- 
sVq^’tjI754-61"62,  81°-62-BZ»  60-37-BZ— Vol.  IV, 

Proposed  Amendments  to  Rules  for  Erection,  Alteration 
Repair,  Excavation  for  and  Demolition  of  Buildings. 
Proposed  Amendment  to  Rules  Covering  the  Installa¬ 
tion  and  Use  of  Oil  Burning  Equipment  and  the 
Storage  of  Oils. 

Proposed  Amendment  to  Rules  Supplementing  Require¬ 
ments  of  Section  280  of  The  Labor  Law. 

Rules  Relating  to  Smoking  in  Factory,  etc. 

Notices 

Warning 
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DOCKET 

New  Cases  filed  up  to  October  8,  1963 

Cal.  No.  Dept.  Premises  Affected 

767-63-SM — BFG  Vinyl  building  panels  manufactured 
by  B.  F.  Boodrich  Co.,  Material. 


782-63-SM — Phifer  Air  Weave  Grease  Filter  manufac¬ 
tured  by  Phifer  Wire  Products,  Inc.,  Material. 


783-63-SA — 462  Low  Velocity  Stud  Driver  Model  K- 

11,  manufactured  by  Remington  Arms  Co.  Inc.,  Appli¬ 


ance. 


768-63-SM — Callanan  trap  rock  crushed  stone,  manufac¬ 
tured  by  Callanan  Trap  Rock  Corporation,  Material. 


769-63-SA— White  Personnel  material  hoist,  Model  57, 
manufactured  by  White  Personnel-Material  Hoist  Co., 
Appliance. 


784-63-A — B.M. — 48  Barrow  Street,  north  side,  138  feet 

east  of  Bedford  Street,  Block  588,  Lot  37,  Borough  of 
Manhattan,  Alt.  614-62,  re-  Review  of  a  decision  of  the 
Borough  Superintendent,  re-  zoning  matter. 


770-63-SM — Columbia  Felt  Gasket,  manufactured  by 
Columbia  Gasket  and  Mfg.  Co.,  Material. 


785-63- A — B.B. — 1811  Cortelyou  Road,  northeast  corner 
of  East  18th  Street,  Block  5149,  Lot  36,  Borough  of 
Brooklyn,  re-  brick  retaining  wall. 


771-63-SA — Fire  and  Booster  pumps,  manufactured  by 
Worthington  Corporation,  Appliance. 


786-63-SM — Edicrete  (concrete  aggregate)  manufac¬ 
tured  by  Consolidated  Edison  Company,  Material. 


772-63-A— F.D.— 741-743  Third  Avenue,  northeast  cor¬ 
ner  of  East  46th  Street,  Block  1320,  Lots  1  and  2,  Bor¬ 
ough  of  Manhattan,  F.D.  Order  543347  re-  sprinkler 

system. 


787-63-SM — T  ruscon  1%  Standard  Metal  Doors  & 
Frames,  manufactured  by  Republic  Steel  Corp.  Manu¬ 
facturing  Division,  Material. 


773-63-BZ — B.Bx. — 1154  East  Gunhill  Road,  southeast 
corner  of  Hering  Avenue  and  Boston  Road  Block  4616 
Lots  36  and  39,  Borough  of  The  Bronx,  E.S,295,296  and 
29 7,  re-  signs. 


774-63-A — F.D. — West  180th  Street,  north  side,  inter¬ 
section  of  University  and  Sedgwick  Avenues,  N,  Y. 
University  Guggenheimer  Building,  Block  3222,  Dot 
62,  Borough  of  The  Bronx,  F.D.  Order  1647-3,  re-  Su¬ 
personic  wind  tunnel. 


Restored  to  Docket 

330-63- A  Vol.  II— F.D.— Re:  Packaging  of  Carbona 
Dry  Clean  Rug  Powder  in  1  quart,  half  gallon  and  1 
gallon  high  density  Polyethelene  containers,  Decision. 

529-57-BZ — B  Q. — 234-04  Northern  Boulevard,  south¬ 
east  corner  of  234th  Street,  Block  8167,  Lots  286  and 
293,  Douglaston,  Borough  of  Queens,  Alt.  //o-o/,  re¬ 
opened  for  consideration  as  to  extension  of  term  of  vari¬ 
ance  re-  display  and  sale  of  used  cars  residence  ana 
local  retail  use  district. 


775-63-A— B.Bx— 4540  Fieldston  Road,  east  side,  231.95 
feet  south  of  West  246th  Street,  Block  5811,  Lot  216, 
Borough  of  The  Bronx,  N.B.  406-63,  re-  Review  of  a 
decision  of  The  Borough  Superintendent,  re-  zoning 
matter. 


60-37-BZ— Vol.  IV— B.Q.— 32-11  to  32-21  Newtown 
Avenue  and  28-36  to  38-58  33rd  Street,  northwest  cor¬ 
ner,  Block  619,  Lot  1,  Astoria,  Borough  of  Queens,  Alt. 
1572-56,  reopened  for  consideration  as  to  extension  of 
term  of  variance,  re-  parking  lot — business  and  resid¬ 
ence  use  districts. 


776-63-A— F.D.— 26-32  Skillman  Street,  southeast  corner 
of  27th  Street,  Block  96,  Lot  10,  Long  Island  City,  Bor¬ 
ough  of  Queens,  F.D.  Order  2935-0— re-  Certificate  of 
fitness. 


777-63-SA — Manhattan  Blower  make  up  air  heater, 
manufaceured  by  Manhattan  Blower  Corp.,  Appliance. 


APPLICATIONS  FOR  EXTENSION  OF  TIME 
TO  PERMIT  THE  COMPLETION  OF 
CONSTRUCTION. 

(FILED  PURSUANT  TO 
SECTIONS  11-32  and  11-33) 

36-63-BZX— B.M.— 204-206  East  77th  Street,  Block 
1431,  Lot  43,  Alt.  1887-61,  Permit  No.  2908-62. 


778-63-A — F.D. — 41-47  Vestry  Street,  437-441  Green¬ 
wich  Street,  southeast  corner,  Block  219,  Lots  11  and 
13,  Borough  of  Manhattan,  F.D.  Order  3337-3,  re-sprin- 
kler  system. 


37-63-BZX — B.M. — 18  East  64th  Street,  Block  1378,  Lot 
62,  Alt.  2435,  Permit  No.  791-63. 


779-63-SA — Pressure  Alarm  System  Models  _  6722  and 
6758,  manufactured  by  Ohio  Chemical  &  Surgical  Equip¬ 
ment  Co.  Division  of  Air  Reduction  Co.,  Appliance. 


38-63-BZX—B.Q.— 101-32  101st  Street,  Block  9418,  Lot 
12,  Alt.  252-61,  Permit  No.  1941-61  and  3117-63. 


39-63-BZX— B.Bx— 3777  Independence  Avenue,  -Block 
3417,  Lot  436,  Alt.  1126-60,  Permit  No.  2801-60. 


780-63-SA — Electro-Wrap  System  for  pipeline  heating, 
manufactured  by  Electro-Trace  Corp.,  Appliance. 


40-63-BZX— B.M.— 70-72  Park  Avenue,  Block  868,  Lot 
36,  Alt.  577-61,  Permit  No.  1393-63. 


781-63-SM — Permalite  Roof  Insulation  board,  manufac¬ 
tured  by  Great  Lakes  Carbon  Corp.  of  Kentucky,  Ma¬ 
terial. 


41-63-BZX — B.M. — 36-38  Mulberry  Street,  Block  164, 
Lot,  3,  Alt.  1861-61,  Permit  No.  2455-61. 
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42- 63-BZX— -B  M^~34  Muihcrrjr  Street,  Block  164,  Lot 
3,  Alt.  1860-61,  Permit  No.  2454-61. 

43- 63-BZX— B.M.— 221  East  124th  Street,  Block  1789, 
Lot  10,  Alt.  684-61,  Permit  No.  1964-62. 

44;63-BZX—B.Q.— 158-14  Northern  Boulevard,  Block 
5277,  Lot  25,  Alt.  2503-61,  Permit  No.  4631-63. 

?ni  ?3"?ZX“mB  ‘B  7-529  Waverly  Avenue,  Block 

-012,  Lots  10  and  24,  986-61,  Permit  No.  672-62. 

^“6.3_BZX7“b-b-— 60- 1-635  Van  Sinderin  Avenue,  Block 
3833,  Lot  6,  Alt.  2074-49,  Permit  No.  3313-49. 

- - - 

47-63-BZX— B.Bx— West  side  of  Broadway,  227.03  feet 

°p  We-!t  xT40tLSir,e,et’  Block  3414>  L°t  550,  Alt. 
252-61,  Permit  No.  2696-63. 


NOTICE  OF  SPECIAL  MEETING 
OCTOBER  18,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Friday  morning  October  18,  1963,  at  10  o’clock  at  80  La 
fayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the  fol¬ 
lowing  matters: 

784-41-SR 

APPLICANT — Commissioner  Edward  Thompson.  Fire 
Department. 

SUBJECT— Request  for  Amendment  to  Rules  for  Erec¬ 
tion  Alteration,  Repair,  Excavation  For  and  Demoli- 

?£L?fcJutlldm*8  ad°Pted  by  the  Board  under  Cal. 
784-41-SR  by  amending  Rule  2.2.2. 


48- 63-B ZX— B •  M-— 332  East  74th  Street,  Block  1448, 
Lot  39,  Alt.  1748-60,  Permit  No.  3317. 

49- 63-BZX— B.M. — 83-85  Third  Avenue,  Block  198,  Lot 
6,  Alt.  1380-61,  Permit  No.  2871-63. 


784-41-SR 

APPLICANT— Commissioner  Edward  Thompson,  Fire 
Department. 

SUBJECT — Request  for  amendment  to  Rules  for  Erec¬ 
tion  Alteration,  Repair,  Excavation  For  and  Demoli- 

voiLi  eIUJldmRs.  ad°Pted  by  the  Board  under  Cal. 
784-41-SR  by  adding  Rule  2.2.3. 


t°'53^i?XTTB-M’ — 48  West  55th  Street,  Block  1270 
Lot  60  /£,  Alt.  2290-61,  Permit  No.  2645-63. 


RULES 

Arc  and  Gas  Welding  and  Oxygen 

Cutting  . .  Nov.  27,  1956. 

Cements,  Air  Entraining  Portland, 

Rules  for  Approval  and  Use  of..  April  12,  1955 
Cements,  Blended,  Rules  for  Test- 

SVccuVancV.-ipp^d  “■  K5S-V°'-  «•  >> 

28'  mj-v*  “•  N»- !2A 

for  Manufacture,  Testing  and 

Use  of  .  Dec.  10  1962. 

Concrete  Rules  (Hydrated  Lime).  Aug.  3,  1937 — Vol  22  No  31 
Coin-Operated  Dry  Cleaning  Es-  ’  a°’  31 

tablishments  Rules  Covering  ...Oct.  3,  1963 — Vol.  48  No  40 

°ry  Cleaning  Establishments,  Rules 

Covering  . . Oct.  3,  1963 — Vol.  48  No  40 

Erection,  Alteration,  Repair,  Ex-  U 

cavation  for  and  Demolition  of 

v  ** 20’  19“- 

Factory  &dt 'Rukl !  I'.'.' 1 1.'.'  &  }*»-VA  ».  Ito.  HA 

v‘re  Alarm^Rules  (Interior)  . May  1963. 

Fire  Drill  Rules  .  . . june  20,  1963 — Vol.  48,  No  25 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc.,  Rules  for  Testing  of  Jan.  31,  1963 — Vol  48  No  5 

Hatchway  Protect  on  .  tune  5  iqoq  v„i  n  at 

Hazards,  Medium  and  High  (Sup-  J  ’  1928~ VoL  13-  No-  23 

element  to  Sec.280  of  The  Labor 

OilSUBurn!rFpiriL°0ard  *Ule3  ”  ’  ’  *  ^ar.  S— Vol  ^  N°o.  213A 

un  Burner  Rules  . june  1962. 

Opemng  Protective  Assemblies, 

Rules  for  Inspection  of .  Mav  27  1954 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

P^Pi),y)  Mar.  20,  1960. 

Procedure,  Rules  of  .  Jan.  17,  1963 — Vol  48  No  3 

Smoking  in  Factories,  Rules  for..  Oct.  17,  1963 — Vol.  48,’ No  ’  42 

Spraying  and  Drying  of  Paints, 

SpHnklerheR,d«qUerS’  etC . TMay  2>  1963— Vol.  48,  No.  18 

sprinkler  Rules  . . June  29.  1937— Vol.  22,  No.  26 

lass  ^u^es  (Amendment  to 

Rule  505  of  Industrial  Code)  ..  Sept.  3,  1946 — Vol.  31,  No.  36 

DESIGNATIONS:  B. — Department  of  Buildings-  BB _ Denart 

Manhattin-BUB  OngSn  Brofok,yn:  B-M— Department  of  Buildmg^, 
mantiattan.  B.Q. — Department  of  Buildings,  Queens-  BR  — 

ings  Bronx  H  D  if  ’ 1th  ’ iclAmond ‘  B.Bx.— Department  ’  of  Build- 
mgs.  Bronx,  H.D.— Health  Department;  F.D.— Fire  Department, 


784-41-SR 

APPLICANT— Commissioner  Harold  Birns,  Deoart- 
ment  of  Buildings.  ^ 

SUBJECT— Request  for  amendment  to  Rules  for  Erec¬ 
tion,  Alteration,  Repair,  Excavation  For  and  Demoli- 

7o°.n4i°fc,i?U,lldmgs  ad°Pted  by  the  Board  under  Cal. 
784-41-SR  by  adding  Rule  7.5.,19. 


217-21-SR 

APPLICANT — Commissioner  Edward  Thompson  Fire 
Department. 

-5bJBJECT  Request  for  amendment  to  Rules  covering 
the  Installation  and  Use  of  Oil  Burning  Equipment  and 
the  Storage  of  Oils  Used  in  Connection  Therewith 
adopted  by  the  Board  under  Cal.  No.  217-21-SR  bv 
adding  to  Rule  15.2.  -  y 


438-60-SR 

APPLICANT— Commissioner  Edward  Thompson  Fire 
Department. 

SUBJECT— Request  for  amendment  of  the  Rules  Sup- 
plementmg  the  Mandatory  Requirements  of  Section 
28U  of  the  Labor  Law  as  Amended  by  the  New  York 
State  Legislature  by  Adoption  of  Chapter  854  of  the 
Laws  of  1959. 

MAX  H.  FOLEY,  Chairman 


OCTOBER  22,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
fuesday  morning,  October  22,  1963,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

1024-62-BZ— Vol.  II 

APpr;ICANT— Reavis  and  McGrath  for  Trade,  Fifth 
Realty  Corporation. 

SUBJECT— Application  reopened  July  23,  1963  as  Vol¬ 
ume  II— decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
C5-3  district,  the  erection  of  a  six  story  enlargement 
ail  ex*stdng  five  story  building  previously  granted  by 
the  Board  that  will  penetrate  the  sky  exposure  plane 
and  initial  setback. 
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PREMISES  AFFECTED — 592-594  Fifth  Avenue  and 
2V  West  48th  Street,  south  west  corner,  Block 
Lot  41,  Borough  of  Manhattan. 

APPELLANT— Elias  K.  Herzog  for  Vera  Caddock, 

SUBJECT— Application  July  3,  !963— decision  of  the 
Borough  Superintendent,  un^er  Section  72-21  of  the 

“  — the 

PREMISEr^FFECTED— 3283  Tierney  Place,  west 
^ide  187  5  feet  south  of  East  177th  Street,  Block  5527, 
Lot’ 57,  Borough  of  the  Bronx. 

650-63-BZ  ^  c„ 

APPLICANT— Anthony  Signorielh  for  Domemoa  Sa- 

SUBJECT— Application  August  °/  thl 

Borough  Superintendent,  under! iect.on  72-21  of  the 

S  ^f^VdwefiiS  ^L^che's  on 

the  required  front  yard. 

AFFFCTED— 147-10  12th  Avenue,  south- 
PeaEsfcomeSr  oM47thS.ree,,  Block  4482,  Lot  1,  Wh.te- 
stone,  Borough  of  Queens. 

660-63-BZ  ,  „.. 

APPLICANT— Larry  Meltzer  for  Jerome  Silverman, 
owner.  Crown  Shade  Cloth  Company,  lessee. 
SUBJECT— Application  August  23,  1963— decision  o 

the  Borough  Superintendent,  u?|d.er  aS^c  tfe 

the  Zoning  Resolution,  to  permit  in  a  R5  district  tne 
erection  of  a  one  story  extension  to  an  existing  no 

conforming  use  proposed  .  bui|f  ojen 

maximum  floor  area  ratio,  deficient  in  tne  open 
space  ratio  and  encroach  on  the  required  rear  an 

PREMISES  AFFECTED— Empire  Boulevard,  561, 
north  side,  224  feet  west  of  Kingston  Avenue,  Block 
1311,  Lot  159,  Borough  of  Brooklyn. 

615-60-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  James, 
Dominick  and  Joseph  Garone,  owners. 

SUB TECT— Application  reopened  September  24,  1VW 
for  consideration  as  to  extension  of  term  of  variance, 
expires  September  26,  1963-decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  und 
Section  7h  of  the  Zoning  Resolution,  permitting  i 
a  residence  use  district,  the  sale  and  display  of  new 
and  used  cars,  with  a  10  foot  by  10  foot  attendant  s 
shanty  and  the  parking  and  storage  of  less  than  150 
motor  vehicles,  with  business  signs. 

PREMISES  AFFECTED  84-02  to  84-46  (^-iO  of¬ 
ficial)  South  Conduit  Avenu^-  south  side  from  84th 
Street  to  86th  Street,  84-01,  84-27  and  85-01  to  8 
149th  Avenue  and  137-41  to  137-51  84th  Street,  137- 
to  137-50  86th  Street,  Block  11390,  Lots  1,  11  and 
25,  Aqueduct,  Borough  of  Queens. 

505-48-BZ 

APPLICANT — Philip  Kaufman  and  Harold  Kaufman, 
owners. 

SUBJECT — Application  reopened  September  24,  1V03 

for  consideration  as  to  extension  of  term  of  variance, 
expires  September  28,  1963— decision  of  the  Borough 


PREMISES  AFFECTED — 1733-1737  Gunhill  Road  and 
1803-1805  Allerton  Avenue,  southeast  , 

4806,  Lots  1  and  6,  Borough  of  The  Bronx. 

1083-47-BZ  Vol.  IV  .  ,,,  East 

APPLICANT— Wechsler  and  Schimenti  for  333  East 

105th  Street  Corp.,  owner.  , 

a^resTdence  three  -1^,  attached 

SSt&SSl  to%he  one  or 

PREMISES  AFFECTED— 327-337  East  105th  Street, 
fKEM  is  Qf  First  Avenue,  Block 

^677\  Lots'  14,  15  and  17,  Borough  of  Manhattan. 


The  following  cases  were  laid  over  ^om  previous  pub- 
lie  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 

468-63-BZ  ,  „ 

APPLICANT— Sawyer,  Sullivan  and  Ryan  for  Texaco, 
^Incorporated,  owner;  Harold  Friedman  Service  Sta- 

tion,  lessee.  ...  £  .. 

SUBJECT-Application  May  29,  1963-decision  of  the 
S  Borough  Superintendent,  under  Section  MU  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  dustnet,  at  an 
existing  automative  station  previously  granted  by  the 
Board  the  enlargement  in  the  lot  area l  and floor  area. 
746  Linden  Boulevard,  southwest  corner  Block  40/3, 
PREMISES  AFFECTED — 796-808  Utica  Avenue,  736- 
Lots  6  and  10,  Borough  of  Brooklyn. 

Hearing  closed— Laid  over  from  October  8,  1963  to  Oc¬ 
tober8  22  1963,  for  inspection  and  decision;  applicant 

to  submit  Certificate  of  Occupancy  and  amended 

drawings. 

529  63-BZ 

APPLICANT— Zarchary  Rosenfield  for  New  York  City 
Housing  Authority,  owner.  ,  .. 

SUBJECT-Application  June  15,  1SX53; — decisiori  of  t  e 
Borough  Superintendent,  under 

7nniri£r  Resolution,  to  permit  in  a  R6  district,  tne  erec 
Eon  of  a  two  story  community  center  factl.ty  w.thm 
an  existing  housing  development  that  increases  the  d 
gree  on  non-compliance  as  to  lot  area  room. 
PREMISES  AFFECTED— -1619  East  174th  Street, 

super-block  bounded  by  Eas  "look  t  0t  2 

River  Avenue  and  Harrod  Avenue  Block  3886,  Lot  Z, 
(Bronx  River  Houses),  Borough  of  The  Bronx. 
Hearing  closed— Laid  over  from  October  8,  1963  t(>  Oc¬ 
tober8  22,  1963,  for  inspection  and  decision;  applicant 
to  submit  statement. 

223-63-BZ  -  , 

APPLICANT— Leonard  F.  Rothkrug  for  Charles  Mot- 
tola  Lincolndale  Homes,  Inc.,  Mar.o  Avallone  and 
Frank  Calabro,  owners. 
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SUBJECT — Application  March  13,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  and  Cl-3  dis¬ 
trict,  the  relocation  and  reconstruction  of  an  automo¬ 
tive  service  station  with  accessory  uses  including  auto¬ 
matic  car  washing. 

PREMISES  AFFECTED— 3217  White  Plains  Road, 
northwest  corner  of  Burke  Avenue,  Block  4594,  Lots 
42,  44,  46  and  48,  Borough  of  The  Bronx. 

Hearing  Closed.— Laid  over  from  July  23,  1963  to  Sep¬ 
tember  17,  1963,  for  decision  at  the  request  of  the 
applicant;  then  to  October  8,  1963,  for  applicant  to 
submit  revised  drawings  and  for  decision;  then  to  Oc¬ 
tober  22,  1963,  for  applicant  to  sbumit  revised  draw¬ 
ings. 

MAX  H.  FOLEY,  Chairman 


OCTOBER  22,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  October  22,  1963,  at  2  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 

following  matters: 

1859-61-A 

APPLICANT — Fifth  Development  Corporation,  Ad¬ 
joining  property  owner. 

OWNER  OF  PREMISES— Harry  Klein. 

SUBJECT — Application  December  13,  1961 — Appeal 

from  a  decision  of  the  Borough  Superintendent,  re — 
Revocation  of  Application  1630/1958. 

PREMISES  AFFECTED — 1641  First  Avenue,  north¬ 
west  corner  of  East  85th  Street,  Block  1548,  Lot  25, 
Borough  of  Manhattan. 


949-61 -A 

APPLICANT — The  New  York,  New  Haven  and  Hart¬ 
ford  Railroad  Company,  owner;  Morrelli  Bros.,  lessee. 

SUBJECT  Application  June  21,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
standpipe  system. 

PREMISES  AFFECTED— Pier  39,  East  River,  foot 
of  Montgomery  Street,  Block  none,  Lot  none,  Bor- 
rough  of  Manhattan. 


835-62-A 

APPLICANT — Goldberg  and  Scutaro  for  Esther  Sacher, 
owner. 

SUBJECT  Application  August  30,  1962 — Review  of 
Decision  of  the  Borough  Superintendent  re — Zoning 
Matter.  s 

PREMISES  AFFECTED— 1134  East  58th  Street,  west 
side,  208  feet  north  of  Avenue  K,  Block  7805,  Lot  71 
Borough  of  Brooklyn. 


836-62-A 

APPLICANT — Goldberg  and  Scutaro  for  Harry  Abram¬ 
son,  owner. 

SUBJECT— Application  August  30,  1962— Review  of 
Decision  of  the  Borough  Superintendent  re — Zoning 
Matter.  s 

PREMISES  AFFECTED — 1091  East  58th  Street  east 
side,  576  feet  north  of  Avenue  K,  Block  7806,  Lot  35, 
Borough  of  Brooklyn. 


517-63-A 

APPLICANT  Lacquer  Specialties,  Incorporated,  own¬ 
er. 


SUBJECT — Application  June  20,  1963 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of 
Combustible  Mixture  known  as  Lacquer  Specialties 
Dye  Solution  in  1  gallon  Polyethelene  containers,  in 
New  York  City,  not  in  conformity  with  Administra¬ 
tive  Code  requirements. 


1249-61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Jacob 
Goldstein  and  Louis  Silverstein,  owners. 

SUBJECT — Application  July  31,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 119  Spring  Street,  north 
side,  25  feet  east  of  Greene  Street,  Block  499,  Lot  42, 
Borough  of  Manhattan. 


729-61-A 

APPLICANT — Abraham  Dollinger  for  55  N.  Moore 
Street  Realty  Corporation,  owner;  The  Rugol  Com¬ 
pany,  lessee. 

SUBJECT  Application  May  23,  1961 — Appeal  from  a?, 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 55-57  North  Moore  Street, 
north  side,  100  feet  9%  inches  west  of  Hudson  Street, 
Block  188,  Lot  1,  Borough  of  Manhattan. 


900-61-A 

APPLICANT — Robert  Teichman  for  144  Duane  Street 
Corporation,  owner. 

SUBJECT — Application  June  14,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED  — 144  Duane  Street,  south 
side,  116  feet  8  inches  east  of  West  Broadway,  Block 
146,  Lot  17,  Borough  of  Manhattan. 


929-61-A 

APPLICANT — Haro  Corporation,  owner. 

SUBJECT  Application  June  19,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system.  ~~ 

PREMISES  AFFECTED — 42  Cliff  Street,  east  side,  44 
feet  5  inches  north  of  Fulton  Street,  Block  95,  Lot  41, 
Borough  of  Manhattan. 


971-61-A 

APPLICANT— Pietro  Alurtto  for  Pietro  Alurtto  and 
Rosa  Lisa  Alurtto,  owners,  Pietro  Alurtto  and  Sons, 
lessee. 

SUBJECT— Application  June  23,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED  —  798-800  East  New  York 
Avenue,  south  side,  208  feet  4%  inches  east  of  Troy 
Avenue,  Block  4806,  Lots  64  and  67,  Borough  of 
Brooklyn. 


995-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Lispenard 
Realty  Corporation,  owner. 

SUBJECT  Application  June  26,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED  —  46-48  Lispenard  Street, 
north  side,  75  feet  east  of  Greene  Street,  Block  194, 
Lot  26,  Borough  of  Manhattan. 
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996-61-A  .  ,  „  ., 

APPLICANT — Monaghan  and  Mattingly  for  David 
Bickerton  and  Sons,  Inc.,  owner. 

SUBJECT — Application  June  26,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 50  Lispenard  Street  north 
side,  50  feet  east  of  Greene  Street,  Block  194,  Lot  27, 
Borough  of  Manhattan. 


863-61-A  .  ,  .  , 

APPLICANT— Raphael,  Searles  and  Vischi  for  Mary 
Weisberg,  owner. 

SUBJECT— Application  June  9,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 460  Broome  Street  north 
side,  75  feet  west  of  Mercer  Street,  Block  485,  Lot  87, 
Borough  of  Manhattan. 


929-62-A 

APPLICANT— Samuel  Rosenblum  for  Lau-Jer  Realty 


Corporation,  owner. 

SUBJECT — Application  October  5,  1962 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 
PREMISES  AFFECTED — 30-32  East ,21st  Street,  south 
side,  223  feet  east  of  Broadway,  Block  849,  Lot  55, 
Borough  of  Manhattan. 


1009-61-A 

APPLICANT — Phineas  Zolot  for  Coston  Supply  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  June  29,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 31  Water  Street,  east  side, 
74  feet  north  of  Broad  Street,  Block  7,  Lots  15  and  16, 
Borough  of  Manhattan. 


25-63- A 

APPLICANT — L.  A.  Hunziker  for  The  Brooklyn  Union 
Gas  Company,  owner. 

SUBJECT— Application  January  9,  1962— Appeal  from 
decisions  of  the  Fire  Commissioner  re-  oil  pump,  Sche¬ 
dule  80  steel  pipe. 

PREMISES  AFFECTED-116-20  208th  Street  south- 
west  corner  of  116th  Avenue,  Block  11080,  Lot  163, 
Cambria  Heights,  Borough  of  Queens. 


1051-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Harry 
Nagel,  owner. 

SUBJECT — Application  July  6,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 128  West  18th  Street  south 
side  200  feet  east  of  7th  Avenue,  Block  793,  Lot  55, 
Borough  of  Manhattan. 


633-63-A 

APPLICANT  —  New  York  City  Transit  Authority  for 
City  of  New  York,  owner. 

SUBJECT— Application  August  13,  1963— Appeal  from 
a  decision  of  the  Fire  Commissioner — re-  Spray  Ex¬ 
haust  System. 

PREMISES  AFFECTED— Southwest  Corner  of  Ave¬ 
nue  X  and  Shell  Road,  Block  7188A,  Lot  40,  Borough 
of  Brooklyn. 


1052-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Fanrab, 
Incorporated,  owner. 

SUBJECT— Application  July  6,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 71  Leonard  Street,  north 
side,  75  feet  east  of  Church  Street,  Block  174,  Lot  10, 
Borough  of  Manhattan. 


238-63-A 

APPLICANT— Robert  S.  Hanser  for  American  Grease 
Stick  Company,  owner. 

SUBJECT— Application  March  20,  1963— Packaging  of 
combustible  Mixture  known  as  Mr.  Zip  Rust  Fighter 
in  1.6  oz.  plastic  containers— containers  not  in  conform¬ 
ity  with  Administrative  Code  requirements  of  New  York. 


613-63-A 

APPLICANT— T.  R.  Galloway  for  Consolidated  Edison 
Company  of  New  York,  Incorporated,  owner. 

SUBJECT— Application  July  31,  1963— Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Fuel  Oil  Tanks. 

PREMISES  AFFECTED— 35-08  to  35-58  Vernon  Bou¬ 
levard,  7-67  36th  Avenue,  northwest  corner,  Block  32 7, 
Lots  1  and  16,  Long  Island  City,  Borough  of  Queens. 


892-61- A 

APPLICANT— Daub  and  Daub  for  Fischer  and  Sons  In¬ 
corporated,  owner. 

SUBJECT— Application  June  6,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Cemmissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 149-51  Front  Street,  150-152 
Maiden  Lane,  southeast  corner,  Block  37,  Lot  33, 
Borough  of  Manhattan. 


1057-61-A 

APPLICANT— H.  E.  Horwood  for  Leavenworth  Realty 
Corporation,  owner. 

SUBJECT— Application  July  7,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system,  and  a  decision  of  the  Borough  Super¬ 
intendent  re-  egress,  enclosure  stairs  and  hoitway  etc. 
PREMISES  AFFECTED— 55  Fulton  Street,  45  Cliff 
Street,  northwest  corner,  Block  94,  Lot  4,  Borough  of 
Manhattan. 


1065-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Zeitlen 
Realty  Company,  owner. 

SUBJECT— Application  July  5,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 120  Fulton  Street,  south 
side,  100  feet  east  of  Nassau  Ct.,  Block  78,  Lot  45, 
Borough  of  Manhattan. 


1068-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Maege 
Realty  Corporation,  owner. 

SUBJECT— Application  July  5,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 
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PREMISES  AFFECTED— 7-9  Bond  Street,  south  side 
70  feet  west  of  Lafayette  Street,  Block  529,  Lot  14 
and  13,  Borough  of  Manhattan. 


1070-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Standard 
Casing  Company,  Inc.,  owner. 

SUBJECT— Application  July  5,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 121  Spring  Street,  northeast 
corner  of  Greene  Street,  Block  499,  Lot  43,  Borough 
of  Manhattan. 


1086-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Toja  Real¬ 
ty  Company,  owner. 

SUBJECT — Application  July  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 409-411  Bond  Street,  east 
side,  70  feet  south  of  Third  Street,  Block  466,  Lot  1, 
Borough  of  Brooklyn. 


1110-61-A 

APPLICANT — William  S.  Shary  for  Dewey  Carver, 
owner. 

SUBJECT— Application  July  7,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 115  Liberty  Street,  north 
side,  102  feet  VA  inches  east  of  Greenwich  Street, 
Block  60,  Lot  6,  Borough  of  Manhattan. 

1113- 61-A 

APPLICANT — Joseph  Lau  for  52  East  Broadway  cor¬ 
poration  .owner. 

SUBJECT — Application  July  10,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 50  East  Broadway,  north 
side,  237  feet  1  %  inches  west  of  Market  Street,  Block 
281,  Lot  23,  Borough  of  Manhattan. 

1114- 61-A 

APPLICANT — Joseph  Lau  for  52  East  Broadway  Cor¬ 
poration,  owner. 

SUBJECT — Application  July  10,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 48  East  Broadway,  north 
side,  262  feet,  2  %  inches  west  of  Market  Street,  Block 
281,  Lot  22,  Borough  of  Manhattan. 


1118- 61-A 

APPLICANT — Mario  A.  Tucciarone  for  John  T.  Stan¬ 
ley  Company,  Incorporated,  owner. 

SUBJECT  Application  July  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 636-640  West  30th  Street 
South  side,  250  feet  east  of  12th  Avenue,  Block  675, 
Lot  52,  Borough  of  Manhattan. 

1119- 61-A 

APPLICANT — Mario  T.  Tucciarone  for  John  T.  Stan¬ 
ley  Company,  Inc.,  owner. 


SUBJECT— Application  July  13,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 630-632  West  30th  Street 
south  side,  375  feet  east  12th  Avenue,  Block  675,  Lot 
49,  Borough  of  Manhattan. 


1120-61-A 

APPLICANT — Mario  A.  Tucciarone  for  John  T.  Stan¬ 
ley  Company,  Inc.,  owner. 

SUBJEC  i  Application  July  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

1  REMISES  AFFECTED — 634-West  30th  Street,  south 
side,  325  feet  east  of  12th  Avenue,  Block  675,  Lot  49, 
Borough  of  Manhattan. 


1130-61-A 

APPLICANT — The  Bato  Company,  Incorporated,  les¬ 
see  for  U.S.  Bottle  Caps,  Incorporated,  owner. 

SUBJECT  Application  July  14,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 34-33  Collins  Place,  east 
side,  465.21  feet  north  of  Northern  Boulevard,  Block 
4946,  Lot  96,  Flushing,  Borough  of  Queens. 


1140-61-A 

APPLICANT — Joseph  Lau  for  National  Board  ut 
Young  Men’s  Christian  Association,  owner. 

SUBJECT — Application  July  14,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 56  Reade  Street,  North  side, 
98  feet  10  inches  west  of  Broadway,  Block  150,  Lot  1, 
Borough  of  Manhattan. 


1146-61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  155 
Hudson  Street,  Corporation,  owner. 

SUBJECT — Application  July  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 151  Hudson  Street,  north¬ 
east  corner  of  Hubert  Street,  Block  215,  Lot  25,  Bor¬ 
ough  of  Manhattan. 


1011-62-A 

APPLICANT — Elias  K.  Herzog  for  Bernher  Realty 
Corporation,  owner. 

SUBJECT — Application  October  26,  1962 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
provide  protection  for  windows  etc. 

PREMISES  AFFECTED— 80  Jefferson  Street,  530-534 
Water  Street,  northwest  corner,  Block  247,  Lot  34, 
Borough  of  Manhattan. 


1057-62-A 

APPLICANT— John  H.  McChord,  Jr.  of  Carter,  Led- 
yard  and  Milburn  for  adjoining  Property  owners: 
Kinney-East  50th  Street  Garage  Corporation;  lessee. 

OWNERS  OF  PREMISES:  Prudential  Insurance 
Company  of  America. 

SUBJECT — Application  November  29,  1962— Review  of 
a  Decision  of  the  Borough  Superintendent  re-  zoning 
matter,  and  refusal  to  recoke  Certificate  of  Occupancy. 
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PREMISES  AFFECTED— 138-146  East  50th  Street, 
south  side,  200  feet  east  of  3rd  Avenue,  Block  1304, 
Lot  45,  Borough  of  Manhattan. 


695-63-A  J  . 

APPLICANT — Harry  M.  Prince  for  Third  Avenue 
Leasing  Company,  &  Jack  Markman,  owner:  Schloss- 
man’s  Incorporated,  lessee. 

SUBJECT— Application  September  9,  1963— Appeal 

from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner — re-  sprinkler  system. 

PREMISES  AF F ECT ED — 2966-2970  Third  Avenue, 
east  side,  from  East  153rd  Street  to  Bergen  Avenue 
and  482-492  East  153rd  Street,  Block  2362,  Lots  52 

and  43,  Borough  of  the  Bronx. 

MAX  H.  FOLEY,  Chairman. 


NOVEMBER  6,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  November  6,  1963,  at  10  o  c{°ck^t  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

1686-61-BZ  , ,  _  u 

APPLICANT— James  S.  Mclnerny  for  Fregold  Realty 
Corporation,  owner.  ...  t 

SUBJECT— Application  November  13,  1961— decision  of 
the  Borough  Superintendent,  under  Section  7c  of  the 
Zoning  Resolution,  to  permit  in  a  business  and  resi¬ 
dence  use  district,  the  maintenance  of  a  P^kmg  lot 
accessory  to  an  existing  supermarket  with  night  park 
ing  for  local  residents. 

PREMISES  AFFECTED-940  East  181st  Street  south 
side,  170  feet  west  of  Vyse  Avenue,  931  to  941  East 
180th  Street,  Block  3128,  Lot  35,  Borough  of  The 
Bronx. 

Laid  over  from  July  2,  1963  to  September  24  1963 
for  hearing;  then  to  November  6,  1963;  applicant  to 
be  notified  to  send  out  20-day  notices. 


689-63-BZ 

APPLICANT — Albert  Melniker  for  Alvin  H.  Baron, 
owner.  .  . 

SUBJECT— Application  August  26,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  ol 
the  Zoning  Resolution,  to  permit  in  a  R3-1  district, 
the  maintenance  of  an  off  street  loading  area  and  cus¬ 
tomer  and  employee  parking,  facility  for  an  existing 
commercial  use  on  the  adjoining  lot. 

PREMIISES  AFFECTED— 1490  Clove  Road,  south¬ 
west  corner  of  Tiogas  Street,  Block  661,  Lot  1,  Sunny- 
side,  Borough  of  Richmond. 


690-63-BZ 

APPLICANT — Lama  Proskauer  and  Prober  for  Moth¬ 
ers  Trading  Corporation,  owner. 

SUBJECT— Application  August  23,  1963— Decision  of 
the  Borough  Superintendent,  under  Section  72-21  ol 
the  Zoning  Resolution,  to  permit,  in  a  R6  district,  the 
change  in  occupancy  from  parking  lot,  dwelling  and 
two  car  garage  to  a  supermarket  with  accessory  load¬ 
ing  and  unloading  and  parking. 

PREMISES  AFFECTED— 567-583  Amboy  Street  and 
31-47  Hegeman  Avenue,  north  east  corner,  and  982-y»4 
Hopkinson  Avenue,  Block  3622,  Lots  5,  6,  9,  10,  11  and 
56,  Borough  of  Brooklyn. 


691-63-BZ 

APPLICANT— Burke  and  Groh  for  Harry  D.  O’Con¬ 
nor,  Sylvester  D.  O’Connor,  owners;  Dennis  S.  O  Con¬ 
nor,  Funeral  Home,  lessee. 

SUBJECT— Application  August  22,  1963  —  Decision  of 
the  Borough  Superintendent,  under  Section.  11-412  or 
the  Zoning  Resolution,  to  permit  in  a  R4  district,  the 
erection  of  a  one  story  enlargement  to  an  existing 
funeral  establishment  previously  granted  by  the  Board. 

PREMISES  AFFECTED— 91-05  Beach  Channel  Drive, 
south  west  corner  from  Beach  91st  Street  to  Beach 
92nd  Street,  Block  16125,  Lots  26  and  64,  Bell  Harbor, 
Borough  of  Queens. 


West  46th  Street  Corporation, 


224-63-BZ 

APPLICANT— 333 

owner.  .  .  , 

SUBTECT — Application  March  12,  1963 — decision  of  the 
Borough  Superintendent,  under.  Section  1 1-31 2  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-5  district,  the 
enlargement  in  area  of  an  existing  parking  lot  previ¬ 
ously  granted  by  the  Board. 

PREMISES  AFFECTED  327-339  West  46th  Street, 
north  side,  321  west  of  Eighth  Avenue,  Block  1037, 
Lots  15,  16  and  18,  Borough  of  Manhattan. 

Laid  over  from  September  24,  1963  to  November  6, 
1963,  at  applicant’s  request;  applicant  to  send  out 
twenty  day  notices. 


618-63-BZ  .  _  . 

APPLICANT — Robert  L.  Bien  for  Doris  K.  Carver  and 
Samuel  Ades,  owners. 

SUBJECT— Application  August  8,  1963  —  decision  of 
the  Borough  Superintendent,  under.  Section  72-21  ot 
the  Zoning  Resolution,  to  permit,  in  a  C6-4  district, 
the  erection  of  a  16  story  office  building  that  exceeds 
the  permitted  floor  area  ration  and  the  mechanical 
equipment  penthouse  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 110-118  Church  Street  and 
33-41  Park  Place,  northeast  corner,  Block  126,  Lots  2 
and  4,  Borough  of  Manhattan. 


529-57-BZ 

APPLICANT — Burke  and  Groh  for  C.B.S.  Trading 
Corp.,  owner. 

SUBJECT — Application  reopened  October  8,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  April  8,  1963— decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a  re¬ 
sidence  and  local  retail  use  district,  the  use  of  the 
plot  for  the  sale  and  display  of  used  cars  dealt  in  by 
the  Chevrolet  Agency  on  the  adjoining  lot  to  the  east 
and  permitting  the  maintenance  of  lights  and  sign 
around  the  perimeter  of  the  sales  car  lot. 

PREMISES  AFFECTED— 234-04  Northern  Boule¬ 
vard,  southeast  corner  of  234th  Street,  Block 
T  and  293.  Douelaston,  Borough  of  Queens, 


60-37-BZ — Vol.  IV 

APPLICANT— Dominick  Salvati  and  Son  for  Great 
South  Bay  Company,  owner. 

SUBJECT— Application  reopened  October  9,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  July  23,  1962— decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  and  residence  use  district  that  portion  of  the 
premises  where  unbuilt  upon,  to  the  rear  of  the  store 
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gf  b  ,OCCUpied  for  the  parking  of  motor  be- 
hicles  of  the  pleasure  car  type  belonging  to  the  em¬ 
ployees  and  patrons  of  the  stores. 

PREMISES  AFFECTED-32-11  to  32-21  Newtown 

^enm  a£d*i2o~3T6  to128;58  33rd  Street,  northwest  cor¬ 
ner,  Block  619,  Lot  1,  Astoria,  Borough  of  Queens. 

MAX  H.  FOLEY,  Chairman. 


1211-61-A 

APPLICANT  Peter  Pan  School  Incorporated,  owner 

SUBJECT— Application  July  27,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 1226  Ocean  Parkway,  west 
side,  200  feet  south  of  Avenue  L,  Block  6541,  Lot  19 
Borough  of  Brooklyn. 


NOVEMBER  6,  1963,  2  P.M. 

HERPY  GIVEN  of  a  public  hearing 
Wednesday  afternoon ,  November  6,  1963,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the  fol¬ 
lowing  matters: 

876-61-A 

A?F^GANT  Baptist  Children’s  Home  of  Long  Is¬ 
land,  owner.  6 

SUBJECT— AppHcation  April  14,  1961— Appeal  from  an 

•C1i  ,and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 2360  Ocean  Avenue,  North¬ 
west  corner  of  Avenue  S,  Block  6825,  Lot  20,  Bor- 


943-61-A 

APPLICANT— Arthur  Stern  and  F.G.I.  Realty  Cor¬ 
poration  for  F.G.I.  Realty  Corporation,  owner;  Arthur 
Stern,  lessee. 

SUBJECT— Applicant  June  16,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 118  Forsyth  Street,  east 
side  100  feet  north  of  Broome  Street,  Block  419,  Lot 
45,  Borough  of  Manhattan. 


1152-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Armstrong 
Contracting  and  Supply  Corporation,  owner. 

SUBJECT— Application  July  17,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprmkler  system. 

AFFECTED— 216  Plymouth  Street,  east 
side  150  feet  south  of  Bridge  Street,  Block  31,  Lot 
25,  Borough  of  Brooklyn. 


1180-61-A 

ArnPr1LTCKAN7?~IrTin  Emerman  for  Frank  Pasquale 
and  John  Pasquale,  owners. 

SUBJECT— Applicati°n  July  21,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

EFFECTED — 25  Howard  Street,  south 
side  Wt)  feet  west  of  Lafayette  Street,  Block  209,  Lot 
12,  Borough  of  Manhattan. 


1203-61-A 

AfnrIrICAfNTTHo-dgeSc-Reavis’  McGrath  and  Downey 
for  Country  Leasing  Corp.,  owner. 

SUBJECT— Application  July  25,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

pREMISES  AFFECTED— 3849  (3797-3849)  Nostrand 

b^s.*0 Avenue  z’ Biock 


1227-61-A 

APPLICANT  Daub  and  Daub  for  Seacoast  Labora¬ 
tories  Incorporated,  owner. 

SUBJECT— Application  July  25,  1961  —  Appeal  from 

an  .°,  ,er  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 156-162  Perry  Street,  south 

r  J2°in  Lwest  of  Washington  Street,  Block  637, 
Lots  18,  19,  20  and  21,  Borough  of  Manhattan. 


1236-61-A 

APPLICANT — Harry  Mandell  for  Stunad  Realty  Cor¬ 
poration,  owner;  Ed.  Melnick  Company,  lessee. 

SUBJECCT  Application  July  31,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 177  Prince  Street,  north 
side,  / 5  feet  West  of  Thompson  Street,  Block  517,  Lot 
40,  Borough  of  Manhattan. 


1240-61-A 

APPLICANT — 41  West  28th  Street  Corporation,  owner. 

SUBJECT  Application  July  31,  1961  • —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
spnnkler  system. 

PREMISES  AFFECTED— 41  West  28th  Street,  north 
side,  207  feet  3%  inches  west  of  Avenue  of  the  Amer¬ 
icas,  Block  830,  Lot  14,  Borough  of  Manhattan. 


1265-61-A 

•APPLICANT  Samuel  Rosenblum  for  Francie  Estates 
Incorporated,  owner. 

SUBJECT — Application  August  4,  1961  —  Appeal  from 
an  older  and  a  decision  of  the  Fire  Commissioner  re- 
sprmkler  system. 

PREMISES  AFFECTED — 269-271  West  39th  Street 
north  side,  60  feet  west  of  8th  Avenue,  Block  789,  Lot 
7,  Borough  of  Manhattan. 


1267-61-A 

APPLICANT— Arthur  Paul  Hess  for  Katherine  Geddes, 
owner. 

SUBJECT— Application  August  4,  1961  —  Appeal  from 
an  oi  der  and  a  decision  of  the  Fire  Commissioner  re- 
spnnkler  system. 

PREMISES  AFFECTED — 221-225  Fulton  Street,  201 
Greenwich  Street,  northeast  corner,  Block  85,  Lot  1 
Borough  of  Manhattan. 


1268-61-A 

APPLICANT— A.  L.  Seiden  for  Estate  of  Louis  Ruben- 
stein,  owner. 

SUBJECT— Application  August  1,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 
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PRFMISES  AFFECTED— 203-205  Canal  Street,  101- 
W7  Mulberfy  Street,  northwest  corner,  Block  206, 
Lot  26,  Borough  of  Manhattan. 

APPLICANT— Samuel  Rosenblum  for  Dorothy  Alper, 

SUBTECT — Application  October  24,  1961  <ApPef}  ^onl 
decisions  of  the  Fire  Commissioner,  re-  Sprinklers. 

PREMISES  AFFECTED — 141-143  West  27th  Street, 
PRLMlon,o  inches  east  of  Seventh  Avenue, 

Block  803,’  Lots  14  and  15,  Borough  of  Manhattan. 

APPLICANT— Samuel  Rosenblum  for  Dorothy  Alper, 

qurtfCT _ Aonlication  September  24,  1963  Appeal 

tom  an  ordSanT a  decision  of  the  Fire  Comm.ss.oner 
re-  sprinkler  system.  , 

PREMISES  AFFECTED — 143  West  27th  Street,  n°rt 
side  274  feet  10  inches  east  of  Seventh  Avenue,  Bloc 
803,’  Lot  14,  Borough  of  Manhattan. 

1025-62- A  .  __  • 

APPLICANT — Schaefer  and  Atkin  for  Kappa  Chi 
House  Corporation,  owner. 

cttrIECT _ Application  November  8,  1962  Appeal 

S  from  a  decision  of  the  Borough  Superintendent  re¬ 
frame  structure  —  fraternity  meeting  rooms,  means 

of  egress  etc.  , 

PRFMISES  AFFECTED— 158-27  79th  Avenue,  north 
side,  140  feet  west  of  160th  Street,  Block  6830,  Lot  34, 
Flushing,  Borough  of  Queens. 

1035-62-A  ,  ,, 

APPLICANT— Leonard  F.  Rothkrug  for  Mae  Hauss- 
man,  owner;  Jules  Ingerman,  lessee. 

SUBJECT— Application  November  14,  1962  —  Appeal 
b  rfom  a  decision  of  the  Borough  Superintendent,  re- 
Class  3  construction  change  in  use,  second  floor,  public 
building  —  stair  enclosure  wood  stairs,  skylight. 
PREMISES  AFFECTED— 1805  Church  Avenue,  north 
side,  25  feet  6  inches  east  of  East  18th  Street,  Block 
5079,  Lot  22,  Borough  of  Brooklyn. 

1125-62- A 

APPLICANT — James  Whitford,  Jr.  for  Great  Kills 
Professional  Building,  Incorporated,  owner. 


SITRTFCT _ Application  December  14,  1962  Appeal 

S  from  a  deciston  of  the  Borough  Supertn.enden,  re- 
class  3  construction,  for  doctor  s  office. 

PREMISES  AFFECTED — 55  Lmdenwood  Road  4066 
Amboy  Road,  southeast  corner,  Block  5216,  Lot  , 
Great  Kills,  Borough  of  Richmond. 

APPLICANT— Samuel  Rosenblum  for  Galrow  Realty 

SimTECT-AppTcation  December  14,  1962  -  Appeal 

S  from  a  deeton  3  the  Fire  Commissioner  re-  elevator 

PREMISES  AFFECTED — 345-351  West  35th  Street, 
north  side,  266  feet  8  inches  east  of  Ninth  Avenue, 
Block  759,  Lot  14,  Borough  of  Manhattan. 


1137  62  A 

APPLICANT— Samuel  Rosenblum  for  Galuten  Build¬ 
ing  Incorporated,  owner. 

cttrifCT _ Application  December  14,  1962  Appeal 

froL  Sr  orde?  and  a  decision  of  the  Fire  Commrss.oner 
re-  elevator  in  readiness. 

PREMISES  AFFECTED— 241-245  West  29th  Street, 
north  side,  250  feet  inches  east  of  Eighth  Avenue, 
Block  779,  Lot  13,  Borough  of  Manhattan. 


Louis  Adler 


1141-62-A 

APPLICANT— Samuel  Rosenblum  tor 
Realty  Company,  Inc.,  owner. 

SUBTECT— Application  December  21,  1962  —  Appeal 
Korn  a  decision  of  the  Fire  Commissioner  re-  elevator 
in  readiness.  , 

PREMISES  AF F E CT ED— 475 

west  corner  of  West  36th  Street,  Block  708,  Lot  31, 

Borough  of  Manhattan. 

1147  62  A 

APPLICANT— Leonard  F.  Rothkrug  for  Sergio  Favuz- 
zo,  owner;  Mel  Scimie,  lessee. 

SUBJECT— Application  November  27,  !962  2—  Appea1 
from  a  decision  of  the  Borough  Superintendent  re- 
Class  3  building,  change  in  use. 

PRFMISES  AFFECTED— 8140-8146  New  Utrecht 
Avenue  1728-1732  82nd  Street,  southwest  corner  and 
8129-8133  Bay  16th  Street,  Block  6314,  Lot  12,  Borough 

of  Brooklyn.  MAx  r  FOlEY,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING  OCTOBER  8,  1963,  10  A.M. 
Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 

K  The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  September  1 24  19b3, 

were  approved  as  printed  in  the  Bulletin  of  October  3, 
1963,  Vol.  48,  No.  40. 

223-63-BZ  4 

APPLICANT— Leonard  F.  Rothkrug  for  Charles  Mot- 


and 


tola,  Lincolndale  Homes,  Inc.,  Mario  Avallone 
Frank  Calabro,  owners. 

SUBJECT— Application  March  13,  1963— decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  and  LI  3  ms 

trict  the  relocation  and  reconstruction  of  an  automo¬ 
tive  service  station  with  accessory  uses  including  auto¬ 
matic  car  washing. 

PREMISES  AFFECTED  3217  White  Plains  Road 
northwest  corner  of  Burke  Avenue  Block  4595,  Lots 
42,  44,  46  and  48,  Borough  of  The  Bronx. 
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MINUT 


APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  22,  1963, 
at  10  A.M.  for  applicant  to  submit  revised  drawings; 
hearing  previously  closed. 


340-63-BZ 

APPLICANT — Max  Siegel  Associates  for  333  East  69th 
Street  Corporation,  owner ;  333  Garage  Corporation, 
garage  lessee. 

SUBJECT— Application  April  19,  1963— decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  a  C2-8  and  R8 
district,  for  a  term  of  fifteen  years,  the  use  of  transient 
parking  for  the  unused  and  surplus  tenants  spaces  in 
an  existing  multiple  dwelling  accessory  garage 

PREMISES  AFFECTED — 325-339  East  69th  Street 
north  side,  99  feet,  2  inches  west  of  First  Avenue 
Block  1444,  Lot  15,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Max  Siegel. 

For  Opposition:  Wesley  J.  Liefeler,  Esq.,  Herman 
Axelrod,  Richard  Levine,  Nicholas  Benton,  Mar¬ 
gate  La  Large,  Leo  Seltzer,  Richard  Flender 
and  Colin  C.  Ferenbaek. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1963, 
at  10  A.M.  for  decision;  hearing  closed. 


SUBJECT— Application  June  17,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R2  district  the 
erection  of  a  one  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area,  encroaches  on  the  re¬ 
quired  front  yard  and  with  a  garage  within  the  re¬ 
quired  side  yard  and  open  space. 

REMISES  AFFECTED — 219-02  132nd  Road,  132-27 
~iyt.h  Street  southeast  corner,  Block  12929,  Lot  40 
Springfield  Gardens,  Borough  of  Queens 
APPEARANCES— 

For  Applicant:  Aaron  Halpern. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  29,  1963 
at  10  A.M.  for  inspection  and  decision;  applicant  to 
submit  revised  drawings  and  obtain  new  objection 
trom  Building  Department;  hearing  closed. 


341-63-A 

APPLICANT — Max  Siegel  Associates  for  333  East  69th 
Street  Corporation,  owner;  333  Garage  Corporation 
garage  lessee. 

SUBJECT  Application  April  19,  1963 — Filed  pursuant 
to  Section.  60  of  the  Multiple  Dwelling  Law  re — tran- 
sient  parking. 

PREMIISES  AFFECTED— 325-339  East  69th  Street, 
north  side,  99  feet,  2  inches  west  of  First  Avenue' 
Block  1444,  Lot  15,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Max  Siegel. 

ACTION  OF  BOARD— Laid  over  to  December  3,  1963, 
at  10  A.M.  for  decision;  hearing  closed. 


529-63-BZ 

APPLICANT  Zachary  Rosenfield,  for  New  York  City 
Housing  Authority,  owner. 

SUBJECT  Application  June  15,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  73-643  of 
the  Zoning  Resolution,  to  permit  in  an  R6  district,  the 
erection  of  a  two  story  community  center  facility 
within  an  existing  housing  development  that  increases 
the  degree  on  non-compliance  as  to  lot  area  per  room 

PREMISES  AFFECTED— 1619  East  174th  Street' 
super-block  bounded  by  East  174th  Street,  Bronx 
River  Avenue  and  Harrod  Avenue,  Block  3886,  Lot 
2,  (Bronx  River  Houses),  Borough  of  The  Bronx 
APPEARANCES— 

For  Applicant:  Zachary  Rosenfield  and  Norman  Ro- 
senfeld. 

For  Opposition:  Dudley  Taitt,  Sue  Robinson,  Rita  L. 
Harris,  Audrey  Small,  Muriel  Davis  and  Christoff 
Faulkner. 

For  Administration:  Max  B.  Schreiber,  N.  Y.  C. 
Housing  Authority. 

AC1ION  OF  BOARD — Laid  over  to  October  22,  1963, 
at  10  A.M.  for  inspection  and  decision;  applicant  to 
submit  statement;  hearing  closed. 


468-63-BZ 

APPLICANT— Sawyer,  Sullivan  and  Ryon  for  Texaco 
Incorporated,  owner;  Harold  Friedman  Service  Sta¬ 
tion,  lessee. 

SUBJECT— Application  May  29,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  district,  at 
an  existing  automotive  station,  previously  granted  by 
by  the  Board,  the  enlargement  in  the  lot  area  and 
floor  area. 

P?£MTI-SfS  -EFFECTED — 796-808  Utica  Avenue,  736- 
/46  Linden  Boulevard,  southwest  corner,  Block  4675 
Lots  6  and  10,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  J.  Ryan. 

For  Oposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  22,  1963, 
at,  1U.  A-M- .for  inspection  and  decision;  applicant  to 
submit  Certificate  of  Occupancy  and  amended  draw¬ 
ings;  hearing  closed. 


504-63-BZ 

AuPLi,CANT~HaIpern  and  Hurley  for  Frances  P 
■Headley,  owner. 


566-63-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Wil¬ 
liam  E.  Kleinhenz,  owner. 

SUBJECT— Application  July  9,  1963— decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C2-2 
and  Ro-2  district,  the  enlargement  and  extension  in 
area  or  an  existing  automotive  service  establishment 
previously  granted  by  the  Board. 

PREMISES  AFFECTED— 205-01  to  205-19  (205-11 
official)  Northern  Boulevard  north  side,  from  205th 
Street  to  Clearview  Expressway,  43-10  to  43-46  Clear- 
view  Expressway,  43-27  to  43-35  205th  Street,  Block 
6269,  Lot  20  (formerly  20  and  part  of  9)  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti  and  William  E. 
Kleinberg. 

For  Opposition:  Victor  D.  Barst  Jr.,  Martha  Regneri, 
Fred  Regneri,  Gustave  Maikisile,  Robert  B.  Lerz, 
Maria  Lena  Gennasa,  Mary  C.  Maguire,  John  G. 
Flood,  Eleanor  Petersen  and  Pauline  Allen. 

ACTION  OF  BOARD— Laid  over  to  October  29,  1963, 
at  10  A.M.  for  continued  hearing. 
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MINUTES 


374-53-BZ  „  .  ,  0  « 

^PPLJCANT — Mazza  and  Seccia  for  Broadcham  Real¬ 
ties,  Inc.,  owner. 

SUBJECT — Application  reopened  September  11), 

for  consideration  as  to  extension  of  term  of  variance, 
expired  July  17,  1963  —  decision  of  the  Borough  Super¬ 
intended,  previously  granted  on  condition,  under  sec¬ 
tion  7f  of  the  Zoning  Resolution,  permitting  in  a  re¬ 
tail  use  district,  the  cellar  and  basement  of  existing 
building  to  be  used  for  garage  for  more  than  five  motor 
vehicles  and  storage. 

PREMISES  AFFECTED— 280-286  Broadway  east 
side,  from  Chambers  to  Reade  Streets  53-63  Cham¬ 
bers  Street  and  37  Reade  Street,  Block  163,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Eugene  M.  Seccia. 

For  Opposition:  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 

'ppjp  VQ'PJT _ 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  " 

Negative :  -  u 

THE  RESOLUTION— 

Whereas,  on  July  17,  1953,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 

Whereas,  the  applicant  requested  reopening  of  this 
application  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  July  17,  1963;  and 

Whereas,  this  application  was  reopened  on  September 
10,  1963  and  set  for  hearing  on  October  8,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin;,  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  21,  1963  acting  on  Alt.  Applic.  No.  89-53,  reads : 
“1.  Obtain  approval  for  extension  of  time  from  Board 
of  Standards  and  Appeals.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  17,  1953  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read : 

‘‘granted  for  a  term  of  five  years  from  the  date. of  this 
amended  resolution  or  until  the  date  on.  which  the 
City  takes  title  to  the  property,  whichever  is  the  lesser 
term,  to  permit.  .  .  .  ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  Certificate  of  Occupancy 
shall  be  obtained.” 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker,  and  Lom- 

misioner  Klein  .  q 

Negative:  . 

THE  RESOLUTION—  ^  ,  ..  .. 

Whereas,  on  October  23,  1956,  this  application  was 
granted  by  the  Board  on  certain  conditions;  and 

Whereas,  the  applicant  requests  a  further  extension  of 
a  variance  granted  under  Cal.  No.  474-56-BZ  on  September 
17  1958  for  a  term  of  five  years  to  permit  in  a  residence 
district  the  parking  of  more  than  five  cars;  that  Certificate 
of  Occupancy  No.  20388-56  will  expire  on  September  17, 
1958  for  a  term  of  five  years  to  permit  in  a  residence 
district  the  parking  of  more  than  five  cars;  that 
it  is  also  requested  that  the  variance  ,  if  grante  , 
be  extended  for  a  term  of  five  years ;  that  on  a  recent  per¬ 
sonal  inspection,  it  was  found  that  conditions  on  the  site 
and  in  the  surrounding  area  are  unchanged;  that  the  zon¬ 
ing  district  designation  as  of  December  15,  1961  is  now 
R7-1 ;  that  based  on  personal  inspection,  there  has  been 
compliance  with  the  terms  and  conditions  of  the  Boards 
Resolution  affecting  the  premises;  and 

Whereas,  the  applicant  requested  reopening  ,  of  _  this 
application  and  consideration  under  Section  11-411  ot  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  September  17,  1963 ;  and 
Whereas,  this  application  was  reopened  on  September 
10,  1963  and  set  for  hearing  on  October  8,  1963  at  10  A.M. 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  October  8,  1963  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  10,  1963  acting  on  Alt.  Apphc.  No.  289-56, 
reads : 

“1.  Proposed  use  of  parking  lot  for  more  than  five 
(5)  motor  cars  beyond  Sept.  17,  1963  is  contrary 
to  B.S.A.  Cal.  #474-56-BZ  and  is  referred  back  to 
the  Board  as  per  Sect.  11-411  of  the  Z.R. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  2o,  1936  as 
amended  through  September  17,  1958  only  as  to  the  term 
of  the  variance,  so  that  as  amended  it  shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of 
this  amended  resolution,  to  permit.  ...  ;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects  j^and  that  a  Certificate 
of  Occupancy  shall  be  obtained. 


474-56-BZ 

APPLICANT— Morris  Avenue  Parking  Company,  Inc., 
owner. 

SUBJECT— Application  reopened  September  10,  1963  for 
consideration  as  to  extension  of  term  of  variance,  expired 
September  17,  1963  —  decision  of  the  Borough  Superin¬ 
tended  previously  granted  on  condition,  under  Section 
7h  of  the  Zoning  Resolution,  permitting-in  a  residence 
use  district,  a  parking  lot  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 1245-1257  Morris  Avenue, 
west  side,  300  feet  north  of  East  167th  Street,  Block 
2450,  Lot  42,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Daniel  Kushnei. 

For  Opposition :  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 


1461-81-BZ  .  t  n 

APPLICANT— Charles  M.  Spindler  for  Joseph  LaOapro, 

SUB  TECT— Application  reopened  September  10,  1963  for 
consideration  as  to  extension  of  time  to  complete,  expired 
Anril  3  1963  —  decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7c  of  the 
Zoning  Resolution,  permitting  in  a  business  and  residence 
use  district,  within  the  business  portion  of  the  Prem'ses- 
lubrication,  the  reconstruction  and  extension  of  the ^uses 
of  an  existing  gasoline  service  station  to  include  motor 
vehicle  with  hand  tools  only,  car  washing,  and  the 
extension  of  the  parking  area  into  the  residence  portion 
of  the  premises  for  accessory  parking,  with  a  ground 

PREMISES  AFFECTED — 145-31  (145-15  official)  Rock- 
away  Boulevard,  northwest  corner  of  Inwood  Street 
Block  12048,  Lot  77,  South  Ozone  Park,  Borough  of 
Queens. 
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APPEARANCES— 

For  Applicant:  B.  J.  Amato, 
bor  Opposition:  None. 

A<work>N  °F  BOARD— Time  extended  to  complete  the 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _  c 

Negative:  .  .  X 

THE  RESOLUTION— . 

hv^EpEtSH°n  Ap?1-  3’  196,2’.this  application  was  granted 
by  t  le  Board  on  certain  conditions;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  extension  of  the  time  within  which  to  obtain 
1963ntancind  Comp  ete  tbe  work,  which  expired  on  April  3, 

Whkkeas,  this  application  was  reopened  on  September  10, 
1V03  ana  set  for  hearing  on  October  8,  1963  at  10  A  M 
requiring  a  new  decision  of  the  Borough  Superintendent 
and  two  publications  in  the  Bulletin;  and 

\Vhereas  a  public  hearing  was  held  on  this  application 

BulLtffi^and8’  1963  after  dU£  n°tiCe  by  publication  in  the 

daffid^W^R^lQA?101?-  °f  the  borough  Superintendent, 
reads-  28’  1963  acting  on  N-B-  Applic.  No.  720-61, 

“L  Proposed  extension  of  term  of  variance  for  an 

146i  6in-BZy’’ar  IS  COntrary  to  B-S-  &  A.  Cal.  No. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hd  eby  amend  the  resolution  adopted  on  April  3,  1962  only 
as  to  the  time  to  obtain  permits  and  complete  the  work,  so 
that ^as  amended  this  portion  of  the  resolution  shall  read: 

AhaJfipefmitf  Sal1  be  obtained>  work  completed  and  a 
Certificate  of  Occupancy  obtained  within  one  year  from 
the  date  of  this  Resolution 


and 


trary  to  Art.  II  Chapter  2,  Sect.  22-10  of  the  Zon¬ 
ing  Resolutions. 


388-63-BZ 

APPLICANT— Lindenbaum  and  Young  for  Martin  L 
-baron,  owner. 

SUBJECT— Application  May  6,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district  the 
maintenance  of  a  parking  lot  opposite  the  World’s  'Fair 
for  a  temporary  term  of  three  (3)  years. 

PREMISES  AFFECTED — 58-05  Rodman  Street,  south- 
east  corner  of  58th  Avenue,  Block  6353,  Lots  1,  2,  3  and 
4,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum 
bor  Opposition:  Adrian  Gugliada. 

THE^VOTE— °ARD  Application  granted  on  condition. 

Affirmative: Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ^ 

Negative:  .  0 

THE  RESOLUTION— 

^r,^HEfEAK  a  pubb(l  hearin£  was  held  on  this  application 

the  |enlCHn-ri  •?'  1963  afcer  due  notice  by  publication  in 
and^iS  ’  aLd  °Yer  to  September  24,  1963  for  inspection 
and  decision;  hearing  closed;  then  to  October  8  1963  * 
applicant  to  file  revised  drawing;  and  ’  ’ 

daffidHEWn  ioe£isi0rV°f  the  Borough  Superintendent, 
reads-  25’  1963  aCtmg  °n  Alt>  Applic.  No.  564-63, 

“L  The  proposed  Parking  and  Storage  of  pleasure  type 
automobiles,  located  within  R-4  use  district  is  con¬ 


Whereas,  the  premises  and  surrounding  area  were  in- 

ffiat  th!  h/J-  C°nim!ttee  of  tbe  Board  which  recommended 
t  lat  the  application  be  granted  under  certain  conditions ;  and 

tibe  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to 
giant  under  Section  72-21  of  the  Zoning  Resolution,  and 

n-el0re  ,e,ntltled  1:0  rebef  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  of  the  Zoning  Resolution7  to 
permit  in  an  R-4  district,  the  maintenance  of  a  parking’  lot 
opposite  the  Worlds  hair,  for  a  temporary  term  of  three 
years  oij  condition  that  the  lot  conform  to  drawings  filed 
w*th  tins  apphcatmn  dated  May  6,  1963,  1  sheet;  October 
4,  iyo3,  1  sheet,  revised ;  on  further  condition  that  no  cars 
be  aHow^  entrance  to  the  lot  prior  to  9  a.m.  or  after 
.o0  p.m. ,  that  the  light  poles  shown  on  the  drawings  be 
limited  to  a  height  of  ten  feet,  and  that  the  lights  be  directed 
down  on  the  lot  and  away  from  the  adjoining  properties 
that  the  size  of  the  attendant’s  shanty  shall  be  limited  to 
five  feet  by  five  feet;  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with,  permit  be  obtained  work 
done,  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  Resolution.  y  a 


502-63-BZ 

APPLICANT— Haus  and  Bresin  for  Golden  Gate  Motor 
Inn,  Incorporated,  owner. 

SUBJECT— Application  Tune  14,  1963-decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  C2-1  district,  the  main¬ 
tenance  of  a  business  sign  that  exceeds  the  permitted  sur¬ 
face  area  and  the  permitted  height. 

P2^27SSKAFFEe(TTED“38b7-3891  Shore  Parkway, 
Tnt  17R  Knapp  ?t^eet’1  northwest  corner,  Block  8806, 
Lot  17,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus  and  T.  Hartnett 
bor  Opposition:  Samuel  Bodian  for  Park  Dept. 

AE™^  BOARD— Application  granted  on  condition. 

1  ±1  Ji  V  o  r  E — 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  r 

Negative:  . . .  j? 

THE  RESOLUTION— . 

Whereas,  a  public  hearing  was  held  on  this  application 
2?  Re^ef^beii  -1?’  1963  after  due  notice  by  publication  in 

rW-lsi'11  etm  j  fd  °VeVt0  0ctober  8>  1963  for  inspection  and 
decision  and  for  applicant  to  consider  submitting  a  new 
proposition  and  for  discussion  with  the  Building  Depart¬ 
ment  ;  hearing  closed ;  and  ^epan 

Whereas,  the  decision  of  the  Borough  Superintendent 

reads -JUne  ^  1963  aCt'ng  °n  B-N‘  Applic-  No-  888-63,’ 

1.  Proposed  illuminated  business  sign  located  in  a  C2-1 
district  is  contrary  to  Sect.  32-643  of  the  Zoning 
Resolution. 

Note :  Sign  is  153.86  square  feet. 

2.  Proposed  business  sign  is  contrary  to  Sect.  32-655 
ot  the  Zoning  Resolution. 

Note:  Sign  is  more  than  20'  in  height” 

and 

Whereas,  the  premises  and  surrounding  area  were  in- 
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spected  by  a  committee  of  the  Board  and  the  committee 
recommended  that  the  application  be  granted,  and 

Whf.reas  the  Board  found  that  this  was  an  appropriate 
ca^Tn  wtrkh  to  exercise  discretion  to  grant  under  Sect, on 
11-412  of  the  Zoning  Resolution.  ,  , 

t?  that  the  Board  of  Standards  and  Appeals,  does 

hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the :  appl.ca- 
,Ton  be  and  it  hereby  is  granted .under  |e<st‘On  1  :4‘2  of 

maintenance  ofTtfliumin'ated'toLss  fign^a.tSds  the 
permitted  surface  area  on  condition  tot  the  sign  «£for 
to  drawings  filed  with  this  application  dated  June 
1963  1  sheet ;  and  October  4,  1963,  1  sheet  revised;  that 

another  laws,  rules  and  regulations  apphcable  be  c^pl  ed 

with  and  that  permit  be  obtained,  and  work  completed 
within  one  year  from  the  date  of  this  Resolution. 

503-63-A  _  . 

APPLICANT— Haus  and  Bresin  for  Golden  Gate  Motor 

Inn  Incorporated,  owner.  ,  , 

'sIlRTFCT _ Application  June  14,  1963  Appeal  ^om 

S  dedsta,  of  the  Borough  Superintendent  re-  ground  sign. 

PREMISES  AFFECTED— 3867-3891  ShoreR1  P^rkS’ 
2754-2772  Knapp  Street,  northwest  corner,  Block  8806, 
Lot  17,  Borough  of  Brooklyn. 

A  Fof  Ap#canfS^seph  C.  Haus  and  T.  Hartnett. 
ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant. 

T  AffirmSwfrChairman  Foley,  Vice  Chairman  Kleinert 
Commissioner.  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  0 

Negative:  . 


512-63-BZ  ^  T  . 

APPLICANT— Leonard  F.  Rothkrug  for  Thomas  J.  and 
Thelma  D.  Ormsby,  owner.  . 

SUBJECT— Application  June  18,  1963  —  decision  of  the 
Borough  Superintendent,  under  section  72-21  of  the.  Zo 
ing  Resolution,  to  permit  in  a  R4  district,  the  erection  o 
a  one  story  enlargement  to  an  existing  dwelling  that  en¬ 
croaches  on  the  required  front  and  side  yards  and  increases 
the  degree  of  non-compliance. 

PREMISES  AFFECTED— 3226  Randall  Avenue,  southeast 
corner  of  Wilcox  Avenue,  Block  5485,  Lot  25,  Borough 
of  The  Bronx. 

APPEARANCES—  f  , 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None.  , 

ACTION  OF  BOARD— Application  granted  on  condition. 

T  H  E  V  O  T  E 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ^ 

Negative:  . 

THE  RESOLUTION—  .  , ,  ,  .  .... 

Whereas,  a  public  hearing  was  held  on  this  application 
on  Sentember  24,  1963  after  due  notice  by  publication  in 
the  Bulfetin ;  laid  over  to  October  8,  1963  for  inspection 

and  decision;  hearing  closed;  and  .  , 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  28,  1963  acting  on  Alt.  Apphc.  No.  662-62,  reads . 
“C2  Proposed  enlargement  by  creating  a  new  sun  porch 
on  second  floor  without  provision  for  required  front 
yard  and  side  yard  as  per  Sections  23-45  and 
23-461  creates  an  increase  in  non-compliance  and 


and 


is  therefore  contrary  to  Section  54-31  of  the 
Zoning  Resolution.” 


Whereas  the  premises  and  surrounding  area  were  in¬ 
spected^ a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  condition  , 

^Whereas  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution  and  under 
the  provisions  of  the  City  Charter  and  is  therefore  entitled 
to  relief  on  the  grounds  of  practical  difficulty  and/or  un¬ 
necessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be .  and  it  hereby  is 
oranted  nnd,r  Section  72-21,  of  the  Zoning  Resolution  and 
under  the  provisions  of  the  City  Charter  to  permit  in  an 
R-4  district,  the  erection  of  a  one  story  enlargement  to 
existing  dwelling  that  encroaches  on  the  required  front  and 
Sde yard”  and  increases  the  degree  of  non-compliance 
on  condition  the  building  conforms  to  drawings  filed  with 
ths  amlication  dated  June  18,  1963,  5  sheets;  on  further 
condition  that  all  laws,  rules  and  regulation  apphcable 
shall  be  complied  with,  and  that  permit  be  obtained,  work 
done,  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  Resolution. 


Adjourned  11:30  A.M.  ^  p 
REGULAR  MEETING 

TUESDAY  AFTERNOON  OCTOBER  8,  1963,  2  P.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 

Klein. 

32-33-SA 

APPLICANT — Wisconsin  Burners,  Inc.,  owner. 

For  Applicant:  John  Horan. 

ACTION  OF  BOARD— Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  lest. 

T Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  ^ 

Negative:  - - 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads:  . 

32-33-SA— Amendment  to  resolution  as  to  additional 
model  of  oil  burner. 

Wisconsin  Burners,  Inc.,  Madison,  Wisconsin,  re¬ 
quested  that  the  resolution  adopted  May  16,  1933,  under 
Number  32-33-SA  be  reopened  and  amended  so  as  to 
include  an  additional  model  of  oil  burner. 

USE:  Mechanical  draft  oil  burner. 

DESCRIPTION:  The  requested  Model,  L,  is  basically 
the  same  as  the  presently  approved  burners  except  t  a 
they  are  smaller  units  and  have  a  lower  firing  rate.  1  he 
requested  model  has  been  approved  by  the  Underwriters 
Laboratories  under  MP  649. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  May  16,  19^J. 
under  Calendar  Number  32-33-SA  be  reopened  and 
amended  so  as  to  include  the  Model  “L”  Oil  Burner,  for 
oil  firing  only,  on  condition  that  the  requirements  of  the 
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resolution  adopted  May  16,  1933,  under  Calendar  Number 
32-33-SA  are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 

Assistant  Engineer. 

Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


12-39-SM 

APPLICANT — Owens-Corning  Fiberglas  Corp.,  owner. 
APPEARANCES— 

For  Applicant:  Hobson  Harrell. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein _ 5 

Negative:  _  _ _ q 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
12-39-SM— Amendment  to  resolution  as  to  marketing 
under  additional  names. 

Owens-Corning  Fiberglas  Corp.,  Toledo,  Ohio,  re¬ 
quested  that  the  resolution  adopted  January  17,  1939 
and  amended  February  26,  1957,  under  Calendar  Number 
12-39-SM  be  reopened  and  amended  so  as  to  permit 
the  approved  material  to  be  marketed  under  additional 
trade  names. 

USE:  Incombustible  insulation  material. 

DESCRIPTION:  There  has  been  no  change  in  the 
formulation,  method  of  manufacture  or  in  the  intended 
use  of  the  material  from  that  approved  January  17  1939 
under  Calendar  Number  12-39-SM.  ' 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  January  17,  1939, 
under  Calendar  Number  12-39-SM  be  reopened  and 
amended  so  as  to  permit  the  approved  material  to  be 
marketed  under  the  following  trade  names:  Owens- 
Corning  Fiberglas;  Fiberglas  Insulation;  Ruberoid  Co  ; 
Ruberoid  Fiberglas;  Bestwall-Certain-teed  Sales  Corp.; 
Certain-teed  Fiberglas;  Flintkote  Co.;  Flintkote  Insulat¬ 
ing  Wool;  Insulite  Division  of  Minnesota  and  Ontario 
Paper  Co.;  Insulite  Insulating  Wool;  National  Gypsum 
Co.,  Gold  Bond  Insulation  and  Gold  Bond  Twinsulation 
and  Sears  Roebuck  and  Co.;  Homart  Spun  Fiberglas 
Insulation  and  Homert  Spun  Pouring  Fiberglas  on  con¬ 
dition  that  the  requirements  of  the  resolution  adopted 
January  17,  1939  under  Calendar  Number  12-39-SM  are 
complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


620-40-SM 

APPLICANT — Owens-Corning  Fiberglas  Corp.,  owner. 


APPEARANCES— 

For  Applicant:  Hobson  Harrell. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 

recommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . . .  5 

Negative :  . . . . . . . . . q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
620-40-SM — Amendment  to  resolution  as  to  additional 
Fiberglas  Thermal  and  Sound  Insulation  material. 

Owens-Corning  Fiberglas  Corp.,  Toledo,  Ohio,  re¬ 
quested  that  the  resolution  adopted  July  28,  1942  and 
amended  at  various  times  through  October  4,  1960,  under 
Calendar  Number  620-40-SM  be  reopened  and  amended 
so  as  to  include  additional  Fiberglas  Thermal  and  Sound 
Insulation  material. 

USE:  Incombustible  sound  insulation  and  thermal 
material. 

DESCRIPTION :  1)  Fiberglas  “Glas  Cloth  Faced”  is 
the  same  basic  material  as  the  presently  approved  board 
except  that  the  board  is  finished  with  a  glass  cloth  sur¬ 
face.  The  board  ranges  in  size  from  10"  to  48"  wide  bv 
48"  to  60"  long  and  %"  to  2"  in  thickness. 

2)  Fiberglas  “Pin  Perforated”  acoustical  tile  and  ceil¬ 
ing  board,  is  the  same  material  as  the  presently  approved 
board.  The  tile  sizes  are  12"  x  12”  to  48"  x  48"  and  the 
thickness  ranges  from  A  to  1)4".  The  board  ranges  in 
size  from  10  to  48"  wide,  18"  to  60"  in  length,  the  thick¬ 
ness  is  %  to  1)4". 

3)  Fiberglas  Pin  Perforated  tile  and  ceiling  board, 
same  material  as  the  presently  approved  board  and  tile. 
The  tile  is  12"  x  12"  and  the  board  is  either  24"  x  24" 
or  24"  x  48"  and  both  tile  and  board  are  %"  in  thickness. 

Both  items  2  and  3  are  available  with  painted  surfaces 
only. 

4)  Fiberglas  Thermal  Insulation  Types  AF  and  PF 
are  the  same  basic  material  except  that  the  densities 
range  from  %  PCF  to  12  PCF  and  the  thickness  from 
%  to  6  . 

5)  Fiberglas  molded  pipe  insulation,  same  basic  ma¬ 
terial  except  the  densities  range  from  4  PCF  to  7) 4  PCF 
in  single  layer  wall  thickness  of  %"  to  2". 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  July  28,  1942  and 
amended  at  various  times  through  October  4,  1960,  under 
Calendar  Number  620-40-SM  be  reopened  and  amended 
so  as  to  include  the  additional  thermal  and  sound  insula¬ 
tion  as  herein  described  on  condition  that  the  require¬ 
ments  of  the  resolution  adopted  July  28,  1942,  and 
amended  at  various  times  through  October  4,  1960,  under 
Calendar  Number  620-40-SM  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 

Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


841-50-SM 

APPLICANT— Owens-Corning  Fiberglas  Corp,  owner 
APPEARANCES— 

For  Applicant:  Hobson  Harrell. 
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ACTION  OF  BOARD— Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 


THE  VOTE—  _  .  T7-,  .  , 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - - - 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
841-50-SM — Amendment  to  resolution  as  to  additional 


acoustical  tile  and  board. 

Owens-Corning  Fi’berglas  Corp.,  Toledo,  Ohio,  re¬ 
quested  that  the  resolution  adopted  January  12,  1954, 
and  amended  January  23,  1962,  under  Calendar  Number 
841-50-SM  be  reopened  and  amended  so  as  to  include 
additional  acoustical  tile  and  board. 


USE:  Incombustible  acoustical  tile  and  board. 
DESCRIPTION:  The  tile  known  as  Sonoflex  is  basic¬ 
ally  the  same  as  the  presently  approved  material  So  no- 
form  except  that  the  density  has  been  reduced  to  1.75 
PCF.  The  tile  is  faced  with  the  same  vinyl  facing  as 
the  presently  approved  tile.  . 

The  board  known  as  Sonoboard  Ceiling  Board  is  the 
same  material  as  the  Sonoform  Acoustical  Tile  except 
that  the  width  of  the  Board  ranges  from  10"  to  48'. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  January  12,  1954 
and  amended  January  23,  1962,  under  Calendar  Number 
841-50-SM  be  reopened  and  amended  so  as  to  include 
the  additional  tile  and  board  known  as  Sonoflex  and 
Sonoboard  Ceiling  Board  on  condition  that  the  require¬ 
ments  of  the  resolution  adopted  January  12,  1954  ana 
amended  January  23,  1962  under  Calendar  Number 

841-50-SM  be  complied  with. 


(Sgd.)  William  A.  Nolan, 

Director. 


John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


585-53-SM 

APPLICANT— Rubber  and  Plastics  Compound  Com¬ 
pany,  Inc.,  owner. 

APPEARANCES— 

For  Applicant:  George  Sacerdote. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 


THE  VOTE—  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Ivleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ~ 

Negative  .  u 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
585-53-SM — Amendment  to  resolution  as  to  additional 

flashing  material.  ,,  , 

Rubber  and  Plastics  Compound  Co.,  Inc.,  New  York, 
requested  that  the  resolution  adopted  December  22,  1953, 
under  Calendar  Number  585-53-SM  be  reopened  and 
amended  so  as  to  include  additional  flashing  material. 


USE:  Waterproofing  membrane  material. 
DESCRIPTION:  The  material  known  as  Nervastral 


Seal-Pruf  H-D-15  is  the  same  as  the  presently  approved 
material  except  that  the  thickness  has  been  increased 
from  0.010"  to  0.015”. 

RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  December  22,  1954, 
under  Calendar  Number  585-53-SM  be  reopened  and 
amended  so  as  to  include  the  flashing  material  known  as 
Nervastral  Seal-Pruf  H-D-15  on  condition  that  the 
requirements  of  the  resolution  adopted  December  ~2, 
1953,  under  Calendar  Number  585-53-SM  are  complied 

with.  „  .  >T 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accoi  dance  with 
the  above  report. 


-Eastern  Machine  Products  Corporation, 


730-54-SM 

APPLICANT- 
owner. 

APPEARANCES— 

For  Applicant:  Hugh  M.  Amos. 

ACTION  OF  BOARD— Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test. 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . ** 

Negative:  - -  ® 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads :  . 
730-54-SM — Amendment  to  resolution  as  to  additional 

grid  system.  ^  .  ,,  , 

Eastern  Machine  Products  Corp.,  Baltimore,  Md.,  re¬ 
quested  that  the  resolution  adopted  March  1,  1955,  under 
Calendar  Number  730-54-SM  be  reopened  and  amended 
so  as  to  include  an  additional  grid  system. 

USE:  Grid  system  for  suspending  acoustical  tile  ceiling. 
DESCRIPTION:  The  system  components  are  of  elec- 
trogalvanized  steel,  bonderized  and  painted.  Each  sys¬ 
tem  being  composed  of  main  runners,  cross  tees,  splices 

and  molding.  .  .  ,  ,  ,, 

Main  runners  are  bulb-tee  section  with  bottom  tlange 
being  either  painted  or  clad  in  a  sleeve  of  aluminum  or 
steel.  Metal  thickness  of  the  runner  being  either  .033 
or  .025"  for  the  double  web  section  and  .025  for  the 
single  web.  All  sections  have  a  web  height  of  1  k.  ,  bulb 
width  of  54"  and  a  bottom  flange  of  15/16".  The  web 
of  each  section  is  routed  on  center  to  center  dimensions 
along  its  length  to  meet  module  requirements. 

Cross  tees  are  of  bulb-tee  section  with  bottom  flange 
being  identical  for  match  to  that  of  main  runners  Metal 
thickness  for  the  double  web  sections  being  .018  and 
.025",  the  single  web  .025".  All  sections  have  a  web 
height  of  154"  and  a  flange  width  of  15/16  .  Cross  tee 
length  is  governed  by  main  runner  spacing  to  a  maximum 

of  4'-0".  .  . 

The  main  runner  splice  is  designed  to  connect  main 
runners  end  to  end.  The  splice  provides  support  and 
continuity  by  tab  attachment  through  main  runner  routes 
with  contour  bearing  upon  bulb  and  flange. 

Molding  of  right  angle  section  either  painted  or  clad 
to  match  main  runner  and  cross  tees  is  provided. 
Installation  of  the  systems  is  accomplished  by  locating 
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main  runners  parallel  to  each  other  spaced  to  meet 
module  requirements;  the  main  runners,  being  the  pri- 
™a[7  .su?port  section,  are  attached  to  structure  as  de- 
scnbed  above.  Cross  tees  are  then  attached  perpendicular 
to  main  runners  at  the  route  locations  by  means  of  clips 
or  die  formed  ends.  Molding  is  attached  in  the  usual 

KRrmnf™mtment  °f  Ceiling  and  verticaI  surfaces. 
RECOMMENDATION:  The  Committee  on  Test  re¬ 
commends  that  the  resolution  adopted  March  1  1955 
under  Calendar  Number  730-54-SM  be  reopened  and 

onie?o  err°  aSnt0  mc,mde  the  system  as  herein  described 
on  condition  that  the  requirements  of  the  resolution 
adopted  March  1,  1955,  under  Calendar  Number  730-54- 
bM  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 

D  ,  ,  ,  Committee  on  Test. 

Res°lve(l  that  the  Board  of  Standards  and  Appeals  does 

the  abovT  report  Clted  resolution  in  accordance  with 


423-57-SM 

APPLICANT— Interchemical  Corporation,  owner 
APPEARANCES— 

For  Applicant:  None. 

A™°N  °F  BOARD— Application  reopened  and  reso¬ 
lution  amended  m  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test 
THE  VOTE: 

Affirmative:  Chairman  Foley,  Commissioner  Becker 
and  Commissioner  Klein  .  nearer 

Chairman  Kleinerf  and 'Commissioner 

THE  RESOLUTION—  .  2 

423/?7EI?\lS’  reP?rt  °f  a  Committee  on  Test  reads : 

Mullpie5  DwdlSrt"'  ‘°  reS°‘U,i0n  “  *°  *> 

Interchemical  Corporation,  New  York  City  requested 
tliat  the  resolution  adopted  February  17,  1959  under 

so  as  deTteeth423'57LSKM-be  opened  ’and  amended 
Dwellings  6  prohlbltlon  as  to  use  in  Multiple 

DFSrRTPTTnx? C  iftaUed  °n  an  incombustible  backing. 
DESCRIPTION:  There  has  been  no  change  in  the 
material  nor  in  the  thickness  of  the  finished  Sroduct 

r  ’  be  reoPened  and  amended  so  as  to  delete  the 
T  ference  to  the  restriction  under  the  Multiple  Dwelling 
Law  on  condition  that  all  other  requirements  !  7 
resolution  adopted  Februarv  17  iocqU  rei^ents  of  the 
Number  423-57-SM  be  compHed  ’wih  '  ,der  Calendar 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenariic, 
Assistant  Engineer. 
i  j  ^  „  Committee  on  Test. 


APPEARANCES— 

For  Applicant:  Duane  D.  Gesner. 

A  hi  tin? N  °F  ?  ? ARD— • Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test 
THE  VOTE: 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
miHioner* °K leiij0*’  Commissioner  Becker  and  Com-' 

Negative:  . .  .  •  5 

THE  RESOLUTION— . " . . . . .  . . ° 

243^71  A5’ Am/J°rt  ?f.a  on  Test  reads: 

i  r  •  dment  to  resolution  as  to  additional 
model  of  coin  operated  Vending  Machines. 

the  Seeburg  Corporation,  Chicago,  Illinois  requested 

Number  243  62  S A  M7a  9’  ^  Unde’r  Calendw 

incffidP  thl3p  ire  ue°pei?ed  and  amended  so  as  to 

Vending  machine!  Seel>l,rg  M°de‘  764A  Series  Coffee 
C?IFTI(?N:  The,  requested  Bally  Seeburg  Model 
appnjveFseries  ELJ  **“  aa 

1.  Increased  cabinet  height.  79%  inches  high 

2.  Door  Exterior;  Added  “Fresh  Brewed  Coffee” 

-  ,  gn,at  top  lIlummated  by  19  watt  fluorescent  lamp. 

o.  Models  /64A  cup  capacity  increased  25  percent 
over  the  Model  664A  Series.  Percent 

,, tbe  ^64A  Models  are  the  same  as  thp 
Model„  bb4A  except  that  a  second  band  type  heater  is 

hoi  bJveraSs  Tomf  Mode' 764A  <°  >pidPvend”  more 

«o07b7„TpasB1orT,h‘eal76C4ArMojrg  ,,,CreaSeS  fr°m  17 

?„mCO1?I.?NDiATI0N:.Th'=  Committee  on  Test  re- 
r  mmends i  that  the  resolution  adopted  July  9  1963  under 

SO  ea's,ato  b?  and arSed 

r.ffp  r  d  ,  he,  ?aIly  Seeburg  Model  764A  Series 
Vrenimg  Machines  on  condition  that  the  require- 
ments  of  the  res°lution  adopted  July  9  1963  “under 
Calendar  Number  243-62-SA  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 

„  ,  ,  ,  .  Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 

Ihe  abUeTport  ^  resoil'ti°"  “  accordance  with 


243-62-SA 

APPLICANT— The  Seeburg  Corporation,  owner. 


804-62-SM 

APPLICANT — Owens-Corning  Fiberglas  CornnratiVm 
owner;  Richard  Ringwalt,  agent  ’ 

APPEARANCES— 

For  Applicant:  Hobson  Harrell. 

AaJce°witi? F.  FOARb)~ Material  approved  in  accord- 
mittee  on  Test.  P°  and  rec°mm™dati„„  of  Com- 
THE  VOTE— 

A«L“=  Fhajrman  Foley,  Commissioner  Fox  Com¬ 
missioner  Becker  and  Commissioner  Klein  ’  4 

Negative:  Vice  Chairman  Kleinert  .  7 

THE  RESOLUTION—  .  1 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 
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804-62-SM-Owcus  Corning  3J"o^ 

filed  for  approval  ot  1  ■  ,  Tile  R-l  and  Owens- 

Corning  Fiberglas  A^oustg^ard  r_i  under  the  provi- 

Snnsin?f  C2e6-8588S0  through  C26-590.0  Administrative 

“opponent  par,  o,  a  one  hour  fire  resistive  floor 
and/or  roof  construction.  ,  tQ  24" 

OESCllirTiON  ^The  ule  rs  either  24"  x  24" 

posed  of  glass  fibers  tile  ^  board 

Phenol  Formaldehyde  type-  Th^  t p  d  under  Cal- 

basically  the  same  as  the 

endar  Numb^  6^°  m  TFST.  The  tile  and  board  were 
J^rafThe  Un^writTrs  Laboratories  as  a  component 
part  of  a  floor  and/or  roof tile  was  as 

The  construction  of  the  “Installed  and  the 

follows:  Open  web  stee  J01  diameter  bars,  tack 

joists  are  bridged  by  mean  ,  j„  nf  the  joists.  Three 
welded  to  the  top  and  b°tto”|  .  h  ■  then  placed  on  top 
eights  ribbed  expanded 1  metal  lath  i  then yP  of  tig 

of  the  joists  and  secured  to  the  joisrs  y  q{  2»  over 
wire.  Concrete  is  then  P°U1T  placed  perpendicular  to 

the  lath.  Zee  runners  are  then  placed  pe  P  ns  o{ 

the  joists  and  are  attached  fi L  *e  top  legi  of  the  Zee 
wire  clips  which  are  o  with  kerfed 

and  which  is 

^‘hiiccnstrtion.  success, 

a  one  hour  fire  resist  ve :  floor  and  or  roo  ^  ^ 


one  hour  fire  resist™ the  board  is  as 
The  construction  of  the  system i  using  i  ^  game 

follows:  The  j^’^sh  *2^  tees  re  then  installed 
as  the  system  «singthe  tile.  Mam  tee  chord 

on  4-0"  centers  and  are  wire  tied  »  “eottom  chord  of 

of  the  joists  the  distance  betwe  tees  is  2".  Cross  tees 
the  joist  and  the  top  of  the  mam  tecs  i  Qn  z(r 

are,  ,hea„PdlaaCred  iSed't'o  P^sMon  The  acoustical  board 

irSK  Installed  ^so^as  to  re| 

rofdCd“wntecehps  whichTre  snapped  onto >  the,  webs^f 

?o=,Eh?=i 

fn  New  York  City  under  Calendar  Number  804-62-SM  . 


Resolved,  that  the  Board  of .Standard 
hereby  approve  this  material  in  accordance 

report.  _ 

APPLICANT — Whitehall  Cement  Manufacturing  Com- 
pany,  owner. 

A  F o iE  Ap plLanf^W illiam  S.  Hoffman.  .  acCord 

ATTTON  OF  BOARD— Material  approved  in  accor 
Aance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

THE  VOTE:  .  F  ipv  Vice  Chairman  Kleinert, 

Affirmative:  Chairman  b'  Ai  er  Becker  and  Com- 
Commissioner  _  Fox,  Commissioner  . . S 

missioner  Klein  . - - - - -  _ q 

Negative:  — - - 

Cementon,  Pa.,  filed  ior  app  under  the  pro- 

Building  Code. 

SIlcRIPTToN'TypVnlnd'n^are  the  same  type 

fn0r,haenTrp”n aTs6?  —zed  3S3F£?Su*  is 

intersxound  in  the  cement.  r 

INSPECTION  AND  TEST:  Samples  of  both  type  of 
INbf'htnuiM  Conwell  and  Co.,  and  both 

cement  were  tested  by  R.  R-  R  .  a  Q  “T  "M”  re- 

RECOMMENDATION:  The  Committee  on  Test  re- 

city  onmcondWoSettat  al”  bags  in  which  the :  material  is 
marketed  shall  be  labeled,  “Approved  bj  the  Board  o, 

bulk,  the  bill  of  lading  shall 

t  6  Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test 

Rr  wived  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  abo 

report. 


(Sgd.)  William  A. 


Nolan, 
Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 


377  63-SM 

APPLICANT— Juniper  Elbow  Company,  Inc.,  owner. 

appearances— 

For  Applicant:  Ernst  Aronsohn.  _ 

ArTTON  OF  BOARD— Material  approved  in  accord- 
A  ance^ with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 

T  Affirm?t?vfrChairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  C  ^ 

missioner  Klein  .  q 

Negative:  . 

T^HEREAl°theUrTpStNof  a  Committee  on  Test re: yMage 
377-63-SM — Juniper  Elbow  Co.,  Inc.,.  Mjd  > 

NY,  filed  for  approval  of  the  material  known  as  the 
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Artis  Vacuum  Cap  under  the  provisions  of  C26-696.0.C  3 
Administrative  Building  Code. 

USE:  Vent  termination  for  Type  B  Vents. 

DESCRIPTION :  The  throat  is  made  in  sizes  from  3" 
to  12'  diameter  and  is  made  of  either  24  gauge  galvan¬ 
ized  steel  or  0.025  aluminum.  The  gores  are  of  the  same 
material  and  are  riveted  to  the  throat  by  3/16"  riverts. 

INSPECTION  AND  TEST:  Details  of  construction 
were  examined  by  Assistant  Engineer  John  A.  Darts. 
I  he  applicant  has  submitted  a  report  of  test  conducted 
by  Raymond  J.  Briggs  and  Associates.  This  test  is 
similar  to  the  test  as  conducted  by  Smith-Emery  Co. 
to  show  compliance  with  the  requirements  of  the  City 
of  Eos  Angeles  successfully  met  the  requirements.  The 
complete  report  is  on  file  with  and  is  part  of  the  record. 
RECOMMENDATION:  The  Committee  on  Test  re- 
commends  the  approval  of  the  material  known  as  Artis 
Vacuum  Cap  when  constructed  as  herein  described  and 
in^CC°y -  nc-e  Wlth  Drawings  marked  Received  May  3, 
1965,  which  is  on  file  with  and  is  part  of  the  record  for 
voluntary  use  in  New  York  City  as  a  vent  cap  as 
permitted  under  C26-696.0.C.3  Administrative  Building 
Code,  on  condition  that  the  cap  bear  a  label,  permanently 
affixed ;  reading,  “Approved  by  the  Board  of  Standards 

NumbePrP3a77-M-rSM”.  “  NeW  Y°rk  Ci*y  Under  Calendar 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 

report. 


all  respects;  and  that  a  Certificate  of  Occupancy  shall 
be  obtained”.  (Alt.  2866/51  and  4471/52) 


183-53-A 

A£P¥.CA^T—Lama’  Proskauer  and  prober  for  Marmir 
Realties,  Inc.,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  July  28 
1963  —  Appeal  from  a  decision  of  the  Borough  Super¬ 
intendent— re  required  open  spaces;  previously  granted 
on  condition. 

PREMISES  AFFECTED— 47-51  Lincoln  Place,  north 
side  30°  feet  west  of  6th  Avenue,  Block  947,  Lots  63  and 
64,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term 
of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  _ _ _  _  q 

THE  RESOLUTION— 

t  WHK^this  application  was  granted  by  the  Board  on 
at r’  195d)  on  certam  conditions;  and 
Whereas,,  the  applicant  requested  an  extension  of  the 
term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  28,  1953,  only 
as  to  the  term  of  the  variance,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

io^nted  for  a  term  of  ten  (10)  years  from  July  28, 
63,  to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in 


306-61-A — Vol.  II 

APPLICANT— Joseph  Lau  for  Gallo  and  Wistrand,  own¬ 
ers  ;  Unity  Warehouse  Company,  Incorporated,  lessee. 
SUBJECT— Application  reopened  March  12,  1963  as  Vol¬ 
ume  II  —  Appeal  from  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  Sprinkler  system. 

PREMISES  AFFECTED — 387-391  Greenwich  Street,  east 
side,  24  feet,  11  inches  north  of  North  Moore  Street  69 
North  Moore  Street,  Block  188,  Lot  10,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Martin  J.  Hyman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE: 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 

Negative  Vice  Chairman  Kleinert _  _ _  1 

THE  RESOLUTION : 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 

1961  and  February  15,  1963  on  Violation  Order 
No.  483725,  reads: 

1.  Provide  an  approved  automatic  sprinkler  system 
throughout  entire  building, 
and 

Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  decision  of  the  Fire  Commissioner, 
dated  January  24,  1961  and  February  15,  1963,  acting  on 
Viol.  Order  No.  483725,  Objection  No.  1,  be  and  it  hereby 
is  modified,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  appeal  dated  January  23,  1963,  8  sheets;  on 
further  condition  that  a  non-automatic  sprinkler  system 
shab  be  mstalled  in  the  cellar,  with  a  siamese  connection 
on  both  streets ;  that  a  thermostatic  fire  alarm  system  with 
°**lce  connection  shall  be  installed  throughout  the 
building ;  and  that  the  spiral  stairs  which  is  presentlyTn  the 
building  shall  be  removed  and  the  floors  closed  over  or 

•^uS?:ira  stairs  sbaF  be  enclosed  in  a  one-hour  partition 
with  fireproof  self-closing  doors. 


834-61-A 

APPLICANT— Robert  Teichman  for  Filman  Realty  Com¬ 
pany  c/o  Henry  J.  Kohlman  (Co-owner). 

SUBJECT— Application  May  26,  1961— Appeal  from  an 
older  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

AFFECTED-122  West  21st  Street,  south 

700  ’  t  .  e»“4  WCSt  ,of  Avenue  of  tlle  Americas,  Block 
/yo,  Lot  53,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Robert  Teichman 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  e 

Negative:  . .  q 

THE  RESOLUTION— 

.  WHEKEASr  the  order  and  decision  of  the  Fire  Commis- 
SX'n^SOsSS!  reads  f  "4  AprU  1961  on  VWati°" 
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“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Ch.  19-161.0  Adm.  Code. 


^Whereas  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  gran  e 

“HrLS1  that°nthe  order  and  decision  of  the  Fire  Com- 

miS^”f'(Sr  Stmbg l&ltiTL27’!  ,T  and  ft 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  s  a  co 
drawings  filed  with  this  appeal  dated  May  26,  1»  ,  <5 
Sets  and  that  a  non-automatic  sprinkler  system  shall  be 
installed  in  the  cellar  with  a  single  pumper  connectior . 

962-61-A  j  T3  r>  n 

APPLICANT— Roth  and  Company  for  J.  I.  and  K.  Realty 

Corporation,  owner. 

SUBTECT — Application  June  22,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system.  ., 

PRFMISES  AFFECTED— 56  Orchard  Street,  east  side, 
150  feet  south  of  Grand  Street,  Block  309,  Lot  7,  or- 
ough  of  Manhattan. 

APPEARAN  CES— 

For  Applicant:  Stanley  Rapaport 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dep  . 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

T  AffirmXiv?/  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 

misioner  Klein  .  q 

Negative:  . 

T  miEMAs°theU™rN^d  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  3,  1961  and  May  25,  1961  on  Viola¬ 
tion  Order  No.  487482,  reads: 

“1  Provide  an  approved  automatic  sprinkler  system 
throughout  the  cellar.  _  „ 

Chapter  19-161.0  Administrative  Code. 

an Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions.  _ 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  3,  1.961.  and  May  25,  1961,  acting 
on  Viol.  Order  No.  487482,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  June  22,  1961,  3 
sheets;  and  that  all  other  laws,  rules  and  regulations  ap¬ 
plicable  shall  be  complied  with. 

987-61-A — Vol.  II 

APPLICANT — Henry  Nordheim  for  Stephen  Sozensky, 
owner. 

SUBJECT — Application  reopened  April  30,  1963  as  Volume 

IX _ Appeal  from  an  order  and  a  decision  of  the  Borough 

Superintendent,  re-  Cellar  Apartment. 

PREMISES  AFFECTED— 1864  White  Plains  Road,  east 
side  119  82  feet  south  of  Rhinelander  Avenue,  Block 
4050,  Lot  34,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dep  . 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE:  .  .  _  r 

Affirmative:  Chairman  Foley,  Commissioner  box.  Com¬ 


missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  Vice  Chairman  Kleinert  - - 

of  the  Borough  Superi« 
dated  March  15,  1963  and  May  14,  1963  on  Alt.  Applic. 
439-61,  reads: 

“A-l _ Proposed  cellar  apartment  contrary  to  Sec.  216 

Sub.  2a— 2c— 2E  as  follows : 

Sub  2a— Ceiling  height  not  9  -0  clear 
Sub  2c— Court  levels  not  6  below  floor  level  ot 
apartment.  c,  . 

Sub  2E — Opening  to  a  court  less  than  5  -6  m 
width  and  also  extends  more  than  25  trom 
rear  yard.” 

Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  15,  1963  and  May  14,  1963,  acting  on  Alt. 
Applic.  439-61,  Objection  No.  A-l,  be  and  it  hereby  is 
■modified  under  the  powers  vested  m  the  Board  by  Section 
310  of  the  Multiple  Dwelling  Law,  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
conform  to  drawings  filed  with  this  appeal  April  2,  196  . 
2  sheets;  and  that  all  other  laws,  rules  and  regulations  ap¬ 
plicable  shall  be  complied  with;  and  a  Certificate  of  Occu¬ 
pancy  shall  be  obtained. 


1002-61-A  . 

APPLICANT— Peter  A.  Canevari  for  Salvatore  Cuccia 
of  G.  Cuccia  and  Sons,  owner. 

SUBJECT— Application  June  28,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 124  West  Houston  Street, 
north  side,  25  feet  west  of  Sullivan  Street,  Block  525, 
Lot  21,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Peter  A.  Canevari. . 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

VOTE _ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . *  ^ 

Negative :  . - . . . 

THE  RESOLUTION—  .  e  .  _.  _ 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  23,  1961  and  June  14,  1961  on  Viola¬ 
tion  Order  No.  494075,  reads : 

“1  Provide  an  approved  automatic  sprinkler  system 
throughout  entire  building. 

Chapt.  09-161.0  Administrative  Code. 

and 

Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 

under  certain  conditions.  .  .  ,  n 

Resolved,  that  the  order  and  decision  of  the  hire  Com¬ 
missioner,  dated  February  23,  1961  and  June  14,  1961, 
acting  on  Viol.  Order  No.  494075,  Objection  No.  1,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  ^ 
hereby  is  granted  on  condition  that  the  building  shall  con¬ 
form  to  drawings  filed  with  this  appeal  dated  June  28,  1961 
3  sheets  and  October  1,  1963,  3  sheets  revised;  on .  further 
condition  that  a  fire  proof  door  shall  be  installed  in  the 
elevator  opening  on  the  sixth  floor  ;  that  a  non-automatic 
sprinkler  system  shall  be  installed  in  the  cellar;  and  that 
a  thermostatic  fire  alarm  system  with  central  office  con¬ 
nection  shall  be  installed  throughout  the  building. 
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1006-61-A 

APPLICANT— James  N.  Wells’  Sons,  Incorporated  for 
Ross  F.  Eadie  and  Robert  L.  Graham  Jr.  as  Trustees 
under  will  of  Clement  Moore  Ogden,  owner;  B.  Man- 
del  and  Company,  lessee. 

SUBJECT  Application _  June  28,  1961 — Appeal  from  an 
sn  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 517-519  West  19th  Street, 
north  side,  225  feet  west  of  10th  Avenue,  Block  691  ’ 
Lot  22,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  Imhof. 

For  Administration :  Lieut.  John  P.  Manf redi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  _ _ q 

Negative  :  Chairman  Foley,  Vice  Chairman  ™Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _ . . . . . .  .  5 

THE  RESOLUTION— 

.  Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  April  2,  1961  and  May  29,  1961  on  Violation 
Order  o.  505358,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  C-19-161.0  Administrative  Code 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  conditions  found  at 
the  building. 

Resolved ,  that  the  order  and  decision  of  the  Fire  Com- 
tmssioner,  dated  April  2,  1961  and  May  29,  1961,  acting 
on  Viol.  Order  No.  505358,  Objection  No.  1,  be  and  it 
hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 
denied.  J 


Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  April  28,  1961  and  May  29,  1961,  actin- 
on  Viol.  Order  No.  512502,  Objection  No.  1,  be  and  5 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  June  28,  1961  2 
sheets ,  and  that  a  thermostatic  fire  alarm  system  with  cen¬ 
tra  office  connection  shall  be  installed  throughout  the 
building. 


1007-61-A 

APPLICANT— James  Wells’  Sons  Incorporated,  for 

Ross  F.  .Eadie  and  Robert  L.  Graham  Jr.,  as  Trustees 
under  will  of  Clement  Moore  Ogden,  owner;  Jacob 
Kice  (Mass  Company,  Incorporated,  lessee. 

SUB JEC i— Application  June  28,  1961 — Appeal  from  an 
ender  and  a  decision  of  the  Fire  Commissioner  re- 
sprmkler  system. 

PREMISES  AFFECTED — 525  West  23rd  Street,  north 
side,  250  feet  west  of  10th  Avenue,  Block  695,  Lot  25 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  Imhof. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition 
THE  VOTE — 

Affirmative.-  Chairman  Folejr,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . .  c 

Negative:  . . .  .  n 

the  resolution— . """ 

.  Whereas  the  order  and  decision  of  the  Fire  Commis- 

oX'Ntfl^^ds1:961  and  ^  *  1961  »  V— 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  building  as  per  C19.161  Administra¬ 
tive  Code. 

and 

nf^HEpEAS^  thLe-  Premises  was  inspected  by  a  committee 
ot  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


1088-61-A 

^ij^^ANT— L-  Leiden  for  Ohmeis  Bros  and  Batch- 
elder,  owners;  B  and  G  Foods,  Incorporated,  lessee. 
SUBJECT— Application  July  11,  1961  —  Appeal  from 
an  older  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PRAISES  AFFECTED — 140  Fulton  Street,  south  side, 
216  feet  4/2  inches  east  of  Broadway,  Block  79,  Lot  27 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  L.  Seiden. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . .  c 

Negative :  . . . L.™” ~  . . ““ . .  n 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis- 
sioner^  dated  January  20,  1961  and  June  19,  1961  on  Viola¬ 
tion  Order  No.  483645,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system  in 
cellar  and  sub-cellar. 

Chapter  C19-161.0  Administrative  Code” 

and 

Whereas  the  premises  was  inspected  by  a  committee 
ot  the  board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis- 
sioner,  dated  January  20,  1961  and  June  19,  1961,  acting 
on  A i°!-  Order  No.  483645,  Objection  No.  1,  be  and  irhereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  appeal  dated  July  12,  1963,  5  sheets;  on 
further  condition  that  a  fireproof  stair  enclosure  shall  be 
constructed  in  the  subcellar  and  a  fire  retarded  stair  en¬ 
closure  shall  be  constructed  in  the  cellar,  both  with  fire¬ 
proof  self-closmg  doors;  and  that  the  sub-cellar  shall  re¬ 
main  vacant. 


1163-61-A 

APPLLICANT  Samuel  Carr  for  Rudi  Realty  Company 
owner.  ’ 

SUBJECT— Application  _  July  13,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprmkler  system. 

PREMISES  AFFECTED — 19  West  38th  Street,  north  side, 
355  feet  west  of  5th  Avenue,  Block  840,  Lot  30,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Carr. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker 

and  Commissioner  Klein  .  3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 
Fox  .  2 
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!SSvM4idCi jte  14,%1Fo"  vSon 
Order  No.  516756,  reads: 

“1  Provide  an  approved  automatic  sprinkler  sys  em 

protect  X  areas  of  entire  building  including  cellar 

and  stairs. 

Ch.19.161.0  Adm.  Code. 

^Whereas  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  gra 
under  certain  conditions.  _  .  , 

Resolved,  that  the  order  and  decision  of  the  Fi^re  Com¬ 
missioner,  dated  May  31,  1961  an  June  ,  ^  hereby 

Viol  Order  No  516756,  Objection  No.  1,  be  ana.  n  nereuy 

is  modified  and  that  the  appeal  be  and 

0n  condition  that  the  building  shall  conform  to  drawmgs 
filed  with  this  appeal  dated  July  13  1961,  9  sneers, 
further  condition  that  a  non-automatic  sprinkler  system  shall 
le  TnstaS  in  the  cellar;  that  a  thermostatic  fire  alarm 
svstem  with  central  office  connection  shall  be  _  installed 
throughout  the  building;  and  that  no  locking  devices  shah 
be  placed  on  the  doors  between  the  two  tenants  on  the  third, 
fourth  and  fifth  floors. 

1209-61-A  „  ,  „ 

APPLICANT— Bernard  J.  Gillroy  for  Samstan  Realty, 
Incorporated,  owner;  Maxwell  Lumber  Company,  lessee. 
SUBJECT— Application  July  27,  1961  —  Appeal  fr°™ 
an  order  and  a  decision  of  the  Fire  Commissioner 
sprinkler  system. 

PREMISES  AFFECTED— 510-512  West  24th  Street .south 
side,  175  feet  west  of  Tenth  Avenue,  Block  695,  Lot  45  and 
46,  Borough  of  Manhattan. 

AForEApphc^ffif  Bernard  J.  Gillroy  and  SamuelRatner 
For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

T  AlrmatN^r Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - - - -  n 

Negative:  - - - 

decision  of  the  Fite  Contis- 
sioner,  dated  March  21,  1961  and  June  29,  1961  on  Viola¬ 
tion  Order  No.  475853,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  building  as  per  Sec.  Cl 9-161  Ad¬ 
ministrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  21,  1961  and  June  29,  1961,  acting 
on  Viol.  Order  No.  475853,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  July  27,  1961,  8  sheets  > 
on  further  condition  that  the  ceiling  over  one  third  ot  the 
front  area  of  the  first  floor  on  the  West  24th  Street  side, 
where  the  loading  area  is  located,  shall  be  fire  retarded ; 
and  that  a  thermostatic  fire  alarm  system  with  central 
office  connection  shall  be  installed  throughout  the  building. 


S^sion^o^^the^ Borough*1  S^w  intendent  Xw^matter- 
Borough  of  Manhattan. 

APPEARANCES—  Henri  A.  Le  Gendre, 

[XscafrWhitX/  and  John  G.  Anderson.  _ 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

TAffirmSfve7vice  Chairman  Kleinert,  Commissioner  Fox 
Commissioner  Becker  and  Commissioner  Klein  Q 

Negative :  ...... - - - -  -  1 

Absent:  Chairman  holey  - 

TWbSs°“;  of  the  Borough  Superintendent, 

zoning  lot  os  per  Section  32-644  of  the  Zomng 
Resolution. 


541-63-A 

APPLICANT— Ifill  and  Johnson  for  Carver  Federal  Sav¬ 
ings  and  Loan  Association,  owner. 


C-2  Permitted  projection  for  sign  is  12  as  per  Section 
32-652  of  the  Zoning  Resolution. 

^Whereas  the  Board  is  familiar  with  conditions  at  this 
buMtag  and  in  the  general  area,  and  finds  that  tins  appl.ca- 
tion  should  be  granted.  ,  , 

Resolved,  that  the  decision  of  the  Borough  Supermtenden  , 
dated  Tune  28,  1963,  acting  on  E.S.  Applic.  76-63,  Ubjec 
tion  Nos.  C-l  and  C-2  be  modified  and  the  appeal  be  and 
it  hereby  is  granted  to  permit  the  erection  of  the  sign  as 
show?  on  Plans  filed  herewith  marked  “Received  July  2 
1963,”  2  sheets,  and  August  5,  1963,  1  sheet,  for  the  reas 
that  the  work  was  shown  on  approved  Pla"s  pnortothe 
date  of  the  adoption  of  the  comprehensive  Zoning  Amend 
ment  under  Alteration  Application  766  to  1938. 

911-61-A  .  ,  _ 

APPLICANT — Joseph  Lau  for  Whitmord  Securities, 

owner.  .  ,  , 

SUBJECT — Application  June  15,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 164  Front  Street  northeast 
corner  of  Fletcher  Street,  Block  71,  Lot  36,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Martin  J.  Hyman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW—  .  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ^ 

Negative:  . 

1235-61-A 

APPLICANT — Joseph  Schecter  for  243  South  Street  Real¬ 
ty  Corporation,  owner. 

SUBJECT— Application  July  31,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 243  South  Street  north  side, 
52  feet  11  inches  east  of  Pike  Street,  475-477  Water  Street, 
Block  248,  Lot  3,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None.  _  ~  . 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
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ACTION  OF  BOARD — Appeal  withdraivn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 
Commissioner  Klein  _  3 


913-61-A 

APPLICANT — Leonard  Joseph  for  Estate  of  William 
Loew,  owner. 

SUBJECT — Application  June  12,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 2628  Broadway,  east  side, 
46.75  feet  south  of  West  99th  Street,  Block  1871,  Lot 
44,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack 
of  prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


126-62-A 

APPLICANT — John  J.  Reynolds  Management  Com- 
pany,  Incorporated,  for  Waldo  Realty  Corporation, 
owner. 

SUBJECT — Application  filed  January  23,  1962 — Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner, 
re-  Fire  exits  ana  steps  leading  to  balcony. 

PREMISES  AFFECTED— 245  East  59th  Street  and 
1123-1125  Second  Avenue,  north  west  corner,  Block 
1414,  Lot  21,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack 
of  prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


426-63-A 

APPLICANT — Louis  Lieberman  for  Habco  Estates, 
Incorporated,  owner;  Times  Square-Springfield,  In¬ 
corporated,  lessee. 

SUBJECT — Application  May  15,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 130-35  Merrick  Boulevard, 
north  side,  100  feet  west  of  Farmers  Boulevard,  Block 
12494,  Lot  8,  Springfiqld  Gardens,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack 
of  prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative  . I'."!!.'.!.!.""! .  0 


330-63- A — V ol.  II 

APPLICANT — Andrew  F.  Warren  for  Carbona  Pro¬ 
ducts  Company,  owner. 

SUBJECT — Application  for  consideration  —  reopening 
as  Vol.  II  subject  to  regular  procedure  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  packaging 
of  combustible  mixture  known  as  Carbona  Dry-Clean 
Rug  Powder  in  Vz  gallon  and  1  gallon  glass  jars  (con¬ 
tainers)  not  in  accordance  with  Administrative  Code 
requirements;  previously  granted  on  condition. 
APPEARANCES— 

For  Applicant:  Andrew  F.  Warren. 

ACTION  OF  BOARD — Application  reopened  as  Vol. 

II  subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


729-61-A 

APPLICANT  —  Abraham  Dollinger  for  55  N.  Moore 
Street  Realty  Corporation,  owner ;  The  Rugol  Com¬ 
pany,  lessee. 

SUBJECT — Application  May  23,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 55-57  North  Moore  Street, 
north  side,  100  feet  9%  inches  west  of  Hudson  Street, 
Block  188,  Lot  1,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Abraham  Dollinger. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  22,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


843-61-A 

APPLICANT — Broadfrank  Company  for  Mark  Ten- 
nenbaum,  Emil  Tanner  and  Leo  Beller,  owners. 

SUBJECT — Application  June  6,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 359  Broadway,  west  side, 
54  feet  3%  inches  south  of  Franklin  Street,  Block 
174,  Lot  33,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  15,  1963, 
at  2  P.M.  for  decision;  applicant  to  be  notified  to 
be  present. 


866-61-A 

APPLICANT — Samuel  Rosenblum  for  Jennie  Yablon 
and  Mildred  Rosenberg,  owner. 

SUBJECT — Application  June  6,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 640  Broadway,  southeast 
corner  of  Bleecker  Street,  Block  522,  Lot  14,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum  and  Frank  Reisch. 
For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  29,  1963, 
at  2  P.M.  for  continued  hearing;  applicant  to  obtain 
new  order  from  Fire  Dept. 
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900-61-A 

APPLICANT — Robert  Teichman  for  144  Duane  Street 
Corporation,  owner. 

SUBJECT — Application  June  14,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 144  Duane  Street,  south 
side,  116  feet  8  inches  east  of  West  Broadway,  Block 
146,"  Lot  17,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applican:  R.  Teichman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  22,  1963, 
at  2  P.M.  for  inspection  and  decision. 


929-61-A 

APPLICANT — Haro  Corporation,  owner. 

SUBJECT — Application  June  19,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 42  Cliff  Street  east  side,  44 
feet  5  inches  north  of  Fulton  Street,  Block  95,  Lot  41, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Ezekiel  Jasper.  „ 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  22,  1963, 
at  2  P.M.  for  hearing  at  the  request  of  the  applicant. 


971-61-A 

APPLICANT — Pietro  Alurtto  for  Pietro  Alurtto  and 
Rosa  Lisa  Alurtto,  owners;  Pietro  Alurtto  and  Sons, 
lessee. 

SUBJECT — Application  June  23,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 798-800  East  New  York 
Avenue,  south  side,  208  feet  4%  inches  east  of  1  roy 
Avenue,  Block  4806,  Lots  64  and  67,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Irving  Leavitt. 

For  Administration:  Lieut.  John  P.  Manfredi,  hire  Dept. 

ACTION  OF  BOARD— Laid  over  to  October  22,  1963, 
at  2  P.M.  for  inspection  and  decision. 


995-61-A 

APPLICANT— Monaghan  and  Mattingly,  for  Lispenard 
Realty  Corporation,  owner. 

SUBJECT— Application  June  26,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 46-48  Lispenard  Street, 
north  side,  75  feet  east  of  Greene  Street,  Block  194, 
Lot  26,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  George  P.  Monaghan. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  October  22,  1963, 
at  2  P.M.  for  inspection  and  decision. 


996-61-A 

APPLICANT— Monaghan  and  Mattingly  for  David 
Bickerton  and  Sons,  Inc.,  owner. 


SUBJECT — Application  June  26,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 50  Lispenard  Street  north 
side,  50  feet  east  of  Greene  Street,  Block  194,  Lot  27, 
■Rnrnnpdi  nf  Manhattan. 


APPEARANCES— 

For  Applicant:  George  P.  Monaghan.  ~ 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  22,  1963, 
at  2  P.M.  for  inspection  and  decision. 


1175-61-A 


APPLICANT— Ralmore  Realty  Corporation,  owner. 

SUBJECT— Application  July  20,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 89  East  Broadway,  south 
side,  186  feet  3  inches  east  of  Market  Street,  Block 
282,  Lot  32,  Borough  of  Manhattan. 


APPEARANCES—  „  f  , 

For  Applicant:  Max  S.  Kaufman  and  Ralph  Gorsky. 
For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  15,  1963, 
at  2  P.  M.  for  inspection  and  decision;  hearing  pre- 
virmslv  rinsed. 


1222-61-A 

APPLICANT— Daub  and  Daub  for  Estate  of  Esther 

Jonas,  owner. 

SUBJECT— Application  July  18,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 169  Mercer  Street,  west 
side,  125  feet  south  of  West  Flouston  Street,  Block 
513,’  Lot  22,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Daub. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  15,  1963, 
at  2  P.M.  for  reinspection  and  decision;  hearing  pre¬ 
viously  closed. 


1249-61-A 

APPLICANT— Lama,  Proskauer  and  Prober  for  Jacob 
Goldstein  and  Louis  Silverstein,  owner. 

SUBJECT— Application  July  31  1961,  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 119  Spring  Street,  north 
side,  25  feet  east  of  Greene  Street,  Block  499,  Lot  42, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Janies  E.  Vassalotti. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  October  22,  1963, 
at  2  P.M.  for  decision;  applicant  to  file  revised  draw¬ 
ings;  hearing  previously  closed. 


929-62-A 

APPLICANT — Samuel  Rosenblum  for  Lau-Jer  Realty 
Corporation  .owner. 

SUBJECT— Application  October  5,  1962  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  egress. 
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PREMISES  AFFECTED — 30-32  East  21st  Street 
south  side  223  feet  east  of  Broadway,  Block  849,  Lot 
55,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

ACTION  OF  BOARD— Laid  over  to  October  22,  1963, 
at  1  r\M.  for  inspection  and  decision. 


971-62-A 

APPO  CANT— Max  Siegel  Associates  for  Perot-Sedg- 
wick  Corporation,  owner. 

SUBJECT— Application  October  19,  1962  —  Appeal 
fir°emwallsdeC1Si0n  °f  ^  Borough  Superintendent  re- 

PBE^ISE.S  AFFECTED-3065  Sedgwick  Avenue, 
southwest  corner  of  Perot  Street,  Block  3253,  Lot  215, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

For  Administration:  Nicholas  F.  Coti. 

ACTION  OF  BOARD— Laid  over  to  October  29,  1963 
at  2  P .M.  for  inspection  and  decision. 


633-63-A 

AChy  o^NewT^  „w°;erCity  Tra"Si'  Authority’  for 

PREMISES  AFFECTED — Southwest  Corner  of  Ave- 
o?  Brooklyn^  B1°Ck  7l88A’  Lot  40>  Borough 

APPEARANCES— 

For  Applicant:  Winford  Beebe,  Harold  Murray,  Joseph 
A.  Guerin  and  Martin  Feinman.  J  P 

A^rT^rm^1S.trati0n:  LieUt  John  R  Manfredi,  Fire  Dept. 

at  2°P  ^  B°.ARD— Laid  over  to  October  22,  1963, 

at,  2  •+  1?sPectlon  and  decision;  applicant  to 

submit  additional  information. 


25-63-A 

A RPLICANT— L.  A.  Hunziker  for  The  Brooklyn  Union 
Gas  Company,  owner. 

SUBJECT— Application  January  9,  1962  —  Appeal  from 
decisions  of  the  Fire  Commissioner  re-  oil  pump, 
Schedule  80  steel  pipe.  F 

P?£“ISES  AFFECTED-l  16-20  208th  Street,  south- 
west  corner  of  116th  Avenue,  Block  11080,  Lot  163 
Cambria  Heights,  Borough  of  Queens. 
APPEARANCES— 

£or  Applicant:  Lloyd  A.  Hunziker  and  John  Alicandri 
tor  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  October  22,  1963, 
at  2  P.M.  for  inspection  and  decision. 


238-63-A 

A??V^ANT~ R°bert  S‘  Hanser  for  American  Grease 
btick  Company,  owner. 

SUBJECT— Application  March  20,  1963  —  Packaging 
of  combustible  Mixture  known  as  Mr.  Zip  Rust  Fighter 
in  1.6  oz  plastic  containers  —  containers  not  in  con¬ 
formity  with  Adm.  Code,  requirements  of  New  York 
APPEARANCES— 

For  Applicant:  Robert  S.  Hanser 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

AatT?°pJA?Ff  B°ARD— Laid  oyer  to  October  22,  1963, 
at  2  P.M.  for  continued  hearing. 


613-63-A 

A  Cnmn?ANTf”^T'  RVGa,HcTay  for  ConsoKdated  Edison 
Company  of  New  York,  Incorporated,  owner 

PRbS  7A,F?ECTaED-35-08  2°  35'58  Verfon 

oulevard  7-67  36th  Avenue  northwest  corner,  Block 
Queens  ’  L°ng  Island  City’  Borough  of 

appearances— 

For  Applicant:  T.  R.  Galloway. 

ArTTn^^^0^  LiCUt  J°hn  R  Manfredi,  Fire  Dept. 

at  ^pV^f  BPARD— Laid  over  to  October  22,  1963, 
at  2  P.M.  for  inspection  and  continued  hearing. 


635-53-BZ — Vol.  II 

APPLICANT— Lama,  Proskauer  and  Prober  for  Palmieri 

SUBTFCT  A0n,  Pa'mieri  Rea,'y  Corporate  .oU”'" 
b  a^JEi  T~7Ap?  1Catlon  for  consideration  —  reopening-  for 
amendment  of  resolution  -  decision  of  the  Boroueh 
Superintendent;  previously  granted  on  condition  under 
fa  r«L7e  “a  7i  ^  ,,le  Zonin®  Resolution,  permitting 

hi  ereS  oi  ares,dence,  us«-  C  “d  D-l  area  district 
™  °l  onf  story  extension  to  the  present 
elude  repair  shop  and  the  parking  of  cars  awaiting  ser 
vice,  and  extending  from  the  business  use  into  the  resi- 
u?e  d]stljct  and  the  business  entrances  (curb  cuts') 
PRPMKpf/S8  m  thC  residence  Portion  of  the  plot. 

to  3499  Ti  AEFEpTEI;)~3564  Boston  Road  and  3421 
T°  t  7o  TierSAnn  Avenue,  southwest  corner  Block  4728 

APPEARANCES—  85'  B°r°Ugh  °'  T”'  *">"* 

For  Applicant:  James  E.  Vassalotti. 

tton  Amended.5 °ARD  Application  reopened  and  resolu- 
THE  VOTE— 

Negative: _  f 

the  resolution!  . .  ° 

VoT  nRoAnS  OctobePrP3CTQ^  Was  granted  the  Board  as 
Wherfas  tfi?!  \59-61  on  certain  conditions;  and 

was  extended*  on' 

1962™^’  tHe  resolutlon  was  amended  on  November  7, 

resolution^8’  ^  appIicant  requested  an  amendment  of  the 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  Octobe?  3  to £ 
as  amended  through  November  7,  1962,  by  adding  thereto: 
that  in  the  event  the  owner  desires  tn  nmit 
story  extension  facing  Tiemann  Avenue  and  to  extend 
the  poking  of  cars  awaiting  service  over  this  portion 
sto  n Ha  1  ,preniise®>  such  change  shall  be  permitted  sub- 

conditions  marked'^ReceivetfAnurust^JfdiV^  Pr°Ted 

herein.  *j»  JJ 

complied  with  in  all  respects.”  (Alt.  36/61) 


319-57-BZ— Vol.  II 

aprScaK”\p^  ,or  Wi,,iam 
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SUBJECT-A^timto^^on^Pjg^foj 

decision  of  the  Borough  Superintendent ;  pre- 
v’iously  granted  on  condition,  under  Sections  7f,  7i ,and  7 A 
the  Zoning  Resolution,  permitting  in  a  retail  and 
residence  use  district  the  erection  and  maintenance  of  a 
srisoline  service  station,  lubritorium,  minor  auto  repairs, 
far  washing,  office  and  sales,  utility  room,  ground  signs 
Sd  S  n"  and  storage  of  motor  vehicles  awaiting  ser- 
avkewYth  business  entrance,  curb  cuts,  and  show  windows 
within  75  feet  of  the  residence  use  district  for  a  term  o 

PREMISES '’afTeCTED-253-02  to  253-24,  ^-Inof¬ 
ficial)  Hillside  Avemtc^south^de,  from  Little  Ne^ 

Parkway  and  84-01  to  84-09  253rd  Street,  Block  8607, 
Lots  180  and  186,  Hollis,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Application  reopened  and  time 
to  complete  work  extended. 

T  Affirmativei” Chairman  Foley,  Vice  Chaimian  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com^ 

missioner  Klein -  0 

Negative:  - -  — — • 

TIWHmEAs° ^hi s' application  was  granted  by  the  Board  as 
Vol.  II  on  December  5,  1961  on  certain  conditions ,  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  5,  1^01, 
only  as  to  the  time  to  obtain  permits  and  complete  the  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read . 
“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained”.  (Alt.  211/56) 

311-61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Marmon 
Enterprises,  Incorporated,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  May  15,  1963 
—  decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7e  and  21  ot  ttie 
Zoning  Resolution,  permitting  in  a  residence  use,  C-l  area 
district,  the  erection  of  a  one  story  and  cellar  building 
with  stores  and  supermarket  on  first  floor  and  storage 
in  cellar,  business  signs,  curb  cuts  and  the  loading,  un¬ 
loading,  parking  of  patrons’  and  employees  cars  in  the 
open  area  and  within  the  required  open  spaces  in  a  0-1 
area  district  for  a  term  of  twenty-five  (25)  years. 
PREMISES  AFFECTED — 198-19  to  198-27  (198-01  to 
198-43  official)  47th  Avenue,  46-28  to  46-50  Francis  Lewis 
Boulevard,  northwest  corner,  and  197-36  to  197-58  46th 
Road,  Block  5555,  Lot  1,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ~ 

Negative:  .  u 

THE  RESOLUTION—  a  t  .  _  . 

Whereas  this  application  was  granted  by  the  Board  on 
May  15,  1962  on  certain  conditions;  and 


Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  °«  Sy 

herebv  amend  the  resolution  adopted  on  May  13,  omy 

afto  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  as  amended  this  portion  of  the  reso 

lution  shall  read :  “  _  , 

“that  in  view  of  statement  by  the  applicant  that  permit 
ha  been  obtained  and  work  is  nearly  complete,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution.”  (N.B.  36/61) 

433-61-BZ  ,  „  t  .. 

APPLICANT— Charles  Abrahams  for  the  East  Sixteenth 

Street  Company,  owner.  _ 

SUBTECT — Application  for  consideration— reopening  tor 
amendment  of  resolution  and  extension  of  ^  f  com¬ 
plete  which  expired  July  3,  1963  —  decision  of  the  Bor 

ongh  Superintendent;  previously  granted  on  condition, 

under  Sections  7e  and  21  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  C  area  district,  the  erection  o 
a  one  story  and  mezzanine  retail  store  building  to  occupy 
approximately  the  full  area  of  the  lot. 

PRFMISES  AFFECTED— 1702-1712  East  16th  Street, 
west  side,  264.78  feet  south  of  Kings  Highway,  Block 
6798,  Lot  13,  Borough  of  Brooklyn. 

APPEARANCES—  .  _ ,  T  c  . . 

For  Applicant:  C.  Abrahams  and  M.  J.  baphir. 

ACTION  OF  BOARD— Application  reopened,  resolution 
amended  and  time  extended. 

'T'TTT£  VOTE _ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ^ 

Negative:  - - - — — - ~~~~ — — — 

THE  RESOLUTION—  .  ,  „  , 

Whereas,  this  application  was  granted  by  the  Board  on 

Tuly  18,  1961  on  certain  conditions;  and  . 

Whereas,  time  to  obtain  permits  and  complete  the  work 

was  extended  on  July  3,  1962;  and  , 

Whereas,  the  applicant  requested  an  amendment  ot  the 
resolution  and  an  extension  of  time  to  obtain  permits  and 
complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  18,  lyol,  as 
amended  on  July  3,  1962,  by  adding  thereto. 

“that  the  building  may  be  subdivided  into  smaller 
units  for  store  use  as  permitted  in  a  local  retail  use 
district ;  and  that  in  view  of  statement  by  the  applicant 
that  permit  has  been  obtained  and  work  is  nearly  com¬ 
plete,  all  work  shall  be  completed  and  a  Certificate  ot 
Occupancy  obtained  within  one  year  from  the  date 
this  amended  resolution,  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects”.  (N.B.  247/61) 


1429-61-BZ 

APPLICANT— Frank  Feller,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  obtain  Certificate  of  Occupancy 
which  expired  April  17,  1963  —  decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition,  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  maintenance  of  a  parking  lot 
for  not  more  than  four  (4)  cars  for  a  temporary  term 
of  five  years. 

PREMISES  AFFECTED— 48  West  167th  Street,  south 
side,  49.36  feet  west  of  Anderson  Aenue,  Block  2509,  Lot 
55,  Borough  of  The  Bronx. 
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APPEARANCES— 

For  Applicant :  Reene  Feller. 

ACTION  OF  BOARD— Application  reopened  and  time 
to  obtain  a  Certificate  of  Occupancy  extended 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein .  V 

Negative:  _  _  2 

THE  RESOLUTION—  ' . 

aPPlic.ation  w.as  granted  by  the  Board  on 
1962  °n  certam  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  a  certificate  of  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  the  resolution  adopted  on  April  17,  1962  only 

as  to  the  time  to  obtain  a  Certificate  of  Occupancy,  so  tha^ 
as  amended  this  portion  shall  read : 

^aVn  vie,v!  ?f  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  completed,  a  Certificate 
of  Occupancy  shall  be  obtained  within  one  year  from 
tne  date  of  this  amended  resolution”.  (Alt.  655/61) 

1539-61-BZ 

AWimamAStetabecnnwSf "  “d  ^  1  Mdtzer  for 

i  decision  of  the  Borough  Superintendent;  previ- 

of  fhPgr7  C-d  °”  condltl?n>  under  Sections  7c,  7A  and  21 
ot  the  Zoning  Resolution,  permitting  in  a  retail  and 
residence  use  D  and  E  area  districts,  the  erection  of  a 
one  story  and  cellar  extension  to  an  existing  restaurant 
bar  and  cabaret  with  a  dwelling  on  the  second  floor  the 
Pfj  frCa  extending  into  the  residence  district  is  to  be 

an? 1  exit's  Md  has  business 

a  exits  within  75  feet  of  a  residence  use  district 

GlLdatlTBorou7ghto/8Quten2snd  BI°Ck  3832’  Lot  1 
APPEARANCES— 

For  Applicant:  George  J.  Meltzer. 

Aco™e”  work°x,e„MAPPUCati0n  re°pen'd  and  *° 
THE  VOTE— 

ACo2 F°'ey'  Commissioner  Fox  and 

Negative  :  Commissioner  Klein _  , 

Not  Voting:  Vice  Chairman  Kleinert  - *  , 

THE  resolution-  1 

JnjTM  S&SS  ty  “*  B°ard  “ 

‘tae  to  obtain  permi/sand  Complete  thfWo^lf 
t  at  as  amended  tins  portion  of  the  resolution  shall  read: 
that  permit  shall  be  obtained  and  work  completed 

Sn  "and  St  r  ^  date  of  this 
obtained"?  (  Ah  1471/1)“  °f  0ccupa"cr  *a»  b« 


expired  February  27,  1963  —  decision  of  the  Borough 

sSn  9A  nV  tSV7°U -ly  goantfd  •  °n  edition  under 
i/oAu  °.f  ,[he,.ZoPinS  Resolution,  permitting  in  a 
Class  1/2  height  district,  the  erection  of  a  six  story 
multiple  dwelling  that,  exceeds  the  permitted  height  with¬ 
in  two  miles  of  a  designated  airport. 

l,E^S,JFFE^r^  Nostrand  Avenue,  east 
side,  2 (JO  feet  north  of  Avenue  U,  Block  7335  Lot 

(formeny  68,  74  and  84),  Borough  of  Brooklyn’ 

APPEARANCES— 

l^c*r  Applicant :  Leonard  F.  Rothkrug. 

ACTON  OF  BOARD— Application  reopened  and  time 
to  obtain  Certificate  of  Occupancy  extended 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
Negative:  . .  . . . . . . .  a 

the  resolution— .  . . . . 

Feb^uaFrvE27  t1hQ%appHcatj°n  was  granted  by  the  Board  on 
.February  27,  1962  on  certain  conditions;  and 

Whereas ,  the  applicant  requested  an  extension  of  time 
to  obtain  a  certificate  of  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  27  1962 
only  as  to  the  time  to  obtain  a  Certificate  of  Occupancy  so 
that  ^as  amended  this  portion  of  the  resolution  shall  read : 
that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  completed,  a  Certificate 
tb  ^upancy.  shall  be  obtained  within  one  year  from 
tne  date  of  this  amended  resolution.”  (N.B.  3550/59) 

810-62-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Church  of  the 
Immaculate  Conception,  owner. 

SUBJECT  Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  —  decision  of  the  Borough 

qll,?nrinten7Cle^i  Preyiously  granted  on  condition,  under 
Sections  73-641  and  72-21  of  the  Zoning  Resolution 
permitting  in  an  R3-2  and  Cl-4  districts,  the  erection  5 

school  S!w  fourth,flo°r  extension  to  an  existing  parochial 
school,  that  exceeds  the  permitted  floor  area  ratio,  does 
not  have  the  rear  yard  equivalent  and  encroaches  on  the 
front  yard  and  sky  exposure  plane. 

Po<!f!rT;SES  A.^F]JCJEDrU,108  Gordon  Street,  west  side, 
88.25  feet  north  of  Broad  Street,  Block  543,  Lot  17  (for- 

merly  14,  15,  17  and  27),  Stapleton,  Borough  of  Richmond 
APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _  c 

Negative:  _  ^ 


1754-61-BZ 

AHBBbcrAS&wntsF-  for  a"<« 


THE  RESOLUTION— 

0^hcErR^S’lQA9  app,icati.°n  was.  granted  by  the  Board  on 
Uctober  23,  1962  on  certain  conditions;  and 

to  k^E?EAS'  thv  apP]icant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  amend  the  resolution  adopted  on  October  23,  1962 

fWHtfV0  !h^time  to  complete  the  work  and  obtain  a 
Certificate  of  Occupancy,  so  that  as  amended  this  portion 
ojf  the  resolution  shall  read : 

‘‘that  in  view  of  statement  by  the  applicant  that  permit 

haSllbhr,0bta/"ei  an6t  W°^k  'l  in  Progr«s,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob- 
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tained  within  one  year  from  the  date  of  this  amended 
resolution.”  (Alt.  182/62) 


60-37-BZ — Vol.  IV  C/viitV, 

APPLICANT— Dominick  Salvati  and  Son  for  Great  South 

Bay  Company,  owner.  . 

SUBJECT— Application  for  consideration  —  reopening  f 
extension  of  term  of  variance  which  expired*  July  23, 
ml  -  decision  of  the  Borough  Superintendent ;  previ¬ 
ously  granted  on  condition,  under  Sections  7h  and  7A  ol 
the  ^Zoning  Resolution,  permitting  in  a  bus  nes 
residence  use  district,  the  maintenance  of  a  parking  lot 
for  more  than  three  cars  with  entrances  orh^5frf°  t 
a  business  zone  into  a  residence  zone  less  than  75  feet 

from  the  residence  zone. 

PREMISES  AFFECTED — 32-1 1  to  32-21  Newtown  Ave¬ 
nue  ami  28-36  to  28-58  33rd  Street  northwest  corner, 
Block  619,  Lot  1,  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leon  Komondorea. 

ACTION  OF  BOARD— Application  reopened  and  set  for 

November  6.  1963,  at  10  A.M.,  to  “"s'dX “Tthe 
the  term  of  variance,  requiring  a  new  decision  of  the 
Borough  Superintendent  and  photographs,  which  hav 
been  filed,  and  two  publications  in  the  Bulletin  as  notice. 

T  AffirmSTv^7  Chairman  Foley,  Vice  Chairman  Kleinert. 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - q 

Negative: 


APPLICANT— Burke  and  Groh  for  C.  B.  S.  Trading 
Corporation,  owner.  .  .  , 

SUBJECT— Application  for  consideration  — • '/ a0?6;?  ggio63 
extension  of  term  of  variance  which  expired  April  8,  lVW 
—decision  of  the  Borough  Superintendent;  Pre^sly 
granted  on  condition,  under  Section  7h  of  the  Zoning 

Resolution,  permitting  in  a  a^d: [°™ 

use  district,  the  erection  of  a  sales  office  and  use  tne  ioi 

for  the  display  and  sale  of  used  cars.  ^  , 

rvnc i\/r t c rr c  AFFECTED— 234-04  Nortnern  Boulevard, 
PSeasfconmrFofC  2F4th  Street  Block  8167.  Imts  286 
and  293,  Douglaston,  Borough  of  Queens. 

appearances— 

For  Applicant:  Carol  Fernandes. 

ACTION  OF  BOARD— Application  reopened  and  set  tor 
November  6,  1963,  at  10  A.M.,  to  consider  extension  of 
the  term  of  variance,  requiring  a  new  decision  of  the 
Borough  Superintendent  and  photographs,  which  have 
been  filed,  and  two  publications  in  the  Bulletin  as  notice. 

T  Affirmative^ '  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  q 

Negative:  — - -  ““ 


Adjourned  4:15  P.M. 


James  P.  Mulroy,  Secretary 


PUBLIC  HEARING 


NOTICE  OF  PUBLIC  HEARING 


NOTICE  IS  HEREBY  GIVEN  that  a  Public  Hearing 
will  be  held  by  the  Board  of  Standards  |nd  °n 

Fridav  morning  October  18,  1963  at  10  A.  M.  in  Room 
909,  80  Lafayette  Street,  Borough  of  Manhattan,  on  the 
following  matters: 


of  Buildings  adopted  by  the  Board  under  Cal.  784-41-SR 
by  adding  Rule  2.2.3.  . 

223  Metal  or  fireproofed  wood,  tested  °f.,^roz'*d"  •*!» 

to  C26-339-0,  or  other  incombustible  material 
approved  by  £  Board,  shall  be  used  in  the  construct* « 
of  all  contractors’  shanties. 


784-41-SR  _  ~ 

APPLICANT — Commissioner  Edward  Thompson,  hire 

partment.  _ 

ctjbteCT — Request  for  amendment  to  Rules  for  Erection, 
Ateation,  Repair,  Excavation  For  a"d  °™°ht.on  oi 
Buildings  adopted  by  the  Board  under  Cal.  784-41-SR  by 
amending  Rule  2.2.2. 

New  Matter  in  italics. 

Old  matter  in  brackets  to  be  deleted. 

2  2  2.  Metal,  or  fireproofed  wood  scaffolding  tested  as 
provided  in  C-26-331.0  to  C26-339.0,  shall  be  used  in  all 
construction,  repair  or  partial  demolition  in  public  buildings 
in  which  persons  are  bedridden  or  detained  or  in  which 
the  occupancies  are  similar  [ .  ]  and  in  all  buildings  where 
scaffolding  exceeds  75'-0"  in  height. 

ACTION  OF  BOARD— Laid  over  for  continued  hearing ; 
date  to  be  set. 


APPLICANT — Commissioner  Harold  Birns,  Department 
of  Buildings. 

SUBJECT— Request  for  amendment  to  Rules  for  Ejection, 
Alteration,  Repair,  Excavation  For  and  Demohtion  of 
Buildings  adopted  by  the  Board  under  Cal.  784-41  SK 
by  adding  Rule  7.5.19. 

New  matter  in  italics. 

7.5.19  Power  Operated  Scaffolds  _ 

Records  of  the  inspection,  servicing  and  maintenance^ 
all  power  operated  scaffolds  shall  be  kept  by  the  user. 

These  records  are  to  be  as  prescribed  by  the  Commissioner 

of  Buildings  and  are  to  be  made  available  whenever  called 
for  by  the  Commissioner. 


784-41-SR 

APPLICANT — Commissioner  Edward  Thompson,  hire  De¬ 
partment. 

SUBJECT — Request  for  amendment  to  Rules  for  Erec¬ 
tion,  Alteration,  Repair,  Excavation  For  and  Demolition 


217-21-SR 

APPLICANT — Commissioner  Edward  Thompson,  hire  De¬ 
partment.  . 

SUBTECT — Request  for  amendment  to  Rules  covering  tne 
Installation  and  Use  of  Oil  Burning  Equipment  and  the 

Storage  of  Oils  Used  in  Connection  Therewith  adopted 

by  the  Board  under  Cal.  No.  217-21-SR  by  adding 
Rule  15.2  the  following: 
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The  holder  of  a  certificate  of  fitness  shall  be  present  in 
the  boiler  room  when  repairs  or  adjustments  are  made, 
when  there  is  a  manual  closing  of  valves  or  when  a 
boiler  is  put  into  operation. 


438-60-SR 

APPLICANT — Commissioner  Edward  Thompson,  Fire  De¬ 
partment. 

SUBJECT — Request  for  amendment  of  the  Rules  Sup¬ 
plementing  the  Mandatory  Requirements  of  Section  280 
of  the  Labor  Law  as  Amended  by  the  New  York  State 
Legislature  by  Adoption  of  Chapter  854  of  the  Laws 
of  1959. 

New  Matter  in  italics. 

Old  Matter  in  brackets  to  be  deleted. 

[1.3  BAKERY :  The  term  “bakery”  shall  mean  a  bakery  as 
defined  by  Sec.  330  sub.  1  of  the  New  York  State  Labor 
Law. 

Sec.  330  sub.  (1) — “Bakery”  means  a  building, 
room,  or  place  used  for  making,  preparing  or 
baking  bread,  biscuits,  pastry,  cakes,  doughnuts, 
crullers,  noodles,  macaroni  or  spaghetti  to  be  sold 


or  consumed  on  or  off  the  premises,  except 
kitchens  in  hotels,  restaurants,  boarding  houses, 
houses  and  private  residences,  wherein  all  such 
products  are  consumed  exclusively  on  the  prem¬ 
ises;  and  with  respect  to  the  provisions  of  this 
chapter  relating  to  machinery,  safety  devices  and 
sanitary  conditions  includes  hotel  bakeries.  A 
bakery  if  a  factory  within  the  meaning  of  this 
chapter.] 

Renumber  the  following  Rules: 


New 

Old 

1.3 

[1.4] 

1.3.1 

[1.4.1] 

1.3.2 

[1.4.2] 

1.4 

[1.5] 

Proposed 

deletions  and  additions  under  Medium  Hazards 
MEDIUM  HAZARDS 
[  Bakeries  ] 

Bakeries  except  Retail  Bakeries 
Printing 


RULES 


RULES  RELATING  TO  SMOKING  IN  PROTECTED  PORTIONS  OF  FACTORIES,  AND 
IN  SPECIAL  CLASSES  OF  OCCUPANCIES. 

Adopted  by  the  Board  of  Standards  and  Appeals  August  13,  1918,  effective  September  9,  1918,  under  the  powers 
conferred  upon  the  Board  by  Section  718-a,  Subsections  2  and  3  (Old  Charter)  to  supplement  Section  283  of  the  Labor 
Law  (Old  Section  83c). 


[Cal.  1262-18-SA] 

Labor  Law 

Section  283.  Smoking. 

1.  No  person  shall  smoke  in  a  factory.  A  notice  of  such 
prohibition  stating  the  penalty  for  violation  thereof  shall  be 
kept  posted  in  every  entrance  hall,  elevator,  stair  hall  and 
room  of  a  factory  in  English,  and  in  such  other  languages  as 
the  fire  commissioner  of  the  city  of  New  York  in  such  city 
and  elsewhere  the  commissioner  shall  direct. 

2.  The  board  in  its  rules  may  permit  smoking  in  pro¬ 
tected  portions  of  a  factory,  or  in  such  classes  of  occupan¬ 
cies  where  in  its  opinion  the  safety  of  the  employees  will  not 
be  endangered  thereby.  The  fire  commissioner  of  the  city 
of  New  York  in  such  city  and  elsewhere  the  commissioner 
may  issue  such  permits  in  accordance  with  rules  adopted  by 
the  board. 

3.  The  fire  commissioner  of  the  city  of  New  York  in 
such  city  and  elsewhere  the  commissioner  shall  enforce  this 
section. 

RULE  1.  Permit 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only  after 
the  issuance  of  a  permit  by  the  administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator  car,  in  English,  and  also  in  such 


other  language  or  languages — as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 

made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  the  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted,  and 
this  permit  shall  be  framed  and  kept  posted  in  a  conspicuous 
place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 

specified  in  the  permit  in  addition  to  incurring  such  penalties 
as  are  prescribed  by  law,  shall  be  full  and  sufficient  cause 
for  the  revocation  of  such  permit  by  the  administrative 
official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 

Ris!e  2.  Permissible  Cases. 

Smoking  may  be  permitted  in  : 

(a)  Factories  engaged  in  the  manufacture  of  cigars,  cig¬ 
arettes,  or  smoking  tobacco,  when  necessary  for  the  efficient 
conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

_  (2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
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the  rest  of  the  building  by  fireproof  or  fireresisting 
partitions,  with  all  openings  therein  protected  by 
selfclosing  fire  doors,  and  further,  unless  the  build¬ 
ing  is  of  fireproof  construction  or  provided  with 
an  approved  automatic  sprinkler  system,  t  e  oor 
and  ceiling  of  such  room  shall  be  covered  with  fire 
retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

u  (4)  All  waste  paper  and  other  inflammable  waste 

materials  are  deposited  in  fireproof  receptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
jccupancies : 

■Rlarksmithine  or  horseshoeing; 


Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works ; 


Forge  shops; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops; 

Smelting ; 

Stone  or  monumental  works ; 
provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construction; 

(2)  Such  chemical  fire  extinguishers  as  the  ad- 
ministrative  official  may  direct  are  installed , 

(3)  All  waste  paper  and  other  inflammable  waste 
materials  are  deposited  in  fireproof  receptacles. 

Board  of  Standards  and  Appeals 
80  Lafayette  Street 
New  York  13,  N.  Y. 


NOTICES 


NOTICE 


The  Board  has  adopted  the  following  procedure  m 
handling  Administrative  (interpretive)  Appeals  hied  to 
review  decision  of  the  Borough  Superintendents  on  ques¬ 
tions  involving  the  legality  of  administrative  interpreta¬ 
tion  and  application  of  provisions  of  the  new  Zoning 
Resolution: 


1  Plans  required  shall  consist  of  eight  copies  on 
paper  8%"  x  11"  in  size,  except  that  where  accep- 
able  to  the  Director,  such  plans  may  be  of  a  size 
which  can  readily  be  folded  to  fit  the  Board  s 
binders. 

2  Such  plans  need  only  be  sufficient,  in  the  opinion 
of  the  Director,  as  to  clearly  illustrate  the  points 
involved. 

3  Date  of  hearing  shall  be  set  as  expeditiously  as 
possible,  allowing  sufficient  time  for  one  publica¬ 
tion  in  the  Bulletin. 

4.  Where  sufficient  number  of  _  appeals  have  been 
decided  on  a  question,  which  in  the  opinion  of  the 
Director  are  applicable  to  a  General  Resolution, 
the  Director  shall,  under  a  selected  calendar  num¬ 
ber,  recommend  to  the  Board,  the  adoption  of  a 
General  Resolution. 

5.  Upon  the  assignment  of  a  date  of  hearing  on  the 
adoption  of  a  General  Resolution,  the  Director 
shall  notify  the  Commissioner  of  Buildings,  the 
Architects  Council,  and  the  various  architectural 
and  engineers  societies;  and  such  other  interested 
parties  as  he  may  deem  affected  by  the  question 
involved. 

6  At  the  public  hearing  on  a  proposal  to  adopt  a 
General  Resolution  the  Commissioner  of  Buildings 
and  any  other  interested  parties  may  appear  or 
may  file  briefs  setting  forth  their  positions  on  the 
matter  involved. 

7.  The  Director  shall  furnish  each  member  of  the 
Board  with  a  copy  of  his  report  recommending  the 
adoption  of  a  General  Resolution,  which  report 


shall  include  a  summary  of  prior  actions  by  the 
Board  on  Administrative  (interpretive)  Appeals 
involving  the  same  question. 

8  A  permanent  cumulative  subject  index  shall  be 
maintained  by  the  Director  of  all  such  appeals 
properly  indexed  so  as  to  be  readily  referrable  to 
the  sections  of  the  Zoning  Resolution  involved. 

James  P.  Mulroy 
Secretary  of  the  Board 

Effective  May  22,  1962 


NOTICE  TO  APELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connec¬ 
tion  with  which  court  proceedings  are  pending,  or  in  pro¬ 
gress  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the 
date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  .  an  appeal  .  or 
application  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by 
the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting 
his  appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the 
appellant  or  applicant  shall  forward  a  notice  of 

appeal  addressed  to  the  Administrative  Official  either 
Borough  Superintendent  of  Buildings  or  Fire  Commis¬ 
sioner  and  file  with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  estab¬ 
lish  the  true  location  and  position  of  the  property,  the 
subject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  their 
disposition  expedited  by  conforming  to  these  directions. 

MAX  H.  FOLEY,  Chairman. 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each — add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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CONTENTS 


Court  Decision. 

Docket. 

Notice  of  Hearing  Calendar. 

Minutes  of  -Regular  Meeting,  Tuesday  Morning,  Octo- 
b£3' A?ecting  Calendar  Numbers,  1864-61-BZ, 
a325-63-BZ’  478-63-BZ,  519-63-BZ,  572-63- 
?TZ’ii7h6l-£>  c597-63-bZ,  599-63-BZ,  558-37-BZ— Vol. 
II,  16-52-BZ,  5-58-BZ,  298-63-BZ,  575-63-BZ. 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Octo- 

snci  *  oir,ffe.ctmg  Calendar  Numbers,  611-61-A, 
936’61-A.  1016-61-A,  1035-61-A,  1047-61-A, 
YooiAVA’  u75-61-A,  1177-61-A,  1222-61-A, 
i247'6,1;^.  1291-61-A,  1297-61-A,  1303-61-A,  1309-61- 
A’ 1317'61'A>  1318’61-A,  1333-61-A,  1391- 
61-A,  773-62-A,  31-63-A,  634-63-A,  668-63-A,  1212-61- 


COURT  DECISION 

8.  mi!rthe  BoaOrdatdedniedO0?hStOreSf  ^  vs:  Foley  .-On  Novembei 

Sb“S.°cS.°„VrhNumb£ 

ass.  ssffsszs i79ih 

irv,-  a. 

_Son,  granted.  The  record  does  not  indicate  that  the  re¬ 
spondents  denial  of  the  petitioner’s  request  for  a  variance  was 
arbitrary,  capricious  or  contrary  to  law.  Submit  order." 

(N.  Y.  Law  Journal,  October  8,  1963,  page  16) 


PUBLIC  HEARINGS 

Tuesday  at  10  a.m.,  12  p.m.  and  2  p.m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  at  80  Lafayette  Street,  9th  Floor, 
Borough  of  Manhattan. 


NOTICE 

1."  CALENDAR:  Notices  of  public  hearing  on  appli- 
cations  for  zoning  variances,  will  be  published  twice:  first 
publication,  listing  new  cases  set  for  hearing,  in  the 
bulletin  available  to  the  public  at  least  14  days  before 
the  date  of  hearing;  second  publication,  in  the  last.  Bulle¬ 
tin  available  to  the  public  immediately  prior  to  the 
earing  date.  The  second  publication  will  be  augmented 
with  a.  listing  of  cases  laid  over  from  previous  hearings 
Attention  is  directed  to  the  MINUTES  of  such  previous 
hearings,  where  the  reasons  for  laid  over  cases  will  have 
been  published.  Notices  of  public  hearing  on  applications 
tor  approval  of  materials  and  appliances  will  be  published 
once,  at  least  10  days  prior  to  the  hearing  date. 

2— -MINUTES:  The  publication  of  the  “digest”  of  the 
applicant’s  statement  has  been  discontinued,  except  that 
the  administrative  orders,  decisions,  etc.,  which  are  the 
subject  of  each  application  or  appeal  will  be  published. 


A’tt13,14't6t1"A’  818-62-A,  895-61-A,  958-61-A,  1470-61-A 
~V°1.  a1’  903-61-A.  966-61-A,  998-61-A,  1030-61-A, 
1039-61-A,  1040-61-A,  1041-61-A,  1042-61-A,  1046-61- 
A>  1050-6 i-A,  1144-61-A,  975-62-A,  326-63-A,  329-63-A, 
4752p3”A,  527-63-a,  568-63-A,  615-63- A,  648-63-A,  303- 
26-BZ— VoL  IV,  547-32-BZ— Vol.  Ill,  800-59-BZ, 
1355-61-BZ,  551-37-BZ— Vol.  II,  861-48-BZ— Vol.  I 
115-58-BZ,  391-58-BZ.  ’ 

Correction  Affecting  Calendar  Number— 250-63-BZ. 

Rules  Relating  to  Smoking  in  Factory,  etc. 

Notices 

Warning 
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DOCKET 

New  Cases  filed  up  to  October  15,  1963 
Cal.  No.  Premises  Affected 

788-63-SM — Termocrete  cellular  concrete,  manufactured 
by  Termocrete  Company,  Inc.,  Material. 


789-63-A — B.M. — 41  East  75th  Street  north  side,  145 
feet  east  of  Madison  Avenue,  Block  1390,  Lot  27,  Bor¬ 
ough  of  Manhattan,  Alt  2049-60,  re-  Class  111  construc¬ 
tion,  extension  of  school. 


790-63-A — F.D. — 39  Vestry  Street,  south  side  127.6  feet 
east  of  Greenwich  Street,  Block  219,  Lot  IS,  Borough  of 
Manhattan,  F.D.  Order  No.  3458,-3,  re-  sprinkler  system. 


791-63-BZ — B.Bx. — 3963  Duryea  Avenue,  west  side,  175 
feet  south  of  Strand  Avenue,  Block  4962,  Lot  44,  Bor¬ 
ough  of  The  Bronx,  Alt.  543-62,  re-  Additional  parking 
space,  R4  district. 


792-63-A— B.Bx.— 3963  Duryea  Avenue,  west  side,  175 
feet  south  of  Strand  Avenue,  Block  4962,  Lot  44,  Bor¬ 
ough  of  The  Bronx,  Alt.  543-62,  re-  frame  building. 


793-63-BZ— B.M.— 139-147  East  31st  Street  north  side, 
104  feet  east  of  Lexington  Avenue,  Block  887,  Bot  oz, 
Borough  of  Manhattan,  Alt.  519-62,  re-  change  in  use, 
R8  district  • 


Restored  to  Docket 

1470-61-A-Vol.  II— F.D.-45  Lispenard  Street  north 
side,  175.2  feet  east  of  Church  Street,  Block  210,  Lot  26 
Borough  of  Manhattan,  Decision  re-  Order  No.  493456 
re-  automatic  sprinkler  system  throughout  the  building. 


391-58-BZ— B.Bx.— 1312-1318  Taylor  Avenue,  east  side, 
97.27  feet  north  of  Westchester  Avenue,  Block  3878, 
part  of  Lot  9,  Borough  of  The  Bronx,  Alt.  342-58,  re¬ 
opened  for  consideration  as  to  extension  of  term  ot 
variance,  re-  parking  lot  —  retail  and  residence  use 
district. 


115-58-BZ— B.Bx.— 1061  Ogden  Avenue,  west  side,  70 
feet  north  of  West  165th  Street,  Block  2526,  Lot  32, 
Borough  of  The  Bronx,  Alt.  193-60,  reopened  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  re-  park¬ 
ing  and  storage  of  motor  vehicles  —  local  retail  use 
district. 


551-37-BZ — Vol.  II — B.Q. — 233-02  Northern  Boulevard, 
southeast  corner  of  233rd  Street,  Block  8166,  Lot  20, 
Laurelton,  Borough  of  Queens,  Alt.  530-61,  reopened 
for  consideration  as  to  extension  of  time  to  complete, 
re-  extension  of  yard  area  of  the  station,  etc.  local 
retail  and  residence  use  district. 


794-63-SA— Lennox  Electric  Resistand  Heating  Units, 
manufactured  by  Lennox  Industries,  Inc.,  Appliance. 


861-48-BZ— Vol.  I— B.Bx.— 2519-2525  Creston  Avenue 
and  62  East  191st  Street,  southwest  corner  Block  3175, 
Lots  26  and  36,  Borough  of  The  Bronx,  Alt.  704-48,  re¬ 
opened  for  consideration  as  to  extension  of  term  ot 
variance,  re-  parking  of  more  than  five  motor  vehicles 
residence  use  district. 


795-63- A — B.R. — 102  Sea  Gate  Road,  west  side,  150  feet 
north  of  Wadsworth  Road,  Block  3066,  Lot  265,  Fort 
Wadsworth,  Borough  of  Richmond,  N.B.  1044-62,  re¬ 
building  not  facing  legal  street. 


796- 63-A— F.D.— 938-984  (960  official)  48th  Street  south 
side  165  feet,  6  inches  east  of  10th  Avenue,  Block  5631, 
Lot’ 22,  F.D.  Order  No.  3270-3,  re-  photometers.  ^ 

797- 63-BZ— B.B.— 1918-1928  Atlantic  Avenue,  56-58  Buf¬ 
falo  Avenue,  southwest  corner,  Block  1338,  Lot  38  (ten¬ 
tative),  Borough  of  Brooklyn,  Alt.  1565-63,  re-  extension 
of  non-conforming  use.  R-6  and  Ml-1  district. 


Applications  For  Extension  of  Time  To  Permit  The 
Completion  of  Construction. 

( Filed  pursuant  to  Sections  11-32  and  11-33.) 

51-63-BZX— B.Bx.— 2273  Virgil  Place,  Block  3615,  Lot 
1,  Alt.  1094-61,  Permit  No.  1366-63. 


52-63-BZX— B.Bx— 222  East  146th  Street,  Block  2335, 
Lot  16,  Alt.  941-60,  Permit  No.  3370-62. 


53-63-BZX— B.M. — 452  Fort  Washington  Avenue,  Block 
2176,  Lot  100,  Alt.  1597-59,  Permit  No.  914. 


798-63-A — F.D. — 69  Second  Avenue,  east  side,  from  8th 
to  9th  Streets,  Block  1002,  Lot  1,  Borough  of  Brooklvn, 
FD  Order  No.  4425-2,  re-  sprinkler  system. 


54-63-BZX — B.M. — 229  East  53rd  Street,  Block  1327, 
Lot  13,  Alt.  1797-60,  Permit  No.  4728. 


799-63-A — B  R.— 2205  Richmond  Road,  southwest  corner 
of  Todt  Hill  Road,  Block  934,  Lot  17,  Grant  City,  Bor¬ 
ough  of  Richmond,  Alt.  159-62,  re-  live  load,  enclose 
hallways.  - Si1 


55-63-BZX— B.M.— 1269-1271  1st  Avenue,  Block  1443, 
Lots  25  and  26,  Alt.  No.  1873-61,  Permit  No.  1993. 


56-63-BZX — B.M. — 3  East  78th  Street,  Block  1393,  Lot 
7,  Alt.  No.  2426-61,  Permit  No.  2764. 


800-63-SA — Kelmore  Explosion  Proof  Refrigerators  & 
Freezers,  manufactured  by  Kelmore,  Inc.,  Appliance. 


57-63-BZX— B.B.— 771-773  Hick  Street,  Block  539,  Lots 
7  in  a i+  Pprmit  No.  1389-62 


801-63-BZ — B.R. — 2407  Richmond  Avenue,  northeast 
corner  of  Richmond  Hill  Road,  Block  2380,  Lot  1,  New 
Springville,  Borough  of  Richmond,  N.B.  1076-60,  re¬ 
proposed  alteration,  R3-2  district. 


802-63-A — B.R. — 2407  Richmond  Avenue,  northeast 
corner  of  Richmond  Hill  Road,  Block  2380,  Lot  1,  New 
Springville,  Borough  of  Richmond,  N.B.  1076-60,  re¬ 
proposed  curb  cut. 


58-63-BZX — B.M. — 121  Norfolk  Street,  Block  353,  Lot 
27,  Alt.  2307-61,  Permit  No.  3560-62. 


59-63-BZX — B.M. — 90-94-Hamilton  Place,  Block  2073, 
Lot  20,  Alt.  1829-61,  Permit  No.  402-62. 


60-63-BZX— B.M.— 57  Thompson  Street,  Block  489,  Lot 
37,  Alt.  1759-58,  Permit  No.  1083-58. 
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Street’  Bl0ck  804'  Lots 
1,  68,  Alt.  632-61,  Permit  No.  4992-63. 

62-63-BZX—B  B.— 192  Roeblmg  Street,  Block  2394,  Lot 
25,  Alt.  1662-58,  Permit  No.  6466-61. 

®3'63:®^—B-B  — 717  Avenue  L,  Block  6533,  Lot  49, 
Alt.  2556-61,  Permit  No.  3229-62. 


5?'6ai?Z^T?-§-_1- 9  Banker  Street,  Block  2642,  Lot 
52,  Alt.  32-53,  Permit  No.  1046-55,  1633-63. 

3rd  Avenue,  Block  997,  Lot  1, 
Alt.  1637-61,  Permit  No.  5064-63. 


40’6Alf Z93-T5B‘B‘~471'473  KeaP  Street  B1°ck  2371>  Lot 


ah63i • B —1  &  8th  Street>  Block  997,  Lot  1, 
Alt.  1638-61,  Permit  No.  5065-63. 


l8t?;Bi5S'7,B-?-~4-1;4r39  3rd  Avenue-  Block  997,  Lot 
1,  Alt.  1639-61,  Permit  No.  5063-63. 

Z^~B: B •“ ,1 761  ‘I/ 65  Bushwick  Avenue,  Block 
3483,  Lot  6,  Alt.  1608-61,  Permit  No.  2219-62. 

T°nt3l"i?  A  Yfythe  Avenue,  Block  2469. 

Lot  16,  Alt.  3652-61,  Permit  No.  2889-62. 

16"6Ai??«no"?.B  — 23xt  3Sth  Street>  Block  6890,  Lot 

16,  Alt.  1809,  Permit  No.  2832-62. 

72- 63-BZX — B.B. — 338-352  Meserole  Street,  Block  3056 

Lot  35,  Alt.  2239-61,  Permit  No.  1962-63.  ' 

73- 63-BZX — B.M. — 290  West  12th  Street  Block  624 

Lot  44,  Alt.  1708-61,  Permit  No.  2818-62.  ’  ’ 

r4"f 3'?9Z^~B  M  — 45-452  West  58th  Street,  Block  1067, 
Lots  52,  53,  54,  Alt.  1849-61,  Permit  No.  1143-63. 

75- 63-BZX — B.M. — 44  West  56th  Street,  Block  1271 

Lot  62,  Alt.  1640-60,  Permit  No.  1486-61.  ’ 

76- 63-BZX— B  Bx  — II34  College  Avenue,  Block  2434, 
Lot  12,  Alt.  717-61,  Permit  No.  1053-63. 

77- 63-BZX — B.M. — 344  West  72nd  Street,  Block  1183 
Lot  53,  Alt.  1254-59,  Permit  No.  1477-63. 

10463A^Z?87fiB^‘“^20°  .Tidary  Street-  Block  2050,  Lot 
1U4,  Alt.  2856-59,  Permit  No.  4499-60. 

10063A^?^K7  ?o'~J°2  TiIIary  Street,  Block  2050,  Lot 
100,  Alt.  2857-59,  Permit  No.  4500-60. 

MW  Schermerhorn  Street,  Block  268, 
■Lot  15,  Alt.  1433-61,  Permit  No.  32-63. 

®J'®3'B2X— B.B— 1000-1002  Flatbush  Avenue,  Block 
512a,  Lot  18,  Alt.  1544-57,  Permit  No.  1890-61. 

82-63-B2x-b.B._236()-2420  Bedford  Avenue,  Block 
5133,  Lot  14,  Alt.  3237-61,  Permit  No.  2789-63,  2790-63. 


?»Xa17“-To148  West  133rd  Street,  Block  1917, 
Lot  152,  Alt.  201-60,  Permit  No.  1754-62. 

®^”®3-BZX  B.B. — 405-409  East  53rd  Street  Block  472^ 
Lot  63,  Alt.  3627-60,  Permit  No.  4555-63. 

T5^f3^B?^~ioowT4^0  East  89th  Street,  Block  1568, 
Lot  35,  Alt.  1901-61,  Permit  No.  3581-62. 

T6n?3i'o^Z?iT?h9'^71?,'13  flushing  Avenue,  Block  3410, 
Lot  190,  Alt.  807-61,  Permit  No.  3581-62. 

®7-63— BZX — B.M. — 58  West  128th  Street  Block  1725 
Lot  63,  Alts.  1927-60,  Permit  No.  3579.  ’  ' 

I8nf3?kB  ah^^T4^9  ^st  148th  Street,  Block  2063, 
Lot  26,  Alt.  2158-61,  Permit  No.  3580. 

I9nt3l7ZAi7^i'Ti198£  Le?infton  Avenue,  Block  1770, 
Lot  17,  Alt.  1581-61,  Permit  No.  2766-62. 

A1  t63l 8 5f)^7B1  rkTm 1  p 1 8th  Avenue-  Block  7696,  Lot 
Alt.  1850-61,  1851-61,  Permit  No.  4101-61. 

T1nf3^AZAir‘?^''^50o  We-St  142nd  Street,  Block  2073, 
Lot  36,  Alt.  1676-54,  Permit  No.  669-63. 

Lo"t320B  Ah~l77^7r2i5  7est  140th  Street,  Block  2026, 
Lot  20,  Alt.  1727-60,  Permit  No.  2099-62. 

Lot769ZAi 7?779T?4LS  EastAT  26th  Street,  Block  7422, 
Lot  769,  Alt.  1272-61,  Permit  No.  4363-61. 

?7~6 A*n  7Bc VB ' 7624 •  Pirkin  Avenue>  Block  4228,  Lot 

17,  Alt.  2030-57,  Permit  No.  661-57. 

95- 63-BZX— B^B.— — 176  Classon  Avenue,  Block  1895 

Lot  6,  Alt.  1808-61,  Permit  No.  979-62.  * 

96- 63-BZX — B.B. — 319-325  Greene  Avenue  Block  1953 

Lot  59,  Alt.  2770-51,  Permit  No.  4379-52.  ’  ’ 

97- 63-BZX — B.B. — 311-317  Greene  Avenue  Block  1953 

Lot  64,  Alts.  2769-51,  Permit  No.  4378-52.  '  ’ 

98- 63-BZX— B  M.— 740  West  End  Avenue,  Block  1868, 
Lot  1,  Alt.  2447-61,  Permit  No.  3398-62,  541-63. 

,^3"®ZX~B-B— 1402-1406  Atlantic  Avenue,  Block 
1202,  Lot  22,  Alt.  3848-61,  Permit  No.  1341-62. 

100- 63-BZX_B.B.—3810  l4th  Avenue,  Block  5299,  Lot 
37,  Alt  2417-61,  Permit  No.  5859-61. 

101- 63-BZX— B. AL— 229  East  i ilSth  Street,  Block  1666, 
Lot  13,  Alt.  6-61,  Permit  No.  3426-62. 

482  A?t’B^oi~7?‘p  ~133xt71  Street’  Block  844,  Lot 
48,  Alt.  3591-55,  Permit  No.  7186-55. 


103-63-BZX— B.Q.— 31-02-23108  21st  Street  Block  533 
Lot  47,  Alt.  2269-61,  Permit  No.  4352-62.  ’  ’ 

l°4-63-BZX— B.M.— 267  West  71st  Street,  Block  1163, 
Lot  6,  Alt.  1315-61,  Permit  No.  3348-62. 
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105-63-BZX — B.Bx. — 1738  East  Gun  Hill  Road,  Block 
4494,  Lot  46,  Alt.  898-55,  Permit  No.  926-63. 


106- 63-BZX— B.M.— 501-507  Lexington  Avenue,  Block 
21,  Lot  1302,  Alt.  340-61,  Permit  No.  87-61. 

107- 63-BZX — B.B. — 4217-4229  New  .  Utrecht  Avenue, 
Block  5596,  Lot  23,  Alt.  2417-60,  Permit  No.  3373-61. 


108-63-BZX— B.Bx.— 219-2200  Folin  Street,  Block  3143, 
Lot  43,  Alt.  12-59,  Permit  No.  2937-62. 


109- 63-BZX— B.B.— 586-600  Livonia  Avenue,  Block  3821, 
Lots  25,  28,  Alt.  2594-60,  Permit  No.  5205-60. 

1 10- 63-BZX — B.B. — 836-866  Lefferts  Avenue  Block  1430 
Block  1430,  Lot  22,  Alt.  820-60,  Permit  No.  664-61,  5249- 

62. 


111-63-BZX _ B.B. — 235  Glenmore  Avenue,  Block  3697, 

Lot  36,  Alt.  86-61,  Permit  No.  2216-61. 


112- 63-BZX _ B.B. — 851  Gates  Avenue,  Block  1631,  Lot 

62,  Alt.  7-63,  Permit  No.  1948-63. 

113- 63-BZX — B.M. — 350  West  123rd  Street,  Block  1949, 
Lot  56,  Alt.  1024-61,  Permit  No.  1985-62. 


Concrete  Rules  (Hydrated  Lime).  Aug. 
Coin-Operated  Dry  Cleaning  Es- 

tablishments,  Rules  Covering  ...  Oct. 
Dry  Cleaning  Establishments,  Rules 

Covering  . _ . ••  •  • :  •  •  •••  •  Ucl" 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  or 

Buildings  . . . y 

Exterior  Veneering  Materials, 

Rules  for  . 

Factory  Exit  Rules  - . . £  eb- 

Fire  Alarm  Rules  (Interior)  . May 

Fire  Drill  Rules  . y  •  •••  •  June 

Fire  Resistive,  Flameproof  Ma- 
terials,  etc..  Rules  for  Testing  of  Jan. 

Hatchway  Protection  . •••••  June 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.280  of  The  Labor 

Law)  . . 

Insulating  Fibre  Board  Rules - Mar. 

Oil  Burner  Rules . . . ■••••  June 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . .  •  •  Mar 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  .  Mar' 

Procedure,  Rules  of  - 

Smoking  in  Factories,  Rules  for . .  Cct. 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc . May 

Sprinkler,  Rules  . . . June 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  . .  Sept 


1 14-63-B Z X — B.M. — 328  East  25th  Street,  Block  930 
Lot  42,  Alt.  1211-61,  Permit  No.  1494-62. 


115-63-BZX— B.M.— 302-304  Mott  Street,  Block  521, 
Lot  26,  Alt.  1001-60.  Permit  No.  795-63. 


116-63-BZX — B.M. — 15  East  55th  Street,  Block  1291, 
Lot  11,  Alt.  1039-59,  Permit  No. 


117-63-BZX _ B  M. — 458  West  126th  Street,  Block  1966, 

Lot  101  Alt.  976-60,  Permit  No.  2509-60. 


118-63-BZX — B.M. — 360  East  55th  Street,  Block  1347, 
Lot  30,  Alt.  1982-59,  Permit  No.  758-60. 


3,  1937 — Vol.  22,  No.  31 
3,  1963— Vol.  48  No.  40 
3,  1963 — Vol.  48  No.  40 

20,  1962. 

11,  1952— Vol.  37,  No.  HA 
22,  1955. 

120,3'l963— Vol.  48,  No.  25 

31,  1963 — Vol.  48,  No.  5 
5,  1928 — Vol.  13,  No.  23 

25,  1961— Vol.  46,  No.  21 
25,  1952 — Vol.  37,  No.  13A 
1,  1962. 

27,  1954. 


20,  1960. 

17,  1963 — Vol.  48,  No.  3 
24,  1963 — Vol.  48,  No.  43 

2,  1963— Vol.  48,  No.  18 
29.  1937 — Vol.  22,  No.  26 

3,  1946 — Vol.  31,  No.  36 


DESIGNATIONS:  VSTtulowifS  X'bumFw. 
of  BoMmg,.  BrjoklW.  B  R.- 

Manhattan:  f.g.— Department  _ Department  of  Build- 

Pngs^^nx;1 ?  H  D -Health  Department;  F.D.-Fire  Department. 


119-63-BZX — B.M. — 178  Suffolk  Street,  Block  350,  Lot 
7,  Alt.  2296-61,  Permit  No  3026-63. 


120-63-BZX— B.M.— 166-172  West  58th  Street,  Block 
1010  Lot?  57,  58,  58%,  59,  Alt.  882-61,  Permit  No. 
1853-61. 


121- 63-BZX— B.B.— 1479-1481  McDonald  Avenue,  Block 
6537,  Lot  56,  Alt.  3986-61,  Permit  No.  3662-63. 

122- 63-BZX — B.M. — 348  East  78th  Street,  Block  1452, 
Lot  34,  Alt.  399-61. 

RULES 

AC  ttingGaS  Welding  ^  .°X!gt?  Nov.  27.  1956. 

April  .2,  1955 

—  »«■  U.  1555-Vol-  «.  No.  11 

Cefrormate.  °f .  0.CC.T.n.Cy.’. Dec.  28,  1943-Vol.  28,  No.  52A 
Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 
Use  of  .  Dec-  10*  1962' 


OCTOBER  29,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  Public  hearing 

Tue?day  mcmim  October  29  1963,  at  10  o  clock  at  80 

Lafayette  Street,  9th  floor,  New  York  13,  N.  Y„  on  the 

following  matters : 

APPLICANT— Haus  and  Bresin  for  A.  A.  Becker  and 
N.  Milton  Rothstein,  owners;  Sun  Oil  Company, 

les  see 

SUBJECT— Application  July  11,  1963—d^lsl0n  of  th^ 
Borough  Superintendent,  under  Sections  73-211  & 

73  212  of  the  Zoning  Resolution,  to  permit  in  a  C2-3 
district,  the  erection  "and  maintenance  of  an  automotive 
service  station  with  accessory  use  for  a  temporary 
term  of  twenty  years. 

PREMISES  AFFECTED  769-785  R<*k»’™yAv£j“S; 
218-228  Riverdale  Avenue,  southeast  corner,  Block 
3603,  Lot  23,  Borough  of  Brooklyn. 

647-63-BZ 

APPLICANT  —  Samuel  Rosenblum  for  Forest  Mar 
Realty  Corporation,  owner.  _  . 

SUBJECT— Application  August  20,  ^TT^?,10"  °f{ 
the  Borough  Superintendent,  under  Section  72-21 
the  Zoning  Resolution,  to  permit  in  a  CU1  and i  K4 
district,  the  extension  of  an  accessory  parking  facility 
for  a  supermarket  into  the  R4  district. 

PREMISES  AFFECTED  1815  Forest  Avenue  north 
side  100  feet  west  of  Mornmgstar  Road,  Block  1180, 
Lot’  6,  New  Dorp,  Borough  of  Richmond. 

654-63-BZ 

APPLICANT — Albert  Melniker  for  Dombar  Company, 
Incorporated,  owner.  .  _ 

SUBJECT— Application  August  21,  1963— decision  of 
the  Borough  Superintendent,  under  Section  /2-21  oi 
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the  Zoning  Resolution,  to  permit  in  a  R3-2  district, 
the  maintenance  of  an  accessory  parking  facility  to  a 
bank  presently  under  construction. 

PREMISES  AFFECTED — 3938  Richmond  Avenue, 
south  side,  214.72  feet  west  of  Oakdale  Street,  Block 
5323,  Lot  6,  Eltingville,  Borough  of  Richmond. 


PREMISES  AFFECTED — 1244  Metcalf  Avenue,  east 
side,  101.77  feet  north  of  Westchester  Avenue,  Block 
3780,  Lot  11,  Borough  of  The  Bronx. 


566-63-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Wil¬ 
liam  E.  Kleinhenz,  owner. 

SUBJECT— Application  July  9,  1963— decision  of  the 
Borough  Superintendent,  under  Section  11-412  and 
72-21  of  the  Zoning  Resolution,  to  permit  i  na  C2-2 
and  R3-2  district,  the  enlargement  and  extension  in 
area  of  an  existing  automotive  service  establishment 
previously  granted  by  the  Board. 

PREMISES  AFFECTED— 205-01  to  205-19  (205-11 
official)  Northern  Boulevard  north  side,  from  205th 
Street  to  Clear  View  Expressway,  43-10  to  43-46 
Clearview  Expressway,  43-27  to  43-35  205th  Street, 
Block  6269,  Lot  20  (formerly  20  and  part  of  9)  Bay- 
side,  Borough  of  Queens. 

Laid  over  fro  mOctober  8,  1963  to  October  29,  1963, 
for  continued  hearing. 


753-57-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Albert  R. 
Murray,  owner. 

SUBJECT— Application  reopened  October  1,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  May  13,  1963  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under 
Section  7i  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district  the  one  story  building  facing 
Herkimer  Street  to  be  occupied  as  a  motor  vehicle 
repair  shop  for  general  repairing,  excluding  all  colli¬ 
sion  work  and  all  heavy  work  with  no  anvil  or  forge, 
but  permitting  the  use  of  a  torch  subject  to  permit  by 
the  Fire  Commissioner. 

AFFECTED — 1263  Bedford  Avenue  and 
9  Herkimer  Street,  northeast  corner,  Block  1860,  Lot 
1,  Borough  of  Brooklyn. 


1705-61-BZ 

APPLICANT— Schaefer  and  Atkin  for  Felden  Funding 
Corp.,  owner. 

SUBJECT— Application  reopened  October  1,  1963  for 
consideration  as  to  extension  of  time  to  complete 
expired  May  15,  1963  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un- 
der  Sections  7e  and  21  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  parking  of 

market VehlC  CS  aS  accessory  to  the  adjacent  super- 


670-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  1723  Boston 
Road,  Inc.,  owner. 

SUBJECT — Application  August  28,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl-4  and  R7-1  district  in  an  existing  two  story  building, 
the  changes  in  occupancy  of  a  portion  of  the  second 
floor  from  Club  room  to  billiard  parlor. 

PREMISES  AFFECTED — 1723-39  Boston  Road,  west 
side,  108.45  feet  south  of  Southern  Boulevard,  Block 
2940,  Lot  53,  Borough  of  The  Bronx. 


604-48-BZ — Vol.  Ill 

APPLICANT— Lama,  Proskauer  and  Prober  for  363-373 
Prospect  Place,  Inc.,  owner. 

SUBJECT— Application  reopened  October  1,  1963  for 
consideration  as  to  extension  of  time  to  complete 
expired  April  3,  1963  • —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Sections  7c  and  19A(j)  of  the  Zoning  Resolution,  per¬ 
mitting  in  an  unrestricted,  business  and  residence  use 
districts,  the  change  in  use  of  an  existing  one  story 
and  basement  building  from  public  garage  to  the  manu¬ 
facturing  and  assemblying  of  electric  and  amusement 
devices,,  office,  loading  and  unloading  berths  less  than 
1-  feet  in  width  with  a  stationary  business  sign. 

PREMISES  AFFECTED — 344  St.  Marks  Avenue 
south  side,  96  feet  8  inches  west  of  Washington 
Avenue  and  363-371  Prospect  Place,  Block  1153,  Lot 
27,  Borough  of  Brooklyn. 


912-57-BZ 

APPLICANT  Haus  and  Bresin  for  Philip  Rosenzweig 
owner. 

SUBJECT— Application  reopened  October  1,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex- 
pired  April  15,  1963  —  decision  of  the  Borough  Super¬ 
intendent,  previously  .  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  in  an  existing  building  launder¬ 
ette  on  the  first  floor  and  offices  on  the  second  floor. 

PREMISES  AFFECTED — 2149  Caton  Avenue,  north 
side  100  feet  east  of  Flatbush  Aveue,  Block  5083, 
Lot  120,  Borough  of  Brooklyn. 


356-53-BZ 

APPLICANT— Lama,  Proskauer  and  Prober  for  The 
Dime  Savings  Bank  of  Brooklyn,  owner. 

SUBJECT — Application  reopened  October  1,  T963  for 
consideration  as  to  extension  of  term  of  Variance  ex¬ 
pires  October  21,  1961  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  the  maintenance  of  an  existing 
sign  at  right  angles  with  the  building  and  projecting 
j]n°ere  than  the  Permitted  distance  beyond  the  building 

PREMISES  AFFECTED— 368  Flatbush  Avenue  Ex¬ 
tension,  west  side,  125  feet  10%  inches  south  of  Fleet 
Street,  9-31  DeKalb  Avenue  and  85  Albee  Square 
(Fleet  Street),  Block  2084,  Lot  1,  Borough  of  Brook¬ 
lyn. 


164-57-BZ 

■'^■-^PLICANT  Lama,  Proskauer  and  Prober  for  Anna 
S.  Efron,  owner. 

SUBJECT— Application  reopened  October  1,  1963  for 
consideration  as  to  extension  of  term  of  variance  ex¬ 
pires  October  22,  1963 — decision  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  change 
of  . use  of  the  space  at  the  rear  of  the  basement  in  an 
existing  multiple  dwelling,  from  a  doctor’s  office  to 
a  store. 

PREMISES  AFFECTED-!01  East  75th  Street  and 
821  i  ark  Avenue,  northeast  corner,  Block  1410,  Lot 
1,  Borough  of  Manhattan. 
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The  following  cases  were  laid  over  fr°m  Previous  pub- 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings 


520-63-BZ 

APPLICANT — Haus  and  Breslin  for  James  Forlano 
and  Frank  Aguele,  owners. 

SUBJECT— Application,  June  21,  1963— decision  of  the 
Borough  Superintendent,  under  Section  73-Ul(b)  ot 
the  Zoning  Resolution,  to  permit  the  erection  of  a 
one  story  and  cellar  building  for  use  as  restaurant, 
and  greenhouse  with  outdoor  sales  and  with  acces- 
sory  signs,  and  the  building  encroaches  on  the  required 
front  and  side  yards. 

PREMISES  AFFECTED— 2455-2465  Linden  Blvd.  and 
800-802  Logan  Street,  northwest  corner,  Block  4480, 
Lot  28,  Borough  of  Brooklyn. 

Hearing  closed — Laid  over  from  September  10,  1963  to 
September  24,  1963,  for  inspection  and  decision,  then 
to  October  29,  1963,  for  decision;  applicant  to  amend 
application. 


504-63-BZ 

APPLICANT— Halpern  and  Hurley  for  Frances  P. 
Headley,  owner. 

SUBJECT— Application  June  17,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R2  district,  the  erec¬ 
tion  of  a  one  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area,  encroaches  on  the  required 
front  yard  and  with  a  garage  within  the  required  side 
yard  and  open  space. 

PREMISES  AFFECTED— 219-02  132nd  Road  132-27 
219th  Street,  southeast  corner,  Block  12929,  Lot  40, 
Springfield  Gardens,  Borough  of  Queens. 

Hearing  closed— Laid  over  from  October  8,  1963  to  Oc¬ 
tober  29,  1963,  for  inspection  and  decision;  applicant 
to  submit  revised  drawings  and  obtain  new  objection 
from  Building  Department. 


572-63-BZ 

APPLICANT— Buckley  and  Kisseloff  for  106  Corpora¬ 
tion,  owner. 

SUBJECT— Application  July  11,  1963— decision  of  the 
Borough  Superintendent,  under  Section  11-41  of  the 
Zoning  Resolution,  to  permit  in  a  C2-4  district  the 
change  in  occupancy  of  an  existing,  three  story  build¬ 
ing  from  office,  packing  and  shipping  .and  factory,  to 
a  moving  and  storage  warehouse,  unlimited  packing 
and  crating  and  the  storage  of  not  more  than  five 
commercial  vehicles. 

PREMISES  AFFECTED— 1721  Park  Avenue,  105  East 
120th  Street,  northeast  corner,  Block  1769,  Lot  1, 
Borough  of  Manhattan. 

Hearing  closed — Laid  over  from  October  15,  1963,  to 
October  29,  1963,  for  inspection  and  decision. 


573-63-A 

APPLICANT — Buckley  and  Kisseloff  for  106  Cor¬ 
poration,  owner. 

SUBJECT— Application  July  11,  1963— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  change  in 
use  and  egress. 

PREMISES  AFFECTED— 1721  Park  Avenue,  105 
East  120th  Street,  northeast  corner.  Block  1769,  Lot 
1,  Borough  of  Manhattan. 


599-63-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Sol 
Simon,  owner. 

SUBJECT— Application  July  25,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  ox  the 
Zoning  Resolution,  to  permit  in  a  Ml-1  district,  the 
change  in  occupancy  of  an  existing  automotive  service 
station  to  a  motor  vehicle  repair  shop  and  the  sale 
and  display  of  new  and  used  cars  that  encroaches  on 
the  required  front  yard. 

PREMISES  AFFECTED— 201  Broadway,  northside, 
165  feet  8  inches  east  of  Driggs  Avenue,  Block  2440, 
Lot  91,  Borough  of  Brooklyn. 

Hearing  closed — Laid  over  from  October  15,  1963  to 


/'■'v  _  j _ i _ on 


1931-61-BZ 

APPLICANT— Crinnion  and  Crinnion  for  Jobreen 
Realty  Corporation,  owner. 

SUBJECT — Application  December  14,  1961— decision  of 
the  Borough  Superintendent,  under  Sections  7e  and 
21  of  the  Zoning  Resolution,  to  permit  in  a  residence 
use  district,  the  maintenance  of  a  non-transient  pack¬ 
ing  lot  for  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 1410  Jesup  Avenue,  east 
side,  353.66  feet  north  of  Edward  L.  Grant  Highway, 
Block  2872,  Lot  60,  Borough  of  The  Bronx. 

Hearing  closed — Laid  over  from  October  1,  1963  to 
October  15,  1963,  for  applicant  to  amend  application, 
then  to  October  29,  1963,  for  applicant  to  obtain  new 
objection  from  Borough  Superintendent  and  submit 
revised  drawings. 


1864-61-BZ 

APPLICANT — Albert  Melniker  for  Sharove  Developers, 
Incorporated,  owner. 

SUBJECT — Application  December  12,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  business  and  retail 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  minor  motor  repairs  with 
hand  tools,  sale  of  accessories  and  the  parking  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 2540  Richmond  Terrace,  1 
Winant  Street,  southeast  corner,  Block  1149,  Lot  36, 
Mariners  Harbor,  Borough  of  Richmond. 

Hearing  closed — Laid  over  from  July  2,  1963,  to  Septem¬ 
ber  24,  1963,  for  inspection  and  decision;  then  to  Octo¬ 
ber  15,  1963,  for  decision;  applicant  to  submit  additional 
data;  then  to  October  29,  1963,  for  decision;  appli¬ 
cant  to  be  notified  to  be  present. 


478-63-BZ 

APPLICANT — DeRose  and  Cavalieri  for  Giovanni  Ga- 
lasso,  owner. 

SUBJECT— Application  June  6.  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the 
change  in  occupancy  of  an  existing  two  family  dwelling 
to  a  three  family  dwelling  that  will  create  a  non- 
compliance. 

PREMISES  AFFECTED— 1944  Blackrock  Avenue, 
south  side,  227.62  feet  east  of  Virginia  Avenue,  Block 
3788,  Lot  16,  Borough  of  The  Bronx. 

Hearing  closed — Laid  over  from  October  1,  1963  to  Octo¬ 
ber  15,  1963,  for  decision;  applicant  to  submit  addi¬ 
tional  data  required  for  five  findnigs;  then  to  October 
29,  1963,  for  further  consideration  and  for  decision 

MAX  H.  FOLEY,  Chairman. 
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OCTOBER  29,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  October  29,  1963,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y„  on  the 
following  matters : 

377-61-A — Vol.  II 

APPLICANT — Morris  Kweller  for  Benjamin  Schaffer 
owner. 

SUBJECT— Application  reopened  July  3,  1962  as  Vol. 

Appeal  from  an  order  and  a  decision  of  the 
hire  Commissioner  re  Sprinkler  System. 

PREMISES  AFFECTED — 2  Hudson  Street,  northeast 
corner  of  Chambers  Street,  Block  140,  Lot  1,  Borough 
of  Manhattan. 


1042-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Max  B 
Cane,  owner. 

"’EBJ  ECT— Application  July  3,  1961 — Appeal  from  an 
Older  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

P^oqH*SES  AFFECTED — 714  Broadway,  east  side, 
198  feet  4  inches  north  of  Fourth  Street,  Block  545 
Lot  9,  Borough  of  Manhattan. 


971-62-A  . 

APPL1  CANT— Max  Siegel  Associates  for  Perot-Sedg- 
wick  Corporation,  owner. 

SUBJECT— Apphcation  October  19,  1962— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  fire  walls. 
PREMISES  AFFECTED  —  3065  Sedgwick  Avenue, 
southwest  corner  of  Perot  Street,  Block  3253,  Lot  215 
Borough  of  the  Bronx. 


903-61-A 

APPLICANT  Jack  L.  Nicoll  for  Atlas  Screw  Realty 
Corporation,  owner. 

SUBJECT— Application  June  14,  1961— Appeal  from  an 
or  .r,  ana  a  decision  of  the  Fire  Commissioner  re- 
sprmkler  system. 

PREMISES  AFFECTED — 448-452  Broome  Street 
northeast  corner  of  Mercer  Street,  Block  484,  Lots  31 
and  32,  Borough  of  Manhattan. 


1039-61-A 

APpPICA-NT — Monaghan  and  Mattingly  for  Regina  A 
Caldwell,  owner. 

SUBJECT— Application  June  30,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

P SIS.ES  AFFECTED_273  Canal  Street,  north  side, 
100  feet  east  of  Broadway,  Block  209,  Lot  34,  Borough 
of  Manhattan.  6 


1040-61-A 

APPLICANT— Monaghan  and  Mattingly  for  31  Walker 
otreet  Realty  Corporation,  owner. 

SUBJECT— Application  June  30,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprmkler  system. 

PREMISES  AFFECTED — 31-33  Walker  Street,  south¬ 
east  corner  of  Church  Street,  Block  193,  Lot  33,  Bor¬ 
ough  of  Manhattan. 


1041-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Francis 
Ryger,  owner. 

SUBJECT— Application  June  30,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
spnnkler  system. 

PREMISES  AFFECTED — 80  Franklin  Street,  north 
side,  75  feet  east  of  Church  Street,  Block  175,  Lot  5, 
Borough  of  Manhattan. 


1046-61-A 

APPLICANT— -Monaghan  &  Mattingly  for  Textile  Job¬ 
bers  Corporation,  owner. 

SUBJECT— Application  July  3,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

P  9nEnM/S?S  AFFECTED-47  White  Street,  south  side, 
200  feet  east  of  Church  Street,  Block  175,  Lot  22 
Borough  of  Manhattan. 


975-62-A 

APPLICANT — H.  and  S.  P.  Realty,  owner. 

SUBJECT— Application  October  22,  1962— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
Automatic  Thermostatic  fire  alarm  system 

PREMISES  AFFECTED-225-227  East  120th  Street 
north  side,  240  feet  east  of  3rd  Avenue,  Block  1785 
Lot  12,  Borough  of  Manhattan.  ’ 


326-63-A 

APPLICANT— Abraham  Grossman  for  Gathro  Estates 
Incorporated,  owner. 

SUBJECT— Application  April  16,  1963— Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  177  Section  34  sub.  6  of  the  Multiple 
Dwelling  Law  re-  cellar  apartment,  Review  of  the  Bor¬ 
ough  Superintendent  re-  Zoning  matter 

PR-5M^,E?  AFFECTED-34  West  10th  Street,  south 
side ,  454  feet  4  inches  east  of  Avenue  of  the  Americas, 
Block  573,  Lot  25,  Borough  of  Manhattan. 


329-63-A 

APPLICANT— Atomized  Materials  Company  Incor¬ 
porated,  owner. 

SUEJECT-Application  April  17,  1963— Packaging  of 
Kwik  Fix  Resilient  Plastic  and  Cream  Hardener. 
Packaging  in  1%  ounce  and  6  ounce  polyethylene 
plastic  tubes  not  in  conformity  with  Fire  Department 
specifications. 


527-63-A 

APPLICANT — De  Rose  and  Cavalieri  for  Huntington- 

Concourse  Assn— Jacob  Katz  and  L.  Litwith,,  part 
owners;  Arc  Industries,  Inc.,  lessee. 

SUBJECT— Application  June  26,  1963— Appeal  from  a 
decision  of  the  Borough  Superintendent— re  Class  1 
use  of  wood  stud  partitions. 

FREMISES  AFFECTED — 500  Walton  Avenue  and  475 
Orand  Concourse,  East  side,  southeast  corner  of  149th 
Street  and  Walton  Avenue.  Block  2346,  Lot  32,  Bor¬ 
ough  of  the  Bronx. 


568-63-A 

AF.PLICANT  Eli  Ratner  for  Bernzomatic  Corpora¬ 
tion,  owner.  F 

SUBJECT— Apphcaiion  July  n>  l963— Use  of  one  pound 
cylinders  of  propane  in  school  laboratories  not  in 
accordance  with  Administrative  Code  requirements. 
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866-61-A 

APPLICANT— Samuel  Rosenblum  for  Jennie  Yablon 
and  Mildred  Rosenberg,  owner. 

SUBJECT— Application  June  6,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 640  Broadway,  southeast 
corner  of  Bleecker  Street,  Block  522,  Lot  14,  Borough 
of  Manhattan. 


1050-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Columbia 
Rope  Company,  owner. 

SUBJECT— Application  July  6,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 167-171  John  Street,  north 
side,  70  feet  west  of  South  Street,  Block  74,  Lots  8, 
Borough  of  Manhattan. 


1147-61-A 

APPLICANT— William  S.  Shary  for  Dewey  Carver, 
owner. 

SUBJECT— Application  July  1,1,  1961— Appeal. from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 104  North  Morre  Street, 
south  side,  56  feet  8  inches  east  of  West  Street, 
Block  185,  Lot  13,  Borough  of  Manhattan. 


1149-61-A 

APPLICANT — Harry  Soled  for  Mary  Goldstein,  owner. 

SUBJECT — Application  July  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 124  East  Broadway,  north 
side,  55  feet  8  inches  east  of  Pike  Street,  Block  283, 
Lot  53,  Borough  of  Manhattan. 


1162-61-A 

APPLICANT — Edwin  Storch  for  39  Ainslie  Realty 
Corporation,  owner. 

SUBJECT — Application  July  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 39-45  Ainslie  Street,  north 
side,  99  feet  6  inches  west  of  Keap  Street,  Block  2371, 
Lot  48,  Borough  of  Brooklyn. 


1178-61-A 

APPLICANT — Henry  Sandig  for  Sherwatt  Equipment 
and  Manufacturing  Company  Incorporated,  owner. 

SUBJECT — Application  July  14,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 47  Murray  Street,  north 
side,  125  feet  %  inch  west  of  Church  Street,  Block 
133,  Lot  8,  Borough  of  Manhattan. 


1224-61-A 

APPLICANT — 328  Grand  Avenue  Corporation,  owner; 

Artco  Products  Corporation,  lessee. 

SUBJECT — Application  July  24,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


PREMISES  AFFECTED— 328-332  Grand  Avenue,  west 
side,  140  feet  south  of  Greene  Avenue,  Block  1965, 
Lot  44,  Borough  of  Brooklyn. 


161-62-A 

APPLICANT— Max  Zucker  for  406  Properties,  In¬ 
corporated,  owner;  Square  Fur  Dressers  Corporation, 
lessee. 

SUBJECT— Application  February  6,  1962— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
Ground  all  sawdust  drums  to  water  pipe,  storage  etc. 

PREMISES  AFFECTED— 416  West  31st  Street,  south 
side,  125  feet  West  of  9th  Avenue,  Block  728,  Lot  42, 
Borough  of  Manhattan. 


539-62-A 

APPLICANT — 85  Flatbush  Avenue  Corporation,  owner. 
SUBJECT— Application  June  11,  1962  —  Appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  egress. 
PREMISES  AFFECTED— 300  Broadway,  west  side, 
50.9  feet  south  of  Duane  Street,  Block  154,  Lot  6, 
Borough  of  Manhattan. 


1027-62-A 

APPLICANT — Allied  Purchasing  Corporation,  lessee 
for  Nelson  Properties,  Incorporated,  owner. 

SUBJECT — Application  November  5,  1962  —  Appeal 
from  an  order  and  decision  of  the  Fire  Commissioner 
re-  cellar  occupancy. 

PREMISES  AFFECTED— 401  Fifth  Avenue,  2  East 
37th  Street,  southeast  corner,  Block  866,  Lot  76, 
Borough  of  Manhattan. 


727-63-A 

APPLICANT — John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant, 
owner. 

SUBJECT — Application  September  16,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
pre-fab  construction  etc. 

PREMISES  AFFECTED— 88  Woodbine  Street,  south- 
ast  corner  of  Evergreen  Avenue,  Block  3358,  Lot  1, 
Borough  of  Brooklyn,  P.S.  299. 


728-63-A 

APPLICANT — John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant, 
owner. 

SUBJECT — Application  September  16,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
pre-fab  construction. 

PREMISES  AFFECTED— 2781  Pitkin  Avenne,  north 
side,  from  Crescent  to  Hemlock  Streets  Block  4216, 
Lot  1,  Borough  of  Brooklyn  (P.S.  159.) 


729-63-A 

APPLICANT — John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant, 
owner. 

SUBJECT — Application  September  16,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Pre  Fab  Construction. 

PREMISES  AFFECTED — 720  Dumont  Street,  south 
side,  from  Wyona  Street  to  Vermont  Street,  Block 
3808,  Lot  11,  Borough  of  Brooklyn.  (P.S.  182) 
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730-63-A 

APPLICANT— John  J  Saunders,  Board  of  Education 
Bureau  of  Design,  Construction  and  Physical  Plant 
owner.  ’ 

SUBJECT— Application  September  16,  1963  —  Appeal 

*rom  a  d^clsion  °.f  the  Borough  Superintendent  — 
Pre-Fab  Construction. 

PREMISES  AFFECTED  —  705  Evergreen  Avenue 
northeast  corner  of  Moffat  Street,  Block  3446,  Lot  l’ 
Borough  of  Brooklyn.  (P.S  113) 


736-63-A 

APPLICANT— John  J.  Saunders,  Board  of  Education 
Bureau  of  Design,  Construction  and  Physical  Plant’ 
ow,ner.  '■> 

SUBJECT— Application  September  16,  1963  —  Anneal 
from  a  decision  of  the  Borough  Superintendent  re- 
Bre  bab  Construction. 

PREMISES  AFFECTED  _  1201  Intervale  Avenue, 
southwest  corner  of  Freeman  Street,  Block  2973  Lot 
1,  Borough  of  The  Bronx.  (P.S.  54) 


731-63-A 

APPLICANT— John  J.  Saunders,  Board  of  Education 
Bureau  of  Design,  Construction  and  Physical  Plant’ 
owner.  *■» 

SUBJECT— Application  September  16,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  — 
Pre  Fab  Construction. 

PREMISES  AFFECTED  -  1001  Herkimer  Street 
northwest  corner  of  Howard  Avenue,  Block  1548’ 
Lot  19,  Borough  of  Brooklyn  (P.S.  28) 


732-63-A 

APPLICANT— John  J  Saunders,  Board  of  Education 
Bureau  of  Design,  Construction  and  Physical  Plant 
owner.  > 

SUBJECT— Application  September  16,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Bre  bab  Construction. 

PREMISES  AFFECTED-6302  Avenue  U,  southwest 
comer  o  East  64th  Street.  Bloch  8464,  Lot  1,  Boro"gh 
of  Brooklyn.  (P.S.  236)  gn 


733-63-A 

ABurLeIuAoIf  TfrJ?hn  r  Saunders>  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant 
owner.  dll> 

SUBJECT— Application  September  16,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Bre  bab  Construction. 

PREMISES  AFFECTED-  208  North  Fifth  Street 
southeast  corner  of  Roebling  Street,  Block  2345,  Lot 
1,  Borough  of  Brooklyn  (P.S.  17) 


737-63-A 

APPLICANT— John  J  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant 
owner.  ’ 

SUBJECT— Application  September  16,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Pre  Fab  Construction. 

PREMISES  AFFECTED — 8-10  Trinity  Avenue,  north- 

ast,  Ci°nrnor  °f  East  158th  Street>  Block  2637,  Lot  1 
and  10,  Borough  of  The  Bronx  (P.S.  51) 

742-63-A 

APPLICANT— John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant 
owner.  ’ 

SUBJECT— Application  September  16,  1963  —  Appeal 
ffom  a  decision  of  the  Borough  Superintendent  re- 
Bre  bab  Construction. 

PREMISES  AFFECTED — 126-28  150th  Street,  north- 
"'•'t  ?f  Sutter  Avenue,  Block  12104,  Lot  1 

and  60,  Jamaica,  Borough  of  Queens.  (P.S.  45) 

MAX  H.  FOLEY,  Chairman. 

NOVEMBER  6,  1963,  2  P.M. 

U/^!PTlCE  Is  HEREBY  GIVEN  of  a  public  hearing 
ednesday  afternoon  November  6,  1963,  at  2  o’colck  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.  on  the 
following  matters:  _ 

894-62-SA 

Ao?rfSANT^“CaSe  Manufacturing  Corporation,  Div. 
ot  Ugden  Corporation,  owner-two-piece  closet  bowl. 


734- 63-A 

ABu^eaSAoIfTTVJi)hn  r  Saunders-  Board  of  Education, 
owner  f  °  Construction  and  Physical  Plant, 

SUBJSCT—AppHcation  September  16,  1963  —  Appeal 
P^Flh dSc1o‘nhe  ^Petintendenf^ 

PREMISES  AFFECTED — 590  Sheffield  Avenue  west 

Lot’  R00  Reet  srh  of  Riverdale  Avenue,  Block  3838 
Bot  18,  Borough  of  Brooklyn.  (P.S.  190)  ’ 

735- 63-A 

APPLICANT— John  J.  Saunders,  Board  of  Education 
own?11  °f  DeSlgn’  Construction  and  Physical  Plant,’ 

SUBJECT— Application  September  16,  1963  —  Appeal 
rorn  a  decision  of  the  Borough  Superintendent  re- 
Bre  bab  Construction. 

PREMISES  AFFECTED  _  968  Cauldwell  Avenue, 
northeast  corner  of  East  163rd  Street,  Block  2632, 
Bot  27,  Borough  of  the  Bronx.  (P.S.  146) 


928-62-SM 

A  Hansel  MT~?'  F'  .Knotfs  ComPany,  agent  for  The 
Hansen  Manufacturing  Company,  owner— couplings 
tor  range  connectors.  s 


931-62-SM 

APPLICANT— Goodyear  Tire  and  Rubber  Company, 
owner  —  floor  and  wall  covering. 


944-62-SA 

APUPLI CANT— Peter  S.  Gluck  for  Leon  Terk,  owner 
— infra  red  drying  oven. 


1041-62-SA 

APPLICANT— Lyons  Machine  Works,  Inc.,  owner— 
gas-hred  tenter  housing. 


101-63-SM 

AEPEICANT  United  Porcelain  Company,  Inc.  for 
Bettinger  Corporation,  owner-incombustible  exterior 
veneer. 
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124-63-SM  .  , 

APPLICANT— Eastern  Products  Corp.  Architectural 
Metal  Products  Division,  owner  —  studs  for  dry  wall 
partitions. 


185-63-SA 

APPLICANT— The  Silent  Glow  Oil  Burner  Corpora¬ 
tion,  owner  —  oil-fired  salamander. 


225-63-SM 

APPLICANT — Pyro  Incinerator  and  Supply  Company, 
owner  —  a  one-hour  fire  resistive  hopper  door. 


229-63-SM 

APPLICANT— Sika  Chemical  Corporation,  owner 
air  entraining  agent. 


241-63-SM 

APPLICANT— Samuel  S.  Schiffer  for  Erwine  Lavern, 
owner  —  patina  wall-covering. 

MAX  H.  FOLEY,  Chairman. 


NOVEMBER  13,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  November  13,  1963,  at  10  o’clock,  at  80 
Lafayette 'Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 


176-63-BZ 

APPLICANT— Crinnion  and  Crinnion  for  Salvatore 
Lucia,  owner. 

SUBJECT— Application  February  28,  1963— decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  to  permit  in  a  R4  district  the 
extension  of  the  accessory  parking  area  into  the  resi¬ 
dence  district  with  business  signs  on  the  existing  one 
story  building. 

PREMISES  AFFECTED— 909  East  233rd  Street, 
northwest  corner  of  Digney  Avenue,  Block  5002,  Lot 
35,  Borough  of  the  Bronx. 


665-63-BZ 

APPLICANT— George  Fuchs  for  Board  of  Education, 


City  of  New  York,  owner. 

SUBJECT— Application  August  26,  1963— decision  of 
the  Borough  Superintendent,  under  Section  73:19  ot 
the  Zoning  Resolution,  to  permit  in  a  Ml-2  district, 
the  erection  of  a  three  story  and  basement  public 
school. 

PREMISES  AFFECTED— 209-227  York  Street,  north 
side,  from  Navy  Street  to  Front  Street,  88-104  Navy 
Street,  254-270  Front  Street,  Block  44  Lot  1,  Block 
56,  Lots  24,32,33,  part  of  3,  and  Block  57  All  Lots, 
Borough  of  Brooklyn.  (P.S.  307) 


687-63-BZ  . 

APPLICANT— Leonard  F.  Rothkrug  for  Fred  Stein 


bruck,  owner.  .  . 

SUBJECT— Application  September  6,  1963— decision  of 
the  Borough  Superintendent,  under  Section  72-21  ot 
the  Zoning  Resolution,  to  permit  in  a  K6  district, 
the  maintenance  of  a  parking  lot  for  a  temporary 
term  of  three  years  to  be  used  while  the  Worlds 
Fair  is  in  progress. 

PREMISES  AFFECTED — 52-02  111th  Street  south 
west  corner  of  52nd  Avenue,  Block  2008,  Lots  37,  38, 
an  and  41.  Corona.  Borough  of  Queens. 


701-63-BZ 

APPLICANT— J.  A.  Daidone  for  Daidone  and  With- 
erow  for  Edmund  A  Guggenheim,  owner;  Spartan 
Holding  Corporation  (under  contract  to  purchase), 
lessee. 

SUBJECT— Application  September  11,  1963— decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R8  district, 
the  change  in  occupancy  in  an  existing  three  story 
building  from  private  garage  for  not  more  than  five 
cars  and  dwellings,  to  photographer  s  Studio,  acces¬ 
sory  office  and  two  dwellings. 

PREMISES  AFFECTED— 121  East  83rd  Street,  north 
side  143  feet  10  2/3  inches  west  of  Lexington  Ave¬ 
nue’  Block  1512,  Lot  11,  Borough  of  Manhattan. 


391-58-BZ 

APPLICANT— Lama,  Proskauer  and  Prober  for  Ber¬ 
nard  Benson,  owner. 

SUBJECT— Application  reopened  October  15,  1963- 
decision  of  the  Borough  Superintendent,  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  retail  and  residence  use 
district,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 1312-1318  Taylor  Avenue, 
east  side,  97.27  feet  north  of  Westchester  Avenue, 
Block  3878,  Lots  12,  13,  14  and  15,  Borough  of  The 
Bronx. 


115-58-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Robert  Ah- 
ders,  owner. 

SUBJECT — Application  reopened  October  15,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pires  October  21,  1963  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  _  condition,  un¬ 
der  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  local  retail  use  district,  the  premises  to  be  used 
for  the  parking  and  storage  of  motor  vehicles  of 
the  pleasure  car  type  only. 

PREMISES  AFFECTED— 1061  Ogden  Avenue,  west 
side,  70  feet  north  of  West  165th  Street,  Block  2526, 
Lot’32,  Borough  of  The  Bronx. 


666-63-A 

APPLICANT— George  Fuchs  for  Board  of  Education 
of  the  City  of  New  York  owner. 

SUBJECT— Application  August  26,  1963— appeal  from 
a  decision  of  the  Borough  Superintendent  re-  legal 
street. 

PREMISES  AFFECTED— 209-227  York  Street,  north 
side  from  Navy  Street  to  Front  Street,  88-104  Navy 
Street,  254-270  Front  Street,  Block  44,  Lot  1,  Block 
56,  Lots  24,32,33,  and  part  of  3,  Block  57,  All  Lots, 
Borough  of  Brooklyn,  (Public  School,  307) 


551-37-BZ — Vol.  II 

APPLICANT— Haus  and  Bresin  for  Hamax  Holding 
Corp.,  owner. 

SUBJECT— Application  reopened  October  15,  1963  for 
consideration  as  to  extension  of  time  to  complete, 
expired  October  31,  1963  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7e  and  7i  of  the  Zoning  Resolution,  permitting 
in  a  local  retail  and  residence  use  districts,  the  ex¬ 
tension  of  the  yard  area  of  the  station,  and  increase 
the  size  of  the  accessory  building  and  permitting  the 
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additional  uses  of  lubrication,  accessory  non-automa¬ 
tic  car  wash,  minor  auto  repairs  with  hand  tools  only 
and  parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 233-02  Northern  Boulevard 
southeast  corner  of  233rd  Street,  Block  8166,  Lot  20,’ 
Laurelton,  Borough  of  Queens. 


PREMiSES  AFFECTED-712  Broadway,  east  side, 
r  *eet4w  mches  north  of  4th  Street,  Block  545, 
Lot  8,  Borough  of  Manhattan. 


861-48-BZ — Vol.  I 

APPLICANT — Buckley  and  Kisseloff,  Esqs.  for  On- 
crest  Realties,  Inc.,  owner. 

SUBJECT— Application  reopened  October  15,  1963  for 
consideration  as  to  extension  of  term  of  variance  ex¬ 
pired  October  15,  1963  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7 h  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district,  the  parking  of  more  than 
five  motor  vehicles  for  customers  and  patrons  of 
Alexander’s  Department  store.  No  fee  to  be  charged. 

PREMISES  AFFECTED— 2519-2525  Creston  Avenue 
a”d  62  East  191st  Street,  southwest  corner,  Block 
3175,  Lots  26  and  36,  Borough  of  The  Bronx. 

MAX  H.  FOLEY,  Chairman. 


1081-61-A 

APPLICANT — William  S.  Shary  for  Dewey  Carver 
owner.  ’ 

SUBJECT— Application  July  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
spnnkler  system. 

PREMISES  AFFECTED — 98  North  Moore  Street 
south  side,  97  feet  west  of  Washington  Street,  Block 
185,  Lot  16,  Borough  of  Manhattan. 


1082-61-A 

APPLICANT — William  S.  Shary  for  Dewey  Carver 
owner. 

SUBJECT  Application  July  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 52  Harrison  Street,  north 
side,  53  feet  west  of  Washington  Street,  Block  183, 
Lot  20,  Borough  of  Manhattan. 


NOVEMBER  13,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  November  13,  1963,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

998-61-A 

— Monaghan  and  Mattingly  for  Robert 
N.  Steffens,  owner. 

SUBJECT  Application  June  26,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 35-41  Park  Place,  north 
side,  27  reet  west  of  Church  Street,  Block  126,  Lots  4-6 
Borough  of  Manhattan.  ’ 


1083-61-A 

APPLICANT  William  S.  Shary  for  Dewey  Carver 
owner. 

SUBJECT  Application  July  11,  1961 — Appeal  from  an 
order  and  a  decision  of  Fire  Commissioner  re-sprink¬ 
ler  system. 

PREMISES  AFFECTED— 56  Harrison  Street,  north 
side ,  95  feet  west  of  Washington  Street,  Block  183, 
Lot  22,  Borough  of  Manhattan. 


993-61-A 

APPLICANT— Patrick  D.  Concagh  for  Rolfe’s  Chop 
House,  Incorporated,  owner. 

SUBJECT— Application  June  27,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system,  enclose  sub-cellar  stairs. 

PREMISES  AFFECTED — 90  Fulton  Street,  south 
side> 102,2a  feet  west  of  Gold  Street,  Block  77,  Lot 
23,  Borough  of  Manhattan. 


1167-61-A 

APPLICANT — Florence  Weinfeld,  owner. 

SUBJECT  Application  July  19,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 37  Spruce  Street,  north 
side  78.9  feet  west  of  Gold  Street,  Block  103,  Lot 
29,  Borough  of  Manhattan. 


1064-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Max  B 
Cane,  owner. 

SUBJECT— Application  July  3,  1961— Appeal  from  an 
or  ,er,  ,and  a  decision  of  the  Fire  Commissioner — re- 
spnnkler  system. 

PREmSES  .AFFECTED — 712  Broadway,  east  side, 
173  feet  4  inches  north  of  Fourth  Street,  Block  545, 
Lot  8,  Borough  of  Manhattan. 


1198-61-A 

APPLICANT — Larry  Meltzer  for  Fisher  Press  Build¬ 
ing,  owner. 

SUBJECT  Application  July  24,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 195-197  Chrystie  Street, 
west  side,  100  feet  south  of  Stanton  Street,  Block  426, 
Lot  29,  Borough  of  Manhattan. 


9 17-62- A 

A??LI£ANTTJ£cob  Fisher  and  Donald  D.  Fisher  for 
Max  Cane  of  712  Broadway  Company,  owner. 

SUBJECT— Application  September  28,  1962— Appeal 

from  a  decision  of  the  Borough  Superintendent  re¬ 
egress,  use  of  wire  glass. 


1244-61-A 

A?P^‘ItCANT— Lama’  Proskauer  and  Prober  for  S.  H. 
LeBell  and  Company,  owner. 

SUBJECT— Application  August  1,  1961— Appeal  from 
a.n  order  and  a  decision  of  the  Fire  Commissioner  re- 
spnnkler  system. 

PREMISES  AFFECTED — 85  Franklin  Street,  south 
side,  143  feet  8  inches  east  of  Church  Street,  Block 
174,  Lot  22,  Borough  of  Manhattan. 


1290-61-A 

AFpUICANT — Max  Siegel  Associates  for  Stanshoe 
Realty  Corporation,  owner;  Javeline  Shoe  Company, 
Hal  R.  Werner  Shoe,  Company,  lessees. 
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SUBJECT — Application  July  27,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 148  Duane  Street,  south 
side,  42  feet,  4  inches  east  of  West  Broadway,  Block 
146,'  Lot  14,  Borough  of  Manhattan. 

1296-61-A  „  ,  ,  T  . 

APPLICANT— Edward  J.  Hurley  &  Hughes  for  John 
Chatillon  and  Sons,  owners. 

SUBJECT— Application  August  9,  1961— Appeal  from 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 48  Franklin  Street,  north 
side,  100  feet  west  of  Lafayette  Street,  Block  172,  Lot 
27,  Borough  of  Manhattan. 

1310-61-A 

APPLICANT — 728  Lexington  Leasing  Corporation, 
owner;  Waldorf  System  Incorporated,  lessee. 

SUBTECT — Application  August  10,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 155  West  19th  Street  north 
side,  149.3  feet  east  of  Seventh  Avenue,  Block  /9i), 
Lot  10,  Borough  of  Manhattan. 

1321-61-A 

APPLICANT— Noah  N.  Sherman  for  Rector  Church¬ 
wardens  and  Vestrymen  of  St.  Georges  Church,  own¬ 
ers;  Manhattan  Marine  and  Electric  Co.,  Incorporated, 
lessee. 

SUBJECT— Application  August  11,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 116  Chambers  Street,  south 
side,  99  feet  11  inches  west  of  Church  Street,  Block 
136,’ Lot  24,  Borough  of  Manhattan. 


1323-61-A 

APPLICANT— New  York  Twine  Corporation,  lessee 
for  A.  C.  Zucker,  owner. 

SUBJECT — Application  August  14,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 9  North  Moore  Street,  north 
side,  69  feet  west  of  West  Broadway,  Block  190,  Lot 
48,  Borough  of  Manhattan. 


1113-62-A 

APPLICANT — Leonard  F.  Rothkrug  for  Louise  M.  and 
Clement  S.  Patti,  owner. 

SUBJECT— Application  December  13,  1962  —  Appeal 
from  a  decision  of  the  Borough  Superintendent— re 
Class  4  bldg,  wood  frame,  extension  of  commercial  use. 


PREMISES  AFFECTED— 3935  White  Plains  Road, 
west  side,  78.21  feet  north  of  East  223rd  Street,  Block 
4825,  Lot  7,  Borough  of  the  Bronx. 


14-63-A 

APPLICANT — Samuel  Kaplan  for  Handy  Button  Ma¬ 
chine  Works,  owner. 

SUBTECT— Application  January  7,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
infra-red  drying  ovens. 

PREMISES  AFFECTED — 45-26  to  45-44  51st  Street, 
west  side,  188  feet  north  of  47th  Avenue,  Block  2283, 

t  CA  WTr\r\A  "Rnrnncrh  of  Queens. 


45-63-A  _  , 

APPLICANT— Philip  P.  Agusta  for  76  Crown  Realty 
Corporation  , owner;  Blue  Ribbon  Shoe  and  Nove  ty 
Company,  lessee. 

SUBJECT — Application  January  10,  1963  —  Appeal  from 


room  for  paints. 

PREMISES  AFFECTED— 76-86  Crown  Street  south 
side,  100  feet  east  of  Franklin  Avenue,  Block  1294, 
Lot’ 15,  Borough  of  Brooklyn. 


59-63-A 

APPLICANT — Samuel  Rosenblum  for  Morbruk  Com¬ 


pany  Incorporated,  owner. 

SUBJECT— Application  January  17,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  elevator  operator. 

PREMISES  AFFECTED — 29-33  West  36th  Street, 
north  side,  426  feet  west  of  5th  Avenue,  Block  838, 
Lot  24,  Borough  of  Manhattan. 


03-63-A 

APPLICANT— Samuel  Rosenblum  for  Carryl  S.  Was- 
serman,  owner. 

SUBJECT — Application  January  22,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
Quick  Response  Service-elevators. 

PREMISES  AFFECTED— 253-255  West  27th  Street, 
north  side,  159  feet  east  of  8th  Avenue,  Block  777, 
Lot  12,  Borough  of  Manhattan. 


674-63-A 

APPLICANT— Gabriel  Nathan  for  Dr.  Martin  B.  Kap¬ 
lan  and  Dr.  Herbert  Gordon,  owners. 

SUBJECT — Application  September  3,  1963  —  appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
frame  building  for  non-residential  use. 

PREMISES  AFFECTED— 332  Beach  63rd  Street,  and 
6211  Beach  Channel  Drive,  southeast  corner,  Block 
15907,  Lot  60,  Arverne,  Borough  of  Queens. 

MAX  H.  FOLEY,  Chairman ■ 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING  OCTOBER  15,  1963,  10  A.M. 
Present:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 
missioner  Klein. 

The  minutes  of  the  regular  meetings  of  the  Board 


held  on  Tuesday  morning  and  afternoon  October  1, 
1963  were  approved  as  printed  in  the  Bulletin  of  Octo¬ 
ber  10,  1963,  Vol.  48,  No.  41. 

1864-61-BZ 

APPLICANT— Albert  Melniker  for  Sharove  Develop¬ 
ers,  Incorporated,  owner. 
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SU?J9>CT~Application  December  12,  1961— decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  business  and  retail 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  minor  motor  repairs  with 
hand  tools,  sale  of  accessories  and  the  parking  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 2540  Richmond  Terrace,  1 
W inant  Street,  southeast  corner,  Block  1149,  Lot  36 
Mariners  Harbor,  Borough  of  Richmond 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACJ]in)1SA  9rF  BOARD— Laid  over  to  October  29,  1963, 
at  A.M.  for  decision;  applicant  to  be  notified  to 
be  present. 


ACJi9^  OE  BOARD— Laid  over  to  October  29,  1963 
at  1U  A.M.  for  further  consideration  and  for  decision. 


1931-61-BZ 

APPLICANT— Crinnion  and  Crinnion  for  Jobreen  Real¬ 
ty  Corporation,  owner. 

SUPJECT— Appheation  December  14,  1961  —  decision 
0t  i  oi  Borough  Superintendent,  under  Sections  7e 
and  21  of  the  Zoning  Resolution,  to  permit  in  a 
residence  use  district,  the  maintenance  of  a  non¬ 
transient  parking  lot  for  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 1410  Jesup  Avenue,  east 
side ,  353.66  feet  north  of  Edward  L.  Grant  Highway 
Block  2872,  Lot  60,  Borough  of  The  Bronx 
APPEARANCES— 

For  Applicant:  Robert  J.  Crinnion. 

For  Opposition:  None. 

>9Fr  BOAR-D — Laid  ove.r  to  October  29,  1963, 
at  10  A.M.  for  applicant  to  obtain  new  objection  from 
Borough  Superintendent  and  submit  revised  drawings • 
hearing  closed.  ’ 


519-63-BZ 

APP  LICANT— Consolidated  Edison  Company  of  New 
York,  Incorporated,  owner. 

-Application  June  20,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  73-16  of  the 
Zoning  Resolution,  to  permit  in  an  R7-2  district,  the 
erection  of  a  two  story  building  for  use  as  a  electric 
utility  sub  station. 

PREMISES  AFFECTED — 1001-1015  Amsterdam  Avenue 
east  side  from  Cathedral  Parkway  to  West  109th  Street’ 
1JS“1JS0  ^est  109th  Street,  Block  1864,  Lot  1  and  part 
of  Lot  9,  Borough  of  Manhattan. 

APPEARANCES— 

R<^LApp^c?1j£  ■’  Charles  F.  Preuse,  T.  O.  Reimers,  Ansley 
Kinie  and  T.  R.  Gallaway. 

For  Opposition:  None. 

AC*TIi9Na9F  BOARD— Laid  over  to  November  6,  1963, 
at  10  A.M.  for  decision;  applicant  to  submit  revised 
drawings. 


325-63-BZ 

APPLICANT— Henry  Nordheim  for  Barto  Realty  Com¬ 
pany,  owner. 

SUBJECT— Application  April  16,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-451  of  the 
Zoning  Resolution  to  permit  in  an  R8  district,  the 
maintenance  of  an  off-site  parking  facility  for  an  existing 
multiple  dwelling. 

AFFECTED — 2338  Walton  Avenue,  east  side, 
447.03  feet  north  of  East  183rd  Street,  Block  3183,  Lot 
27,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  November  6,  1963, 
at  10  A.M.  at  request  of  applicant. 


572-63-BZ 

APPLICANT— Buckley  and  Kisseloff  for  106  Corporation 
owner.  ’ 

SUBJECT— Application  July  11,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  C2-4  district,  the 
change  in  occupancy  of  an  existing  three  story  building 
from  office,  packing  and  shipping  and  factory  to  a  moving 
aiG  ^torage  warehouse,  unlimited  packing  and  crating 
and  the  storage  of  not  more  than  five  commercial  vehicles. 

AFFECTED — 1721  Park  Avenue,  105  East 
120th  Street,  northeast  corner,  Block  1769,  Lot  1  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff,  Samuel  R.  Weltz 
and  George  P.  Krumenaker. 

For  Opposition:  None. 

A9JIP?i  9F  BOARD— Laid  over  to  October  29,  1963,  at 
1U  A.M.  for  inspection  and  decision;  hearing  closed. 


478-63-BZ 

APPLICANT — DeRose  and  Cavalieri  for  Giovanni  Ga- 
lasso,  owner. 

SUBJECT— Application  June  6,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the 
change  in  occupancy  of  an  existing  two  family  dwelling 
to  a  three  family  dwelling  that  will  create  a  non-com¬ 
pliance. 

PREMISES  AFFECTED — 1944  Blackrock  Avenue,  south 
sme,  227.62  feet  east  of  Virginia  Avenue,  Block  3788 
Lot  16,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  George  J.  Cavelieri. 

For  Opposition:  None. 


573-63-A 

APPLICANT  Buckley  and  Kisseloff  for  106  Corporation 
owner. 

SUBJECT— Application  July  11,  1963  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  change  in  use 
and  egress. 

FFF^DGES  AFFECTED — 1721  Park  Avenue,  105  East 
120th  Street,  northeast  corner,  Block  1769,  Lot  1  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff,  Samuel  R.  Weltz 
and  George  P.  Krumenaker. 

9F  BOARD— Laid  over  to  October  29,  1963,  at 
!0  A.M  for  inspection  and  decision;  applicant  to  submit 
revised  drawings ;  hearing  closed. 


597-63-BZ 

APPLICANT— W.  Fontaine  Jones  for  Doriann  Holding 
Corporation,  owner. 

SUBJECT  Application  July  24,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  in  an 
existing  6  story  and  cellar  building,  the  change  in  occu¬ 
pancy  of  the  cellar  and  first  floor  from  storage  and 
commercial  studio  to  theatre  with  accessory  uses. 


1146 


MINUTES 


PRFMISES  AFFECTED— 227-229  West  13th  Street, 
north  side,  2645  feet  east  of  Greenwich  Avenue,  Block 
618,  Lots  53  and  54,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  W.  Fontaine  Jones.  . 

For  Opposition:  Elsa  Stemert,  Francis  Coneil,  Judith 
Godwin  and  Mrs.  A.  T.  Barclay. 

ACTION  OF  BOARD — Laid  over  to  November  19,  1900, 
at  10  A.M.  for  applicant  to  send  out  twenty-day  notices. 


599-63-BZ  i  c. 

APPLICANT— Lama,  Proskauer  and  Prober  for  Sol  Si¬ 
mon,  owner.  .  .  .  , 

SUBJECT— Application  July  25,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  Ml-1  district,  the 
change  in  occupancy  of  an  existing  automotive  servic 
station,  to  a  motor  vehicle  repair  shop  and  the  sale  and 
display  of  new  and  used  cars  that  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECT  ED — 20 1  Broadway  northside  165 
feet  8  inches  east  of  Driggs  Avenue,  Block  2446,  Lot  91, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  Irving  Sontag. 

ACTION  OF  BOARD — Laid  over  to  October  29,  1963, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


dated  June  14,  1963  acting  on  Alt.  Applic.  No.  1838-55, 

reads :  ... 

“1.  Proposed  parking  lot  in  an  R7-2  District  is  not 

permitted  as  per  Sec.  32-17  °f 
conformance  with  B.S.  &  A.  Cal.  #558-37-BZ,  Vo  . 
II.  Same  is  referred  to  the  B.  of  S.  &  A.  as  per 
Section  11-411  of  the  Z.R.” 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  30,  1957  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 

“granted  for  a  term  of  five  years  from  the  date  of  this 

amended  resolution,  to  permit.  •  •  •  5  tha?-  °theJ" 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained.” 


558-37-BZ — V ol.  II 

APPLICANT— Lionel  K.  Levy  for  John  Sperrazza,  owner. 
SUB TECT— Application  reopened  September  17,  1963  for 
consideration  as  to  extension  of  term  of  variance,  expired 
April  30  1962  —  decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  parking  and  storage  of  more  than  5  motor  vehicles 
of  the  pleasure  care  type  only. 

PREMISES  AFFECTED — 60-66  Henry  Street,  and l  23-29 
Market  Street,  southwest  corner,  Block  27,  Lots  24,  to, 
26,  27  and  28,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Carlo  F.  Marano. 

For  Opposition:  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE—  .  Tr.  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ^ 

Negative:  . - . 

THE  RESOLUTION— 

Whereas,  on  April  30,  1957,  this  application  Vol.  I 
was  granted  by  the  Board  on  certain  conditions ;  and 

Whereas,  the  original  parking  lot  was  granted  by  the 
Board  under  Vol.  I  and  extended  from  time  to  time;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  1 1-411  °f  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  April  30,  1962 ,  and 

Whereas,  this  application  was  reopened  ^  on  ,  September 
17  1963  and  set  for  hearing  on  October  15,  1963  at  10 
A.M.,  requiring  a  new  decision  of  the  Borough  Super¬ 
intendent,  photographs  and  two  publications  in  the  Bulletin, 

and  .. 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  15,  1963  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 


i  g_52-BZ 

APPLICANT— Henry  B.  Portnoy  for  The  Truckmen’s 
Representative,  Inc.,  owner. 

SUB  TECT — Application  reopened  September  17,  1963  for 
consideration  as  to  extension  of  term  of  variance,  expired 
Tuly  8  1963  —  decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7h  of  t  e 
Zoning  Resolution,  permitting  in  a  residence  use  district 
the  parking  and  storage  of  motor  vehicles  of  the  pleasure 
car  type  only.  ,  _  . 

PREMISES  AFFECTED — 365-369  East  8th  Street,  north 
side,  183  feet  east  of  Avenue  C,  Block  378,  Lots  56,  57 
and  58,  Borough  of  Manhattan. 

For  Applicant :  Henry  B.  Portnoy  and  Abraham  Slutsky. 
For  Opposition:  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ^ 

Negative:  . 

THE  RESOLUTION—  . 

Whereas,  on  May  20,  1952,  this  application  was  granted 

by  the  Board  on  certain  conditions ;  and 

Whereas,  this  application  was  reopened  from  time  to 
time  and  the  term  of  variance  extended  and  last  extended 
for  a  term  of  five  years  on  July  8,  1958;  and 
Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance  for  ten  years,  which  expired  on  July  8,  iyoo, 

^Whereas,  this  application  was  reopened  ^  on  ,  September 
17  1963  and  set  for  hearing  on  October  15,  1963  at  1U 
A.M.,  requiring  a  new  decision  of  the  Borough  Super¬ 
intendent,  photographs  and  two  publications  in  the  Bulle- 

tai\V hereas,  a  public  hearing  was  held  on  this  application 
on  October  15,  1963  after  due  notice  by  publication  in  the 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  13,  1963  acting  on  Alt.  Applic.  No.  1659-52, 
rea(JS  • 

“1  Referred  back  to  Board  of  Standards  &  Appeals 
under  Cal.  #16-52-BZ  for^  extension  of  term  of 
variance  due  to  lapse  7/8/63.” 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  20,  1962  as 
amended  through  July  8,  1958  only  as  to  the  term  of  the 
variance,  so  that  as  amended  it  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit.  ...  on  condition  the 
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fence  around  the  property  shall  be  put  in  proper  condi¬ 
tion;  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects;  and 
that  a  Certificate  of  Occupancy  shall  be  obtained.” 


5-58-BZ 

APPLICANT — Patrick  D.  Concagh  for  Saverio  S.  Piss- 
cane,  owner. 

SUBJECT—Application  reopened  September  17,  1963  for 
consideration  as  to  extension  of  term  of  variance,  expired 
July  22,  1963  decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  parking  and  storage  of  more  than  5  motor  vehicles 
of  the  pleasure  car  type  only. 

PREMISES  AFFECTED — 717-719  East  217th  Street 
north  side,  130.35  feet  east  of  White  Plains  Road,  Block 
4665,  Lots  40  and  43,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Patrick  D.  Concagh  and  John  F.  Fitz- 
Simmons. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  . . .  0 

THE  RESOLUTION— 

Whereas,  on  July  22,  1958,  this  application  was  granted 
by  the  Board  on  certain  conditions ;  and 

Whereas  the  applicant  submitted  a  letter  dated  Septem¬ 
ber  24,  1963  stating  that  all  the  terms  of  the  Resolution 
nave  been  complied  with  and  all  signs  removed ;  that  the 
request  for  a  14-foot  gate  opening  is  withdrawn  and  a  10- 
toot  gate  provided  to  comply  with  the  Resolution ;  and 
Whereas  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  July  22,  1963;  and 

i'7Win^oEASL  ^  aPPlicati°n  was  reopened  on  September 
Y\*  •  •  set  for  hearil?g  on  October  15,  1963  at  10 

A.M.,  requiring  a  new  decision  of  the  Borough  Superin¬ 
tendent,  photographs  and  two  publications  in  the  Bulletin  • 
and  ’ 

Whereas  a  public  hearing  was  held  on  this  application 
on  October  15,  1963  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas  the  decision  of  the  Borough  Superintendent, 
dated  July  11,  1963  acting  on  Alt.  Applic.  No.  1164-57 
reads :  ' 

“1.  Proposed  continuation  of  use  of  parking  &  storage 
of  more  than  5  motor  vehicles  (pleasure  type)  be¬ 
yond  the  expiration  date  granted  under  B.S.  &  A. 
Cal.  5-58-BZ  must  be  referred  back  to  that  agency 
under  Section  11-411  of  the  Zoning  Resolution. 

Note :  Premises  are  now  located  in  a  C2-2  in  an  R-6 
and  R-6  district.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  22,  1958  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit.  .  .  .  ;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects;  except  that  the  sign  may 
be  made  the  minimum  required  by  the  Department  of 
Licenses ;  and  that  a  Certificate  of  Occupancy  shall 
be  obtained.” 


298-63-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Ruth  H  Green¬ 
berg,  owner;  Shell  Oil  Company,  lessee. 

SUBJECT— Application  April  5,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-1  district,  the  erec¬ 
tion  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 248-30  South  Conduit  Avenue 

s°utl?  s^leA.22T8-42  feet  east  of  Hook  Creek  Boulevard! 
Block  13623,  Lot  22,  Rosedale,  Borough  of  Queens 
APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

For  Administration :  Samuel  Bodian,  Park  Dept. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein....  4 
Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  Jffiy  9,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  23,  1963  for  continued  hearing; 
applicant  to  submit  statement ;  Nassau  County  representa¬ 
tive  to  be  notified  to  be  present;  then  to  October  1,  1963 
lor  lurther  consideration  and  decision;  hearing  closed;  then 
to  October  15,  1963;  applicant  to  file  revised  drawings  and 

,  Whereas  the  decision  of  the  Borough  Superintendent, 
dated  March  8,  1963  acting  on  N.B.  Applic.  No.  345-63 
reads : 

1.  Proposed  use  of  building  for  gas  service  sta. — acces- 
sory  minor  auto  repairs,  lubritorium,  office  and 
sales  of  accessories  —  non-automatic  car  washing 
and  parking  awaiting  service  is  not  a  permitted  use 
of  right  in  an  R3-2  Dist.  but  may  be  permitted  by 
the  B.S. A.  in  accordance  with  Art.  VII  Chapter  2 
of  the  Zone  Resolutions  (72-21).” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  and  the  committee 
recommended  that  the  application  be  granted;  and 

Whereas  the  Board  found  that  this  was  an  appropriate 
ln  wffich  to  exercise  discretion  to  grant  under  Section 
/o-Zll  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  applica¬ 
te11  be  and  it  hereby  is  granted  under  Section  73-211  of  the 
ot  the  Zoning  Resolution,  to  permit  in  a  C2-1  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses  on  condition  the  building  conform  to 
drawings  filed  with  this  application  dated  April  5,  1963,  one 
sheet  and  October  10,  1963,  2  sheets,  revised;  on  further 
condition  that,  there  shall  be  no  sign  pylon  on  the  building 
and  no  revolving  signs  on  the  property;  that  the  rear  wall 
facing  Nassau  County  shall  be  brick  instead  of  concrete 
block ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with  ;  and  that  permit  be  obtained,  work  done, 
fu^Hificate  of  Occupancy  obtained  within  one  year  of 
the  date  of  this  Resolution. 


575-63-BZ 

APPLICANT— Hillard  Pollack  for  Beth  El  Hospital  In¬ 
corporated,  owner. 

SUBJECT—Application  July  9,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  73-452  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  en¬ 
largement  in  area  of  an  existing  parking  facility  acces¬ 
sory  to  a  hospital,  previously  granted  by  the  Board. 


1148 


MINUTES 


PREMISES  AFFECTED— 7-15  Hcgeman  Avenue,  551- 

573  Herzl  Street,  northeast  corner,  560-576  Amboy  Street, 

Block  3621,  Lots  6,  7,  14,  53,  56  and  58,  Borough  of 

Brooklyn. 

APPEARANCES— 

For  Applicant:  Hillard  Pollack  and  Max  De  Kaye. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  15,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  12,  1963  acting  on  Alt.  Applic.  No.  2933-61, 
reads : 

“1.  The  proposed  off -site  accessory  parking  spaces  be¬ 
yond  200  feet  from  hospital  zoning  lot  is  contrary 
to  Sec.  25-23  of  Zoning  Resolution. 

2.  Enlargement  of  existing  parking  lot  to  include  Lots 
56  and  58  contrary  to  resolution  of  Board  of 
Standards  and  Appeals  Cal.  No.  15-56-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  and  the  committee 
recommended  that  the  application  be  granted;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-452  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  Sections  73-452 
of  the  Zoning  Resolution,  to  permit  in  an  R-6  district,  the 
enlargement  in  area  of  an  existing  parking  facility  acces¬ 
sory  to  a  hospital,  previously  granted  by  the  Board,  on  con¬ 
dition  the  work  be  done  to  conform  to  drawings  filed  with 
this  application  dated  July  9,  1963,  3  sheets;  on  further 
condition  that  a  fence  on  all  sides  of  the  property,  except 
where  the  walls  of  adjacent  buildings  are  on  the  property 
line,  shall  be  constructed  in  accordance  with  Section  25-66 
of  the  Zoning  Resolution;  that  all  other  laws,  rules  and 
regulations  applicable  shall  be  complied  with;  and  that 
permit  be  obtained,  work  done,  and  Certificate  of  Occu¬ 
pancy  obtained  within  one  year  from  the  date  of  this 
Resolution. 


Adjourned  11 :30  A.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  15,  1963,  2  P.M. 

Present;  Chairman  Foley,  Vice  Chairman  Kleinert.  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

611-61-A 

APPLICANT — Minnie  Dick  for  Dublu-Ess  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — Appeal  from  an  order  and  a 
decision  of  the  Fire  Commissioner — re-  sprinkler  system; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 29  Howard  Street,  south  side, 
212  feet  west  of  Lafayette  Street,  Block  209,  Lot  10,  Bor¬ 
ough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Minnie  Dick. 

ACTION  OF  BOARD' — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Klein  -  4 

Negative:  . .  0 

Absent :  Commissioner  Becker  . . l -  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  June  11,  1963  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  11,  1963,  by 
adding  thereto : 

“that  a  non-automatic  sprinkler  system  may  be  installed 
in  the  cellar  in  lieu  of  the  automatic  sprinkler  system 
heretofore  required,  on  condition  that  the  storage  of 
paper  stock  in  the  cellar  shall  be  discontinued ;  that 
the  cellar  shall  be  used  for  the  storage  of  metal  prod¬ 
ucts  or  other  non-flammable  material,  or  left  vacant; 
that  a  thermostatic  fire  alarm  system  with  central  of¬ 
fice  connection  shall  be  installed  throughout  the  build¬ 
ing  ;  and  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects”. 
Fire  Dept.  Viol.  Order  #478191,  File  #98R29-01. 


843-61-A 


APPLICANT — Broadfrank  Company  for  Mark  Tennen- 
baum,  Emil  Tanner  and  Leo  Beller,  owners. 

SUBJECT — Application  June  6,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 359  Broadway,  west  side,  54 
feet  3%  inches  south  of  Franklin  Street,  Block  174,  Lot 
33,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Mark  Tannenbaum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTIOIN  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _  5 

Negative :  _  0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commission¬ 
er,  dated  February  24th,  1961  and  May  15,  1961  on  Viola¬ 
tion  Order  No.  494213,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  building. 

C19-161.0  Adm.  Code.” 
and 


Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  24,  1961  and  May  15,  1961,  act¬ 
ing  on  Viol.  Order  #494213,,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  June  6,  1961,  2  sheets; 
on  further  condition  that  the  present  dry  sprinkler  system 
in  the  cellar  and  subcellar  shall  be  maintained  in  good  con¬ 
dition  ;  and  that  a  thermostatic  fire  alarm  system  with  cen¬ 
tral  office  connection  shall  be  installed  throughout  the  build¬ 
ing. 
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936-61-A 

APPLICANT— R  W.  Wool  worth  Company  lessee  Mor 

SUBfFCT  T  vrUS'  C°mPany  °f  New  Y»A  owner 
ou±3jiii_i — Application  June  IS  1061 _ An^ni  t 

re"  a  o<  >He  Fire  Commissioner  re^sprink- 

THE  vote  to  GRANT— 

Affirmative  • 

’S^SaSsa' 

THE  RESOLUTION—  .  5 

er.^atet^Majfl6*),0 1961  Ordm^Na  V^V^re^^^53*0*1" 
'■  *£*  «  approved,  we,  automatic  spikier  sys- 
3rd  floor  mezzanine!  havffig'afleasf’on^ source3 of 

and  zLVF&i per  Chapter 

on^Order  &  ^d 

L  “  aPProved  automatic  Sprinkler  to  nro 

and  *  *  a  areas  of  sub-cellar.”  pro' 

Resolved,  that  the  orders  and  decision  of  tt-  n 

o™  oX'No'niS-ra!,9,!  S'?  JTV  f7’  ^S£ 


phnde®0cmar„hctdmoTsmended  'hat  tlK  ba  panted 

mS^dawVanuaTy' n%d“T5!rof  *he  Fire  Com¬ 
ing  on  Viol.  Order #484161  ndfS  M\r,ch  \3-  196L  act- 
hereby  is  modified  and  t-w  l\  ^bJectlotJ  No.  1,  be  and  it 

granted  on  condition  that  th?  ffldhiY  ^  hfereby  is 
drawings  filed  wiHi  +1-,;  building  shall  conform  to 

sheets  ;^and  on  'f  »«,  4 

matic  sprinkler  svstem  and  Vr,  tPat  the  present  non-auto- 

with  central  office  connection  ? tlC  fi*e  alarm  system 
condition.  connection  shall  be  maintained  in  good 


1016-61-A 

^e™-^  Lunati  for  Jack  and  Maurice  Lunati, 

APPEARANCES— 

For  Applicant:  Murray  Lipsky. 

ACTI O^OF5* ifo  ARdI^a*  J0,;n  R  Ma"fredi'  Fire  De-‘- 
THE  VOTE _  Appeal  granted  on  condition. 

missioner  Klein  Ker  ana  tom- 

Negative:  . . .  5 

THE  RESOLUTION—  .  0 

er,^5enamt,ak°lieri96nidadne?Mn  °l  ‘,h,e  ?' re  Commission- 
Order  #484161,  reads:  d  March  13,  1961  on  Violation 

*■  £!7v'7e  an.  aPPf°ved  automatic  dry  sprinkler  svs 
tern  thruout  entire  building  sprimcier  sys- 

and  QiaPter  19'161-0  Admin-  Code.” 

Whereas,  the  premises  was  inspected  by  a  committee  of 


1035-61-A 

AEig^wnenT~Unger  a"d  Unger  for  CharI«  F.  Gold- 

order  aind  a^decision°of  the^Fme  Comm7  ApPCal  from.  an 
ler  system.  Commissioner  re-  sprink- 

Pfe“fci™J#uIj>-4Laiff  §*"**-  "onh  side,  81 
ough  of  Manhaton  "  Street’  BIock  94'  Lot  3,  Bor! 

APPEARANCES— 

For  Applicant:  Nicholas  A.  Varlotta 

ACTroNOT5  BOARl^Ao  Jf"  ^  Fire  Dept- 

THE  VOTE—  PPCa  granted  on  condition. 

A&mmiIsi'on2,aF“x  ”  P*  Cp™a"  Kleiner,, 

missioner  Klein  '  Comm'“toner  Becker  and  Com- 

Negative:  . _ .  . . . . - . .  5 

TUE  RESOLUTION— . .  . .  0 

sioner,  dated  December  30*  1960S1°d  ?f  thn  Fire  Commu¬ 
tation  Order  No  425833,  reads?  JUne  9’  1961  on  Vio' 

throughoiS” thePbu°ildhigaUt0niatlC  sprinkIer  system 
and  Chapter  C19'161.0  Administrative  Code.” 

the  Board  whicl^rerommended1^^  tnd  by  a  cornmittee  of 
under  certain  condition^  ^  that  the  appeal  be  granted 

miSone^r^date^Decemb^  rr30ni960CaS^nT  ^  Fire  Co.m- 

on  Viol.  Order  #425833  r)i,;’  f •  ,*3d  June  9,  1961,  acting 

is  modified  and  that  the  a™eaf  h°n  V-  ‘vbe  and  11  h<«l| 
for  a  term  of  one  year  “Pi  h,ereby  «  gn, tied 

conform  to  drawings  filed  with  *3?  tHat  thf  buildln&  shall 
1961,  3  sheets  nn  fiirS  with  this  appeal  dated  July  5 

floor  and  fourth  floor  shah  he°bdltt°n  tbat  tbe  ceIhr,  third 
one  year  term  watchman  servt?  Z*???1  and  that  for  the 
working  Honrs  to  the  s^SofS!i  FirfSSs^ 

1047-61-A 

ADavYdf  ownTerM°nagham  and  Matti^ly  for  Beatrice 

order  and  a  decisfoYof  "the7 Fir  i961~.APPeaI  from  an 
ler  system.  the  Fire  Commissioner  re  sprink- 

PREMISES  AFFECTFD _ 94.7  rxr  s.  n 

Side,  75  feet  south  of  Walker^ 7  West  Broadway,  west 
Borough  of  Manhattan  '  Stre'*'  Block  19L  Lot  17, 
APPEARANCES— 

For  Applicant:.  George  P.  Monaghan. 

ACTION™  F^BOARdY-Ad  ^  R  Manfredi’  Fi'e  DePf- 

THF  VOTF  PPeal  granted  on  condition. 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
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Commissioner .  Fox,  Commissioner  Becker  ami  Com- 

missioner  Klein  — . - . - .  . _ . 0 

Negative:  — - - 

THE  RESOLUTION—  of  tbe  Fire  Commis- 

s io^dated  January  23.  1961  and  June  7,  1961  on  Viola- 

*****  SyStem 

throughout  building.  .  ,  „ 

Chapter  C19-161.0  Administrative  Code. 

“"whereas,  the  premises  was  inspected  ^  a  — «of 
the  Board  which  recommended  that  the  appeal 

under  certain  condition.  .  .  *  tb  F:re  Com- 

Resolved,  that  the  order  and  de as.on  oL th -Fire  Co^ 

missioner,  dated  January  ’  .Qn  No  ^  be  an(i  it  hereby 

011  Vlfr°Jilrd  fhi^the  appeal  be  and  it  hereby  is  granted 
is  modified  and  that  tne  py  conform  to  drawings 

on  condition  that  the  bnddmg  2  sheets ;  on  further 

filed  with  this  appeal  dated  J YiyJ[v?^ler  Svstem  shall  be  in¬ 
condition  that  a  non-automa  P  fire  alarm  system 

wa.erUi“pP>y  **£  Mi*  the  kitchen  on  the  firs, 
floor. 

APPLICANT— Louis  Lieberman  for  Putnam  Rolling  Lad- 
SEEn  Jof  the’  F^cSSSL&T  ” 

ough  of  Manhattan. 

appearances— 

For  Fire  Dept 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT-  . . .  Q 

n“6  'Chapman  "'Fofe^ . VicT' Chairman  gemert. 

Commissioner  Fox,  Commissioner  Becker  and  Comrms^ 
sioner  Klein  . - - - - 

IiSESS VwSuly  « 1«  o": 

tion  Order  No.  478118,  reads:  .  . 

“1  Pursuant  to  the  authority  of  Fije  Commissioner 
and  b?  virtue  of  Sec.  C19-161.0  of  the  Adminisha- 
tive  Code  you  are  hereby  ordered  to  provide  an  ap 
proved  automatic  sprinkler  system  throughout  the 
entire  building.” 

and 


order  and  a  decision  of  the  Fire  Commissioner  re-  sprink- 
Borough  of  Manhattan. 

APFPof  aX^GX-  Molloy,  D.  J.  Colombi,  F.  L.  Ueb- 

FoTAdmtaisttattnfueu?.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD-Appeal  granted  on  condition. 

THE  VOTE—  .  Fnlev  Vice  Chairman  Kleinert, 

A?rXsi;onehra,Foxar  Commissioner 

missioner  Klein  . ' .  o 

Negative:  . 

a 

‘‘““tovfdfaf’arproved  automatic  sprinkler  system 
ltpUt?r°“lVteebUi«nOgAdm.Cide.” 

under  certain  conditions.  Com- 

shall  be  provided  m  the  Leonard  street;  that  a 

tension  to  the  system  m  40 'to  48 >  ^-01  Leonard  St. 

clock  service  shall  be  maintained  in  good  condition. 


Whereas  the  premises  and  surrounding  area  were  in¬ 
spected committee  of  the  Board  which  recemmended 
?hat  the  'appeal  be  denied  due  to  the  contents  and  con- 

"j!  that  ^the  °r|er  and  decision  of  the  Fme  Com- 
EaT/SmSInd  Sat  the  appeal  be  and  it  hereby  is  denied. 

APPLICANT — J.G.L.  Molloy  for  Lesfel  Realty  Corpora¬ 
tion,  owner. 

SUBJECT— Application  July  13,  1961— Appeal  from  an 


1175-61-A 

APPLICANT— Ralmore  Realty  Corporation,  owner. 

TR TECT— Application  July  20,  1961— Appeal  from  an 
SD„S  a  decision  of  theVire  Commissioner  re-  sprmk- 

ddeukfc  AFFECTED — 89  East  Broadway,  south  side, 
P  W6  feet  3  inches  east  of  Market  Street,  Block  282,  Lot 
32,  Borough  of  Manhattan. 

A  ForEApiflkant^SMax  S.  Kaufman  and  R-  Gorsky. 

For  Administration:  Lieut.  John  P.  Manfredi,  P 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

TAffirm?tivE;  Chairman  Foley,  Vice  Chairman  Kleinert, 
A  Commissioner  Fox,  Commissioner  Becker  and  Coml 

missioner  Klein  - - -  - q 

Negative 


T™HEREf?“eTo?der  and  decision  of  the  Fire  Comrnis- 
sioner,  dated  February  28,  1961  and  July  19,  1961  on  Viola 
tion  Order  No.  493230,  reads :  . 

“1.  Provide  an  approved  automatic  sprinkler  syst 
throughout  building.  , 

Chapter  19  C19-161.0  Administrative  Code. 

^Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  b 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Corn- 
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missioner,  dated  February  28,  1961  and  July  19  1961  act¬ 
ing  on  Viol  Order  #493230,  Objection  No.  1  be  and  t 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  July  20,  1961  2  sheets  • 
°halfUKth-er*Ciinjlt-10n  that  an  aut°matic  sprinkled  system 
2d  that'*  'a  *?e  celiar'  first  flo°r  second  floor 

Vacant  hlrd’  f°Urth  and  fifth  floors  sha11  remain 


-J.  G.  L.  Molloy  for  Lesfel  Realty  Corpora- 


1177-61-A 

APPLICANT- 
tion,  owner. 

SUBJECT— Application  July  17,  1961— Appeal  from  an 
ler  srySatnela  °f  the  Fire  Commissi°£r  re-  sprink- 

TK  —-,  Leonard  Street,  south  side, 
131.14:  feet  east  of  West  Broadway,  Block  176,  Lot  24 
Borough  of  Manhattan. 

APPEARANCES— 

F- L- Liebraan’ L- G- 

A  £°^dministratlve :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
mSer  Klein  ‘  Comm‘ss’°™  Becker  and  Com- 

Negative: .  . . . . . -  a 

THE  RESOLUTION—  .  . —  ° 

.  WHEaEAs,  the  order  and  decision  of  the  Fire  Commis- 

and  27’ 1961 « vSS- 

tWeour,heaZXLdg.aU,0n,a,iC  SPMkr  system 

Adm.  Code  Ch.  19  Sec.  161  0  ” 
and 

fhPWRrfoRErfS,^eupremises  was  in-?Pected  by  a  committee  of 

^e®0^h,^Smald'd  ,ha*  ai,peaI  be 

mg  on  Viol.  Order  #491144;  Ob^cSonijo  f  be  2d  t 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  cfiali  *ls 

rawmgs  filed  with  this  appeal  dated  July  17,  1961  7  sheets” 

tem  drtnrhC°ndl-tl0n-  th,at.  the  Present  watchman  clock  sys- 
Lbii  ™ainta,ned  in  good  order;  that  the  sprinkler 
system  shall  be  extended  from  40  to  48  T^nnorri  q*  *. 

thFoughout  the  cellar  of  this  building;  anf  ttat  a  sfen^hS 
piovided  on  the  outside  of  the  building  at  40-48  ?  cnnarrl 
Street  at  the  Siamese  showing  that  the  Siamese  serves  ?he 
sprinkler  system  in  the  cellar  of  this  building 


Negative:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com- 
missioner  Fox,  Commissioner  Becker  and  Commissioner 

THE  RESOLUTION—™” . . . .  5 

Whereas,  the  order  and  decision  of  the  Fire  Commis 

and  June  28’ 1961  on  Viola- 

“1-  .hZgdhouatni«df„“  SPrinltler  sys,em 

Chapt.  C19-161.0  Administrative  Code  ” 

and 

Weiereas,  the  premises  and  surrounding  area  were  in- 
that  tthy  3  C,°^miitee.  ?f  the  Board  which  recommended 
tents  if  the  building  "  t0  the  °CCUpancy  and  con- 

Ivesolved  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner  dated  February  14,  1961  and  June  28,  1961  act- 
ITeffT  -Vl°^  °rd/r  #490247’  Objection  No.  1,’  be  and it 
dcnfcd  1S  a^irmed  and  that  the  appeal  be  and  it  hereby  is 


1222-61-A 

ArwneIrCANT~Da'‘b  a"d  DaUb  for  Estate  °f  Eslh'r  Jonas, 

SUBJECT — Application  July  18  1961 _ Anneal 

£  srysatem.a  °f  the  Fire’  Commissioner  re  spHnk" 

pREMISES  AFFECTED — 169  Mercer  Street  west  side 

Str'rt'  B'“k 

APPEARANCES— 

Bor  Applicant:  Sidney  Daub 

J°hn  P ■  Manfredi'  Firc  D'P‘- 
ACTKDN  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  _ _  ^ 


1247-51-A 

ALPcorIpCoMedrowneb  “d  Da“b  for  Estab,ish'd  Estates 
SUBJECT— Application  July  31,  1961— Appeal  from  an 
le^Tystem3  deC1S1°n  of  the  Fire  Commissioner  re-  sprink- 

PREMfSES  AFFECTED — 102-104  West  38th  Street 

Block  8ne,T6?  inetRWest  ,of  Avenue  of  the  Americas,’ 
Block  813,  Lot  40,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sidney  Daub 

F°rT^dministration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  _ _ _  _  _ 

Negative :  Chairman  Foiey,  Vice  Chairman  Kleinert  Com- 
SonSe?nKlein°^„ Commissioner  Becker  and  Commis; 

THE  RESOLUTION- . ~~ . . .  .  5 

Whereas  the  order  and  decision  of  the  Fire  Commis- 

oX’#498d4taLd;;1961  a"d  J“'y  X’  1961  °n  VioIation 

p?=Vme«harou|KT^  pa^of  bulidinr  SPrink"r 
Injmcordance  with  C18-161.0  of  the  Administrative 

and 

Whereas,  the  premises  and  surrounding  area  were  in- 
spccted  by  a  committee  of  the  Board  which  recommended 

Xthofaphr^5mdred  due  ,o  ,he  —  apd 

Resolved  that  the  order  and  decision  of  the  Fire  Com- 

f |g| 

affirmed  and  that  the  appeal  be  and  it  hereby  is  denied 

1291-61-A 

ACo^aAo„T^°„Seefh  f°r  1327  NW  York 

!SS 2s  i-s  sswsaar  s 

APPEARANCES— 

For  Applicant:  Martin  J.  Hyman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept 
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ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT—  .  0 

Affirmative :  . . ^ vVr p '"chairman  Kleinert, 

Fo-1  CO”- 

missioner  Klein . 

Chap.  C19-161.0  of  the  Administrative  Code. 

■“whekeas,  the  pi*®;  BoaSlwhfch1 “recommended 
thlftheappeafbe  denied.due  to  the  contents  and  bad  house- 
keeping  found  in  the  building. 

Resolved,  that  the  ^der  and  decision  of  Fire  Com¬ 
missioner,  dated  Janua^^A  j  J  J0.  be  and  it 

hereby  appeal  be  and  it  hereby  ts 

denied. 

APPLICANT— Hurley  and  Hughes  for  John  Chatillon 
and  Sons,  owners. 

SUB TECT— Application  August  9,  1961— Appeal  from  an 
order  and  a  decision  of  the  Borough  Superintendent  re- 

PREMISES^AFFECTED— . 50-52  Franklin  Street,  north 
side  125  feet  10  inches  west  of  Lafayette  Street,  lo  v 
172,’  Lot  28,  Borough  of  Manhattan. 

appearances— 

^SSatioFnranLkJtaToehn  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

TAffirmSTver  Chairman  Foley,  Vice  Chairman  Kleinert. 
A  Commissioner  Fox.  Commissioner  Becker  and  Com, 

missioner  Klein  — . — .  ^ 

Negative:  - 

T  WEHEREfs°\heTo?derand  decision  of  the  Fire  Commis- 
sioner,  dated  February  10,  1961  and  August  7,  1961  on 
Violation  Order  #489541,  reads: 

“1  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  09-161 .0  Administrative  Code.” 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  grante 
under  certain  conditions.  _  _ 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  10,  1961  and  August  7,  1961, 
acting  on  Viol.  Order  #489541,  Objection  No  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  July  18,  1963,  7 
sheets  •  on  further  condition  that  a  non-automatic  sprinkler 
system  shall  be  installed  throughout  the  cellar;  and  that  a 
thermostatic  fire  alarm  system  with  central  office  connec¬ 
tion  shall  be  installed  throughout  the  building. 


SUBJECT — Application  August  9,  1961  Ap p^re^sorink- 
order  and  a  decision  of  the  Fire  Commissioner  re-  spnnk 

ler  syst  T^T?T?/^,'T'TrTT  990  11th  Avenue,  northeast 

Lo,  i,  Borough 

of  Manhattan. 

AForE  Ap^lica“SWmiam  McA.  Shiland  and  Frederick 

^Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

T  AffirmSJvfThairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 

missioner  Klein  .  q 

Negative:  . 

:;Ss  sis  *ws «* 

Order  #505584,  reads:  _ 

“1.  Provide  approved  automatic  sprinkler  sy 
throughout  entire  building. 

a11  Whereas  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  e  gra 
under  certain  conditions.  r 

filed  with  this  appeal  dated  August  ee^’tem 

further  condition  that  a  no^automsrtie .sprinkler  syste 
hp  installed  throughout  the  cellar ,  that  a  thermostat  c 
fre  alarm  system  with  central  office  connection  shall  be  in¬ 
stalled  throughout  the  building; 
the  loading  area  on  the  first  floor  shall  e 


1303-61-A  .  . 

APPLICANT— William  McA.  Shiland  for  T.  R.  Williams, 
owner. 


1309-61-A  r  , 

APPLICANT— Daub  and  Daub  for  Jerome  M.  Cohen, 
Alma  G.  Roos,  Jesse  H.  Barkin,  Trustees  for  Stephen 
Barkin  and  Helen  O.  Rich,  owners. 

SUB  TECT— Application  August  4,  1961— Appeal  from 

orders  and  decisions  of  the  Fire  Commissioner  re-  Sprink¬ 
ler  system,  watchman  service,  etc. 

PRFMISES  AFFECTED— 162  Madison  Avenue,  west 
^ide  98.6%  feet  north  of  West  32nd  Street,  Block  862, 
Lot’ 55,  Borough  of  Manhattan. 

APPEARANCES— 

f”  AdmSa,iondn?ieu,aUJohn  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT—  Q 

Negative^6  Chairman . Foiey7’"yice  Chairman  Kleinert, 

Commissioner  Fox,  Commissioner  Becker  and  Coin, 
missioner  Klein  .  ~ 

T  Vrt,mEAs°the^>r?CTS  and  decisions  of  the  F'J?  TC?mS]lst' 
sioner,  dated  May  25th,  1961,  June  6th,  1961  and  July  21st, 

1961,  reads: 

(Violation  Order  No.  515977) 

“1.  You  shall  provide  an  approved  automatic  sprinkler 
system  throughout  the  entire  building. 

(Violation  Order  No.  517965) 

“1.  You  are  hereby  ordered  by  the  Fire  Commissioner 
to  provide  an  approved  watchman  service  at  entire 
building,  whenever,  there  are  any  occupants  therein. 
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and 


Watchman  shall  be  supplied  by  a  credited  agency 
and  his  only  duty  shall  be  fire  safety  of  occupants 
and  building.  He  shall  inspect  all  areas  of  building 
at  least  once  every  hour  and  keep  a  record  of  in¬ 
spections.  A  daily  surveillance  inspection  will  be 
made  by  the  Fire  Department.” 


W  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  due  to  the  contents  and  occupancy 
of  the  building. 

Resolved,  that  the  orders  and  decisions  of  the  Fire  Com¬ 
missioner,  dated  May  25,  1961,  June  6,  1961  and  July  21 

Vi°L  ?rder  #515977  and  Viol.  Order' 
#51/965,  Objection  No.  1  and  1,  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


1313-61-A 

APPUCANF— Monaghan  and  Mattingly  for  Edyth 
Realty  Corporation,  owner. 

SUBJECT— Application  August  10,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED-47  West  28th  Street,  north 
side,  175  feet  west  of  Fifth  Avenue,  Block  830,  Lot  11, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  George  P.  Monaghan. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleiner t 
Commissioner  Fox,  Commissioner  Becker,  and  Com- 

misioner  Klein  .  c 

Negative:  . .  0 

THE  RESOLUTION— 

Whereas  the  order  and  decision  of  the  Fire  Commis- 
?-°nen  dated  Ju ne  23,  1961  and  August  10,  1961  on  Viola¬ 
tion  Order  #519058,  reads: 

1.  Provide  an  automatic  fire  extinguishing  system 
throughout  building. 

Ref.  Sec.  280  of  Labor  Law.” 
and 

Whereas  the  premises  were  inspected  by  a  committee 
ot  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  order  and  decision  of  the  Fire  Commis- 
sioner  dated  June  23,  1961  and  August  10,  1961  acting  on 
Y*01-  1 Order  #519058,  Objection  No.  1,  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  the  build- 

Aum  ?  nCOm;m9t0udr.awingS.file,d  wi(h  this  dated 

August  10,  1961  2  sheets;  on  further  condition  that  a  non- 

— IC  SPTlw  SySLCm  sha11  be  installed  throughout 
the  cellar  and  that  a  thermostatic  fire  alarm  system  with 

central  office  connection  shall  be  installed  throughout  the 


APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . . . . . . _ . . . . q 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _  5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  July  13,  1961  on  Violation  Order  No.  527138 
reads : 

“1.  Provide  an  approved  automatic;  sprinkler  system 
throughout  the  bldg. 

Sec.  10.161.0  Adm.  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  due  to  the  use  and  occupancy  of 
the  building,  the  wood  stairs  and  combustible  partitions. 
Resolved,  that  the  order  and  decision  of  the  Fire  Com- 

ITcovi  ™r’ Jllly  1961>  .acting  on  Viol.  Order 
#527138,  Objection  No.  1,  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


1317-61-A 

APPLICANT— Samuel  Rosenblum  for  Fifteen  Estates 
Incorporated,  58  Estates,  Incorporated  and  Harry  h’ 
Lerse,  owners. 

SUBJECT  AppHcation  August  9,  1961-Appeal  from  an 
ler  system 3  decIslon  of  the  Fire  Commissioner  re-  sprink- 

rREMISES  AFFECTED— 58  West  15th  Street,  south  side, 

74  R?  8  und?eA/reaSit  of  Slxth  Avenue,  Block  816,  Lot 
74,  Borough  of  Manhattan. 


1318-61-A 

APPLICANT  Daub  and  Daub  for  Bernhardine  Stolz 
and  Erika  Magid,  owners. 

SUBJECT— Application  filed  August  9,  1961,  Appeal  from 
a  aecision  of  the  Fire  Department,  re-  Sprinkler  system 
ana  watchman  service. 

PREMISES  AFFECTED — 160  Madison  Avenue,  west 
side ,  73  feet  IIV2  inches  north  of  East  32nd  Street,  Block 
862,  Lot  20,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Daub. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  _  _  q 

Negative :  .  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  .  5 

THE  RESOLUTION— 

.  Whereas,  the  orders  and  decisions  of  the  Fire  Commis¬ 
sioner  reads : 

(Order  No.  517964,  dated  May  6,  1961) 

1.  You  are  hereby  ordered  by  the  Fire  Commissioner 
.Pr.ov^e  an  approved  watchman  service  at  entire 
building,  whenever  there  are  any  occupants  therein. 
Watchman  shall  be  supplied  by  a  credited  agency 
and  his  only  duty  shall  be  fire  safety  of  occupants 
and  building.  He  shall  inspect  all  areas  of  building 
at  least  once  every  hour  and  keep  a  record  of  in¬ 
spections.  A  daily  surveillance  inspection  will  be 
made  by  the  Fire  Department.” 

(Order  No.  515976,  dated  May  25,  1961) 

1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  entire  building” 
and 

Whereas,  the  premises  and  surrounding  area  were  in- 
by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  due  to  the  contents  and  occupancy 
of  the  building. 

Resolved,  that  the  orders  and  decision  of  the  Fire  Com¬ 
mission^,  dated  May  6  1961  and  May  25,  1961  acting  on 
Order  #517964  and  Order  #515976,  Objection  No.  1  and  1, 
he  and  it  hereby  is  affirmed  and  that  the  appeal  be  and  it 
hereby  is  denied. 
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APPLICANT— Monaghan  and  Mattingly  for  Morris  Sil- 

SUBTECT— Application  August  10,  1961-Appeal  from  an 
order  and  a  decision  of  the  Fire  Comrmssioner  re-  spnnk- 

P REMISES  AFFECTED-43  West  28fh  Street  north 
side,  150  feet  west  of  Fifth  Avenue,  Block  830,  Lot  13, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  George  P.  Monaghan. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dep  . 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

T  AlrmSJvfrChairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ^ 

Negative:  . 

and  decision  of  the  F Ire  Comjnjs- 
sioner,  dated  June  6,  1961  and  August  10,  1961  on  Viola 
tion  Order  No.  514005,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  entire  building. 

Chapter  C19-161.0  Adm.  Code. 

and  .  . 

Whereas,  the  premises  was  inspected  by  a  committee  ot 
the  Board  which  recommended  that  the  appeal  be  grante 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  *be  Eire  Com¬ 
missioner,  dated  June  6,  1961  and  August  10  1961,  acting 
on  Viol.  Order  No.  514005,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  F  ere  y  is 
granted  on  condition  that  the  building  shall  conform 
drawing  filed  with  this  appeal  dated  August  10,  l9.6}’  1 
sheet"  on  further  condition  that  a  non? automatic  sprinkler 
system  shall  be  installed  throughout  the  cellar,  and  that  a 
thermostatic  fire  alarm  system  with  central  office  connec¬ 
tion  shall  be  installed  throughout  the  building. 


APPLICANT— Ludwig  Hanauer  for  Seymour  Bernstein, 

SUBTECT— Application  filed  August  31,  1961— Appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  Sprinkler  Sys- 

PRPMTSFS  AFFECTED— 218  Madison  Avenue  and  19 
East  36th  Street,  north  west  corner,  Block  866,  Lot  16, 
Borough  of  Manhattan. 

APPEARANCES—  , 

For  Applicant:  Peter  S.  Gluck. 

For  Administrative:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
'-pTj-p'  VOTE _ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner.  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ^ 

Negative:  . 

THE  RESOLUTION—  .  .  .  ,  „ 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  5,  1961  and  August  10,  1961  on  Violation 
Order  No.  492530,  reads: 

“1.  Provide  an  automatic  wet  pipe  sprinkler  system  in 
open  stairway  on  all  floors. 

C19-161.0  Adm.  Code.’ 

and  , 

Whereas,  the  premises  was  inspected  by  a  committee  ot 


the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions.  .  .  r  .  r 

~ Resolved ,  that  the  order  and  decision  of  the  Fire  Co  - 

onSvXb?derd#49a2530,  Objection  N?..  1,  be  ’and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  ^an 
on  condition  that  the  building  shall  conform  to  jfcawi  g 
filed  with  this  appeal  dated  August  31,  1961,  3  sheets  on 
further  condition  that  the  present  sprinkler  system  shaU  be 
extended  to  the  stairhalls  in  the  basement,  first  floo 
second  floor. 

773-62-A  .  ,  ^  r  .. 

APPLICANT— Alexander  A.  Livingston  for  Olga  uotn, 

owner.  .  ,  ,  « 

SUBTECT— Application  July  31,  1962— Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 316-318  East  RPn,d  Qo^Lot 
south,  side,  235  feet  east  of  2nd  Avenue,  Block  927,  Lot 

46,  Borough  of  Manhattan. 

APPEARANCES—  T .  .  . 

For  Applicant :  Alexander  A.  Livingston. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

T  Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ^ 

Negative:  . 

THE  RESOLUTION—  ,  c  .  „ «  t 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  July  11,  1962  on  B.N.  Applic.  #1180-62,  reads 

“Cl _ The  New  York  City  Land  Map  shows  there  is  no 

rear  exit  on  Block  927  from  Lot  46.  Necessary  to 
secure  perpetual  easement  to  travel  on  foot  thru 
abutting  property  to  reach  public  highway  on  East 
21st  Street. 

Installation  to  comply  with  C26-273.0” 

and  .  . 

Whereas,  the  premises  was  inspected  by  a  committee  ot 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  theB°r0lTSb  Superintend¬ 
ent.  dated  July  11,  1962,  acting  on  B.N.  Applic ,  #  1 180-62 
Objection  No.  C-l,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  conform  to  drawings  filed  with  this  appeal 
dated  July  22,  1963,  3  sheets ;  and  that  this  modification  and 
grant  shall  remain  in  effect  as  long  as  the  agreement  as 
to  access  with  the  owners  of  311,  313  and  315  East  21st 
Street  is  in  effect. 


31-63-A 

APPLICANT— Exitolite  Corporation,  for  Comet  Realty 
Corporation,  owner. 

SUBJECT— Application  January  8,  1963— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  exit  signs. 
PREMISES  AFFECTED— 307-309  Seventh  Avenue  east 
side,  78  feet  2%  inches  south  of  West  28th  Street,  Block 
803,’  Lot  4,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Norman  L.  Horwitz. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  :  - - - - — — ■; - 7”"7 —  . 

Negative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  - - - - -  5 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  December  27,  1962  on  Alt.  Applic.  1593-62,  reads: 

“Cl — Proposed  change  from  electric  exit  signs  to  intern¬ 
ally  illuminated  (non-electric)  red  exit  signs  with 
self-contained  source  of  Krypton  contrary  to  Sec. 

272  (4)  of  Labor  Law  and  C26-279.0(f).” 
and 

. ,  Whereas,  t|ie  exff  sign  submitted  has  been  examined  by 
the  Board  and  the  Boards  finds  that  it  does  not  give  off 
sufficient  illumination, 

Resolved,  that  the  decisiin  of  the  Borough  Superintendent, 
dated  December  27  1962,  acting  on  Alt.  Applic.  1593-62, 
Objection  No.  C-l,  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


634-63-A 

APPLICANT— Harold  E.  Diamond  for  Charles  Coglian- 
dro,  owner. 

SUBJECT— AppHcation  August  14,  1963-Filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  Building  not 
tacing  legal  street  and  area  coverage  excessive. 

P ^274^  feel S  /}FTkCTE?_'2  R°mer  Road-  south  side, 
tI  Si  of  RoUr  C?rners  Road,  Block  870,  Lot  63, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Harold  Diamond. 

ACTION  OF  BOARD— Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  e 

Negative:  . . . .  . . .  i? 

THE  RESOLUTION—  . . 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  August  9,  1963  on  N.  B.  Applic.  1716-63,  reads :  ’ 

1.  Street  giving  access  to  property  does  not  appear  on 

official  may  of  City  of  New  York  under  Section  36 
oi  the  General  City  Law. 

2.  Bldg,  exceeds  in  area  the  2500  sq.  ft.  tabular  limit¬ 
ations  for  frame  residential  bldgs  ” 

and  &  ’ 

teeWof ' haVe  been  jnsPected  by  a  commit¬ 
tee  ot  the  Board,  which  recommended  that  the  appeal  be 
granted  under  certain  conditions.  PP 

dated  Aucts??  1h963deASBn  °f  ?xt  n°r°AUgh  SuPe™Rndent, 

aaiea  August  9,  1963,  Acting  of  N.B.  Applic.  1716-61  Ob¬ 
jection  No.  1  and  2,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted 
cm  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  appeal  dated  August  14,  1963,  5  sheets  •  on 
condition  that  the  street  leading  to  the  nrooertv 
sha  be  paved  to  a  width  of  12  feet;  fhafa  turn-arS 
shall  be  provided  on  the  property  for  vehicles-  and  that 
the  ceiling  of  the  atrium  shall  be  fire  retarded. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative  . 0 

THE  RESOLUTION— 

,  )VPTREAS’,  „tbe  dceision  of  the  Borough  Superintendent, 
dated  June  14,  1963  on  Alt.  Applic.  636-63,  reads: 

C2  A  Hospital  (Public  Building) — 4  stories  in  height 
of  Class  III  non-fireproof  construction  is  contrary 

to  Sec  C26-254.0  A.C.”  y 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 

ent,  dated  June  14,  1963,  acting  on  Alt.  Applic.  636-63,  Ob- 
jection  No.  C-2,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  for  a  term  of  ten  years, 
on  condition  t hat  the  building  shall  conform  to  drawings 
filed  with  this  appeal  dated  August  8,  1963,  2  sheets;  on 
further  condition  that  the  central  office  connection  shall  be 
maintained  in  connection  with  the  present  sprinkler  sys¬ 
tem  ;  and  that  two  new  metal  stairs  shall  be  installed  as 
shown  on  the  drawings. 


1212-61-A 

APPLICANT— Joseph  Lau  for  J.  Idanthea  Moffat  Bayette 
owner.  * 

SUBJECT— Application  July  27,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 465-469  Washington  Street, 

rof  Tld+%o3  tet  3  ,incbes  south  of  Canal  Street,  Block 
59o,  Cot  30,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Martin  J.  Hyman. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Klein  4 

'  ~0 

1 


Negative :  _ _ _ 

Absent :  Commissioner  Becker 


668-63-A 

APntLIr^NTr?°^  and  Wick  for  New  York 

SURTKrmC  Sch°o1  and  HoSpita1’  owner 

decisffin  ^h?pati°n  nAcgUSt-8’  1963~aPPeal  from  a 
decision  of  the  Borough  Superintendent  re-  height  (hos- 

“If  212FlE?T^D~l21-325  West  50th  Street, 

Bffick  1041  91  p6%  Inches  west  of  Eighth  Avenue, 

*  r^°Ck  1041,  Lot  21  >  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Guy  V.  Giordano. 


1314-61-A 

APPLICANT-Monaghan  and  Mattingly  for  J.  and  H. 
Brody  Realty  Corporation,  owner. 

SUBJECT— Application  August  10,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system.  F 

PREMISES  AFFECTED — 360-362  Broadway,  southeast 

o?rMar„h°afttar  “  ^  B'°Ck  ^  L°‘  7’  B°r0“sh 
APPEARANCES— 

For  Applicant :  George  P.  Monaghan. 

tor  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

AofrIt?eNap°LBn?ARD_ApPeal  at  ««  request 

THE  VOTE  TO  WITHDRAW— 

Affirmative;  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _  c 

Negative:  _ _  _  q 


818-62-A 

Whitford,  Jr-  for  Joseph  Derconte 
ana  Richard  Hoick,  owner. 

SUBJECT— AppH^tion  August  23,  1962— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  marquse. 
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PREMISES  AFFECTED— 23A  Nelson  Avenue .  north 
side,  100.58  feet  east  of  Amboy  Road,  Block  M40,  ixh 
7,  Great  Kills,  Borough  of  Richmond. 

APPE  ARAN  CES— 

For  Applicant:  Donald  Rowe. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

T  Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Klein  — .  ^ 

Negative:  - 

Absent :  Commissioner  Becker  . - . 


895-61-A 

APPLICANT — 51  Warren  Street  Realty  Company,  owner. 
SUB TECT— Application  June  9,  1961— Appeal  from,  an 
"  order  and  a  decision  of  the  Fire  Commissioner  re-  sprink- 
ler  system. 

PREMISES  AFFECTED-SI  Warren  Street,  south  side, 
125  feet  6%  inches  west  of  Broadway,  Block  135,  Lot  44 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None.  .  , 

ACTION  OF  BOARD — Application  dismissed  for  lack  ot 
prosecution  by  the  applicant. 

T  Affirmative:  Chairman  Foley,.  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Klein  ^ 

Negative :_ — . - . . . . . - .  j 


Commissioner  Fox  and  Commissioner  Klein 

Negative :  . . 

Absent:  Commissioner  Becker  - 


4 

0 

1 


903-61-A 

APPLICANT— Jack  L.  Nicoll,  for  Atlas  Screw  Realty 
Corporation,  owner. 

SUBJECT — Application  June  14,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprin 
ler  system. 

PREMISES  AFFECTED— 448-452  Broome  Street,  north¬ 
east  corner  of  Mercer  Street,  Block  484,  Lots  31  and  32, 
Borough  of  Manhattan. 

APPEARANCES—  „  .  „ 

For  Applicant:  Jack  L.  Nicoll  and  Mortimer. Braverman. 
For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  29,  1963, 
at  2  P.M.  for  inspection  and  decision.  Hearing  closed. 


Absent:  Commissioner  Becker 


958-61-A  . 

APPLICANT — Morris  Hannes  and  Charles  M.  bpindler 
for  Lawrence  Inc.,  owner. 

SUBTECT — Application  June  22,  1961 — Appeal  from,  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 16  Warren  Street,  north  side, 
239  feet  6  inches  west  of  Broadway,  Block  105,  Lot  /, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  THE  BOARD— Application  dismissed  for 
lack  of  prosecution  by  the  applicant. 

ppjg  VOTE _  T 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Klein  . 

Negative:  - — - — — - .  1 

Absent :  Commissioner  Becker  . . 


966-61-A 

APPLICANT— Campodonico  and  Aimette,  lessee;  Pro¬ 
testant  Episcopal  Society,  owner. 

SUBTECT — Application  June  20,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFF ECT ED  82-86  West  Broadway,  north¬ 
west  corner  of  Warren  Street,  Block  137,  Lot  1,  Bor 
ough  of  Manhattan. 

^For*  Applicant:  Harry  Stackell,  Angelo  Campodonico, 

and  A.  T.  Aimette.  „  ^  . 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  22,  1963, 
at  2  P.M.  for  further  consideration  and  decision;  hear¬ 
ing  closed. 


1470-61-A-Vol.  II 

APPLICANT— Harry  Atkin  for  Beredan  Realty  Corpora¬ 
tion,  owner. 

SUBJECT— Application  for  consideration  —  reopening  as 
Vol  II  subject  to  regular  procedure— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner,  re-  sprink¬ 
ler  system ;  previously  denied. 

PREMISES  AFFECTED — 45-51  Lispenard  Street  north 
side,  175  feet  east  of  Church  Street,  Block  210,  Lot  26, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

ACTION  OF  BOARD— Applicationed  reopened  as  Vol.  II 
subject  to  the  regular  procedure. 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 


998-61-A  .  n 

APPLICANT — Monaghan  and  Mattingly  for  Robert  IN. 
Steffens,  owner. 

SUBTECT — Application  June  26,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 35-41  Park  Place,  north  side, 
27  feet  west  of  Church  Street,  Block  126,  Lots  4-6,  Bor¬ 
ough  of  Manhattan. 

appearances— 

For  Applicant :  George  P.  Monaghan 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  November  13,  1963, 
at  2  P.M.  at  the  request  of  the  applicant. 


1030-61-A 

APPLICANT— 343  Canal  Corporation,  owner. 
SUBJECT— Application  June  16,  1961— Appeal  from,  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system  etc. 

PREMISES  AFFECTED— 343  Canal  Street,  north  side 
65  feet  west  of  Green  Street,  Block  229  Lot  3,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Paul  S.  Strelzin. 

For  Administration:  Lieut.  John  P.  Manfredi,  hire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  22,  1963  at 
2  P.M.  for  hearing  at  the  request  of  the  applicant. 
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1039-61-A 

A&ld^No™“°nagha”  a"d  Mat,ingly  for  R^"a  A. 
SUBJECT— Application  June  30,  1961— Apoeal  from  an 
kr  Tysatem.a  iSi°n  °f  ",e  Fire  C°"™i»ioner  re-  sprink- 

P1lm*f]SES  ,AFFECT/D-273  CaMl  Street,  north  side 
sSnhattan  Broadwa>'-  Bl°<*  209,  Lot  34,  Borough  of 

APPEARANCES— 

For  Applicant:  George  P.  Monaghan. 

action’ John  p-  Manfredi-  Fire  D'P<- 

2  p  °F  BOARD— Laid  over  to  October  29,  1963  at 

2  P.M.  for  inspection  and  decision.  Hearing  closed. 

1040-61-A 

A  PPL I  CANT— Monaghan  and  Mattingly  for  31  Walker 
Street  Realty  Corporation,  owner. 

SVSJECTTAppli,Cat-ic?n  June  30>  1961— Appeal  from  an 

PREMISES  AFFECTED— 31-33  Walker  Street  southeast 
Manhat"an.ChUrCd  S*reet'  Blo'k  I9d-  ^  «■  ^ough  ol 
APPEARANCES— 

For  Applicant :  George  P.  Monaghan. 

A  rTTnvTrnA011  ’  JJeut  John  P-  Manfredi,  Fire  Dept. 

2  p?rNf0F.B0ABD— Laid  over  to  October  29,  1963  at 
P.M.  for  inspection  and  decision.  Hearing  closed.  ’ 

1041-61-A 

AIgerL!)wne^T~MOnaghan  a°d  Mattin^  for  Francis  Ry- 

1Se?83tt«MlKgai 

APPEARANCES— 

For  Applicant:  George  P.  Monaghan. 

ArTTrr^n^IIJStD^tl0n:  LieUt  J°hn  R  Manfredi,  Fire  Dept. 

2  P  MNf°F.B0ABI>~Laid  over  to  October  29  1963  at 
2  P.M.  for  inspection  and  decision.  Hearing  closed 


P  ^(W^ee^^as^of^CkirdPstreet^Block'lJs^Lt’fh;  gde’ 

ough  of  Manhattan.  ’  17 5‘  Lot  22>  Bor“ 

APPEARANCES— 

For  Applicant:  George  P.  Monaghan. 

ArTTnMmAntJS?cAtl0n  :  LieUt  John  P-  Manfredi,  Fire  Dept. 
2  P  IUNf0F-  B°ARD— Laid  over  to  October  29  1963  at 
2  P.M.  for  inspection  and  decision.  Hearing  closed  ’ 

1050-61-A 

AfiopLeICCA^Mo„nwa„8eran  ^  Ma,ti"g'y  for 

saSV2SS  ft&SBES  as 

'll 

APPEARANCES— 

For  Applicant:  George  P.  Monaghan. 

ACTION  "OF  TOARD-LaV°lln  P'  “an'redi'  Fire 
2  PH  r.  •  Laid  over  to  October  29  1963  at 

l  sXnk"  Stilus.  C°n,i”Ued  WpSant 


Katz  for  Ettenros  Realty 


1144-61-A 

APPLICANT— S.  Walter 
Corporation,  owner. 

SUBJECT— Application  July  7  1961 _ Ann«i  t 

order  and  a  decision  of  the  R,Ve  r  VD1  •  Appeaf  from  an 
ler  system  the  Flre  Commissioner  re-  sprink- 

APPEARANCES— 

For  Applicant:  Peter  S.  Gluck. 

ACTION  OFStBOARD— La-dJ°hn  ?  Adanfredi’  Fire  Dept- 

2  pv  r  rj KD  Laid  over  to  October  22  1963  -it 

2  P.M.  for  consideration  and  decision;  hearing  dosed.' 


1042-61-A 

ACMe!“neTrMOna8ha"  “d  Matti"S*'  Max  B. 

SUBJECT — Application  July  3  1961 _ Annnni  r 

S-^sTem  "  dedSi°"  °f  ,he  Fi"  Ccn-itsioTr  re-  sprinl- 

PREMISES  AFFECTED — 714  Broadway,  east  side  19R 

Borough  tfeMa°ntattan.F°“rth  Stre"’  B1°Ck  S4S'  E°‘  9" 
APPEARANCES— 

For  Applicant:  George  P.  Monaghan. 

ACTIOmT^SS^1  LieUt  J°hn  P *  Manfredi,  Fire  Dept. 
2  P  MNf?F-  B0A-RD— Laid  over  to  October  29,  1963  at 
2  P.M.  for  inspection  and  decision.  Hearing  closed  ’ 

1046-61-A 

AE'c“S“”i &  Matting,y  for  T««e  jo- 

SUBJECT — Application  July  3  1961  _  Anrwsi  t 

order  and  a  derision  nf  +v,a  v‘>  r"  .  ,ppeal  from  an 
ler  system.  f  h  Flre  Commissioner  re-  sprink- 


975-62-A 

APPLICANT— H  and  S  P  p 

STTRTRr'r  a  V-'  .  P'  Realty’  owner. 

onKrA5&nofCS,^3. 19«-Appeal  from  an 

matic  Thermostatk"fire  alarm  ^  ^ 

PREMISES  AFFECTED _ 223  v  t 

north  side,  240  feet  east  of  3  East  120th  Street, 

12,  Borough  „f  Manhattan!  Aven”-  Block  I785’  Lot 
APPEARANCES— 

For  Applicant:  Stanley  Price. 

ACTION  OFStBOARDLl  IUt'r/°hn  P'  Manfredi’  Fire  Dept- 
2  pm  BUA,  D  Laid  over  to  October  29  1963  n+ 
2  P.M.  for  inspection  and  decision.  Hearing  closed.  ’ 

326-63-A 

A  WpCoAaIS^rham  Gr°SSman  for  Gathr°  Estates 
S™S7^kfktah,rMAlPtli,Ie1Sn  I9S?-F‘led  Pursuant  to 

intendent  re  ZoSg  maSr  V'eW  °f  *he  Borou®h  S»P«  * 

10*h  Street,  south 

Block  573,  Lot  25,  Borough  of  MmISL  '  Americas' 
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appearances— 

For  Applicant:  Abraham  Grossman. 

ACTION  OF  BOARD-Laid  over  tc 29  J  . 
at  2  P.M.  for  inspection  and  decision, 

APPLICANT — Atomized  Materials  Company  Incorpor 
not" m 'conformity  with  Fire  Department  specifications. 

“l:ssS”S.:-r.T“i2S-fs 

ACTION  OF  BOARD— Laid  over  to  October  29,  1963, 
at  2  P.M.  for  decision;  hearing  closed. 


APPLICANT — William  J.  and  Margaret  Fleming,  Adjoin 
OWNER' OF  PREMISES:  Long  Island  Railroad  Com- 

S^F^e^Borough*CSuperinterKlen’t  ^r^7imin^Tnmter  eC'S^ 

151,  Forest  Hills,  Borough  of  Queens 

APPEARANCES—  . 

of  Bldgs..  James  J. 

Fo^Admidst^on: Joseph"  J.  lS£  Office  of  Borough 
President,  Queens.  ,  A 

ACTION  OF  BOARD— Laid  over  to  November  6,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 

527-63-A 

APPT  TCANT _ De  Rose  and  Cavalieri  for  Huntington- 

Concourae  Assn.-Jacob  Katz,  and  L.  Litw.th,  part  own- 
ers,  Arc  Industries,  Inc.,  lessee. 

SUBJECT— Application  June  26,  !963— Appeal  from 

decision  of  the  Borough  Superintendent— re-  Class  1  use 
of  wood  stud  partiions.  .  ,  47e 

PREMISES  AFFECTED— 500  Walton  Avenue  and  475 
Grand  Coneourse,  East  side  southeast  corner  of  149th 
Street  and  Walton  Avenue.  Block  2346,  Lot  32,  Boroug 
of  The  Bronx. 

appearances— 

For  Applicant:  George  J.  Cavalieri 

ACTION  OF  BOARD— Laid  over  to  October  29,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 

568-63-A  .  _ 

APPLICANT— Eli  Ratner  for  Bernzomatic  Corporation, 

SUB  TECT— Application  July  11,  1963 — Use  of  one  pound 
Cylinders  of  propane  in  school  laboratories  not  in  accord¬ 
ance  with  Administrative  Code  requirements. 
APPEARANCES— 

For  Adrniffistration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  29,  1963,  at 
2  P.M.  for  hearing;  applicant  and  Board  of  Education 
to  be  notified  to  be  present. 


APPT  TCANT _ Max  M.  Lome  for  Max  R.  Brunschwig, 

Susmm^  Brill,  Siegfried  and  Edith  Rosenberg,  adjommg 
property  owners ;  .  , 

OWNER  OF  RECORD-Adson  Industries  Incorporated. 

SUB  TECT— Application  August  6,  1963— Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  request  to 
revoke  Permit  #4093,  N.B.  1580/61. 

PREMISES  AFFECTED — 118-18  Union  Turnpike  south 
side,  82.4  feet  west  of  Austin  Street,  Block  3335,  Lot  2  , 
Kew  Gardens,  Borough  of  Queens. 

AForEAp,dicNantESGuncilman  Arthur  J.  Katzman,  George 
J.  Gross,  Sam  Rakosi  and  Max  M.  Lome. 

For  Opposition:  James  J.  Hurley,  Louis 

Bldgs!,  M.  Milton  Glass,  Aaron  Halpern,  George  Weis 

brod  and  others.  ^  _ _ , 

For  Administration:  Joseph  J.  Risi  Sec.  to  Boroug 
President,  and  M.  J.  Caniello.  -  1nA- 

ACTION  OF  BOARD— Laid  over  to  November  6,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 

APPLICANT— Max  Siegel  Associates  for  Carol  Manage¬ 
ment  Corporation,  owner.  „  f  „ 

SUB  TECT — Application  August  20,  1963  Review  o 
decision  of  the  Borough  Superintendent  re-  zoning  matter. 

PREMISES  AFFECTED— 86-98  Park  Avenue  west  gfc 
from  East  39th  Street  to  East  40th  Street  Jiwnasz 
39th  Street,  28-42  East  40th  Street,  Block  769,  Lots  34  49, 
Borough  of  Manhattan. 

AForEAEplkaCnES'Max  Siegel,  Harry  J.  Haback  and 
Murray  B.  Felton.  „  in,,  . 

ACTION  OF  BOARD— Laid  over  to  October  22,  1903,  at 
2  P.M.  for  decision;  hearing  closed. 


303-26-BZ — Vol.  IV 

APPLICANT— Reavis  and  McGrath  for  Hayson  Corpora¬ 
tion,  owner  •  .  - 

SUB  TECT — Application  for  consideration  reopening  to 
extension  of  time  to  complete  which  expired  April  15 
1959— decision  of  the  Borough  Superintendent ■  P«viou  y 
granted  on  condition,  under  Section  7e  of  the i  Zomng 
Resolution,  permitting  in  a  residence  and  busmess  use 

district,  the  lower  or  ground  floor  fQr  the  storage  ot 

oaner  cartons  and  the  upper  floor  for  the  manufacture, 
storage  and  distribution  of  infants  apparel,  quilts,  blankets, 
pillows  and  office  incidental  thereto. 

PREMISES  AFFECTED  ^05-423  44th  Street  north  A 
38  feet  east  of  4th  Avenue,  Block  729,  Lot  72,  Borougn 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Carl  E.  Kaplan.  . 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

T  AffirnStTvErChairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox  and  Commissioner  Klein  .  ^ 

Negative:  _ . ;••••; . -  •  ;  .  i 

Absent:  Commissioner  Becker  . 

THE  RESOLUTION—  , 

Whereas,  this  application  was  granted  by  the  Board 
as  Vol.  IV,  on  April  15,  1958  on  certain  conditions,  and 
Whereas,  the  term  of  variance  was  extended  on  March 

2°WH6EREAS,d  the  resolution  was  amended  on  October  23, 
1962;  and 
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t«^?^REAS'  tbe  aPPIicant  requested  an  extension  of  time 

to  obtain  permits  and  complete  the  work. 

that  the  Board  of  Standards  and  Appeals  does 

ITL 1 S  S 

sst  “ that  as  — 

that  permit  shall  be  obtained  and  work  completed 

tTon-  and'  C  frT  <?!  date  °f  amended^llX- 
obtai’n=“  (Aft  2485/11)  ‘e  °f  0cCapanc^  *aM  be 


547-32-BZ — V ol.  Ill 

A^k>bd^OirComf^rob  owner llaUer  Pr°ber  f°r  S°C°^ 

ous  v6tleS,0n  °f  Superintendent;  previ- 

£  4.u  ££ante^  on  condition,  under  Sections  7a  and  7i 

5 strict  2a°tna„g  eR,f?,Uti0"'  P^Mng  taa  bnle^use' 
?‘  55,.at  ai?  existing  gasoline  service  station  the  re 

facade  ienar°l  ^  pr-emis?s  modernizing  the  building 
itf  j  ffng  interior  partition  and  pump  islands 

iTfi  'th0e„,“SeS  !°  ind“de  lnbritoriuim  mfnor  auto 

Sor  vehidi  °n'y  and  Park,ns  and  st°™' 

PREMIES  AFFECTED_4519-4525  Broadway  and  307 

652,  BoS  feS""  corner’  B1°ck  218».  Lot 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

Ato™ete  workBe°tndDeIAPPlkati0n  re°Pened  and  time 
THE  VOTE— 

Negative:  Commissioner  Kiein  .  f 

Absent:  Commissioner  Becker  Z!  . . . . { 

THE  RESOLUTION—  .  . . . .  1 

WherEAS,  this  application  was  granted  by  the  Board  as 
Whereas1  k+  -196°  on-  certain  conditions ;  and 

was  las,  ex'teS  enter™' ate  ""  W°rk 

«mpotente»teatbteeXta,Si0'1  °f 

that  permit  shall  be  obtained  and  work  comnleterl 
SnhmaT  r:  fr°Z  the  date  of  this  amended  resolu- 
obtai’necT’  (Alt  1 886/59)^®  °f  °CCUpanCy  shaI1  be 


to  57-17  Hoffman  Drive  Block  2857  T  oo 
Winfield,  Borough  of  Queens.  57,  Lot  22> 

appearances— 

For  Applicant :  James  E.  Vassalotti. 

A  compete  workB«AeRdeIAPPliCati0n  reOPened  *«  ‘° 

THE  VOTE— 

ss..S".,cKn^™i 

Absent:  Commissioner  Becker  .  ? 

THE  RESOLUTION—  .  . . .  1 

B-d 

was  las,  ted^nter'T^^te  ** 

.imte^interd-te  tbete  — * 

- — 

that  permit  shall  be  obtained  and  work  comoleterl 
Sn  a°nnde  S  lr7 df=  of  this  amended  reach? 
obtoine™  (NaB.  3760/59)  "  °‘  °CC'"’an<*  shall  be 


800-59-BZ 

AMob/lCOd  c7te  “er  and  Pr0ber  for  S“ony 

S vt p ncT T  Y P  plication  for  consideration  —  reopening  for 
in  area'of 

«"»“*  a-  a"d 

Queen?Bo„fevaFrf 2^11* 


1355-61-BZ 

AEstate^ofNsr~Emir!  ^Cvhl  for  Emil  Charles  Levin  and 
nITp^  °f  Sigmund  Levin,  deceased,  owners. 

sStetecoL°tedte„v,te  <% 

Serttonte9AeoV  theez°U!'y  lrantfd.on  condition,  undS 

Se°tefcts  5  a 

and  16,  Flushing,  Borough  of  Queens  ’  14 

APPEARANCES— 

For  Applicant :  Emil  Levin 

A?te?Fwo?k°eteAPPliCatiPn  re°Pened  and 

THE  VOTE— 

Affirmative;  Chairman  Foley,  Vice  Chairman  Kleinert 
NerativeS-S1°ner  FoX  and  Commissioner  Klein  _  4 

Absent  Commissioner  Becker  T . . " .  ? 

THE  RESOLUTION—  . . . . . .  .  1 

on^  November  t28  ?$?}icsition  +was  panted  by  the  Board 
on  ivovemDer  28,  1961  on  certain  conditions-  and 

hereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  November  14,  1962;  and  °  k 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

hJ?/u°lVed’  !rhfu  the  Eoard  of  Standards  and  Appeals  does 

aa  tested,!; 

tette^e  teof  este:  fta? 

that  permit  shall  be  obtained  and  work  completed 
tYo?mande  XfT  fr°r  th-ec  date  of  this  tended  resolu- 
obtaine™  (N  B.  1975/6?)  "  °f  °CCUpancy  *»" 


551-37-BZ — Vol.  II 

APPLICANT— Haus  and  Bresin  for  Hamax  Holding 
Corporation,  owner;  Sinclair  Refining  Corporation  lessee 
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SUBJECT — Application  for  consideration-reopening  for  cpndilton^undlr 

~  iSlT  T^oiS  T^S  fe  of£Zo„,ng  ^ 

IpaiiiSsgifl 

53£s£:,o- 

PREMISES  AFFECTEDr2|M2  Northern  ^Bouievard,  ACTION  OF^AR^ApplicaBon  reop^d  and^r 

SreUon,  Borough  of  Queens.  fJTTtte  BorS  “lu^er'SdeTS8  phSraphs, 

APPEARANCES-  swWch  haye  been  Med,  and  two  publicat.ons  m  the  Bulle- 

ACTION*  'of  BOARD— Application  for  reopening  and  tin  as ‘ 

consideration  as  to  amendment  of  resolution  denied.  1  VOT  Chairman  Foley  Vice  Chairman  Kleinert, 

THE  VOTE  TO  REOPEN  FOR  AMENDMENT—  ^  0  Commissioner  Fox  and  Commissioner  Klein  - —  J 

Negatived  Chairman  Foley,  Vice  Chairman  Kleinert  Absent  Commissioner  Becker  -  1 

Commissioner  Fox  and  Commissioner  Klein  .  *  ^Ub  _ 

Absent:  Commissioner  Becker  . - . . . - 

ACTION  OF  BOARD— Application  reopened  and  set  tor  391.58-BZ  > 

hearing  on  November  13,  1963  at  10  A.M.,  to  cons.der  APPLICANT — Lama,  Proskauer  and  Prober  for  Bernard 
extension  of  time  to  obtain  permits  and  complete  tne  Benson>  owner  .  , 

work  which  had  expired  by  limitation,  requiring  a  new  cttrtfCT— Aonlication  for  consideration— reopening  for 
dedsionof  the  Borough  Superintendent,  which  has  been  SUBJECT  Apphcation  of  the  Borough 

filed,  and  two  publications  in  the  Bulletin  as  notice.  Superintendent ;  previously  granted  on  condition,  under 

THF  VOTE  TO  REOPEN  AND  EXTEND  TIME—  Sections  7c  and  7h  of  the  Zoning  Resolution,  permitting 

^  Affirmative :  ^Chairman  Foley,  Vice  Chairman  Kleinert  “aUand  residence  use  district,  th e 

Commissioner  Fox  and  Commissioner  Klein  . . .  J  the  residence  portion  of  the  plot  of  a  parking  lot  tor 

Absent :  Commissioner  Becker  . .  vehicles.  ,  .  . 

_ _ -  PREMISES  AFFECTED — 1312-1318  Taylor  Avenue  east 

side,  97.27  feet  north  of  Westchester  Avenue  Block  3878, 
part  of  Lot  9,  (formerly  Lots  12,  13  14  and  15),  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  James  E.  Vassal otti, 

ATTTON  OF  BOARD — Application  reopened  and  set  tor 
A  hearing  on  November  13,  1963,  at  10  A.M.,  to  consider 
extensfon  of  the  term  of  variance,  requiring  a  new  deci 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bu 
tin  as  notice. 

T  AffirmSJeVchairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Klein  - 

Negative: 


861-48-BZ — Vol.  I  *  "d  i 

APPLICANT — Buckley  and  Kisseloff  for  Oncrest  Kea  - 
ties,  Inc.,  owner.  . 

SUBJECT— Application  for  consideration— reopening  tor 
extension  of  term  of  variance  which  exPp^°fob^i- 
1963 — decision  of  the  Borough  Superintendent  previ 
ously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district 
the  parking  of  more  than  5  motor  vehicles  for  customers 
and  patrons  of  Alexander’s  Department  store.  No  fee  to 
be  charged. 

PREMISES  AFFECTED— 2519-2525  Creston  Avenue  and 
62  East  191st  Street,  southwest  corner,  Block  oi/a,  Lots 
26  and  36,  Borough  of  The  Bronx. 

appearances— 

For  Applicant:  Samuel  J.  Kisselott. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  November  13,  1963,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulle¬ 
tin  as  notice. 

THE  VOTE _ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  and  Commissioner  Klein  .  ^ 

Negative:  - - r- . ; . . . .  i 

Absent :  Commissioner  Becker  - - - - - 


Negative:  - . . . ; . . . .  '  1 

Absent:  Commissioner  Becker  — - - 


Adjourned  6:30  P.M. 


James  E.  Mulroy,  Secretary 


115-58-BZ  .  . ,  , 

APPLICANT — Crinnion  and  Crinion  for  Robert  Ahders, 

owner,,  . 

SUBJECT— Application  for  consideration  —  reopening  tor 


CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  May  28,  1963,  as  *  7 
appeared  in  Bulletin  No.  23,  Vol.  48,  are  hereby  corrected 

to  read  as  follows: 

APPLICANT— Leonard  F.  Rothkrug  for  Lessam  Building 
Corporation,  owner;  Kings  Highway  Hospital,  les®e  . 

SUBJECT— Application  March  22, 

Borough  Superintendent,  under  Section  72-21  of  the  £on 
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MINUT 


mg  Resolution,  to  permit  in  an  R4  district,  the  enlarge- 
a  non-comPlymg  hospital  entrance  lobby  that 
will  futher  encroach  on  the  required  front  yard  and  ex¬ 
ceeds  the  permitted  lot  coervage  which  will  increase  the 
degree  of  non-compliance. 

PREMISES  AFFECTED — 3201-3233  Kings  Highway 
northeast  corner  of  32nd  Street,  Block  7668,  Lot  24 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert. 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  .  ’  q 


THE  RESOLUTION— 

hJ¥h°lVedL  that  the-  Board  of  Standards  and  Appeals  does 
lhy  ?nake  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-4  district 

thaWdPfTflf  °f  a  non;COmplrng  hosPital  entrance  lobby 
that  will  further  encroach  on  the  required  front  yard  and 

exceed  the  permitted  lot  coverage  which  will  increase  the 
degree  of  non-compliance,  on  condition  that  the  work  is 
done  in  accordance  with  drawings  filed  with  this  annlica- 
tmn,  fated  March  22,  1963,  12  sheets,  April  16  1963  1  sheet 
and  May  24,1963,  three  sheets  addditional ;  that  all  laws  rules 
and  _  regulations  applicable  be  complied  with,  permit  be 
obtained,  work  completed,  Certificate  of  OccupaAcy  obtained 
within  one  year  from  the  date  of  this  resolution.7 

^Correction :  In  the  Resolved  section  the  dates  of  the  draw- 
abOTeaS  Sh°Wn  m  lta  1CS  arC  corrected  to  read  as  shown 
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RULES 


RULES  RELATING  TO  SMOKING  IN  PROTECTED  PORTIONS  OF  FACTORIES,  AND 
IN  SPECIAL  CLASSES  OF  OCCUPANCIES. 

Law  (Old  Section  83c). 

ICal.1262-.8-SA]  ^ 

Section  283.  Smoking.  official,  and  shall  not  again  issue  a  permit  for  the  same 

1  No  person  shall  smoke  in  a  factory.  A  notice  of  such  premises  until  at  least  one  year  has  elapse  . 
prohibition  stating  the  penalt, -for  v1^  tbereo'  S^U  | 


prohibition  stating  uic  hall 

keot  oosted  in  every  entrance  hall,  elevator,  stair  hall  and 

roomof  a  factory  in  English,  and  in  such  other  languages  as 
SHre  commissioner  of  the  city  of  New  York  in  such  city 
and  elsewhere  the  commissioner  shall  direct. 

2  The  board  in  its  rules  may  permit  smoking  in  pro¬ 
tected  portions  of  a  factory,  or  in  such  classes  of  occupan¬ 
cies  where  in  its  opinion  the  safety  of  the  employees  will  not 
be  endangered  thereby.  The  fire  commissioner  of  the.  city 
of  New  York  in  such  city  and  elsewhere  the  commissioner 
may  issue  such  permits  in  accordance  with  rules  adopted  by 

the  board.  .  .  XT  ,r  .  . 

3  The  fire  commissioner  of  the  city  of  New  Y  ork  in 

such  city  and  elsewhere  the  commissioner  shall  enforce  this 
section. 

RULE  1.  Permit 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 

lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1  Section  2,  of  the  State  Labor  Law,  nor  in  any 

portion  of  a  factory,  within  the  City  of  New  York,  exc<^ 

in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only  after 
the  issuance  of  a  permit  by  the  administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator  car,  in  English,  and  also  m  such 
other  language  or  languages— as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  the  expiration  until  a  reinspection  of  the  premises  tor 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted,  and 
this  permit  shall  be  framed  and  kept  posted  in  a  conspicuous 
place  in  the  factory. 


Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars^  cig¬ 
arettes,  or  smoking  tobacco,  when  necessary  for  the  efficient 
conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fireresisting 
partitions,  with  all  openings  therein  protected  by 
selfclosing  fire  doors,  and  further,  unless  the  build¬ 
ing  is  of  fireproof  construction  or  provided  with 
an  approved  automatic  sprinkler  system,  the  floor 
and  ceiling  of  such  room  shall  be  covered  with  hre 
retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable  waste 
materials  are  deposited  in  fireproof  receptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works ; 

Forge  shops; 

Foundries ; 

Iron,  steel,  brass  or  copper  works ; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 

provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construction; 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed ; 

(3)  All  waste  paper  and  other  inflammable  waste 
materials  are  deposited  in  fireproof  receptacles. 

Board  of  Standards  and  Appeals 
80  Lafayette  Street 
New  York  13,  N.  Y. 
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4. 


NOTICE 

bas.  ad°Pted  the  following  procedure  in 
Administrative  (interpretive)  Appeals  filed  to 
SETS  ^S18100  ?[  th,e  borough  Superintendents  on  ques- 
tlnn  o  J°  Vmr  t!1-e  leSahty  of  administrative  interpreta- 
ResolutionaPP  ICatl°n  °f  provIslons  of  the  new  Zoning 

oaoer  consist  of  eight  copies  on 

PmP  .  8 it  ln  Slze’  except  that  where  accep- 

ab/f  1°  the  Dlnr?,tor<  such  Plans  may  be  of  a  size 
binders Can  readlly  be  folded  to  fit  the  Board’s 

Sfucb  Pfe”S  need  only  be  sufficient,  in  the  opinion 

involve<?ireCt°r’  3S  t0  clearly  illustrate  the  points 

Date  of  hearing  shall  be  set  as  expeditiously  as 
possible  allowing  sufficient  time  for  one  publica¬ 
tion  in  the  Bulletin. 

Where  sufficient  number  of  appeals  have  been 
decided  on  a  question,  which  in  the  opinion  of  the 
Director  are  applicable  to  a  General  Resolution, 
the  Director  shall,  under  a  selected  calendar  numl 
ber,  recommend  to  the  Board,  the  adoption  of  a 
General  Resolution. 

Upon  the  assignment  of  a  date  of  hearing  on  the 
adoption  of  a  General  Resolution,  the  Director 
Ar^;f«°IlfVhe  Commissioner  of  Buildings,  the 
Architects  Council,  and  the  various  architectural 
and  engineers  societies;  and  such  other  interested 

involved35  ^  may  deem  affected  by  the  question 

At  the  public  hearing  on  a  proposal  to  adopt  a 
Ueneral  Resolution  the  Commissioner  of  Buildings 
and  ^yt°wer  mterested  parties  may  appear  or 
may  file  briefs  setting  forth  their  positions  on  the 
matter  involved. 

The  Director  shall  furnish  each  member  of  the 
tf  oard  with  a  copy  of  his  report  recommending  the 
adoption  of  a  General  Resolution,  which  report 


shall  include  a  summary  of  prior  actions  by  the 
Board  on  Administrative  (interpretive)  Appeals 
involving  the  same  question. 

8.  A  permanent  cumulative  subject  index  shall  be 
maintained  by  the  Director  of  all  such  appeals 
properly  indexed  so  as  to  be  readily  referable  to 
the  sections  of  the  Zoning  Resolution  involved. 


Effective  May  22,  1962 


James  P.  Mulroy 
Secretary  of  the  Board 


NOTICE  TO  APELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connec¬ 
tion  with  which  court  proceedings  are  pending  or  in  pro¬ 
gress  unless  exception  is  granted  by  the  chairman,  nor 
accepted  which  is  not  filed  within  thirty  days  from  the 
date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or 
application  shall  be  regarded  as  a  mere  notice  of  intention 
to  seek  relief  until  it  is  filed  on  the  form  required  by 
the  rules  of  this  board.  y 

Upon  receipt  of  any  such  communication  the  writer 
will  be  supplied  with  the  official  forms  for  presenting 
his  appeal  or  application. 

At  the  time  of  filing  an  appeal  or  application,  the 
appellant  or  applicant  shall  forward  a  signed  notice  of 
appeal  addressed  to  the  Administrative  Official  either 
Borough  Superintendent  of  Buildings  or  Fire  Commis¬ 
sioner  and  file  with  this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
^j^st  *n(aicate  Points  of  the  compass  so  as  to  estab- 
lish  the  true  location  and  position  of  the  property,  the 
subject  of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  their 
disposition  expedited  by  conforming  to  these  directions. 

MAX  H.  FOLEY,  Chairman. 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board 

First ,  That  i i  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 

hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 

of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  sudi 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each— add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEFI- 
ABLE. 
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SA,  394-56-SM,  878-56-SM,  413-61-SM,  1607-61-SA 
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61-A,  996-61-A,  1444-61-A,  1249-61-A,  11-62-A,  929- 


DISCONTINUANCE  OF  PROCEEDINGS 

Edwtntew 0 CiR?Se  *M  Mrsan4’  Morris  KarP  and  Irving  Lefkowitz  vs. 
Edwin  W.  Kleinert,  Max  H.  -Foley,  Harold  R.  Sleeper  and  Hugh  P. 

On  Mav^  10l  wft,  °np  lle?  Strect.,  CorP-  intervenor-respondent:— 

May  5,  1959,  the  Board  granted  a  variance,  on  the  application 
S  January  6  1959  as  Vol.  IV,  based  on  a  decision  of  the 

Borough  Superintendent,  under  Section  7c  of  the  Zoning  Resolu- 
B  to  Permit  ,]n  a  business  and  residence  use  district  the  change 
„„  f  aiJ  existing  public  garage,  motor  repairs,  lubritorium  and 
arn  lLr  ?pen+  area’  to,  a  supermarket,  loading  and  unloading 
area,  parking  of  patrons  and  employees  cars,  no  fee  to  be  charged 

NumherS1fiS  wpy®  J,'e®ldfatial  Portion  of  the  plot  under  Calendar 
Number  68-36-BZ — Vol.  IV;  also  under  Calendar  Number  29-59-A 
^re!?y\t0  exces.sive  area  of  building;  Premises  14-18  Brighton 
ij  ^est  side,  59  feet  9V2  inches  south  of  Neptune  Avenue 

Block  7516,  Lots  2375  and  pai-t  of  2370,  Borough  of  Brooklyn. 

In  Supreme  Court,  Kings  County,  the  above  entitled  proceeding 
to  review  a  determination  of  the  Board  was  discontinued  by 
stipulation  and  consent  by  all  parties  on  February  6,  1962. 


PUBLIC  HEARINGS 

Tuesday  at  10  a.m.,  12  p.m.  and  2  p.m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  at  80  Lafayette  Street,  9th  Floor 
Borough  of  Manhattan. 


NOTICE 

1—  CALENDAR:  Notices  of  public  hearing  on  appli- 
cations  for  zoning  variances,  will  be  published  twice:  first 
publication,  listing  new  cases  set  for  hearing,  in  the 
Bulletin  available  to  the  public  at  least  14  days -before 
the  date  of  hearing;  second  publication,  in  the  last  Bulle¬ 
tin  available  to  the  public  immediately  prior  to  the 
hearing  date.  The  second  publication  will  be  augmented 
with  a  listing  of  cases  laid  over  from  previous  hearings 
Attention  is  directed  to  the  MINUTES  of  such  previous 
hearings,  where  the  reasons  for  laid  over  cases  will  have 
been  published.  Notices  of  public  hearing  on  applications 
tor  approval  of  materials  and  appliances  will  be  published 
once,  at  least  10  days  prior  to  the  hearing  date. 

2—  MTNUTES:  The  publication  of  the  “digest”  of  the 
applicant  s  statement  has  been  discontinued,  except  that 
the  administrative  orders,  decisions,  etc.,  which  are  the 
subject  of  each  application  or  appeal  will  be  published 


i^5;6,3  aA’  517‘63-A>  633-63-A,  648-63-A,  1113-61- 
A>  14-61 -A,  1146-61-A,  1589-61-A,  1606-61-A,  1753- 

®1-A>  412-®2-A,  994-62-A,  1003-61-A,  1022-61-A,  682-61- 
H,  863-61-A,  892-61-A,  1009-61-A,  1030-61-A, 
1052’61-A-  1057-61-A,  1065-61-A,  1068-61-A, 
a07^i6 * * *oa'^1  1086-61-A,  1110-61-A,  1118-61-A,  1119-61- 
A>  »A’  113°-61-A.  1140-61-A,  1859-61-A,  835-62- 

A,  836-62-A,  1011-62-A,  1057-62-A,  238-63-A,  613-63- 
A>  ^5^3'A’  316-29-BZ— Vol.  II,  929-39-BZ— Vol.  I, 

ZlZ01-58"BZ’  919-59-BZ,  921-59-BZ,  1051-62- 
BZ,  5-63-BZ,  264-63-BZ. 

Correction  Affecting  Calendar  Number  802-61-A. 
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CALENDAR 


Cal.  No. 


DOCKET 

Now  Cases  Filed  up  to  October  22,  1963 
Dept.  Premises 


803- 63-SM — Samson  Aluminum  Window,  manufactured 
by  Samson  Window  Corporation,  Material. 

804- 63-A—F.D.— 205-08  73rd  Avenue,  southwest  corner 
of  Bell  Boulevard,  Block  7732  Lot  Part  of  Lot  50, 
Bayside,  Borough  of  Queens,  F.D.  Order  4474-3,  re¬ 
sprinkler  system. 


Borough  of  Queens,  N.B.  1792-63,  re-  reconstruction  of 
automotive  service  stations,  sign,  C2-2  district. 


818-63-SM — Triplex  Floor  or  roof  panel,  manufactured 
by  United  States  Plywood  Corp.  Material. 


Restored  to  Docket 

682-61-A  Vol.  II— F.D.— 110  Fulton  Street  southeast 
corner  of  Dutch  Street,  Block  78,  Lot  19,  Borough  of 
Manhattan,  Decision  re-  Order  No.  683542,  re-  elevator 

«*AoninoCC 


805-63-A— F.D. —2566-2576  Atlantic  Avenue,  southeast 
corner  of  Alabama  Avenue,  Block  3684  Lots  18  and  20, 
Borough  of  Brooklyn,  F.D.  Order  2647-3,  re-  sprinkler 
system. 


806-63-A — F.D. — 36  West  17th  Street,  south  side,  370 
feet  east  of  6th  Avenue,  Block  818,  Lot  71,  Borough  of 
Manhattan,  F.D.  Order  531686,  re-  sprinkler  system. 


807-63-A — F.D. — 434%  East  75th  Street,  south  side,  200 
feet  west  of  York  Avenue,  Block  1469,  Lot  33,  Borough 
of  Manhattan,  F.D.  Order  3480-3,  re-  sprinkler  system. 


Applications  For  Extension  of  Time  To  Permit  The 
Completion  of  Construction. 

( Filed  pursuant  to  Sections  11-32  and  11-33.) 
123-63-BZX— B.Q.— 101-22  Astoria  Boulevard,  Block 
1688,  Lot  37,  Alt.  No.  1579-61,  Permit  No.  219-62. 


124-63-BZX — B.Q. — 48-12  104th  Street,  Block  1983,  Lot 
34,  Alt.  2111-61,  Permit  No.  97-63. 


125-63-BZX— B.Q.— 150-42  11th  Avenue,  Block  4516, 
Lot  22  Alt.  2109  61,  Permit  No.  1817-62. 


808-63-SA — Pecco  Climbing  Crane,  Model  PC  700, 
manufactured  by  American  Pecco  Corp.  Appliance. 


126-63-BZX— B.M.— 208-210  Spring  Street,  Block  490, 
Lot  21,  Alt.  920-61,  Permit  No.  2975-62. 


809-63-S  A — T  echnicon  Auto  Analyzer  Flame  Photo¬ 
meter  Module,  manufactured  by  Technicon  Instruments 
Corp.,  Appliance. 


8 10-63- A — B.B. — 299  Devoe  Street,  northeast  corner  of 
Catherine  Street,  Block  2918,  Lot  48,  Borough  of 
Brooklyn,  re-  frame  building. 


811-63-A — B.Bx. — 5912  Spencer  Avenue,  east  side,  148.11 
feet  north  of  West  259th  Street,  Block  3423,  Lots  433, 
434,  Borough  of  The  Bronx,  N.B.  401-61,  re-  Review  of 
a  decision  of  the  Borough  Superintendent,  re-  zoning 
matter. 


8 1 2-63- A— F.D. — 304-308  Hewes  Street,  south  side ,100 
feet  east  of  Harrison  Avenue,  Block  2214,  Lot  12,  Bor¬ 
ough  of  Brooklyn,  F.D.  Order  4103-3,  re-  sprinkler 

system. 


127-63-BZX — B.M. — 59  Crosby  Street,  Block  482,  Lot 
10,  Alt.  324-61,  Permit  No.  77-62. 


128-63-BZX — B.M. — 412  East  78th  Street,  Block  1472, 
Lot  42,  Alt.  140-60,  Permit  No.  3540-62. 


129-63-BZX — B.M. — 789-797  West  End  Avenue,  Block 
1888,  Lot  25,  Alt.  1830-61,  Permit  No.  1165-62. 


130-63-BZX — B.Q. — 87-37  Palermo  Street,  Block  10509, 
Lot  52,  Alt.  2234-61,  Permit  No.  5367-62. 


131-63-BZX — B.M. — 174  Eldridge  Street,  Block  415,  Lot 
11,  Alt.  1233-61,  Permit  No.  2308-61. 


132-63-BZX — B.M. — 307  East  3rd  Street,  Block  373,  Lot 
51,  Alt.  1424-60,  Permit  No.  772-61. 


813-63-BZ— B.M.— 699-717  West  End  Avenue  west  side, 
from  West  94th  Street,  to  West  95th  Street,  Block  1253, 
Lot  21,  Borough  of  Manhattan,  Alt.  1039-63,  re-  pro¬ 
posed  transient  parking.  R10  and  R8  districts. 


814-63-A— B.M.— 699-717  West  End  Avenue,  west  side, 
from  West  94th  Street  to  West  95th  Street,  Block  1253, 
Lot  21,  Borough  of  Manhattan,  Alt.  1039-63,  re-  tran¬ 
sient  parking  of  non  occupants. 


815-63-BZ — B.M. — 51  First  Avenue,  west  side,  481  feet 
north  of  East  3rd  Street,  Block  445,  Lot  36,  Borough  of 
Manhattan,  Alt.  1851-61,  re-lot  area  and  floor  area. 
C2-5  in  R7-2  district. 


816-63-SM — Duropipe  bituminizde  fiber  pipe,  manufac¬ 
tured  by  Sonoco  Products,  Co.  Material. 


817-63-BZ — B.Q. — 43-53  Main  Street,  137-27  Elder  Ave¬ 
nue,  northeast  corner,  Block  5140,  Lot  40,  Flushing, 


133-63-BZX— B.M.— 538-540  East  11th  Street,  Block  404, 
Lots  23,  25,  Alt.  1769-61,  Permit  No.  3028-62. 


134- 63-BZX— B.Q.— 126-02  Northern  Boulevard,  Block 
1820,  Lot  1,  Alt.  865-61,  Permit  No.  351-62. 

135- 63-BZX — B.M. — 41  West  126th  Street,  Block  1724, 
Lot  18,  Alt.  1904-61,  Permit  No.  4329-63. 

1 36- 63-BZX — B . M .—848-852  7th  Avenue,  Block  1026, 
Lot  32,  Alt.  1589-59,  Permit  No.  1055-62. 

137- 63-BZX— B.M.— 124-126  East  121st  Street,  Block 
1769,  Lot  61,  Alt.  1352-61,  Permit  No.  1473-63. 

138- 63-BZX— B.Q.— 103-11  39th  Avenue,  Block  1769, 
Lot  55,  Alt.  2607-61,  Permit  No.  4838-63. 

139- 63-BZX — B.M. — 144  2nd  Avenue,  Block  450,  Lot 
8,  Alt.  326-61,  Permit  No.  3769-62. 
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RULES 

Arc  and  Gas  Welding  and  Oxygen 

Cutting  .  Nov.  27,  19S6. 

Cements,  Air  Entraining  Portland, 

Rules  for  Approval  and  Use  of..  April  12,  19SS 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  .  Mar.  15.  1955 — Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 

„form  . . .  Dec.  28,  1943— Vol.  28.  No.  52A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

_  Use  of  . Dec.  10,  1962. 

Concrete  Rules  (Hydrated  Lime).  Aug.  3,  1937 — Vol.  22,  No.  31 
Coin-Operated  Dry  Cleaning:  Es- 

tablishments,  Rules  Covering  ...Oct..  3.  1963 — Vol.  48  No.  40 

Dry  Cleaning  Establishments,  Rules 

Covering  . . Oct.  3,  1963— Vol.  48  No.  40 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  .  Tulv  20,  1962. 

Exterior  Veneering  Materials, 

Rules  for  . . Mar.  11,  1952— Vol.  37,  No.  11A 

Factory  Exit  Rules  .  Feb.  22,  1955. 

Fire  Alarm  Rules  (Interior)  . May  1963. 

Fire  Drill  Rules  .  . June  20,  1963— Vol.  48,  No.  25 

tire  Resistive,  Flameproof  Ma- 
terials,  etc.,  Rules  for  Testing  of  Jan.  31,  1963 — Vnl.  48.  No.  5 

Hatchway  Protection  ........  ...  June  5,  1928—Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.280  of  The  Labor 

Law)  . . May  25,  1961— Vol.  46,  No.  21 

Insulating  Fibre  Board  Rules - Mar.  25,  1952 — Vol.  37,  No.  13A 

Oil  Burner  Rules  . June  1,  1962. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . May  27,  1954. 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  .  Man  20,  1960. 

Procedure,  Rules  of  .  Tan.  17.  1963 — Vol.  48.  No.  3 

Smoking  in  Factories,  Rules  for..  Oct.  24,  1963 — Vol.  48,  No  43 

Spraying  and  Drying  of  Paints, 

Varnishes  Lacquers,  etc . May  2,  1963 — Vol.  48,  No.  18 

Sprinkler,  Rules  . . June  29.  1937— Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  ..  Sept.  3,  1946 — Vol.  31,  No.  36 

DESIGNATIONS:  B. — Department  of  Buildings;  B.B. — Depart- 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings. 
Manhattan:  B.Q.— Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings,  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department, 


NOVEMBER  6,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning ,  November  6,  1963,  at  10  o’clock,  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 


1686-61-BZ 


APPLICANT — James  S.  Mclnerny  for  Fregold  Realty 
Corporation,  owner. 

SUi?^CT—Application  November  13,  1961— decision  of 
the  Borough  Superintendent,  under  Section  7c  of  the 
Zoning  Resolution,  to  permit  in  a  business  and  resi¬ 
dence  use  district, _  the  maintenance  of  a  parking  lot 
accessory  to  an  existing  supermarket  with  night  park¬ 
ing  for  local  residents. 


PREMISES  AFFECTED — 940  East  181st  Street,  south 
17  "  feet  west  of  Vyse  Avenue,  931  to  941  East 
180th  Street,  Block  3128,  Lot  35,  Borough  of  The 
Bronx. 


Laid  over  from  July  2,  1963,  to  September  24,  19 
for  hearing;  then  to  November  6,  1963;  applicant 
be  notified  to  send  out  20-day  notices. 


224-63-BZ 

APPLICANT — 333  West  46th  Street  Corporation, 
owner. 

SUBJECT — Application  March  12,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  11-312  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-5  district,  the 


enlargement  in  area  of  an  existing  parking  lot  previ¬ 
ously  granted  by  the  Board. 

PREMISES  AFFECTED— 327-339  West  46th  Street, 
north  side,  321  west  of  Eighth  Avenue,  Block  1037’ 
Lots  15,  16  and  18,  Borough  of  Manhattan. 

Laid  over  from  September  24,  1963  to  November  6, 
1963,  at  applicant’s  request;  applicant  to  send  out 
twenty  day  notices. 


618-63-BZ 

APPLICANT — Robert  L.  Bien  for  Doris  K.  Carver  and 
Samuel  Ades,  owners. 

SUBJECT — Application  August  8,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit,  in  a  C6-4  district, 
the  erection  of  a  16  story  office  building  that  exceeds 
the .  permitted  floor  area  ration  and  the  mechanical 
equipment  penthouse  penetrates  the  sky  exposure 
plane. 

ES  AFFECTED — 110-118  Church  Street  and 
33-41  Park  Place,  northeast  corner,  Block  126,  Lots  2 
and  4,  Borough  of  Manhattan. 


689-63-BZ 

APPLICANT — Albert  Melniker  for  Alvin  H.  Baron, 
owner. 

SUBJECT  Application  August  26,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R3-1  district, 
the  maintenance  of  an  off  street  loading  area  and  cus¬ 
tomer  and  employee  parking  facility  for  an  existing 
commercial  use  on  the  adjoining  lot. 

PREMIISES  AFFECTED — 1490  Clove  Road,  south¬ 
west  corner  of  Tiogas  Street,  Block  661,  Lot  1,  Sunny- 
side,  Borough  of  Richmond. 


690-63-BZ 

APPL*CANT— Lama  Proskauer  and  Prober  for  Moth¬ 
ers  Trading  Corporation,  owner. 

SUBJECT— Application  August  23,  1963— Decision  of 
u  PorouSh  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit,  in  a  R6  district,  the 
change  in  occupancy  from  parking  lot,  dwelling  and 
two  car  garage  to  a  supermarket  with  accessory  load- 
ing  and  unloading  and  parking. 

P^iE^ISES  AFpECTED-567-583  Amboy  Street,  and 
31-4/  Hegeman  Avenue,  north  east  corner,  and  982-984 
Hopkinson  Avenue,  Block  3622,  Lots  5,  6,  9,  10,  11  and 
56,  Borough  of  Brooklyn. 


691-63-BZ 

APPLICANT — Burke  and  Groh  for  Harry  D.  O’Con¬ 
nor,  Sylvester  D.  O’Connor,  owners;  Dennis  S.  O’Con¬ 
nor,  Funeral  Home,  lessee. 

SVuBJoCT-Application  Au&ust  22,  1963  —  Decision  of 
u  Por?u£h  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  R4  district,  the 
erection  of  a  one  story  enlargement  to  an  existing 
luneral  establishment  previously  granted  by  the  Board 

PREMISES  AFFECTED — 91-05  Beach  Channel  Drive,' 
south  west  corner  from  Beach  91st  Street  to  Beach 
92nd  Street  Block  16125,  Lots  26  and  64,  Bell  Harbor, 
Borough  of  Queens. 


1024-62-BZ— Vol.  II 

A?PIlJC£NT— R-eavis  and  McGrath  for  Trade,  Fifth 
Realty  Corporation. 
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SUBJECT— Application  reopened  July  23,  1963  as  Vol¬ 
ume  II— decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
C5-3  district,  the  erection  of  a  six  story  enlargement 
to  an  existing  five  story  building  previously  granted  by 
the  Board  that  will  penetrate  the  sky  exposure  plane 
and  initial  setback. 

PREMISES  AFFECTED— 592-594  Fifth  Avenue,  and 
2-6  West  48th  Street,  south  west  corner,  Block  1263, 
Lot  41,  Borough  of  Manhattan. 

Laid  over  from  October  22,  1963  to  November  6, 
1963,  for  continued  hearing;  applicant  to  submit  re¬ 
vised  drawings  and  statement  as  to  findings. 


529-57-BZ 

APPLICANT— Burke  and  Groh  for  C.B.S.  Trading 
Corp.,  owner. 

SUBJECT— Application  reopened  October  8,  <  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  April  8,  1963— decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a  re¬ 
sidence  and  local  retail  use  district,  the  use  of  the 
plot  for  the  sale  and  display  of  used  cars  dealt  in  by 
the  Chevrolet  Agency  on  the  adjoining  lot  to  the  east 
and  permitting  the  maintenance  of  lights  and  sign 
around  the  perimeter  of  the  sales  car  lot. 

PREMISES  AFFECTED— 234-04  Northern  Boule¬ 
vard,  southeast  corner  of  234th  Street,  Block  8167, 
Lots  286  and  293,  Douglaston,  Borough  of  Queens, 


60-37-BZ — Vol.  IV 

APPLICANT— Dominick  Salvati  and  Son  for  Great 
South  Bay  Company,  owner. 

SUBJECT— Application  reopened  October  9,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  July  23,  1962— decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  and  residence  use  district  that  portion  of  the 
premises  where  unbuilt  upon,  to  the  rear  of  the  store 
building,  to  be  occupied  for  the  parking  of  motor  be- 
hicles  of  the  pleasure  car  type  belonging  to  the  em¬ 
ployees  and  patrons  of  the  stores. 

PREMISES  AFFECTED— 32-11  to  32-21  Newtown 
Avenue  and  28-36  to  28-58  33rd  Street,  northwest  cor¬ 
ner,  Block  619,  Lot  1,  Astoria,  Borough  of  Queens. 


The  following  cases  were  laid  over  from  previous 
public  hearings  for  reasons  published  in  the  MINUTES 
of  such  hearings. 

519-63-BZ 

APPLICANT— Consolidated  Edison  Company  of  New 
York,  Incorporated,  owner. 

SUBJECT— Application  June  20,  1963— decision  of  the 
Borough  Superintendent,  under  Section  73-16  of  the 
Zoning  Resolution,  to  permit  in  a  R7-2  district,  the 
erection  of  a  two  story  building  for  use  as  a  electric 
utility  sub  station. 

PREMISES  AFFECTED— 1001-1015  Amsterdam  Ave¬ 
nue,  east  side,  from  Cathedral  Parkway  to  West  109th 
Street,  165-175  West  109th  Street,  Block  1864,  Lot  1 
and  Part  of  Lot  9,  Borough  of  Manhattan. 

Laid  over  from  September  24,  1963  to  October  15, 
1963,  for  continued  hearing  inspection  and  possible 
decision;  applicant  is  to  submit  expert  real  estate 
testimony  and  new  drawings.  The  representative  of 


the  Housing  and  Redevelopment  Board  is  to  submit 
plans  showing  proposed  redevelopment  of  the  area  and 
provide  information  relative  to  alternate  site  proposed; 
then  to  November  6,  1963,  for  decision;  applicant  to 
submit  revised  drawings. 


325-63-BZ 

APPLICANT— Henry  Nordheim  for  Barto  Realty 
Company,  owner. 

SUBJECT— Application  April  16,  1963— decision  of  the 
Borough  Superintendent,  under  Section  73-451  of  the 
Zoning  Resolution  to  permit  in  an  R3  district,  the 
maintenance  of  an  off-site  parking  facility  for  an 
existing  multiple  dwelling, 

PREMISES  AFFECTED— 2338  Walton  Avenue,  east 
side,  447.03  feet  north  of  East  183rd  Street,  Block 
3183,  Lot  27,  Borough  of  The  Bronx. 

Hearing  closed— Laid  over  from  September  10,  1963  to 
October  1,  1963,  for  inspection  and  decision;  applicant 
to  file  letter  and  modify  drawings;  then  to  October  15, 
1963,  for  decision  applicant  to  consult  with  Building 
Department  in  regard  to  retaining  walls;  then  to 
November  16,  1963  for  consideration  and  decision. 


547-63-BZ 

APPLICANT— Elias  K.  Herzog  for  Vera  Caddock, 
owner. 

SUBJ  ECT— Application  July  3,  1963— decision  of  the 
Borough  Superintendent,  under .  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R2  district,  the 
maintenance  of  a  one  family  dwelling  without  the 
required  parking  space. 

PREMISES  AFFECTED— 3283  Tierney  Place,  west 
side,  187.5  feet  south  of  East  177th  Street,  Block  5527, 
Lot  57,  Borough  of  the  Bronx. 

Hearing  closed — Laid  over  from  October  22,  1963  to 
November  6,  1963  for  inspection  and  decision. 

MAX  H.  FOLEY,  Chairman. 


NOVEMBER  6,  1963,  2  P.M. 

NOTICE  IS  HERBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  November  6,  1963,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the  fol¬ 
lowing  matters : 

876-61-A 

APPLICANT— Baptist  Children’s  Home  of  Long  Is¬ 
land,  owner. 

SUBJECT— Application  April  14,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 2360  Ocean  Avenue,  North¬ 
west  corner  of  Avenue  S,  Block  6825,  Lot  20,  Bor- 


475-63-A 

APPLICANT— William  J.  and  Margaret  Fleming,  Ad¬ 
joining  property  owners. 

OWNER  OF  PREMISES.  Long  Island  Railroad 
Company. 

SUBJECT— Application  June  6,  1963— Review  of  deci¬ 
sion  of  the  Borough  Superintendent  re-  zoning  matter. 

PREMISES  AFFECTED— 118-17  Union  Turnpike, 
west  side.  75.31  feet  north  of  Burns  Street,  Block  3334, 
Lot  151,  Forest  Hills,  Borough  of  Queens. 


1169 


CALENDAR 


615-63-A 

APPLICANT — Max  M.  Lome  for  Max  R.  Brunschwig, 
Susanne  Brill,  Siegfried  and  Edith  Rosenberger,  ad¬ 
joining  property  owners. 

OWNER  OF  PREMISES — Adson  Industries  Incor¬ 
porated. 

SUBJECT — Application  August  6,  1963 — Review  of  a 
decision  of  the  Borough  Superintendent  re-  request 
to  revoke  Permit  #4093,  N.B.  1580/61. 

PREMISES  AFFECTED — 118-18  Union  Turnpike, 
south  side,  82.4  feet  west  of  Austin  Street,  Block  3335, 
Lot  23,  Kew  Gardens,  Borough  of  Queens. 


835-62-A 

APPLICANT — Goldberg  and  Scutaro  for  Esther  Sacher, 
owner. 

SUBJECT — Application  August  30,  1962 — Review  of 
Decision  of  the  Borough  Superintendent  re — Zoning 
Matter. 

PREMISES  AFFECTED — 1134  East  58th  Street,  west 
side,  208  feet  north  of  Avenue  K,  Block  7805,  Lot  71, 
Borough  of  Brooklyn. 


836-62-A 

APPLICANT — Goldberg  and  Scutaro  for  Harry  Abram¬ 
son,  owner. 

SUBJECT — Application  August  30,  1962 — Review  of 
Decision  of  the  Borough  Superintendent  re — Zoning 
Matter. 

PREMISES  AFFECTED— 1091  East  58th  Street  east 
side,  576  feet  north  of  Avenue  K,  Block  7806,  Lot  35, 
Borough  of  Brooklyn. 


863-61-A 

APPLICANT — Raphael,  Searles  and  Vischi  for  Mary 
Weisberg,  owner. 

SUBJECT — Application  June  9,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 460  Broome  Street,  north 
side,  75  feet  west  of  Mercer  Street,  Block  485,  Lot  37, 
Borough  of  Manhattan. 


1009-61-A 

APPLICANT — Phineas  Zolot  for  Coston  Supply  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  June  29,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 31  Water  Street,  east  side, 
74  feet  north  of  Broad  Street,  Block  7,  Lots  15  and  16, 
Borough  of  Manhattan. 


1051- 61-A 

APPLICANT — Monaghan  and  Mattingly  for  Harry 
Nagel,  owner. 

SUBJECT — Application  July  6,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re* 
sprinkler  system. 

PREMISES  AFFECTED — 128  West  18th  Street,  south 
side  200  feet  east  of  7th  Avenue,  Block  793,  Lot  55, 
Borough  of  Manhattan. 

1052- 61-A 

APPLICANT — Monaghan  and  Mattingly  for  Fanrab. 
Incorporated,  owner. 


SUBJECT — Application  July  6,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 71  Leonard  Street,  north 
side,  75  feet  east  of  Church  Street,  Block  174,  Lot  10, 
Borough  of  Manhattan. 


1057-61-A 

APPLICANT — H.  E.  Horwood  for  Leavenworth  Realty 
Corporation,  owner. 

SUBJECT — Application  July  7,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system,  and  a  decision  of  the  Borough  Super¬ 
intendent  re-  egress,  enclosure  stairs  and  hoitway  etc. 

PREMISES  AFFECTED— 55  Fulton  Street,  45  Cliff 
Street,  northwest  corner,  Block  94,  Lot  4,  Borough  of 
Manhattan. 


1065-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Zeitlen 
Realty  Company,  owner. 

SUBJECT — Application  July  5,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 120  Fulton  Street,  south 
side,  100  feet  east  of  Nassau  Ct.,  Block  78,  Lot  45, 
Borough  of  Manhattan. 


1068-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Maege 
Realty  Corporation,  owner. 

SUBJECT — Application  July  5,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 7-9  Bond  Street,  south  side, 
70  feet  west  of  Lafayette  Street,  Block  529,  Lot  14 
and  13,  Borough  of  Manhattan. 


1070-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Standard 
Casing  Company,  Inc.,  owner. 

SUBJECT — Application  July  5,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 121  Spring  Street,  northeast 
corner  of  Greene  Street,  Block  499,  Lot  43,  Borough 
of  Manhattan. 


1086-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Toja  Real¬ 
ty  Company,  owner. 

SUBJECT — Application  July  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 409-411  Bond  Street,  east 
side,  70  feet  south  of  Third  Street,  Block  466,  Lot  1, 
Borough  of  Brooklyn. 


1110-61-A 

APPLICANT — William  S.  Shary  for  Dewey  Carver, 
owner. 

SUBJECT — Application  July  7,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 115  Liberty  Street,  north 
side,  102  feet  IM  inches  east  of  Greenwich  Street, 
Block  60,  Lot  6,  Borough  of  Manhattan. 
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1118-61-A 

APPLICANT — Mario  A.  Tucciarone  for  John  T.  Stan¬ 
ley  Company,  Incorporated,  owner. 

SUBJECT — Application  July  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 636-640  West  30th  Street, 
South  side,  250  feet  east  of  12th  Avenue,  Biock  675, 
Lot  52,  Borough  of  Manhattan. 


1119-61-A 

APPLICANT — Mario  T.  Tucciarone  for  John  T.  Stan¬ 
ley  Company,  Inc.,  owner. 

SUBJECT — Application  July  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 630-632  West  30th  Street, 
south  side,  375  feet  east  12th  Avenue,  Block  675,  Lot 
49,  Borough  of  Manhattan. 


1120-61-A 

APPLICANT — Mario  A.  Tucciarone  for  John  T.  Stan¬ 
ley  Company,  Inc.,  owner. 

SUBJECT — Application  July  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 634-West  30th  Street,  south 
side,  325  feet  east  of  12th  Avenue,  Block  675,  Lot  49, 
Borough  of  Manhattan. 


1130-61-A 

APPLICANT — The  Bato  Company,  Incorporated,  les¬ 
see  for  U.S.  Bottle  Caps,  Incorporated,  owner. 

SUBJECT — Application  July  14,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 34-33  Collins  Place,  east 
side,  465.21  feet  north  of  Northern  Boulevard,  Block 
4946,  Lot  96,  Flushing,  Borough  of  Queens. 


1011-62-A 

APPLICANT — Elias  K.  Herzog  for  Bernher  Realty 
Corporation,  owner. 

SUBJECT — Application  October  26,  1962 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
provide  protection  for  windows  etc. 

PREMISES  AFFECTED— 80  Jefferson  Street,  530-534 
Water  Street,  northwest  corner,  Block  247,  Lot  34, 
Borough  of  Manhattan. 


943-61-A 

APPLICANT — Arthur  Stern  and  F.G.I.  Realty  Cor¬ 
poration  for  F.G.I.  Realty  Corporation,  owner;  Arthur 
Stern,  lessee. 

SUBJECT — Applicant  June  16,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 118  Forsyth  Street,  east 
side,  100  feet  north  of  Broome  Street,  Block  419,  Lot 
45,  Borough  of  Manhattan. 


1152-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Armstrong 
Contracting  and  Supply  Corporation,  owner. 
SUBJECT — Application  July  17,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


PREMISES  AFFECTED— 216  Plymouth  Street,  east 
side,  150  feet  south  of  Bridge  Street,  Block  31,  Lot 
25,  Borough  of  Brooklyn. 


1180-61-A 

APPLICANT — Irwin  Emerman  for  Frank  Pasquale 
and  John  Pasquale,  owners. 

SUBJECT — Application  July  21,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 25  Howard  Street,  south 
side,  160  feet  west  of  Lafayette  Street,  Block  209,  Lot 
12,  Borough  of  Manhattan. 


1203-61-A 

APPLICANT — Hodges  Reavis,  McGrath  and  Downey 
for  Country  Leasing  Corp.,  owner. 

SUBJECT — Application  July  25,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 3849  (3797-3849)  Nostrand 
Avenue,  east  side,  from  Avenue  Y  to  Avenue  Z,  Block 
7446,  Lot  1,  Borough  of  Brooklyn. 


1211-61-A 

APPLICANT — Peter  Pan  School  Incorporated,  owner. 

SUBJECT — Application  July  27,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 1226  Ocean  Parkway,  west 
side,  200  feet  south  of  Avenue  L,  Block  6541,  Lot  19, 
Borough  of  Brooklyn. 


1227-61-A 

APPLICANT — Daub  and  Daub  for  Seacoast  Labora¬ 
tories  Incorporated,  owner. 

SUBJECT — Application  July  25,  1961  - —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 156-162  Perry  Street,  south 
side,  100  feet  west  of  Washington  Street,  Block  637, 
Lots  18,  19,  20  and  21,  Borough  of  Manhattan. 


1236-61-A 

APPLICANT — Harry  Mandell  for  Stunad  Realty  Cor¬ 
poration,  owner;  Ed.  Melnick  Company,  lessee. 

SUBJECT — Application  July  31,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 177  Prince  Street,  north 
side,  75  feet  West  of  Thompson  Street,  Block  517,  Lot 
40,  Borough  of  Manhattan. 


1240-61-A 

APPLICANT — 41  West  28th  Street  Corporation,  owner. 

SUBJECT — Application  July  31,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 41  West  28th  Street,  north 
side,  207  feet  3%  inches  west  of  Avenue  of  the  Amer¬ 
icas,  Block  830,  Lot  14,  Borough  of  Manhattan. 


1265-61-A 

APPLICANT — Samuel  Rosenblum  for  Francie  Estates 
Incorporated,  owner. 
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SUBJECT — Application  August  4,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 269-271  West  39th  Street, 
north  side,  60  feet  west  of  8th  Avenue,  Block  789,  Lot 
7,  Borough  of  Manhattan. 


1267-61-A 

APPLICANT — Arthur  Paul  Hess  for  Katherine  Geddes, 
owner. 

SUBJECT — Application  August  4,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 221-225  Fulton  Street,  201 
Greenwich  Street,  northeast  corner,  Block  85,  Lot  1, 
Borough  of  Manhattan. 


1268-61-A 

APPLICANT — A.  L.  Seiden  for  Estate  of  Louis  Ruben- 
stein,  owner. 

SUBJECT — Application  August  1,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 203-205  Canal  Street,  101- 
107  Mulberry  Street,  northwest  corner,  Block  206, 
Lot  26,  Borough  of  Manhattan. 


1625-61-A 

APPLICANT — Samuel  Rosenblum  for  Dorothy  Alper, 
owner. 

SUBJECT — Application  October  24,  1961  —  Appeal  from 
decisions  of  the  Fire  Commissioner,  re-  Sprinklers. 

PREMISES  AFFECTED— 141  West  27th  Street, 
north  side,  265  feet  8  inches,  east  of  Seventh  Avenue, 
Block  803,  Lots  14  and  15,  Borough  of  Manhattan. 


744-63-A 

APPLICANT — Samuel  Rosenblum  for  Dorothy  Alper, 
owner. 

SUBJECT — Application  September  24,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 143  West  27th  Street,  north 
side,  274  feet  10  inches  east  of  Seventh  Avenue,  Block 
803,  Lot  14,  Borough  of  Manhattan. 


1025-62-A 

APPLICANT — Schaefer  and  Atkin  for  Kappa  Chi 
House  Corporation,  owner. 

SUBJECT — Application  November  8,  1962  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
frame  structure  —  fraternity  meeting  rooms,  means 
of  egress  etc. 

PREMISES  AFFECTED — 158-27  79th  Avenue,  north 
side,  140  feet  west  of  160th  Street,  Block  6830,  Lot  34, 
Flushing,  Borough  of  Queens. 


1035-62-A 

APPLICANT — Leonard  F.  Rothkrug  for  Mae  Hauss- 
man,  owner;  Jules  Ingerman,  lessee. 

SUBJECT — Application  November  14,  1962  —  Appeal 
rfom  a  decision  of  the  Borough  Superintendent,  re- 
Class  3  construction  change  in  use,  second  floor,  public 
building  —  stair  enclosure  wood  stairs,  skylight. 


PREMISES  AFFECTED — 1805  Church  Avenue,  north 
side,  25  feet  6  inches  east  of  East  18th  Street,  Block 
5079,  Lot  22,  Borough  of  Brooklyn. 


1125-62-A 

APPLICANT — James  Whitford,  Jr.  for  Great  Kills 
Professional  Building,  Incorporated,  owner. 

SUBJECT — Application  December  14,  1962  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
class  3  construction,  for  doctor’s  office. 

PREMISES  AFFECTED — 55  Lindenwood  Road,  4066 
Amboy  Road,  southeast  corner,  Block  5216,  Lot  1, 
Great  Kills,  Borough  of  Richmond. 


1129-62-A 

APPLICANT — Samuel  Rosenblum  for  Galrow  Realtj 
Corporation,  owner. 

SUBJECT — Application  December  14,  1962  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  elevator 
in  readiness. 

PREMISES  AFFECTED— 345-351  West  35th  Street, 
north  side,  266  feet  8  inches  east  of  Ninth  Avenue, 
Block  759,  Lot  14,  Borough  of  Manhattan. 


11 37-62- A 

APPLICANT — Samuel  Rosenblum  for  Galuten  Build¬ 
ing  Incorporated,  owner. 

SUBJECT — Application  December  14,  1962  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  elevator  in  readiness. 

PREMISES  AFFECTED— 241-245  West  29th  Street, 
north  side,  250  feet  2%  inches  east  of  Eighth  Avenue, 
Block  779,  Lot  13,  Borough  of  Manhattan. 


1141-62-A 

APPLICANT — Samuel  Rosenblum  for  Louis  Adler 
Realty  Company,  Inc.,  owner. 

SUBJECT — Application  December  21,  1962  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  elevator 
in  readiness. 

PREMISES  AFFECTED — 475  Tenth  Avenue*.  north¬ 
west  corner  of  West  36th  Street,  Block  708,  Lot  31, 
Borough  of  Manhattan. 


1147-62-A 

APPLICANT — Leonard  F.  Rothkrug  for  Sergio  Favuz- 
zo,  owner;  Mel  Scimie,  lessee. 

SUBJECT — Application  November  27,  1962  2 —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Class  3  building,  change  in  use. 

PREMISES  AFFECTED — 8140-8146  New  Utrecht 
Avenue,  1728-1732  82nd  Street,  southwest  corner  and 
8129-8133  Bay  16th  Street,  Block  6314,  Lot  12,  Borough 
of  Brooklyn. 

MAX  H.  FOLEY,  Chairman 


NOVEMBER  19,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  19,  1963,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.  on  the 
following  matters: 

597-63-BZ 

APPLICANT— W.  Fontaine  Jones  for  Doriann  Hold¬ 
ing  Corporation,  owner. 

SUBJECT — Application  July  24,  1963 — decision  of  the 
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Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  in  an 
existing  6  story  and  cellar  building,  the  change  in 
occupancy  of  the  cellar  and  first  floor  from  storage 
and  commercial  studio  to  theatre  with  accessory  uses. 

PREMISES  AFFECTED— 227-229  West  13th  Street, 
north  side,  2645  feet  east  of  Greenwich  Avenue,  Block 
618,  Lots  53  and  54,  Borough  of  Manhattan. 

Laid  over  to  November  19,  1963,  for  applicant  to  send 
out  twenty  day  notices. 


1939-61-BZ 

APPLICANT — Burloc  of  Staten  Island  Incorporated 
owner. 

SUBJECT — Application  December  14,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7c  of  the 
Zoning  Resolution,  to  permit  in  a  restricted  retail  and 
residence  use  district,  the  erection  of  a  one  story 
building  for  use  as  retail  stores  including  a  dry  clean¬ 
ing  establishment. 

PREMISES  AFFECTED— 2397-2413  Hylan  Boule¬ 
vard,  north  side,  from  Burbank  Avenue  to  Locust 
Ave.,  Block  3646  Lots  1,  58  and  60  New  Dorp,  Bor¬ 
ough  of  Richmond. 

Laid  over  from  February  5  1963  to  April  2,  1963,  for 
applicant  to  send  out  twenty-day  notices  and  amend 
application;  then  to  June  11,  1963,  for  hearing  appli¬ 
cant  to  send  out  20-day  notices  to  affected  owners; 
then  to  September  17,  1963,  for  hearing;  20-day  notices 
to  be  sent  by  the  applicant  to  affected  property  own¬ 
ers;  then  to  November  19,  1963,  for  hearing;  applicant 
to  send  out  twenty-day  notices  or  withdraw  applica¬ 
tion. 


610-63-BZ 

APPLICANT — Herbst  and  Rusciano  for  Cong,  Anshe, 
Ames  of  Williamsbridge,  Incorporated,  owner. 

SUBJECT — Application  August  1  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R-5  district,  the 
erection  of  a  one  story  community  facility  building 
that  encroaches  on  the  required  side  yards. 

PREMISES  AFFECTED— 727  East  222nd  Street, 
north  side,  230.80  feet  east  of  White  Plains  Road, 
Block  4836,  Lots  32  ad  33,  Borough  of  The  Bronx. 


611-63-BZ 

APPLICANT — Herbst  and  Rusciano  for  Trebuhs  Real¬ 
ty  Company,  Incorporated  owner;  Pelican  Produc¬ 
tions,  lessee. 

SUBJECT — Application  August  1,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R  9  district  the 
change  in  occupancy  of  an  existing  two  story  and 
cellar  building  from  apartment  and  studio  store  to 
radio  and  television  studio  with  accessory  storage. 

PREMISES  AFFECTED— 1283  Fifth  Avenue,  south¬ 
east  corner,  of  East  110th  Street,  Block  1615,  Lots 
4  and  69,  Borough  of  Manhattan. 


663-63-BZ 

APPLICANT — James  Whitford,  Jr.  for  New  Dorp 
Baptist  Church,  owner. 

SUBJECT — Application  August  23,  1963  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-21, 
73-452,  73-641,  of  ithe  Zoning  Resolution,  to  permit, 
the  erection  of  a  two  story  and  basement  enlarge¬ 
ment  to  an  existing  church  that  will  exceed  the  per¬ 


mitted  floor  area  ratio,  encroaches  on  the  required  side 
and  rear  yards,  penetrate  the  sky  exposure  plane  and 
without  the  required  parking. 

PREMISES  AFFECTED — 46  Tenth  Street,  northeast 
corner  of  Rose  Avenue,  Block  4220,  Lot  27,  New 
Dorp,  Borough  of  Richmond. 


722-63-BZ 

APPLICANT— Arthur  I.  Singer  for  123  West  79th 
Street  Realty  Corp.,  owner;  Circle  Manhattan  Medi¬ 
cal  Group,  lessee. 

SUBJECT— Application  September  18,  1963  —  decision 
of  the  Borough  Superintendent,  under  Sections  72-21 
and  73-62  of  the  Zoning  Resolution,  to  permit  in  a 
R10  district,  in  an  existing  five  story  building,  the 
extension  of  the  medical  center  use  to  include  the 
third,  fourth  and  fifth  floors. 

PREMISES  AFFECTED— 123  West  79th  Street, 
north  side,  200  feet  west  of  Columbus  Avenue,  Block 
1210,  Lot  24,  Borough  of  Manhattan. 


723-63-A 

APPLICANT— Arthur  I.  Singer  for  123  West  79th 
Street  Realty  Corp.,  owner;  Circle  Manhattan  Medi¬ 
cal  Group,  lessee. 

SUBJECT— Application  September  18,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Change  of  use. 

PREMISES  AFFECTED— 123  West  79th  Street, 
north  side,  200  feet  west  of  Columbus  Avenue,  Block 
1210,  Lot  24,  Borough  of  Manhattan. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 

1575-61-BZ 

APPLICANT— De  Rose  and  Cavalieri  for  Charlotte 
Parking  Corporation,  owner. 

SUBJECT— Application  October  17,  1961— decision  of 
the  Borough  Superintendent,  under  Section  7h  of  the 
Zoning  Resolution  to  permit  in  a  residence  use  dis¬ 
trict,  the  maintenance  of  a  parking  lot  for  the  parking 
and  storage  of  more  than  five  motor  vehicles  for  a 
temporary  term  of  ten  years. 

PREMISES  AFFECTED— 831  Brady  Avenue,  north 
side,  50  feet  west  of  Muliner  Avenue,  Block  4297, 
Lots  3  and  5,  Borough  of  The  Bronx. 

Laid  over  from  February  26,  1963,  to  July  23,  1963, 
because  of  the  Board’s  present  lack  of  jurisdiction. 
Laid  over  from  July  23,  1963,  to  November  19,  1963, 
due  to  present  lack  of  jurisdiction  of  Board. 


1567-61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Har¬ 
old  Hyman,  owner. 

SUBJECT— Application  September  26,  1961— decision 
of  the  Borough  Superintendent,  under  Section  7e  of 
the  Zoning  Resolution,  to  permit  in  a  residence  use 
district,  the  change  in  occupancy  of  an  existing  3 
story  building  from  public  garage  to  the  manufacture 
of  flashlights  and  batteries,  office,  storage  and  loading 
and  unloading  with  a  business  sign  for  a  temporary 
term  of  twenty  (20)  years. 

PREMISES  AFFECTED— 520-530  West  135  Street, 
south  side,  115  feet  east  of  Broadway,  Block  1988  Lot 
53,  Borough  of  Manhattan. 
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Laid  over  from  February  26,  1963  to  July  23,  1963 
became  of  the  Board’s  present  lack  of  jurisdiction. 
Laid  over  from  July  23,  1963,  to  November  19,  1963 
due  to  present  lack  of  jurisdiction  of  Board. 


1568-61-A 

APmIuCANT — Eama>  Proskauer  and  Prober  for  Har¬ 
old  Hyman,  owner. 

SUBJECT— Application  September  26,  1961  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
egress,  steel  stairs,  etc. 

PREMISES  AFFECTED— 520-530  West  135th  Street 
south  side ,115  feet  east  of  Broadway,  Block  1988,  Lot 
oo,  Borough  of  Manhattan. 


1857-61-BZ 

APPLICANT — Carl  H.  Salminen  for  Joseph  La  Bar- 
bera,  owner. 

S  Vi? J  pCT  Application  December  12,  1961— decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use,  G-l 
area  district,  the  change  in  occupancy  from  a  one 
family  dwelling  to  a  two  family  dwelling,  the  existing 
back  terrace  encroaches  on  the  required  15  foot  set- 

PREMISES  AFFECTED-227-50  Murdock  Avenue, 
south  side  160  feet  west  of  Cross  Island  Parkway 
Block  11248,  Lot  7,  Queens  Village,  Borough  of 
yueens.  ° 

Laid  over  from  February  26  1963,  to  July  23  1963 
because  of  the  Board’s  present  lack  of  jurisdiction ,: 
then  to  November  19,  1963,  due  to  present  lack  of 
jurisdiction  of  Board. 


1447-61-BZ 

AcFLIfS^NT  Burke  and  Groh  for  Jamaica  169th 
otreet  Corporation,  owner. 

SUBJECT— Apphcation  September  19,  1961— decision 
ot  the  Borough  Superintendent,  under  Sections  7e  and 
Z1  of  the  Zoning  Resolution,  to  permit  in  a  residence 
use  C  area  district  on  a  plot  presently  occupied  with 
a  frame  dwelling,  the  erection  of  a  one  story  building 
for  use  as  a  warehouse  and  office  with  parking  and 
lng  area’  the  proposed  building  exceeds  the  pre- 
mitted  area  coverage  and  encroaches  on  the  required 
rear  yard. 

^FECTEp-170-10  93rd  Avenue,  south 
side,  75.06  feet  east  of  170th  Street,  Blnock  10219,  Lot 
Jamaica  Borough  of  Queens 

Laid  over  from  July  23,  1963,  to  November  19,  1963 
due  to  present  lack  of  jurisdiction  of  Board. 

321-61-BZ — Vol.  II 

APPLICANT— Crinnion  and  Crinnion  for  Berg  Loc- 
majian  owner. 

SUBJECT— Application  reopened  October  17,  1961  as 
Volume  II-  decision  of  the  Borough  Superintendent, 
under  Section  7h  of  the  Zoning  Resolution,  to  permit 
in  a  residence  use  district,  the  maintenance  of  a  park¬ 
ing  lot  for  the  parking  and  storage  of  more  than  five 
motor  vehicles  for  a  temporary  term  of  five  years 

PREMISES  AFFECTED-3317-3319  Perry  Avenue 

450  fuetr^°,rtlVof  Holt  PIace-  Block  3343,’ 
Lot  136,  Borough  of  The  Bronx. 

Huing9iCl?n«“lLaid  °ver,  from  February  26,  1963,  to 
.  uv  1^63,  because  of  the  Board’s  present  lack  of 
jurisdiction;  then  to  November  19  1963,  due  to  pre¬ 
sent  lack  of  jurisdiction  of  Board. 


215-61-BZ 

APPL!CANT— Ljmici,  Proskauer  and  Prober  for  Gizel- 
la  Brandwem,  owner. 

SVi?cJp^rnPgPlicat!°n  February  24,  1961— decision  of 
of  7  SHperintendent,  under  Sections  7e  and  21 

B  !rMZH'nifngfRe/0  Utl0n’-t0  Permit  in  a  residence  use, 
B  area  district,  for  erection  of  a  one  story  building 

%  ent^e  YhfIch  1S  ln  excess  of  that  permitted  m 
a  B  a  d  1St-ri<Tt  for  occupancy  as  bowling  alley,  bar 
restauiant,  kitchen,  snack  bar,  locker  rooms  meeting 
rooms,  storage  room  and  accessory  rooms,  with  busi? 
ness  signs,  for  a  term  of  twenty-five  (25)  years 

PREMIES  AFFECTED — 1740-1752  (1750  official) 
SedgW1ck  Avenue  east  side,  221.16  feet  north  of  West 

BronxS  ’  B  °Ck  288°’  Lot  1S8’  BorouSh  of  The 

H  Tffiv  21C^QM"T,Laid  OVer  f,r°nl,  February  26,  1963,  to 
Ju  y  23,  1963  because  of  the  Board’s  present  lack  of 
Juusdiction;  then  to  November  19,  1963,  due  to  pre¬ 
sent  lack  of  jurisdiction  of  Board  1 


857-47-BZ— Vol.  II 

AFroLn^t?TrLama’  Froskauer  and  Prober  for  Miled 
Co^pany^les^^^0^6^  °Wner;  S°COny  Mobil  0l1 

^ E CT— Apphcation  reopened  October  3,  1961  as 
iTncW1?  decision  of  the  Borough  Superintendent 
unaer  Section  7a  of  the  Zoning  Resolution,  to  permit 
in  a  residence  use  district,  the  reconstruction  and  ex- 
£nnrow*S  fFKa-  °  -an  ex-1Stlng  gasoline  service  station 
s3  TitlL  briCa  °n’  Tn°r  aUt°  repairs>  car  washing, 
mnJnV  yi  r°°mT?arkmg  St°rage  of  more  than  five 

”nd  ground  s1^!n  "  °Pen  area  wi,h  a  business  si«" 

PREMISES  AFFECTED — 2173  Grand  Concourse 

3162  STde/  12n'7iifeet/^th  °f  East  181st  Street>  Block 
3162,  Lots  40,  41  and  43,  Borough  of  The  Bronx 

HTn7vn^3Clloe4~,Laid  OVer  f[°m  February  26,  1963,  to 
July  23,  19o3  because  of  the  Board’s  present  lack  of 
jurisdiction;  then  to  November  19,  1963  due  to  present 
lack  of  jurisdiction  of  Board  p 


1555-61-A 

APPLICANT— Lama,  Proskauer  and  Prober  for  Miled 
lessee  Incorporated>  °wner;  Mobil  Oil  Company, 

SUBJECT— Application  filed  July  25,  1961— appeal  from 
fine  Tanks  °f  ^  Borough  Superintendent,  re-  Gaso- 

PREMISES  AFFECTED — 2173  Grand  Concourse 

M62  w’  1|?'7iifeetjn?rhDof  EaSt  181st  Street>  B1°ck 
3162,  Lots  40,  41  and  43,  Borough  of  The  Bronx. 

1442-61-BZ  ' 

APPLiCANTWLama'  Froskauer  and  Prober  for  Kin¬ 
ney  Motors,  Incorporated,  owner. 

S^fJth.C  R—ApPlicaction  .September  15,  1961— decision 
ot  the  Borough  Superintendent,  under  Section  7i  of 

R<:soIutlon>  to  permit  in  a  business  use 
district  on  a  plot  presently  occupied  for  the  sale  and 
display  of  new  and  used  cars,  the  erection  of  a  one 
story  building  for  the  accessory  servicing  and  repair 
of  the  owners  cars  with  hand  tools  only,  with  lubri- 
torium,  storage  room  and  office. 

PREMISES  AFFECTED— 2204-2216  Coney  Island 
Avenue,  923-937  Avenue  S,  northwest  corner,  Block 
6685,  Lots  49  and  53,  Borough  of  Brooklyn. 

Laid  over  from  February  26,  1963,  to  July  23  1963 

thefUtn  N  theKBOmd’i  present  lack  of  jurisdiction j 
then  to  November  19  due  to  present  lack  of  jurisdic¬ 
tion  of  Board. 
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529-40-BZ — V ol.  II  ,  _  ^ 

APPLICANT— Charles  M.  Spindler  for  Sun  Oil  Com¬ 
pany  and  Elvira  DeFalco,  owners. 

SUBTECT — Application  reopened  January  9,  19oa  as 
Volume  II — -decision  of  the  Borough  Superintendent 
under1  Section  7a  of  the  Zoning  Resolution,  to  permit 
in  a  business  use  district,  the  reconstruction  and  ex¬ 
tension  in  area  of  an  existing  gasoline  service  station 
with  accessory  uses  of  lubrication,  non-automatic  car 
washing  office  sale  of  accessories  minor  repairs  with 
hand  tools  only,  safety  inspection  station  and  the 
parking  and  storage  of  motor  chicles  with  a  ground 

PREMISES  AFFECTED— 1788-1804  Eastern  Parkway 
and  2131-2139  Bergen  Street,  northeast  corner,  Bloc 
1449  Lots  43  and  47  Borough  of  Brooklyn. 

Hearing  closed.  Laid  over  from  February  26  1963,  to 
Tnlv  23  1963  because  of  the  Board  s  present  lack  of 
jurisdiction;  then  to  November  19,  1963,  due  to  pre- 
sent  lack  of  jurisdiction  of  Board. 

1881-61-BZ 

APPLICANT— John  J.  Lynch  and  James  J.  Lyons,  Jr. 

for  P.B.G.  Realty  Incorporated,  owner. 

SUBJECT— Application  December  H  I L961— decision  of 
theJ  Borough  Superintendent  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use,  E 
area  district  the,  erection  of  a  six  story -wjd  basement 
multiole  dwelling  that  exceeds  the  permitted  area 
coverage  and  floor  area  ratio  and  encroaches  on  the 
required  setbacks. 

PREMISES  AFFECTED— 761-763  Astor  Avenue 

2301-2313  Wallace  Avenue,  northwest  corner,  Block 
4348  Lots  1  and  4,  Borough  of  The  Bronx. 

Laid  over  from  February  26,  l9^3’ ,  tonfJuT^rS’}c}fon: 
because  of  the  Board’s  present  lack  of  Jurisdiction, 
then  to.  November  19,  1963,  due  to  present  lack  of 
jurisdiction  of  Board. 

1920-61-BZ  . 

APPLICANT— Kenneth  W.  Milnes  for  Thomas  A. 
Wetlesen,  owner;  purchaser  under  contract;  New 
York  Telephone  Co.,  lessee.  .  .  . 

SUBTECT — Application  December  14,  1961  decision  o 
SItheJ  Borough  Superintendent,  under  Section  7e  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use  dis¬ 
trict  the  erection  of  a  one  story  equipment  storage 
and  ’  maintenance  garage  building  with  parking  an 
loading  and  unloading  in  the  open  area. 

PREMISES  AFFECTED — 311  Brielle  Avenue  west 
side,  682  feet  south  of  Bradley  Avenue,  Block  1975, 
Lot  221,  Willowbrook,  Borough  of  Richmond. 

Laid  over  from  February  26,  1963,  to  July  23,  1963, 
because  of  the  Board’s  present  lack  of  jurisdiction, 
then  to.  November  19,  1963,  due  to  present  lack  of 
jurisdiction  of  Board. 

ATPPLICANT — Leonard  F.  Rothkrug  and  Herbst  and 
Rusciano  for  Nicholas  and  Elvira  Salatmo,  owner; 
Sun  Oil  Company  Incorporated,  lessee.  . 

SUBJECT— Application  November  10,  IJ*61— declElon7<lf 
the  Borough  Superintendent, .  under  Sections  7e, .  7A 
and  21  of  the  Zoning  Resolution,  to  permit  in  a  local 
retail  use  C  area  district,  the  erection  and  mainten¬ 
ance  of  a ’gasoline  service  station  with  accessory  minor 
auto  repairs,  non-automatic  car  wash,  lubritorium,  of- 
fice  sale  of  accessories,  signs  and  show  windows  with 
in  75  feet  of  a  residence  district  without  the  required 
rear  yard  for  a  temporary  term  of  15  years. 


PRFMTSFS  AFFECTED — 6502-6506  14th  Avenue, 

P*ou*l5,  corner  of  65th  Street,  Block  5754,  Lots  38 
and  40,  Borough  of  Brooklyn. 

Laid  over  from  February  26,  1963,  to  Ju  y  : 23  1963 
at  request  of  the  applicant;  because  of  the  Boards 
nresent  lack  of  jurisdiction;  then  to  November  19, 
1963,  due  to  present  lack  of  jurisdiction  of  Boar  . 

1945-61-BZ  ,  _  r  rn 

APPLICANT— Burke  and  Groh  for  George  Garo, 

SUBJECT— Application  December  14,  1961  dS,^1S^nthe 
the  Borough  Superintendent,  under  Section  21  of  the 
7onine  Resolution,  to  permit  in  a  residence  use  G  1 
area  district,  the  conversion  of  an  existing  building 
from  a  one  family  to  a  two  family  dwelling. 

AFFECTED— 220-27  100th  Avenue,  north 

P^ide  MO  l«t  of  i 220th  Street  Block  10785,  Lot, 
56  and  58,  Queens  Village,  Borough  of  Queens 
T-iid  over  from  April  30,  1963,  to  July  23,  1963,  fo* 
decision  due  to  the  Board’s  present  lack  of  jurisdic¬ 
tion!  then  to  November  19,  1963,  due  to  present  lack 
of  jurisdiction  of  Board. 

1737  61"BZ 

APPLICANT — Albert  Melniker  for  Alfred  Miniaci, 

SUBJECT— Application  November  21,  1961— decision 

of  the  Borough  Superintendent,  under  Section  7e  o 
the  Zoning  Resolution,  to  permit  in  a  local  retail  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station  with  accessory  uses. 

PREMISES  AFFECTED  6800  Hykn  Boulevard  670 
Page  Avenue,  southwest  corner  Block  7780,  Lot  08, 
Tottenville,  Borough  of  Richmond. 

Hearing  closed — Laid  over  from  July  2,  1963,  to  . Sep¬ 
tember  24  1963,  for  determination  as  to  Board  s  juns- 
dlSion  and  possible  decision;  then  to.  November  19, 
1963,  for  further  consideration  and  decision,  applicant 
to  submit  additional  information. 


1861-61-BZ  .  .....  T 

APPLICANT— Albert  Melniker  for  Harbor  \  lew  In¬ 
corporated,  owner.  .  . 

SUBJECT— Application  December  12  1961  —  decision 
of  the  Zoning  Resolution,  to  permit  in  a  residence  use, 
E-2  district  the  erection  of  a  six  story  multiple 

dwelling.  1 

PREMISES  AFFECTED — 2  Sherman  Avenue  1 
Hendrick’s  Avenue,  northwest  corner,  Block  28,  Lot 
157  New  Brighton,  Borough  of  Richmond. 

Hearing  closed— Laid  over  from  July  2,  1963,  to  .Sep* 
tember  24  1963,  for  determination  as  to  Board  s  juris- 

diction  and  possible  decision  j  apphcant  to  subm  t 

statement;  then  to  November  19,  1963,  for  decision, 
applicant  to  submit  statements. 

MAX  H.  FOLEY,  Chairman. 


NOVEMBER  19,  1963,  12  NOON. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday,  November  19,  1963  at  12  o’clock  at  80  Lafayette 
Street  ’9th  floor,  New  York  13,  N.  Y.,  on  the  following 
applications  for  extension  of  time  to  permit  the  comp  ebon 
of  construction,  filed  pursuant  to  Sections  11-32  and  11-33. 

1-63-BZX — B.Bx.  1984-1986  Crotona  .Avenue  Block 
3092,  Lots  11  and  13  Alt.  1179-61.  Permit  No.  1116-63. 
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B.Bx.  956-964  University  Avenue  Block 
2523,  Lot  103  Alt.  1211-61.  Permit  No.  1749-63.  ’ 

3-63-BZX  B.M.  218-238  East  20th  Street  and 

,19tk  Street,  Block  900,  Lot  16,  17,  18  and  22  Alt 
1571-61.  Permit  Nos.  1905-62  and  3292-62.  '  AW* 

B;Q'  to  81-19  37th  Avenue  and  35-60 

Pemit  R P830-63.  1281,  L°tS  38  and  43*  Alt  2519'6* 


Lots'B36X37B4f4?6!i'7463  a1,31  Street  Block  1970> 

1758-6337’  39>  42>  47  and  ?4‘  AIt-  1166’59.  Permit  No! 


ift3~BfoX6TBp^mit9No.  !2r4°2ad62.ay>  B1°Ck  1973’  Lot 
L0f26Bl»~88^16p^itEffo.  2471^62.^reet*  B‘°Ck  I7S°’ 

-12iTGrarnd  Street-  Block  2379>  Lot  295. 
Alt.  3697-61.  Permit  Nos.  5159-63,  3193-63. 

\2-63-BZX — B.M.  50  Morton  Street.  Block  583  T  nt  IQ 
Alt.  1452-61.  Permit  No.  2620-61.  ’ 


SUBJECT— -Application  March  20,  1963— Packamne-  nf 
combustible  Mixture  known  as  Mr.  Zip  Rust  Filter 
J"1-6  .p,Iastl.c  containers— containers  not  in  conform- 
y  with  Administrative  Code  requirements  of  New  York. 

1027-61-A 

ARpfltCyrNT~MaC°  Toys  tncorporated,  lessee;  Airmo 
Realty  Corporation,  owner.  mo 

SUBJECT^ppiication  June  29,  1961— Appeal  from 

orders  and  a  decision  of  the  Fire  Commissioner  T- 
sprinkler  system,  egress  etc.  commissioner  re- 

PREMISES  AFFECTED — 276  Nostrand  Avenue 
southwest  corner  of  Kosciusko  Street  Block  1783 
Lot  49,  Borough  of  Brooklyn.  ’  *3, 


1220-61-A 

A|fr«\CCorp^to?or„e?°SSman  f°r  419  West  1Sth 

SUBJECT— Application  July  21,  1961  —  Appeal  from 
sprinkler  system  C1S1°n  °f  ^  ^  Commissi°uer  re- 

PREMISES  AFFECTED— 419  West  13th  StrP^t 

6“e6,  Bi°ck 


Inf 4QBAu7?q?*i2?>15  Lafayette  Avenue.  Block 
Lot  49.  Alt.  2293-61  Permit  No.  4000-63. 


1929, 


130  West  23rd 


}^"63"rBZX~P-1^-— 166*172  West  58th  Street,  Block 
1853-61L°tS  57>  58’  58%>  59,  Alt'  882"61’  Permit  No. 

MAX  H.  FOLEY,  Chairman. 


1330-61-A 

A.PPLICANT — Daub  and  Daub  for 
otreet  Corporation,  owner. 

Sli?J?<rT—AiPplic5atiP?  Au^st  10,  1961— Appeal  from 
sprinkler  s"s,eamdeC‘S‘°n  °'  th'  C°m”~  r“ 

Pd!eMI3Jf 'fAFF^E?-'3°  West  23rd  Street,  south 
ml  Lof 60,‘ b'Jcou g°hfofAMannha,0tfan!he  A~  B'°'k 


NOVEMBER  19,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tyday  afternoon  November  19,  1963,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matter.  ’  e 

911-62-A 

A.PPLfCANT— Chas.  B_  Meyers  Associates  for  The 
Jewish  Hospital  of  Brooklyn,  Incorporated,  owner. 
SUBJECT— Application  September  27,  1962— Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  discontinue  use  of  fibreboard  tiles 
PREMISES  AFFECTED — 533-561  Prospect’  Place 

iT??  TS1*e>  I249  .feJ&  east  of  Classon  Avenue,  Block 
1156,  Lots  1  and  21,  Borough  of  Brooklyn. 


1331-61-A 

T- ' Sidney  Z.  Searles  —  Raphael  Searles 

STJmFTThlAf0rt81  GrCen  StreCt  CorP°ration,  ’owner. 
SUBJECT— Application  August  9,  1961— Appeal  from 

sprinkler  °f  lhe  Contni&T 

PREMISES  AFFECTED— 81  Greene  Street 

»deBoSr1ouStp£Tah„h0aft,aS„Pring  St™*'  Bl“k  4“-  L°E 


1140-61-A 

APPLICANT— Joseph  Lau  for  National  Board  ot 
Young  Men  s  Christian  Association,  owner. 
SUBJECT— Application  July  14,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

’  o«E^n.SFnS  AIFECTED-56  Reade  Street,  North  side, 
feet  10  inches  west  of  Broadway,  Block  150,  Lot  1, 
Borough  of  Manhattan. 


1343-61-A 

A  CorLporaA^Jvr„Wern  Eme™an  f°r  Che‘Sea  23rd  Stree' 
SUBJECT— Application  August  14,  1961— Appeal  from 
sprirdder  s"^'"0"  °‘  ^  F«  ComnSone^T 

PREMISES  AFFECTED— 216-230  West  23rd  Street 

LoUt  64SRe’  2°°u  ,™eu  °f  7th  Avenue,  Block  772, 
Lot  64,  Borough  of  Manhattan. 


38-63-A 

'8?V?ANT— Robert  S-  Hanser  for  American  Grease 
stick  Company,  owner. 


1344-61- A 

APPLHTANT— Cyril  S.  Kimball  for  Foster  D.  Snell 
Research  Incorporated,  owner. 

SUBJECT— Application  August  14,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PR5MIiF^  AFFECTED — 29  West  15th  Street,  north 
side,  495  feet  east  of  6th  Avenue,  Block  817,  Lot  25, 
Borough  of  Manhattan. 
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1346-61-A  ,  ,  „ 

APPLICANT — Longman  and  Martinez,  lessee  tor  xia- 
zeltine,  Mabell  and  Alice  Longman,  owners. 

SUBJECT— Application  August  16,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 46  Roebling 

west  corner  of  North  9th  Street,  Block  2306,  Lot  lo, 
Borough  of  Brokolyn. 


SUB TECT— Application  January  14,  1963— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  frame 
building,  commercial  use. 

PREMISES  AFFECTED— 94-23  46  th  Avenue  .north 
side,  171.21  feet  east  of  94th  Street,  Block  1602,  Lot 
79,  Elmhurst,  Borough  of  Queens. 


135  Grant 


1347-61-A  _  , 

APPLICANT — Arthur  Paul  Hess  for  306  Broadway 
Corporation,  owner. 

SUBJECT— Application  August  16,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED  306  Broadway  and  87 
Duane  Street,  northeast  corner,  Block  156,  Lot  1,  £>or 
ough  of  Manhattan. 


1348-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Plymouth 
Cordage  Company,  owner. 

SUBJECT — Application  August  16,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED-12-14  Greene  Street  east 
side,  250  feet  north  of  Canal  Street,  Block  230,  Lot 
14,  Borough  of  Manhattan. 


1352-61-A 

APPLICANT — Roe  and  Kramer  for  270  Water  Street, 
Incorporated,  owner. 

SUB  TECT— Application  August  18,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  le- 
sprinkler  system. 

PREMISES  AFFECTED  270  Water  Street  north 
side,  103  feet  %  inch  west  of  Dover  Street,  Block  106, 
Lot’5,  Borough  of  Manhattan. 


1356-61-A 

APPLICANT — Levy,  Murphy  and  Stolz  for  Towers 
Stores,  Incorporated,  owner. 

SUB  TECT — Application  August  17,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 542-546  West  22nd  Street, 
south  side,  200  feet  east  of  11th  Avenue,  Block  693, 
Lot  56,  Borough  of  Manhattan. 


47-63- A 

APPLICANT — George  Rubenfeld  for  Assuero  Monti, 
owner. 


61-63-A 

APPLICANT— Abraham  Grossman  for 
Street  Corporation,  owner. 

SUB  TECT — Application  January  18,  1963— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system  and  Appeal  from  a  decision  of  the 
Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 135  Grand  Street,  south 
side,  25  feet  east  of  Crosby  Street,  Block  233,  Lot  9, 
Borough  of  Manhattan. 

74-63-A  ,  „ 

APPLICANT— Samuel  Rosenblum  for  Murray  Pro¬ 
perties,  Incorporated,  owner. 

SUBJECT— Application  January  23,  1963— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
elevator  response  service. 

PREMISES  AFFECTED — 39-41  West  32nd  Street, 
north  side,  181  feet  10  inches  east  of  Broadway,  Block 
834,  Lot  19,  Borough  of  Manhattan. 

82-63-A 

APPLICANT— Samuel  Rosenblum  for  E.  A.  Kimmel 
and  G.  M.  Jaffin,  Under  long  term  lease;  Hammacher 
Schlemmer,  lessee. 

SUBJECT — Application  January  25,  1963 — Appeal  from 
orders  and  decision  of  the  Fire  Commissioner  re- 
Watchman  Service,  Fire  proof  self  closing  door,  en¬ 
close  stairway  and  fire  retarding  material. 
PREMISES  AFFECTED — 145-147  57th  Street  north 
side,  100  feet  east  of  Lexington  Avenue,  Block  1312, 
Lot  24,  Borough  of  Manhattan. 

330-63-A — Vol.  II 

APPLICANT — Andrew  F.  Warren  for  Carbona  Pro¬ 
ducts  Company,  owner. 

SUB  TECT— Application  reopened  October  8  1963  as 

Volume  II— Appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  re-  Packaging  of  Combustible  mixture. 

642-63-A  _  .  _ 

APPLICANT— Daniel  S.  Ring  for  Sapolin  Paints,  In¬ 
corporated,  owner.  . 

SUBJECT— Application  August  19,  1963— Packaging  of 
combustible  Material  known  as  Sapolin  Color  loner 
in  16  ounce  Polyethylene  containers,  not  in  accord¬ 
ance  with  Administrative  Code  requirements. 

MAX  H.  FOLEY,  Chairman. 


MINUTES 


SPECIAL  MEETING 

FRIDAY  MORNING  OCTOBER  18,  1963,  10  A.M. 
Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 


784-41-SR 

APPLICANT— Commissioner  Edward  Thompson,  hire  De¬ 
partment. 

SUBJECT— Request  for  amendment  to  Rules  for  Erection, 
Alteration,  Repair,  Excavation  For  and  Demolition  of 
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Buildings  adopted  by  the  Board  under  Cal.  784-41-SR  by 
amending  Rule  2.2.2. 

New  Matterin  italics. 

Old  matter  in  brackets  to  be  deleted. 

2.2.2.  Metal,  or  fireproofed  wood  scaffolding  tested  as 
provided  in  C-26-331.0  to  C26-339.0,  shall  be  used  in  all 
construction,  repair  or  partial  demolition  in  public  buildings 
in  which  persons  are  bedridden  or  detained  or  in  which 
the  occupancies  are  similar  [.]  and  in  all  buildings  where 
scaffolding  exceeds  75' -0"  in  height. 

APPEARANCES— 

For  Applicant:  W.  Robert  Powers,  H.  Earl  Fullilove, 
F.  A.  Davidson  Jr.,  F.  M.  Livingston,  Charles  Brisk, 
John  P.  Pantarelli,  Richard  J.  Weisler,  George  Grenad- 
ion  and  Robert  Kennedy. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  for  continued  hearing, 
at  the  request  of  the  Fire  Department,  date  to  be  set. 


784-41-SR 

APPLICANT — Commissioner  Edward  Thompson,  Fire  De¬ 
partment 

SUBJECT — Request  for  amendment  to  Rules  for  Erec¬ 
tion,  Alteration,  Repair,  Excavation  For  and  Demolition 
of  Buildings  adopted  by  the  Board  under  Cal.  784-41-SR 
by  adding  Rule  2.2.3. 

APPEARANCES— 

2.2.3.  Metal  or  fireproofed  wood,  tested  as  provided  in 
C26-331.0  to  C 2 6- 3 39-0,  or  other  incombustible  material 
approved  by  the  Board,  shall  be  used  in  the  construction  of 
all  contractors’  shanties. 

APPEARANCES— 

For  Applicant:  W.  Robert  Powers,  H.  Earl  Fullilove, 
F.  A.  Davidson  Jr.,  F.  M.  Livingston,  Charles  Brisk, 
John  P.  Pantarelli,  Richard  J.  Weisler,  George  Grenad- 
ion  and  Robert  Kennedy. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  for  further  considera¬ 
tion,  hearing  closed,  date  to  be  set. 


784-41-SR 

APPLICANT — Commissioner  Harold  Birns,  Department 
of  Buildings. 

SUBJECT — Request  for  amendment  to  Rules  for  Erection, 
Alteration,  Repair,  Excavation  For  and  Demolition  of 
Buildings  adopted  by  the  Board  under  Cal.  784-41-SR 
by  adding  Rule  7.5.19. 

New  matter  in  italics. 

7.5.19  Power  Operated  Scaffolds 

Records  of  the  inspection,  servicing  and  maintenance  of 
all  power  operated  scaffolds  shall  be  kept  by  the  user. 
These  records  arc  to  be  as  prescribed  by  the  Commissioner 
of  Buildings  and  are  to  be  made  available  whenever  called 
for  by  the  Commissioner. 

APPEARANCES— 

For  Applicant:  W.  Robert  Powers,  H.  Earl  Fullilove, 
F.  A.  Davidson  Jr.,  F.  M.  Livingston,  Charles  Brisk, 
John  P.  Pantarelli,  Richard  J.  Weisler,  George  Grenad- 
ion  and  Robert  Kennedy. 

ACTION  OF  BOARD — Laid  over  for  continued  hearing 
and  further  study,  Department  of  Buildings  representa¬ 
tive  to  be  present,  date  to  be  set. 


217-21-SR 

APPLICANT— Commissioner  Edward  Thompson,  Fire 
Department. 

SUBJECT — Request  for  amendment  to  Rules  covering  the 
Installation  and  Use  of  Oil  Burning  Equipment  and  the 


Storage  of  Oils  Used  in  Connection  Therewith  adopted 
by  the  Board  under  Cal.  No.  217-21-SR  by  adding  to 
Rule  15.2  the  following : 

The  holder  of  a  certificate  of  fitness  shall  be  present  in 
the  boiler  room  when  repairs  or  adjustments  are  made, 
when  there  is  a  manual  closing  of  valves  or  when  a 
boiler  is  put  into  operation. 

APPEARANCES— 

For  Applicant:  Edward  T.  Heeg  and  Eugene  Rubin. 

For  Administration:  Lieut.  John  P  Manfredi,  Fire  D.ept. 
ACTION  OF  BOARD— Laid  over  for  continued  hearing, 
Department  of  Buildings  representative  to  be  present, 
date  to  be  set. 


438-60-SR 

APPLICANT — Commissioner  Edward  Thompson,  Fire 
Department 

SUBJECT — Request  for  amendment  of  the  Rules  Sup¬ 
plementing  the  Mandatory  Requirements  of  Section  280 
of  the  Labor  Law  as  Amended  by  the  New  York  State 
Legislature  by  Adoption  of  Chapter  854  of  the  Laws 
of  1959. 

New  Matter  in  italics 

Old  Matter  in  brackets  to  be  deleted. 

[1.3  BAKERY :  The  term  “bakery”  shall  mean  a  bakery  as 
defined  by  Sec.  330  sub.  1  of  the  New  York  State 
Labor  Law. 

Sec.  330  sub.  (1)— “Bakery”  means  a  building, 
room,  or  place  used  for  making,  preparing  or 
baking  bread,  biscuits,  pastry,  cakes,  doughnuts, 
crullers,  noodles,  macaroni  or  spaghetti  to  be  sold 
or  consumed  on  or  off  the  premises,  except 
kitchens  in  hotels,  restaurants,  boarding  houses, 
houses  and  private  residences,  wherein  all  such 
products  are  consumed  exclusively  on  the  prem¬ 
ises  ;  and  with  respect  to  the  provisions  of  this 
chapter  relating  to  machinery,  safety  devices  and 
sanitary  conditions  includes  hotel  bakeries.  A 
bakery  if  a  factory  within  the  meaning  of  this 
chapter.] 

Renumber  the  following  Rules  : 

New  Old 

1.3  [1.4] 

1.3.1  [1.4.1] 

1.3.2  [1.4.2] 

1.4  [1.5] 

Proposed 

deletions  and  additions  under  Medium  Hazards 
MEDIUM  HAZARDS 
[  Bakeries  ] 

Bakeries  except  Retail  Bakeries 
Printing 

APPEARANCES— 

For  Applicant:  Frank  E.  Ereglert,  Peter  S.  Gluck  and 
Eugene  Rubin 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  for  further  considera¬ 
tion,  hearing  closed,  date  to  be  set. 

Adjourned  12:20  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  MORNING  OCTOBER  22,  1963  10  A.M. 

Present:  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
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on  Tuesday  morning  and  afternoon  October  8,  1963,  were 
approved  as  printed  in  the  Bulletin  of  October  17,  1963, 
Vol.  48,  No.  42. 

1024-62-BZ — Vol.  II 

APPLICANT— Reavis  and  McGrath  for  Trade-Fifth 
Realty  Corporation. 

SUBJECT — Application  reopened  July  23,  as  Volume  II — 
decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C5-3 
district  the  erection  of  a  six  story  enlargement  to  an 
existing  five  story  building,  previously  granted  by  the 
Board,  that  will  penetrate  the  sky  exposure  plane  and 
initial  setback. 

PREMISES  AFFECTED— 592-594  Fifth  Avenue  and  2-6 
West  48th  Street,  southwest  corner,  Block  1263,  Lot  41, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy,  Edward  Gettinger  and  Jim 
Hausman. 

For  Opposition :  Helen  Crosley  West,  William  Seligson 
and  Harry  Posner. 

ACTION  OF  BOARD — Laid  over  to  November  6,  1963, 
at  10  A.M.  for  continued  hearing;  applicant  to  submit 
revised  drawings  and  statement  as  to  findings. 


223-63-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Charles  Mot- 
tola,  Lincolndale  Homes,  Inc.,  Mario  Avallone  and 
Frank  Calabro,  owners. 

SUBJECT — Application  March  13,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  and  Cl-3  dis¬ 
trict,  the  relocation  and  reconstruction  of  an  automo¬ 
tive  service  station  with  accessory  uses  including  auto¬ 
matic  car  washing, 

PREMISES  AFFECTED— 3217  White  Plains  Road, 
northwest  corner  of  Burke  Avenue,  Block  4594,  Lots 
42,  44,  46  and  48,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant,  Leonard  F,  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1963, 
at  10  A.M.  for  decision  at  request  of  applicant;  hearing 
previously  closed. 


547-63-BZ 

APPLICANT — Elias  K.  Herzog  for  Vera  Caddock,  owner. 

SUBJECT — Application  July  3,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R2  district,  the  main¬ 
tenance  of  a  one  family  dwelling  without  the  required 
parking  space. 

PREMISES  AFFECTED — 3283  Tierney  Place,  west  side, 
187.5  feet  south  of  East  177th  Street,  Block  5527,  Lot  57, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Elias  K.  Herzog. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  6,  1963, 
at  10  A.M.  for  inspection  and  decision ;  hearing  closed. 


650-63-BZ 

APPLICANT — Anthony  Signorielli  for  Domenica  Sapi- 
enza,  owner. 

SUBJECT — Application  August  20,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R-2  district,  the 


erection  of  a  one  family  dwelling  that  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED— 147-10  12th  Avenue,  southeast 
corner  of  147th  Street,  Block  4482,  Lot  1,  Whitestone, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Anthony  Signorielli. 

For  Opposition:  None  . 

ACTION  OF  BOARD — Laid  over  to  October  29,  1963,  at 
10  A.M.  for  decision;  hearing  closed. 


660-63-BZ 

APPLICANT — Larry  Meltzer  for  Jerome  Silverman, 
owner;  Crown  Shade  Cloth  Company,  lessee. 

SUBJECT — Application  August  23,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erec¬ 
tion  of  a  one  story  extension  to  an  existing  non-conform¬ 
ing  use,  proposed  building  will  exceed  the  maximum  floor 
area  ratio,  be  deficient  in  the  open  space  ratio  and  en¬ 
croach  on  the  required  rear  and  side  yards. 

PREMISES  AFFECTED — 561  Empire  Boulevard,  north 
side,  224  feet  west  of  Kingston  Avenue,  Block  1311,  Lot 
159,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Opposition:  Jacob  Hecht. 

ACTION  OF  BOARD— Laid  over  to  October  29,  1963,  at 
10  A.M.  for  decision ;  hearing  closed. 


1083-47-BZ— Vol.  IV 

APPLICANT — Wechsler  and  Schimenti  for  333  East 
105th  Street,  Corp.,  owner. 

SUBJECT — Application  reopened  September  24,  1963  for 
consideration  as  to  extension  of  time  to  complete,  expired 
December  12,  1962  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Section 
7a  of  the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  in  three  existing  attached  buildings  occupied  as 
a  laundry,  the  erection  of  a  two  story  addition  to  the  one 
story  buliding  used  for  loading  and  storage,  the  new 
extension  to  be  used  for  light  manufacturing  in  con¬ 
junction  with  the  laundry. 

PREMISES  AFFECTED— 327-337  East  105th  Street, 
north  side,  225  feet  west  of  First  Avenue,  Block  1677, 
Lots  14,  15  and  17,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  J.  E.  Gaglano,  Philip  H.  Band  and  Frank 
Brancato. 

For  Opposition :  None. 

ACTION  OF  BOARD — Time  extended  to  complete  the 
work. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  on  November  1,  1960,  this  application — Vol. 
IV — was  granted  by  the  Board  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  December  12,  1961 ;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  extension  of  the  time  within  which  to  obtain 
permits  and  complete  the  work,  which  expired  on  Decem¬ 
ber  12,  1962;  and 

Whereas,  this  application  was  reopened  on  September  24, 
1963  and  set  for  hearing  on  October  22,  1963  at  10  A.M., 
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requiring  a  new  decision  of  the  Borough  Superintendent 
and  two  publications  in  the  Bulletin ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  22,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  21,  1963  acting  on  Alt  .Applic.  No.  1610-59, 
reads : 

“1.  B.S.  &  A.  Cal.  1083-47-BZ,  Vol.  IV  has  expired. 
More  than  one  year  has  lapsed  since  extension  ob¬ 
tained  12/12/61 — Sec.  22A  of  Zoning  Resolution.” 

and 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  1,  1960, 
as  amended  through  December  12,  1961  only  as  to  the 
time  to  obtain  permits  and  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained,  work  completed  and  a 
Certificate  of  Occupancy  obtained  within  one  year  from 
the  date  of  this  Resolution. 


505-48-BZ 

APPLICANT — Philip  Kaufman  and  Harold  Kaufman, 
owners. 

SUBJECT— Application  reopened  September  24,  1963  for 
consideration  as  to  extension  of  term  of  variance,  expires 
September  28,  1963  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tions  7f  and  7i  of  the  Zoning  Resolution,  permitting  in  a 
business,  use  district,  the  maintenance  of  a  gasoline  ser¬ 
vice  station  and  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 1733-1737  Gunhill  Road  and 
1803-1805  Allerton  Avenue,  southeast  corner,  Block  4806, 
Lots  1  and  6,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Philip  Kaufman. 

For  Opposition :  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker,  and  Com- 


misioner  Klein  .  5 

Negative:  .  q 


THE  RESOLUTION— 

Whereas,  on  September  28,  1948,  this  application  was 
granted  by  the  Board  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  September  28,  1963;  and 

Whereas,  this  application  was  reopened  on  September 
24,  1963  and  set  for  hearing  on  October  22,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  22,  1963  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  17,  1963  acting  on  N.B.  Applic.  No.  409-48 
reads : 


1.  Proposed  extension  of  term  of  variance  previously 
granted  for  a  term  of  15  years  under  Cal.  #505-48- 
BZ  on  Sept.  28,  1948  is  referred  to  Bd.  of  S  &  A 
for  consideration  under  provisions  of  Par.  11-34 
Z.R.” 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  28,  1948 


only  as  to  the  term  of  the  variance,  so  that  as  amended 
it  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained.” 


615-60-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  James, 
Dominick  and  Joseph  Garone,  owners. 

SUBJECT— Application  reopened  September  24,  1963  for 
consideration  as  to  extension  of  term  of  variance,  expires 
September  26,  1963  —  decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7h  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  the  sale  and  display  of  new  and  used  cars, 
with  a  10  foot  by  10  foot  attendant’s  shanty  and  the 
parking  and  storage  of  less  than  150  motor  vehicles,  with 
business  signs. 

PREMISES  AFFECTED— 84-02  to  84-46  (84-10  official) 
South  Conduit  Avenue,  south  side,  from  84th  Street  to 
86th  Street,  84-01,  84-27  and  85-01  to  85-19  149th  Avenue 
and  137-41  to  137-51  84th  Street,  137-44  to  137-50  86th 
Street,  Block  11390,  Lots  1,  11  and  25,  Aqueduct,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative:  _ _ _ _ _ 0 

THE  RESOLUTION— 

Whereas,  on  September  26,  1961,  this  application  was 
granted  by  the  Board  on  certain  conditions;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  September  26,  1963  ;ancb 
Whereas,  this  application  was  reopened  on  September 
24,  1963  and  set  for  hearing  on  October  22,  1963,  at  10  A.M. 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  22,  1963  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  28,  1963  acting  on  Alt.  Applic.  No.  1480-60, 
reads : 

“1.  Proposed  extension  of  term  of  variance  past  Sept. 
26,  1963,  for  Parking  &  Storage  of  not  more  than 
150  motor  vehicles,  sales  &  display  of  new  &  used 
cars  &  frame  office,  in  a  plot  presently  located  in 
an  R-4  Zoning  District  is  contrary  to  Sect.  22-00  Zone 
Resolution  and  B.S.  &  A.  Cal.  #615-60-BZ.” 
and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  26,  1961 
only  as  to  the  term  of  the  variance,  so  that  as  amended 
it  shall  read : 

“granted  for  a  term  of  two  years  from  the  date  of  this 
amended  resolution,  to  permit.  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained.” 
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468-63-BZ 

APPLICANT— Sawyer,  Sullivan  and  Ryan  for  Texaco, 
Incorporated,  owner;  Harold  Friedman  Service  Station, 
lessee. 

SUBJECT— Application  May  29,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  district,  at  an 
existing  automotive  station,  previously  granted  by  the 
Board,  the  enlargement  in  the  lot  area  and  floor  area. 
PREMISES  AFFECTED— 796-808  Utica  Avenue,  736-746 
Linden  Boulevard,  southwest  corner,  Block  4675,  Lots  6 
and  10,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Ryan. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  _  .  Trt  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  .  ^ 

THE  RESOLUTION—  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  8,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  October  22,  1963  for  inspection  and 
decision ;  applicant  to  submit  Certificate  of  Occupancy  and 
amended  drawings ;  hearing  closed ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  7,  1963  acting  on  Alt.  Applic.  No.  2-63,  reads: 
“1,  Proposed  change  of  use  from  gasoline  service  sta¬ 
tion,  lubritorium  and  auto  laundry  to  gasoline  ser¬ 
vice  station,  minor  repairs  hand  tools,  parking 
vehicles  awaiting  service  is  contrary  to  Resolution 
of  B.S.  &  A.  under  Cal.  987-41/BZ  and  is  referred 
to  Board  for  reconsideration. 

2.  Proposed  extension  &  enlargement  of  a  non-con¬ 
forming  use  in  a  Cl-2  district  is  contrary  to  Sect. 
32-10  &  Sect.  52-43  of  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were,  in¬ 
spected  by  a  committee  of  the  Board  and  the  committee 
recommended  that  the  application  be  granted ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Sec¬ 
tion  11-412  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  Section  11-412 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district,  at 
an  existing  automotive  service  station,  previously  granted 
by  the  Board,  the  enlargement  in  the  lot  area  and  floor 
area  on  condition  the  work  be  done  to  conform  to  draw¬ 
ings  filed  with  this  application  dated  May  29,  1963,  1  sheet ; 
August  20,  1963,  1  sheet;  and  October  18,  1963,  3.  sheets, 
revised;  on  further  condition  that  the  existing  brick  and 
picket  fence  be  extended  along  the  rear  lot  line  to  the 
southwest  corner  of  the  lot ;  that  all  laws,  rules  and  regula¬ 
tions  applicable  shall  be  complied  with ;  and  that  permit  be 
obtained,  work  done,  and  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  Resolution. 


PREMISES  AFFECTED— 1619  East  174th  Street,  super¬ 
block  bounded  by  East  174th  Street,  Bronx  River  Ave¬ 
nue  and  Harrod  Avenue,  Block  3886,  Lot  2,  (Bronx  River 
Houses),  Borough  of  The  Bronx. 

APPEARANCES—  TT  ,  _ 

For  Applicant:  Max  B.  Schreiber,  N.Y.C.H.A.,  Norman 
Rosenfeld,  Preston  David,  N.Y.C.H.A.,  and  Ted  Lewis. 
For  Opposition:  Dudley  Tait,  Rita  L.  Harris  and  Stanley 
C.  Davis. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - -  5 

Negative  :  - - - ® 

THE  RESOLUTION—  ,  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  8,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  22,  1963  for  inspection  and 
decision ;  applicant  to  submit  statement ;  hearing  closed ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  24,  1963  acting  on  N.B.  Applic.  No.  228-63, 
reads : 

“A3.  Proposed  2  sty.  community  facility  building  located 
in  an  R-6  district  with  floor  area  of  22,000  sq.  ft. 
requiring  a  deduction  under  Sec.  24-21  of  4,400  sq.  ft. 
from  a  zoning  lot  with  an  existing  non-compliance 
as  to  lot  area  per  room  under  Sec.  54-311  Zoning 
Res.  would  be  increasing  a  degree  of  non-compli¬ 
ance  and  is  contrary  to  Sec.  54-31  Z.R. 

Note:  Sec.  24-01  Par.  2  states  when  two  or  more 
buildings  on  a  zoning  lot  are  used  in  any  combina¬ 
tion  for  a  community  facility  and  residential  use, 
the  provisions  of  Sec.  24-21  shall  apply  as  if  such 
building  were  a  single  building.” 

and 

Whereas,  the  premises  and  surrounding  area  were,  in¬ 
spected  by  a  committee  of  the  Board  and  the  committee 
recommended  that  the  application  be  granted;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-643  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and.  that  the 
application  be  and  it  hereby  is  granted  under  Section.  73-643 
of  the  Zoning  Resolution,  to  permit  in  an  R-6  district,  the 
erection  of  a  two  story  community  center  facility  within 
an  existing  housing  development  that  increases  the  degree 
of  non-compliance  as  to  lot  area  per  room  on.  condition 
the  building  conform  to  drawings  filed  with  this  applica¬ 
tion  dated  Tune  25,  1963,  5  sheets;  on  further  condition 
that  the  hours  of  use  for  this  community  center  will  be 
from  8  a.m.  to  11  p.m. ;  that  all  other  laws,  rules  and 
regulations  applicable  be  complied  with ;  and  that  permit 
be  obtained,  work  done,  and  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  Resolution. 


Adjourned  11 :35  A.M. 


James  P.  Mulroy,  Secretary 


529-63-BZ 

APPLICANT— Zachary  Rosenfield  for  New  York  City 
Housing  Authority,  owner. 

SUBJECT— Application  June  15,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  73-643  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  erec¬ 
tion  of  a  two  story  community  center  facility  within  an 
existing  housing  development  that  increases  the  degree 
on  non-compliance  as  to  lot  area  per  room. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  October  22,  1963,  2  P.M. 

Present;  Chairman  Foley,  Vice  Chairman  Kleinert.  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 

Klein. 

657-4C-SM 

APPLICANT— Triangle  Steel  Products  Corporation,  own¬ 
er 
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APPEARANCES— 

For  Applicant:  David  VVigodsky. 

ACTION  Ok  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  _ _  q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
657-40-SM— Amendment  to  resolution  for  use  of  rockwool 
insulation  as  an  alternate  to  air  cell  asbestos  as  now  ap¬ 
proved. 

Triangle  Steel  Products  Corp.,  requested  by  letter  dated 
December  18,  1962,  that  the  resolution  adopted  July  16  1940 
and  amended  July  22,  1947,  and  December  20,  1955  through 
January  24,  1961  under  calendar  number  657-40-SM  be  re- 
opcnea  and  amended  so  as  to  include  a  modification  in  the 
approved  door. 

USE:  The  door  is  rated  as  a  W2  hour  fire  resistive  open¬ 
ing  protective  assembly  (1%"  thick). 

DESCRIPTION :  The  modification  consists  of  using  either 
air  cell  asbestos,  as  presently  approved,  or  Rockwool  insula¬ 
tion  as  an  alternate.  In  all  other  respects  the  construction  of 
the  door  will  be  the  same  as  presently  approved. 

INSPECTION  AND  TEST :  The  door  with  an  approved 
Kockwool  insulation  with  a  density  of  3#  per  cubic  foot 
was  tested  at  the  Underwriters’  Laboratory  and  approved 
under  their  File  number  R  3182-4,  dated  November  29  1962 
Copy  of  U.  L.  report  is  on  file  with  and  is  part  of  the  record. 
RECOMMENDATION :  The  Committee  on  Test  recom- 
mends  that  the  resolution  adopted  July  16,  1940  and  amended 
iQAi  ^2’ and  December  20,  1955,  through  January  24, 
1961  under  Calendar  number  657-40-SM  be  reopened  and 
amended  so  as  to  permit  the  use  of  Rockwool  insulation 
with  a  density  of  3#  per  cubic  foot  and  on  condition  that 
°ther.  requirements  of  the  resolution  adopted  July  16 
1940,  and  amended  July  22,  1947  and  December  20,  1955 

clr  Uugh  Jam?ary  24,  1961  under  Calendar  Number  657-40- 
oM  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 
James  B.  Anderson,  Jr. 
Engineer. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


223-42-SA 

APPLICANT— Smith  Welding  Equipment,  Div.  of  Tescom 
Corporation,  owner. 

appearances— 

For  Applicant:  Willard  J.  White. 

AtinnI0N  CF  ®OARD— . Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test 
THE  VOTE— 

Affirmative;  Chairman  Foley,  Vice  Chairman  Kleinert, 
Lomtnissioner  Fox,  Commissioner  Becker  and  Com- 

_missioner  Klein _  c 

Negative:  _ _  _  ““  a 

THE  RESOLUTION—  .  . 

Whereas,  the  report  of  a  Committee  on  Test  reads : 


223-42-SA— Amendment  to  resolution  as  to  additional  weld¬ 
ing  torches. 

Smith  Welding  Equipment,  Division  of  Tescom  Corp.  re¬ 
quested  that  the  resolution  adopted  November  15,  1949  under 
Ca  endar  Number  223-42-SA  be  reopened  and  amended  so 
as  to  include  additional  torches. 

USE:  Welding  torches,  (oxy  acetylene) 

DESCRIPTION:  The  torches  are  designed  for  general 
purpose  welding,  heating,  brazing  and  cutting.  The  requested 
torches  have  been  approved  by  the  Underwriters  Laborator- 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  15,  1949,  under 
Calendar  Number  223-42-SA  be  reported  and  amended  so 
as  to  mdude  the  additional  torches  known  as  Silver-Star. 
iU;’Ti°ny’  PipeIine’  Pipewelder  and  Airline  on  condition 
i  cio-in  re9^lrehJehts  of  the  resolution  adopted  November 
1 5-  1949,  under  Calendar  Number  223-42-SA  are  complied 
witn. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


271-46-SM 

APPLICANT — A.  O.  Smith  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  James  B.  Ray. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test 
THE  VOTE— 

Affirmative:  Chairman  holey,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein . . .  c 

Negative:  . .  .  q 

THE  RESOLUTION— 

o7^Ec^S’  lhe  report  of  a  Committee  on  Test  reads : 
Z/1-46-SM  Amendment  to  resolution  as  to  additional  weld¬ 
ing  rods. 

t  Corp.,  requested  that*  the  resolution  adopted 

June  24,  1947  and  amended  through  May  10,  1960,  under 
Calendar  Number  271-46-SM  be  reopended  and  amended 
so  as  to  include  additional  welding  rods. 

USE:  Welding  rods  for  use  in  construction. 

V^he  728  is  manufactured  in  5/32", 

lu  \  7  •  ani  ^  ’  and  rods  have  been  approved  by 
the  American  Bureau  of  Shipping  and  the  U.  S.  Coast 
Guard  as  meeting  the  A.S.T.M.  requirements  A-233-58. 

I  he  reports  are  on  file  with  and  are  part  of  the  record. 
RECOMMENDATION :  The  Committee  on  Test  recom- 

tHe irnS?nin0n  adopted  June  24>  1947  and  amended 
through  May  10  1960,  under  Calendar  Number  271-46-SM 

e  reopened  and  amended  so  as  to  include  the  additional 
A.  O.  Smith  We  dmg  Rod  SW  728  on  condition  that  the 
requirements  of  the  resolution  adopted  June  24,  1947  and 

? 7 1 C A  f  Y"ou May  10,  1960  under  Calendar  Number 
2/1-46-SM  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 
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Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 

the  above  report. 


261-54-SM  ,  -q  . 

APPLICANT— Tomkins  Brothers  for  Dur-O-Wal  Prod¬ 
ucts,  Inc.,  owner. 

appearances— 

For  Applicant:  Drew  Pearsall. 

ACTION  OF  BOARD - Application  reopened  and  resolu¬ 

tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

^^Affirmative:  Chairman  Foley,  Commissioner  Becker  and 

Negative:  Vice  Chairman  Klemert  and  Commissioner 
Fox  - - - - 

THE  RESOLUTION—  .  _  ^  , 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
261-54-SM — Amendment  to  resolution  as  to  extension  oi  use 
of  the  previously  approved  material. 

Dur-O-Wal  Products,  Inc.  Syracuse,  New  York,  re¬ 
quested  that  the  resolution  adopted  January  2 L  1958,  and 

amended  June  24,  1958  under  Calendar  Number  261-54-517 
be  reopened  and  amended  so  as  to  permit  Dur-O-Wal  as  a 
bonding  media  in  stacked  coursing  on  veneered  walls. 
DESCRIPTION :  There  has  been  no  change  in  the  material 
nor  in  the  method  of  manufacture. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  21,  1958,  and 
amended  June  24,  1958  under  Calendar  Number  261-54-SM, 
be  reopened  and  amended  so  as  to  permit  the  approved  ma¬ 
terial  Dur-O-Wal  to  be  used  as  a  bonding  media  in  stacked 
coursing  on  veneered  walls,  on  condition  that  it  be  installed 
in  accordance  with  C26-157.0  Administrative  Building  Code 
and  the  Veneering  Rules  of  the  Board.  Further  when  used 
on  stacked  coursing  the  limitation  of  spacing  and  height 
shall  comply  as  granted  under  the  original  resolution. 

(Sgd.)  William  A.  Nolan, 


John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


489-54-SA 

APPLICANT— Delco  Appliance  Corporation,  owner. 

APPEARANCES— 

For  Applicant :  Henry  F.  Elias. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - ~ 

Negative:  -  ^ 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
489-54-SA — Amendment  to  resolution  as  to  additional  models 
and  trade  names. 

Delco  Appliance  Corporation,  Rochester,  New  York,  re¬ 
quested  that  the  resolution  adopted  September  25,  1956,  and 
amended  through  June  25,  1963,  under  Calendar  Number 


489-54-SA  be  reopened  and  amended  so  as  to  include  addi¬ 
tional  models  of  Delco  oil  burners  and  be  marketed  under 
additional  trade  names  by  the  Co.  named.  . 

DESCRIPTION  :  There  has  been  no  change  in  the  con¬ 
struction  of  the  oil  burner  from  the  presently  approved  burn¬ 
ers  except  the  prefix  “C”  on  the  Delco  model  number  indi¬ 
cates  that  the  oil  burner  control  is  mounted  on  th.e  oil  burner 
on  an  extension  of  the  transformer  plate  Otherwise  the  CH- 
200  and  CPI300  is  exactly  the  same  as  the  H-200  and  H-300. 
RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  2o,  1956  and 
amended  through  June  25  1963;  under  Caiendar  Nu 
4fio.54.SA  be  reopened  and  amended  so  as  to  include  tne 
Delco  Oil  Burner  Models  CH-200  and  CH-300  and  permis¬ 
sion  to  market  under  their  additional  trade  names  by  the 


TRADE  NAME 
Paragon 

Repco 

Continental 

Dornback 

Lincoln 

Magic  Heat 

Master 
New  Yorker 
R  O  H 

Lancer 

Texaco 

Van  Wert 


MODEL  NO. 
CP  200 
CP  250 
CP  300 
P-200 
P-300 
C-200 
C-300 
BM-200 
BM-300 
LOB -2 
LOB-4 
LOB-5 
DCH-2 
DCH-3 
ME-75 
D-100 
CH-200 
CH-300 
L-200 
L-300 
T-200 
T-250 
T-300 
VO -200 
VO-300 
CVO-200 
CVO-300 
K-200 


Kinsley 

on  condition  that  the  requirements  of  the  resolution  adopted 
September  25,  1956,  and  amended  through  June  25,  1963, 
under  Calendar  Number  489-54-SA  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 


John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards .  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


561-54-SA 

APPLICANT— Design  and  Manufacturing  Corporation, 
owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE—  .  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Corn- 
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missioner  Klein 

Negative:  . 

THE  RESOLUTION— .  U 

W™™*.  Athe  report  of  a  Committee  on  Test  reads  • 
name  Amendment  to  resolution  as  to  additional  trade 

Eiesign  and  Manufacturing  Corp.,  Connersville,  Indiana 
requested  that  the  resolution  adopted  November  3  1954  and 
amenced  at  various  times  through  January  30,  1962,  under 
Calendar  Lumber  561-54-SA  be  reopened  and  amended  so 

*°  b'  "“*«> 

USE :  Automatic  dishwasher. 

DESCRIPTION :  There  has  been  no  change  in  the  con¬ 
struction  of  the  dishwasher. 

RECOMMENDATION :  The  Committee  on  Test  recom- 
*hatf  the .  resolution  adopted  November  3,  1954  and 
amended  at  various  times  through  January  30,  1962  under 
Calendar  Number  561-54-SA  be  reopened  and  amended  so 

l!  1 K6  appr?v.ed  dishwasher  Model  MM24DW  to 

be  marketed  by  Kelvmator  Division,  American  Motors 
Corp.,  under  the  model  designation  of  U-971  and  U-971W 

November0 3  1954  a  r,equlrendCn.ts  of  the  resolution  adopted 
lanuarv  io’  iqa?  ,  ?  'rf'l  at  various  times  through 

complied  with  ndar  Number  561-54-SA  be 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 

„  ,  ,  ,  Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 

the tbovemre£Se  °Ve  C',ed  reS°1Uti°n  in  accorda"c'  with 


394-56-SM 

appearances-  Steel  Door  Corporation- 

Foi  Applicant  *  D.  D.  Bleibcrg. 

Apni°N  ^,F  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test 
THE  VOTE— 

A?™atl7e:  Chairman  Foley,  Vice  Chairman  Ivleinert, 

Negative:  .  .  ~ 

THE  RESOLUTION—  .  ° 

394V56ESMS’  Ahe  r!?°rt  °f  a  Committee  on  Test  reads : 

fn  fact^s  ndmen‘  t0  reSO'Ution  as  *°  <*“*'  °f 

Acme  Steel  Door  Corp.,  New  York,  requested  that  th, 
resolution  adopted  November  13,  1957  and  amended  March 
I9i8’  ,u"der  Calendar  Number  394-56-SM  be  reopened 

fod,ahee?ace  S£°  3  Cb“8e  tha  ^ge  of°Sl 

KoLAT4  hoUr  open'n'=  Protective  assembly. 

cu  .  larch  11,  1958,  under  Calendar  Number  394-56- 


fl1  requirements  of  the  resolution  adopted  November 

bi  wi,r8' u,,der  Caiendar  Num- 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  goes 
the  aborCeport'  reSolut'on  in  ^ordance  with 


878-56-SM 

APPLICANT— Tropical  Tiles,  Inc.,  owner 
APPEARANCES— 

Foi  Applicant :  W.  H.  Corry. 

ACTION  OF  BOARD— Application  reopened  and  resolu- 
,a"?ended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert. 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  j 

Negative:  .  " 

THE  RESOLUTION— 

878V5?^MS’  lhe  ref°rt  °f  a  Committce  on  Test  reads : 
name  SM~AmC  mCnt  t0  resolution  as  to  change  of  trade 

Tropic31  Tiles  Inc.,  Orlando,  Florida,  requested  that  the 

ber0  878°56aSMteh  Novemb^r  18>  1958>  under  Calendar  Num- 
chanle^ ffi 5-SM  be  reopened  and  amended  so  as  to  show  a 
cnange  m  the  trade  name  of  the  approved  tile. 

USE .  Tile  for  exterior  and  interior  veneer. 

i?^SCRI?TIt°N  :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture.  material 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  18  1958_under 

as  S  SrSm,h7  878:5<51M,be  reopened  and  anVendeS  S 

trade  nan, e  of  TropSikon  cond'Ln'thTfte' 

dar  NnSlUt87lsa6-°SPM  b^ptd'U958  ander  ^ 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
the'aboveTreport'  ^  resolutio"  accordance  with 


413-61-SM 

APPEARANCES—  Stan,f°rd  C"emiCa‘  ComPa"y’  °W"W' 

For  Applicant :  Dr.  Samuel  Machlis. 

A  with° the°repor?iamP  Material  approved  in  accordance 
Test.  P  d  recommendatlon  of  Committee  on 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

m?^ffineSr0Klein^0™.....^0!r.™™™^0ner  BeCker  and  Com{ 

Negative :  . . . . _  . . . " . .  . —  a 
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THE  RESOLUTION—  .  _  t  .  . 

Whereas,  the  report  of  a  Committee  on  lest  reads. 
413-61-SM— Stamford  Chemical  Company,  Stamford,  Conn., 
filed  for  approval  of  the  material  known  as  Stamford  blame- 
proofer  under  the  provisions  of  the  Flameproofing  Rules  oi 
the  Board. 

USE:  Flameproofing  compound  for  flameproofing  textiles. 
DESCRIPTION :  The  main  component  is  an  ammonium 
sulfanate.  The  formula  is  of  a  proprietary  nature  and  there¬ 
fore  the  Board  has  placed  the  formula  in  a  sealed  envelope 
and  deposited  it  in  the  Board’s  safe. 

INSPECTION  AND  TEST:  Samples  of  the  compound 
were  tested  at  Better  Fabrics.  The  compound  was  used  on 
various  weights  of  cotton  and  on  wool.  All  materials  tested 
successfully  met  the  test  requirements  of  the  Flameproofing 
Rules  of  the  Board.  The  complete  report  is  on  file  with 
and  is  part  of  the  record. 

RECOMMENDATION:  The  Committee  on  Test  recom- 
mends  the  approval  of  the  material  known  as  Stamford 
Flameproof er  as  a  flameproofing  compound  to  flameproof 
cotton  or  wool  fabrics  for  voluntary  use  in  New  York  City 
on  condition  that  all  installations  of  fabrics  flameproofed 
with  this  material  shall  comply  with  the  Flameproofing 
Rules  of  the  Board  and  further  that  all  containers  in  which 
the  material  is  marketed  shall  be  labeled,  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  413-61-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

_ 

1607-61-SA 

APPLICANT — McGraw-Edison  Company,  Albion  Div., 
owner;  E.  D.  Farrell,  agent. 

APPEARANCES— 

For  Applicant:  George  Ross. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE: 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 

misioner  Klein  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
1607-61-SA — Albion  Div.,  McGraw-Edison  Co.,  owner,  Al¬ 
bion,  Mich.,  filed  for  approval  of  the  appliance  known  as 
Tropic-Aire  Gas-fired  vented  room  heater,  Models  SC  25, 
SC  40,  SC  55,  SC  70,  GC  55,  GC  70,  DC  60  and  DC  75 
for  use  in  New  York  City  under  the  provisions  of  Article 
12,  Administrative  Building  Code. 

USE:  A  gas-fired  room  heater  for  domestic  use.  Not  to  be 
used  in  garages  or  places  of  explosive  atmosphere. 
DESCRIPTION :  The  Tropic-Aire  Gas-fired  vented  room 
heater,  Circulator  Models  SC  Series  are  gas  burning  floor 
tvpe  space  heaters,  designed  for  BTU  input  ranging  from 
25,000  to  70,000  BTU  per  hour. 

The  heater  is  an  assembly  of  parts,  namely  a  cabinet, 
burner,  heat  exchanger,  draft  diverter  and  controls. 

The  combustion  chamber  and  heat  exchanger  is  con¬ 
structed  of  heavy  gauge  steel.  The  heater  cabinet  is  of  steel 


with  a  high  temperature,  Autumn  Brown  and  Champagne 
Beige  silicone  base,  baked  enamel  finish.  There  is  an  access 
doTon  lower  right  panel.  Louvered  grille  on  cabinet  op. 
The  face  of  cabinet  consists  of:  Texmesh  #2  top  grille, 
solid  panel  at  center  and  a  bottom  grille.  The  heater  ha 

four  leveling  legs.  . 

The  heater  has  a  raised  slot  cast  iron  burner,  with  a  Baso 
2R58  lint  free  pilot  mounted  directly  to  theburner.  F  y 
automatic  and  equipped  with  A  G.A.  approved  lOb  /.  s  y 

shut-off,  pressure  regulator  and  thermostat.  The  heater 
designed  to  accept  the  optional,  field  installed,  Model  68- 

6123  blower.  ,  . 

The  model  number  suffix  “-6N”  denotes  that  the  heater 
is  equipped  with  A.G.A.  approved  control  and  is  factory 

equipped  for  natural  gas. 

The  model  number  suffix  “ — 6LPN”  denotes  that  the 
heater  is  equipped  with  A.G.A.  approved  control  and  is 
factory  equipped  for  L.P.  gas.  _ 

An  A.G.A.  authorized  changeover  kit  is  suPP‘ied  ^ith 
each  heater  to  permit  the  heater  to  be  conveited  to  Na- 
tm-al  gas  at  the  time  of  installation.  The  kit  includes  main 
burner  orifice  Pilot  orifice,  pressure  regulator,  and  rating 
plate  tag  stating  that  the  unit  has  been  converted  to  natural 

SCAU  four  models  of  the  SC  Series  are  similar  except  for 
the  following: 

25,000 
26% 

21" 

13" 

4" 

62  lbs. 


BTU  Input 

Height 

Width 

Depth 

Flue  Size 

Shipping  Weight 


SC40 
40,000 
26  %" 
21" 
19" 

4" 

70  lbs. 


SC55 

SC70 

55,000 

70,000 

32  %" 

32  %" 

31" 

31" 

18%" 

23  %" 

4" 

5" 

120  lbs. 

128  lbs. 

Radiant  Circula- 

me  niresiue  muucis  ^  ^  ----  r  7ft 

tor  Models  are  similar  to  the  Models  SC  55  and  SC 

except  for  the  following:  _ 

Mounted  in  the  center  panel  on  face  of  heater  is  a  Radiant 
Front  protective  screen,  behind  screen  is  sealed  a  Byrex 

S' The  Custom  Imperial  Models  DC  60  and  DC  75  Deluxe 
Radiant-Circulator  Models  are  similar  to  the  GC  55  and  GE 
70  Models  except  for  the  deluxe  features.  These  deluxe 
features  include  the  following: 

A.  A  factory  mounted,  two  speed  blower,  which  is  basic¬ 
ally  the  same  as  the  optional  68-6123  blower  except  for  the 
two  speed  feature  and  front  panel  mounted  control  switch. 

B.  Front  panel  mounted  thermostat  control. 

C.  Front  panel  mounted  blower  discharge  air  control 
knob  controlling  directional  air  vanes. 

The  DC  60  Model  has  a  60,000  BTU  input  and  the  DC 
75  has  a  75,000  BTU  input. 

INSPECTION  AND  TEST:  All  details  of  construction 
were  examined  by  Assistant  Architect  T.  ^V.  Farricker. 

The  Tropic-Aire  gas-fired  vented  room  heaters  have  been 
tested  and  approved  by  the  American  Gas  Association. 

The  complete  report  is  on  file  with  and  is  part  of  the 
record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Tropic-Aire 
Gas-fired  vented  room  heater,  Models  SC  25,  SC  40,  SC  55, 
SC  70,  GC  55,  GC  70,  DC  60  and  DC  75  for  use  in  New 
York  City  when  installed  in  accordance  with  this  report 
and  the  requirements  of  Article  12,  Chapter  26  Administra¬ 
tive  Building  Code  with  a  minimum  clearance  of  2  inches 
from  rear  wall  to  projecting  flue  box  or  draft  hood  and  6 
inches  from  jacket,  sides  and  rear,  to  adjacent  combustible 
construction. 

The  Committee  on  Test  also  recommends  that  the  units 
shall  not  be  installed  in  garages  or  places  of  explosive  at¬ 
mosphere  and  further  that  the  appliance  bear  a  label,  per- 


1185 


MINUTES 


manently  affixed,  reading,  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  1607-61-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


the  requirements  of  the  resolution  adopted  December 
!/,  !9ol,  and  amended  January  15,  1963  and  June  25  1963 
under  Calendar  Number  1630-61-SA  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1630-61-SA 


APPLICANT — Automatic  Range  Company,  Inc.,  owner. 
APPEARANCES— 

For  Applicant :  Arthur  Rose. 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker 

and  Commissioner  Klein  .  3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 
Fox  .  2 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1630-61-SA — Automatic  Range  Co.,  Inc.,  Brooklyn,  New 
York,  requested  that  the  resolution  adopted  December  12, 
1961,  and  amended  January  15,  1963  and  June  25,  1963,  under 
Calendar  Number  1630-61-SA  be  reopened  and  amended  so 
as  to  include  additional  models  of  Royal  Rose  and  Brookline 
gas  ranges  with  ovens  under  the  provisions  of  Article  12, 
Chapter  26,  Administrative  Building  Code  and  the  Multiple 
Dwelling  Law. 

DESCRIPTION :  The  new  models  are  similar  to  the  20" 
basic  model  numbers  22-A,  22,  and  X22  previously  approved, 
except  the  new  models  have  been  widened  from  20"  to  30" 
and  the  ovens  have  been  widened  from  16"  to  24".  The  same 
oyen  burner  is  used,  rated  at  18,000  BTU  per  hour  instead 
of  16,000  BTU  per  hour. 

The  top  burners  are  cast  iron,  either  with  slide-out  drip 
trays  below,  or  with  trays  attached  to  the  burners.  In  the 
case  the  prefix  C  ’  is  used  with  the  model  number. 

Alternate  top  burners  with  steel  or  aluminum  caps,  alum¬ 
inum  heads,  steel  venturi  tubes  and  drip  trays  attached  are 
signified  by  the  prefix  “B”. 

Prefix  E  ’  indicates  the  installation  of  an  electric  clock. 

Other  prefixes  such  as  CT,  P,  T,  Y  and  SC  will  be  used 
to  show  color  or  finish  of  doors  when  not  white  porcelain 
enameled. 


Previously 

Basic  New 

Model 

approved  20" 

30" 

Numbers 

Basic  Models 
(a)  22A 

Series  No. 

(a)  24A 

(a)  24A31,  24A031 

(b)  22 

(b)  24 

24 A 32,  24A032 
24A33,  24A033 
24A34,  24A034 
(b)  2431,  24031 

(c)  X22 

(c)  X24 

2432,  24032 

2433,  24033 

2434,  24034 
(c)  X2411 

j  7  <  .  •  Ane  committee  on  lest  recon: 

mends  that  the  resolution  adopted  December  12,  1961  an 
amended  January  15,  1963  and  June  25,  1963  under  Calenda 
Number  1630-61-SA  be  reopened  and  amended  so  as  to  in 
elude  the  additional  models  of  Royal  Rose  and  Brooklin 
gas  ranges  with  ovens  as  listed  in  this  report  on  conditio 


1765-61-SA 

APPLICANT — By  Direction  of  the  Board 
APPEARANCES— 

For  Applicant :  Paul  F.  Williams. 

ACTION  OF  BOARD— Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and 
recommendation  of  the  Committee  on  Test 
TPIE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com 

missioner  Klein  .  c 

Negative:  . . .  „ 

THE  RESOLUTION— 

,  Wherkas,  the  report  of  a  Committee  on  Test  reads: 
1/05-61-SA— Amendment  to  resolution  as  to  deletion  of 
Board  s  requirement  of  venting  and  trapping  in  new  build- 
mgs. 

By  direction  of  the  Board,  concurred  in  by  the  Director 
fCjT^ttee  onc  recommends  that  the  resolution 
adopted  February  5,  1963,  under  Calendar  Number  1765-61- 
SA  be  reopened  and  amended  so  that  the  recommendation 
will  read  as  follows : 

RECOMMENDATION:  The  Committee  on  Test  recom- 
mends  the  approval  of  the  Tappan  Dishwasher,  Models 
UCA-2-8  and  UCA-4-8,  for  voluntary  use  in  New  York 
City,  on  condition  that  the  garbage  disposal  unit  shall  not 
be  used  in  conjunction  with  the  dishwasher,  that  all  electri¬ 
cal  work  comply  with  the  requirements  of  the  Electrical 
Code  of  New  York  City,  that  all  installation  comply  with 
the  requirements  of  the  Submerged  Inlet  Rules  of  the 
•*uAThe  d.lshwashers  are  to  be  installed  in  accordance 
with  the  requirements  of  Article  15  Chapter  26  of  the  Ad- 
mmistrative  Building  Code.  Each  appliance  shall  bear  a 
label  permanently  affixed,  reading  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  1765-61-SA”. 


(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 


Resolved  that  the  Board  of  Standards 
hereby  amend  the  above  cited  resolution 
the  above  report. 


and  Appeals  does 
in  accordance  with 


365-62-SA 

•APPLICANT — General  Electric  Company,  owner 
APPEARANCES— 

For  Applicant :  H.  C.  Bordewich. 

ACTION  OF  BOARD— Appliance  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Committee 
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THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
365-62-SA — General  Electric  Company,  Louisville,  Ken¬ 
tucky  and  Tyler  Texas,  filed  for  approval  of  the  appliance 
known  self  contained  air  conditioners,  various  models, 
under  the  provisions  of  Article  18,  C19.0  through  C19.107.0 
Administrative  Code. 

USE:  Air  conditioners,  commercial  and  residential. 
DESCRIPTION:  The  units  are  air  cooled  assemblies  en¬ 
closed  in  a  steel  casing  with  either  discharge  and  return 
air  grilles,  or  air  discharge  duct  connection  and  return  air 
grille.  All  piping,  refrigerant  charging,  and  wiring  are 
factory  installed  and  tested  prior  to  shipment. 

Cooling  capacities  range  from  2  tons  through  5  tons  with 
R.  22  charges  ranging  from  4.6  pounds  through  14  pounds. 
Quality  is  controlled  under  strict  supervision  by  General 
Electric  Company  and  all  major  components  are  manufac¬ 
tured  by  General  Electric.  All  units  were  tested  and  ap¬ 
proved  by  Underwriters  Laboratories  under  File  No.  SA 
653  Assignment  62K  2604,  dated  October  29,  1962,  and  File 
No.  SA  653  Application  number  60  C134  issued  April  14, 
1960,  Revised  February  14,  1962.  Test  results  are  on  file 
with  and  are  part  of  this  record. 

INSPECTION  AND  TEST:  All  details  of  construction 
were  examined  by  Engineer  Janies  B.  Anderson,  Jr.,  Com¬ 
mittee  on  Test. 

RECOMMENDATION :  On  the  basis  of  the  examination 
and  the  data  filed  by  the  applicant,  the  Committee  on  Test 
recommends  the  approval  of  the  appliance  known  as  Gen¬ 
eral  Electric  self  contained  air  conditioners,  Models,  21TC- 
24F1  —  24FN1  —  24FT1  —  21TC30F1  —  21TC60  —  30F11 

—  30FN11  —  30FT11  —  21TC36F1  —  36F11  —  21TC48 

—  36FN11  —  36FT11  —  36FN13  —  36FT13  —  21TC24F51 

—  24FN51  — 24FT51  for  use  in  New  York  City  when 
installed  in  accordance  with  this  report  and  the  require¬ 
ments  of  Article  18,  C19.0  through  09.107  Administrative 
Code.  All  electrical  work  to  conform  to  the  Electrical 
Code  of  the  City  of  New  York,  and  provided  that  each 
unit  shall  bear  a  label,  permanently  affixed,  reading  as  fol¬ 
lows,  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  365-62- 
SA”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
James  B.  Anderson,  Jr. 
Engineer. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


592-62-SA 

APPLICANT— Robbins  and  Myers,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  D.  J.  Huelster  and  Charles  C.  Bye. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committe  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 
Commissioner  Klein  - - - —  3 


Negative:  Vice  Chairman  Kleinert  and  Commissioner 

Pox . . . .  2 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
592-62-SA— Robbins  and  Myers  Inc.,  owner-manufacturer. 
Agent  Oliver  and  McLellan  Inc.,  filed  for  approval  of  the 
appliance  known  as  Propellair  Gas  Fired  Make  Up  Air 
Unit  Heater,  various  models  under  the  provisions  of  C26- 
191.0  Article  12,  Administrative  Building  Code. 

USE:  For  industrial,  use  only,  to  supply  tempered  make 
up  air  where  existing  exhaust  systems  put  the  building 
under  negative  pressure. 

DESCRIPTION:  The  Propellair  MG  Gas  Fired  Make 
Up  Air  Unit  Heaters  are  made  in  sizes  ranging  from 
10,000  C.F.M.  and  650,000  BTU/hour,  to  70,000  C.F.M.  and 
5,000,000  BTU/hour.  The  housing  is  number  12  gauge  steel 
plate  and  reinforced  with  angle  iron  stiffeners.  The  com¬ 
pleted  unit  assembly  in  one  piece  is  mounted  on  a  channel 
iron  base  frame,  factory  wired  with  the  controls  and  piping 
mounted  on  the  side  panel.  The  burner  used  is  a  Maxon 
pretnix  type  with  automatic  control  of  the  gas  flame.  All 
controls  are  approved  by  Underwriters  Laboratories  and 
Factory  Mutual  and  Factory  Insurance  Associated. 

A  damper  motor  end  switch  prevents  any  equipment 
from  going  into  operation  unless  the  damper  is  completely 
open.  A  separate  switch  disconnects  all  gas  circuitry,  per¬ 
mitting  the  fan  to  be  operated  independently  in  warm 
weather. 

These  heaters  can  be  installed  either  above  the  roof  or 
with  air  intake  through  the  roof  or  sidewall  so  that  all 
combustion  air  is  taken  from  outdoors.  All  MG  units  are 
operated  over  their  full  range  in  the  factory,  and  a  check 
list  of  all  operations  is  made  at  final  inspection  and  test 
in  the  field  by  Factory  Mutual  Engineering  Division.  Prior 
approval  is  obtained  for  each  individual  installation  from 
the  industrial  insurance  company  covering  the  plant.  A  copy 
of  the  form  of  Factory  Mutual  Insurance  certificate  is  part 
of  this  record  and  file. 

INSPECTION  AND  TEST:  All  details  of  construction 
were  examined  by  Engineer  James  B.  Anderson,  Jr.,  Com¬ 
mittee  on  Test. 

RECOMMENDATION:  On  the  basis  of  the  examination 
and  the  data  filed  by  the  applicant,  the  Committee  on  Test 
recommends  the  approval  of  the  appliance  known  as  Pro¬ 
pellair  Gas  Fired  Make  Up  Air  Units  Heaters,  Models 
MG  15,  MG  22,  MG  33,  MG  41  and  MG  52  for  use  in  New 
York  City  as  make  up  air  heaters,  provided  that  the  exhaust 
system  and  air  heaters  are  electrically  interlocked  so  that 
the  heater  cannot  be  operated  unless  the  exhaust  system  is 
in  operation  and  that  with  the  exception  of  a  flue  connec¬ 
tion,  the  heater  installation  shall  conform  to  Article  12, 
C26-191.0  Administrative  Building  Code  and  where  ap¬ 
plicable,  the  Paint  Spray  Rules  of  the  Board.  All  electrical 
wiring  shall  conform'  to  the  Electrical  Code  of  the  City  of 
New  York.  Plans  for  each  installation  shall  be  filed  with 
the  Department  of  Buildings  for  approval.  Each  unit  shall 
bear  a  label,  permanently  affixed,  reading  as  follows,  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  592-62-SA”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

James  B.  Anderson,  Jr. 
Engineer. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report 
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745-62-SA 

APPLICANT — C.  R.  McNamee  for  Eclipse  Fuel  Engi¬ 
neering  Company,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Committee 
on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox, 
Commissioner  Becker  and  Commissioner  Klein  ....  4 

Negative:  Vice  Chairman  Kleinert  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
745-62-SA — C.  R.  McNamee,  filed  for  Owner-Manufacturer, 
Eclipse  Fuel  Engineering  Co.,  Rockford,  Illinois,  for  ap¬ 
proval  of  the  appliance  known  as  Eclipse  Series  800- (SIB) 
Incinerator  as  Fired  Burner,  Model  Numbers  810-SIB-F — 
836-SIB-G  under  Article  12,  Chapter  26,  Administrative 
Building  Code. 

USE:  For  application  to  Incinerators. 

DESCRIPTION :  Eclipse  Burners  are  packaged  gas  bur¬ 
ner  assemblies  for  use  with  incinerators.  They  are  com¬ 
prised  of  a  centrifugal  fan,  driven  by  a  totally  enclosed 
motor,  a  gas  burner  nozzle  enclosed  in  a  mounting  bracket 
which  also  contains  a  combustion  block  thru  which  the 
burner  fires.  The  gas  is  controlled  by  manual  shut-off 
valves,  adjustment  arrangements,  and  automatic  valves 
operating  in  conjunction  with  electronic  flame  failure 
equipment  as  manufactured  by  General  Controls  and  Min¬ 
neapolis  Honeywell. 

The  input  capacity  of  Model  Number  810-SIB-F  ranges 
from  500,000  BTU/hr  to  800,000  BTU/hr,  and  Model 
Number  836-SIB-G  ranges  from  800,000  BTU/hr  to 
1,000,000  BTU/hr. 

The  burners  are  designed  to  provide  incineration  for  all 
types  of  v/aste  materials,  and  to  maintain  flame  temperature 
above  1400°  F.,  normally  desired  for  incineration  purposes. 

INSPECTION  AND  TEST :  Approved  by  Underwriters 
Laboratories  Inc.,  for  listing  April  18,  1961,  under  No. 
MP  2126,  Guide  No.  160E  12.7  Models  810-SIB-F— 836- 
SIB-G. 

RECOMMENDATION :  On  the  basis  of  the  data  submit¬ 
ted  by  the  applicant  the  Committee  on  Test  recommends 
the  approval  of  the  appliance  known  as  Eclipse  Standard 
Incinerator  Burner,  Model  Numbers  810-SIB-F — 836-SIB- 
G  for  use  in  New  York  City  and  to  meet  the  full  require¬ 
ments  of  C26-696.0  “Incinerators”  and  C26-701.0 — Sub  Arti¬ 
cle  2 — “Combustion  Fuel  Fired  Incinerators”,  and  when 
installed  shall  conform  to  the  applicable  sections  of  Article 
12,  Chapter  26,  Administrative  Building  Code,  and  further 
that  each  burner  shall  bear  a  label,  permanently  affixed, 
reading,  “Approved  by  the  Board  of  Standards  and  Ap¬ 
peals  for  use  in  New  York  City  under  Calendar  Number 
745-62-SA”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 
James  B.  Anderson,  Jr. 
Engineer. 

Committee  on  Test. 

Resolved,  ,that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


S72-62-SM 

APPLICANT — Lake  Erie  Screw  Corporation,  owner ; 

Baldwin-McLean,  agent. 

APPEARANCES— 

For  Applicant:  John  D.  McLean,  Jr. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  .  4 

Negative:  Vice  Chairman  Kleinert  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
872-62-SM — Lake  Erie  Screw  Corp.,  Cleveland  7,  Ohio, 
filed  an  application  for  approval  of  the  material  known  as 
Lake  Erie  High  Strength  Bolts  under  the  provisions  of 
C26-322.0,  C26-368.0,  C26-520.0  and  C26-521.0  Administra¬ 
tive  Building  Code. 

USE:  The  material  is  to  be  used  for  fastening  structural 
steel. 

DESCRIPTION :  The  bolts,  nuts  and  washers  are  manu¬ 
factured  in  conformity  with  the  requirements  of  the  Speci¬ 
fication  of  Quenched  and  Tempered  Steel  Washers  (AS- 
TM  A325).  The  bolts  are  identified  by  markings  on  the 
top  of  the  head  with  three  radial  lines,  marked  A325  at 
top  and  LE  at  bottom  of  radial  lines. 

INSPECTION  AND  TEST:  Various  sizes  of  bolts,  nuts 
and  washers  were  tested  at  Herron  Testing  Laboratories, 
Inc.,  in  accordance  with  the  requirements  of  ASTM  desig¬ 
nation  A325.  The  bolts,  nuts  and  washers  successfully 
met  the  said  requirements.  The  complete  report  of  Herron 
Testing  Laboratories,  Inc.,  Cleveland,  Ohio,  is  on  file  with 
and  is  part  of  the  record. 

RECOMMENDATION :  On  the  basis  of  the  inspection 
and  test  and  data  filed  by  the  applicant,  the  Committee  on 
Test  recommends  the  approval  of  the  material  known  as 
Lake  Erie  High  Strength  Bolts  for  use  in  New  York  City 
under  the  provisions  of  C26-322.0,  C26-368.0,  C26-520.0  and 
C26-521.0  Administrative  Building  Code  as  amended  by 
Local  Laws  107,  108,  109  and  110  of  1955  on  condition  that 
all  bolts,  nuts  and  washers  shall  comply  with  the  require¬ 
ments  of  ASTM-A325  and  further  that  all  containers  or 
cartons  in  which  the  material  is  to  be  marketed  shall  be 
tagged,  stamped  or  labeled  as  follows:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  872-62-SM”  and  further  that  each 
bolt  shall  be  identified  with  the  marking  as  herein  described. 

The  Committee  further  recommends  that  when  the  High 
Strength  Bolts  are  used  in  construction  the  following  con¬ 
ditions  shall  apply. 

Torque  shall  be  sufficient  to  provide  an  average  stress 
on  the  bolt  at  least  fifteen  percent  in  excess  of  the  mini¬ 
mum  required  bolt  tension  specified  in  subdivision  d4  of 
Section  C26-520.0. 

The  parts  to  be  bolted  shall  be  brought  tightly  together 
by  sufficient  high-strength  bolts  used  as  fitting-up  bolts. 

Bolts  shall  then  be  installed  in  the  remaining  holes  and 
their  nuts  shall  be  made  finger  tight,  which  shall  mean 
tightened  firmly  by  hand  or  spud  wrench  only,  without 
the  use  of  torque  or  impact  wrenches. 

After  the  nuts  have  been  made  finger  tight,  each  nut 
shall  be  given  at  least  %  turn  to  tighten  the  bolt. 

The  fitting-up  bolts  shall  be  then  loosened  and  the  nuts 
thereon  shall  be  retightened  finger  tight.  Each  nut  shall 
then  be  given  at  least  %  turn. 

Bolts  shall  not  be  forced  into  holes.  Holes  out  of  align¬ 
ment  shall  be  drilled  or  reamed. 

Impact  wrenches  shall  be  regulated  so  as  to  produce  one 
turn  of  the  nut  on  the  bolts  in  place,  in  approximately  ten 
seconds. 
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The  tightness  of  the  bolts  may  be  tested  by  turning  the 
nuts  one-sixteenth  of  a  turn  tighter  with  a  torque  wrench 
and  measuring  the  resulting  toque. 

The  torques  on  the  nuts  shall  not  be  less  than  shown  in 
Column  4  of  the  following  table  for  the  size  of  the  bolt. 

Sufficient  bolts  shall  be  checked  to  determine  whether 
the  required  tightness  has  been  obtained. 


BOLT  TENSION  AND  TORQUE 

1  2  3 


Bolt  Size 
Inches 
% 

% 

% 

% 

1 

1% 

1% 


Bolt  Tension 
for  Calibrat¬ 
ing  Wrenches 
Pounds 
12,500 
20,000 
29,000 
37,000 
49,000 
58,000 
74.000 


Required 
Minimum  Bolt 
Tension 
Pounds 
10,850 
17,250 
25,600 
32,400 

42.500 
50,800 

64.500 


VALUES 

4 

Approx.  Equiv. 
Torque  for 
required  Min. 
Bolt  Tension 
Pound- Feet 

90 

180 

320 

470 

710 

960 

1.350 


Nuts  may  be  tightened  by  calibrated  wrenches  (in  place 
of  giving  each  nut  %  turn.)  In  such  case,  wrenches  sha 
be  calibrated  not  less  than  once  each  day,  by  means  of  an 
approved  calibrating  and  tension  measuring  device,  ine 
wrench  shall  be  calibrated  for  the  tension  specified  for  the 
size  of  bolt  in  Column  2  of  the  table. 

Where  threads  of  bolts  are  injured,  or  the  bolt  is  dam- 
aged  in  any  way,  the  bolt  shall  be  removed  and  replaced. 

The  installation  of  high-strength  bolts  shall  be  supervised 
by  a  licensed  professional  engineer  or  registered  architect 
employed  by  the  owner  and  acceptable  to  the  Commissioner, 
to  insure  high-strength  bolts  are  installed  according  to  the 
design  and  code  requirements.  Such  acceptability  shall  not 
be  unreasonably  withheld.  #  , 

Upon  the  completion  of  the  installation  of  the  High- 
Strength  bolts,  the  licensed  engineer  or  registered  architect 
shall  file  a  statement  with  the  department, .  in  a  manner 
determined  by  the  Commissioner,  that  the.  installation  of 
the  bolts  was  in  accordance  with  the  requirements  of  the 
Administrative  Building  Code  and  the  design. 

The  licensed  professional  engineer  or  registered  architect 
shall  not  be  employed  by  nor  receive  compensation  from 
any  of  the  contractors  engaged  in  the  construction  or 

alteration  of  the  building.  .  ,. 

The  licensed  professional  engineer  or  registered  architect 
or  his  representative  shall  be  present  at  all  times  when 
high-strength  bolts  are  installed.  He  shall  observe  whether 
the  bolts  are  installed  in  compliance  with  the  Administrative 
Building  Code  and  this  recommendation  and  wherever  bolts 
do  not  conform  to  the  code  and  he  shall  direct  that  such 
bolts  be  replaced  or  shall  promptly  report  in  writing  sue h 
improperly  installed  bolts  to  the  Administrative  Official 
having  jurisdiction  and  the  contractor. 

Upon  completion  of  the  installation  of  the  high-strength 
bolts,  the  licensed  professional  engineer  or  registered  ar- 
chitect  shall  file  a.  sworn  statement  in  affidavit  form,  that 
the  bolts  were  installed  in  accordance  with  the  require¬ 
ments  of  the  Administrative  Building  Code  and  of  this 
recommendation,  unless  the  bolts  were  not  so  installed, .  in 
which  case  the  Administrative  Official  having  jurisdiction 
shall  be  advised  in  writing  of  the  manner  in  which  the  bolts 


were  not  properly  installed. 


(Sgd.) 


James  B.  Anderson,  Jr. 
Engineer. 

William  A.  Nolan, 

Director. 


John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


616-63-SM 

APPLICANT— Permagile  Corporation  of  America,  owner. 


APPEARANCES—  rT.ti  .  A1,  .  ...  „ 

For  Applicant:  Walter  R.  Hillman  and  Alfred  B.  Wolk. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 


THE  VOTE—  .  ...  .  t 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - - 

Negative :  - - -  ^ 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
616-63-SM— Permagile  Corp.  of  America,  Plainview,  N.Y., 
filed  for  approval  of  the  material  known  as  Permatop  under 
the  provisions  of  C26-191.0  Administrative  Building  Code. 
USE :  Topping  for  use  as  a  wearing  surface  for  concrete. 

DESCRIPTION:  The  material  consists  of  three  compo- 
nents,  which  when  mixed  together  form  a  mortar  which 
produces  a  wearing  surface.  The  components  are  (1) 
Permagile  resin  base,  (2)  Liquid-reactor  and  (3)  Chemic¬ 
ally  treated  aggregate.  The  components  and  blending  are 
of  a  proprietary  nature  and  therefore  the  information  has 
been  placed  in  a  sealed  envelope  and  deposited  in  the 
cn  it  ran  he  examined  at  anv  time  if 


the  need  arises. 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
report  of  tests  conducted  bv  D.  H.  Litter  Co.,  Inc.,  showing 
the  physical  properties  of  the  material  Permatop.  The  re¬ 
port  is  on  file  with  and  is  part  of  the  record. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Permatop 
for  voluntary  use  in  New  York  City  as  a  flooring  material 
and  wearing  surface  on  top  of  concrete  under  the  provisions 
of  C26-667.0.4  Administrative  Building  Code  on  condition 
that  the  topping  shall  not  be  considered  as  part  of  the 
structural  slab  and  further  that  the  containers  in  which 
the  material  is  marketed  shall  be  labeled,  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  616-63-SM”. 

(Sgd.)  William  A.  Nolan, 

Director. 


John  A.  Darts, 

Assistant  Engineer. 


George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


524-59-SM 

APPLICANT — The  Kemp  Corporation,  owner. 
SUBJECT — Additional  trade  name. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  5 

Negative :  _ _ •  0 
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729-61-A 

APPLICANT — Abraham  Dollinger  for  55  N.  Moore  Street 
Realty  Corporation,  owner;  The  Rugol  Company,  lessee. 
SUBJECT — Application  May  23,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 55-57  North  Moore  Street, 
north  side,  100  feet  9%  inches  west  of  Hudson  Street, 
Block  188,  Lot  1,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Edmund  Dollinger. 

For  Administration  :  Lieut.  John  .  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE: 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  _ _ _  0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis 
sioner,  dated  January  24,  1961,  March  2,  1961,  March  30, 
1961  and  April  28,  1961  on  Violation  Order  No.  483729, 
reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  entire  building.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  24,  1961,  March  2,  1961,  March 
30,  1961,  and  April  28,  1961,  acting  on  Viol.  Order  No. 
483729,  Objection  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
appeal  dated  May  23,  1961,  5  sheets  and  June  28,  1963,  5 
sheets;  on  further  condition  that  a  non-automatic  sprinkler 
system  shall  be  installed  in  the  cellar;  and  that  a  thermo¬ 
static  fire  alarm  system  with  central  office  connection  shall 
be  maintained  throughout  the  building  to  the  satisfaction 
of  the  Fire  Commissioner. 


900-61- A 

APPLICANT — Robert  Teichman  for  144  Duane  Street 
Corporation,  owner. 

SUBJECT— Application  June  14,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 144  Duane  Street,  south  side, 
116  feet  8  inches  east  of  West  Broadway,  Block  146,  Lot 
17,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  R.  Teichman. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  _ _ _  _  0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _ _ _  5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  1,  1961  and  June  9,  1961  on  Viola¬ 
tion  Order  #490581,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  entire  building. 

Chapter  C19-161.0  Admin.  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 


spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  due  to  the  contents  of  the  build¬ 
ing  and  the  bad  housekeeping. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  1,  1961  and  June  9,  1961,  acting 
on  Viol.  Order  #490581,  Objection  No.  1,  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


929-61-A 

APPLICANT — Haro  Corporation,  owner. 

SUBJECT — Application  June  19,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 42  Cliff  Street,  east  side,  44 
feet  5  inches  north  of  Fulton  Street,  Block  95,  Lot  41, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Ezekiel  Jasper. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  Februray  2,  1961  and  June  2,  1961  on  Viola¬ 
tion  Order  #489917,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  C19-161-0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  2,  1961  and  June  2,  1961,  acting 
on  Viol.  Order  #489917,  Objection  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  appeal  dated  June  19,  1961,  4  sheets;  on 
further  condition  that  the  floors  above  the  first  floor,  and 
the  subcellar  shall  remain  vacant;  and  that  a  thermostatic 
fire  alarm  system  with  central  office  connection  shall  be 
installed  in  the  cellar  and  first  floor. 


949-61-A 

APPLICANT — The  New  York,  New  Haven  and  Hart¬ 
ford  Railroad  Company,  owner;  Morrelli  Bros.,  lessee. 
SUBJECT — Application  June  21,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
standpipe  system. 

UREMISES  AFFECTED — Pier  39,  East  River,  foot  of 
Montgomery  Street,  Block  none,  Lot  none,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  August  C.  Nimphius. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

TPIE  VOTE— 

Affirmative:  Chairman  Foley.  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  . . .  5 

Negative:  _  0 

THE  RESOLUTION— 


Whereas,  the  order  and  a  decision  of  the  Fire  Commis- 


1190 


MINUTES 


sioner,  dated  April  13,  1961  and  May  22,  1961  on  Order 
No.  1287-1,  reads: 

“1.  Restore  standpipe  system  back  into  operating  con¬ 
dition.  Defects  are:  Standpipe  piping  cracked.  Ciy- 
161.0  Adm.  Code. 

2.  Replace  missing  or  defective  2W  fire  hose  with 
approved  unlined  linen  hose,  in  lengths  not  exceed¬ 
ing  50  feet  or  less  than  25  feet,  on  all  hose  through¬ 
out  pier.  Total  100  feet.  As  per  Ch.  26  —  1398.0  & 
1399.0— Ch.  19-161.0  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  April  13,  1961  and  May  22,  1961,  acting 
on  Order  No.  1287-1,  Objection  No.  1  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  Pier  shall  conform  to  drawing 
filed  with  this  appeal  dated  June  21,  1961,  1  sheet  ;  on 
further  condition  that  this  grant  is  to  be  in  effect  only  so 
long  as  the  Pier  shall  remain  vacant. 


966-61-A 

APPLICANT— Campondonico  and  Aimette,  lessee;  Pro¬ 
testant  Episcopal  Society,  owner. 

SUBJECT— Application  June  20,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 82-86  West  Broadway,  north 
west  corner  of  Warren  Street,  Block  137,  Lot  1,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  Stuckell.  r  ,.  „.  n  * 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE—  „ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klein ert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 
missioner  Klein  -  - - . . .  ^ 


Negative : 


_ _  0 


THE  RESOLUTION—  .  .  ,  _ 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  28,  1961  and  November  23,  1961  on 
Violation  Order  Nos.  494462  and  498579,  reads. 

“1  Provide  an  approved  automatic  sprinkler  system 
throughout  building  at  82-86  West  Broadway. 
Chapter  19.161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  28,  1961  and  November  23, 
1961,  acting  on  Viol.  Order  Nos.  494462  and  498579,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  filed  with  this  appeal 
dated  June  20,  1961,  4  sheets ;  on  further  condition  that  a 
non-automatic  sprinkler  system  shall  be  installed  in  the 
cellar ;  and  that  a  thermostatic  fire  alarm  system  with 
central  office  connection  shall  be  installed  throughout  the 
building. 


971-61-A 

APPLICANT— Pietro  Alurtto  for  Pietro  Alurtto  and 
Rosa  Lisa  Alurtto,  owners;  Pietro  Alurtto  and  Sons, 

lessee. 


SUBJECT— Application  June  23,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink- 
ler  system. 

PREMISES  AFFECTED— 798-800  East  New  York  Ave¬ 
nue,  south  side,  208  feet  4%  inches  east  of  Troy  Avenue, 
Block  4806,  Lots  64  and  67,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Irving  Leavitt.  .  n  . 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

1  Affirmative :  Chairman  Foley  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com^ 

missioner  Klein  . . . . - . - .  n 

Negative:  . - - -  ’ 

1  HE  RESOLUTION—  .  .  ,  . 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  April  10,  1961  and  May  31st,  1961  on  Order 
No.  1737-1,  reads  :  ...... 

“1.  Install  an  approved  wet  automatic  sprinkler  system 
throughout  building  having  at  least  one  source  of 
water  supply  arranged  and  equipped  as  per  Article 
16,  Chapter  26,  Admin.  Code,  as  provided  in  Chap¬ 
ter  19-161.0,  Admin.  Code.” 

and  . 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  April  10,  1961  and  May  31  1961,  acting  on 
Order  #1737-1,  Objection  No.  1,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  building  shall  conform  to  drawings  filed  with 
this  appeal  dated  June  23,  1961,  2  sheets  and  August  2, 
1963  one  sheet :  on  further  condition  that  a  non-automatic 
sprinkler  system  shall  be  installed  throughout  ;  that  a  ther¬ 
mostatic  fire  alarm  system  with  central  office  connection 
shall  be  installed  throughout;  and  that  the  wooden  mez¬ 
zanine  now  in  place  shall  comply  with  the  requirements  of 

il.  _  T~A  „ „ „  ,-»-C  Piiilrlmrrc 


995-61-A 

APPLICANT— Monaghan  and  Mattingly,  for  Lispenard 
Realty  Corporation,  owner. 

SUBJECT— Application  June  26,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 46-48  Lispenard  Street,  north 
side,  75  feet  east  of  Greene  Street,  Block  194,  Lot  26, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  George  P.  Monaghan. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE—  _  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - - 

Negative:  - - -  ^ 

THE  RESOLUTION—  .  .  ,  „  _ 

Whereas,  the  order  and  decision  of  the  hire  Comrnis- 
sioner,  dated  January  4,  1961  and  June  7,  1961  on  Violation 
Order  #479036,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
tVirnncr limit  entire  building.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 
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Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner  dated  January  4,  1961  and  June  7,  1961,  acting  on 
Vl°J^°TderJ  #,479036’  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  appeal  dated  June  26,  1961  4  sheets;  on  further 
condition  that  a  non-automatic  sprinkler  system  shall  be  in¬ 
stalled  in  the  cellar ;  and  that  a  thermostatic  fire  alarm  sys¬ 
tem  with  central  office  connection  shall  be  installed  through¬ 
out  the  building. 


996-61-A 

APPLICANT— Monaghan  and  Mattingly  for  David  Bic- 
kerton  and  Sons,  Inc.,  owner. 

SUBJECT— Application  June  26,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— SO  Lispenard  Street,  north  side, 
o“  Manhattan^  ”  ’  B'°Ck  ‘H  Lot  27'  Bor°“Sh 

APPEARANCES— 

For  Applicant :  George  P.  Monaghan 
For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative: Chairman  Foley,  Vice  Chairman  Kleinert 
Cornmissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Whereas,  the  order  and  decision  of  the  Fire  Commis- 
"on  Order’  I%1  ^  ^  1  ' % '  °"  Vi°'a‘ 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  entire  building.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions.  S 

Resolved  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner  dated  January  4,  1961  and  June  7,  1961,  actine  on 

Vl<^:£°J"deri  #4790,37>  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 

Sfh*t£*  that  ^ i  buddl"g  sha11  conform  to  drawings  filed 
with  tins  appeal  dated  June  26,  1961,  2  sheets;  on  further 

Sat  a  non-automatic  sprinkler  system  shall  be  in- 
tem  the.  c*llaJi  and  that  a  thermostatic  fire  alarm  sys- 

ouT  the  building  6  COnneCtl°n  ShaH  be  instaIled  through- 


1444-61-A 

APPLICANT— S.  Walter  Katz  for  Ettenros  Realty  Cor¬ 
poration,  owner. 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner^  dated  January  S,  1961  and  June  12,  1961  on  Viola¬ 
tion  Order  No.  482553,  reads : 

“!•  Provide  an  approved  automatic  sprinkler  system 
throughout  the  building. 

Administrative  Code  Ch.  19  Sec.  161.0.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  5,  1961  and  June  12,  1961,  acting 
on  Viol.  Order  #482553,  Objection  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
mi  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  appeal  dated  July  7,  1961,  4  sheets;  on  further 
condition .  that  a  non-automatic  sprinkler  system  shall  be 
installed  in  the  cellar  and  first  floor ;  that  a  thermostatic 
fire  alarm  system  with  central  office  connection  shall  be  in- 
stalled  throughout  the  building;  and  that  the  cellar  stairs 
shall  be  enclosed  in  masonry  partitions  with  a  fireproof  self- 
closing  door. 


1249-61-A 

A ^ P,V CAN T — Lama,  Proskauer  and  Prober  for  Jacob 
Goldstein  and  Louis  Silverstein,  owners. 

SUBJECT— Application  July  31,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 119  Spring  Street,  north 

side,  2a  feet  east  of  Greene  Street,  Block  499,  Lot  42 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative  :  . .  q 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  28,  1961  and  July  18,  1961  on  Viola¬ 
tion  Order  #495308,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system  for 
entire  building. 

Chapter  C19-161.0  Admin.  Code.’ 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


SYSTEoCT“Applicartio,n  7’  A9d* — Appeal  from  an  order 
system  deC1Slon  of  the  Fire  Commissioner  re-  sprinkler 

P^id^I52EfeetA?F-E^TED~7  J°neS  Street’  SOUth 

510  Tot  n 4  p2  lncbes  <?f  Lafayette  Street,  Block 

aJO,  Lot  11,  Borough  of  Manhattan 

APPEARANCES— 

For  Applicant :  Peter  Gluck. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  c 

Negative:  . '  .  q 


Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  28,  1961  and  July  18,  1961,  acting 
on  Viol.  Order  No.  495308,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to  draw¬ 
ls5  filed  with  this  appeal  dated  July  31,  1961,  4  sheets  and 
October  16,  1963,  4  sheets  revised;  and  on  further  condition 
that  the  non-automatic  sprinkler  system  and  thermostatic 
fire  alarm  system  with  central  office  connection  shall  be 
maintained  throughout  the  building  to  the  satisfaction  of  the 
hire  Commissioner. 


11-62-A 

APPLICANT — Dr.  Joseph  E.  Schober  for  Trustees  of 
onug  Harbor,  owner;  New  York  University,  lessee. 
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SUBJECT— Application  for  consideration-reopening  for 
amendment  of  resolution — Appeal  from  a  decision  of  t  e 
Borough  Superintendent  re-  Class  3  construction,  ot  ice 
use,  stairs ;  previously  granted  on  condition. 

PREMISES  AFFECTED— 5  Washington  Square  North, 
north  side,  110  feet  west  of  University  Place,  Block  530, 
Lot  5,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  E.  Schober. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE—  TT.  . 

Affirmative:  Chairman  Foley,  Vice  Chair,  aan  Ivlemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - -  j? 

Negative:  -  u 

THE  RESOLUTION—  .  .  .  _  , 

Whereas,  this  application  was  granted  by  the  Board  on 

June  11,  1963  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 

resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  11,  1963,  by 


adding  thereto: 

“that  in  the  event  the  owner  desires  to  omit  the  fire  re¬ 
tarding  of  the  stair  enclosures  and  public  halls  as  here¬ 
tofore  required,  such  change  shall  be  permitted  on  con¬ 
dition  that  a  one-source  sprinkler  system  shall  be  in¬ 
stalled  in  the  public  halls  and  stairways  from  the  base¬ 
ment  to  the  top  floor  and  in  the  file  storage  room  in 
the  cellar,  in  compliance  with  the  order  of  the  Fire 
Commissioner  dated  May  8,  1962,  and  cited  in  his  letter 
dated  October  3,  1963,  acting  on  Order  No.  1976-2; 
that  the  building  shall  conform  to  drawings  filed  with 
this  appeal  dated  September  20,  1963,  except  that  the 
existing  hardwood  doors  in  the  public  halls  and  stair 
enclosures  shall  be  made  self-closing  and  that  the  stair 
from  the  basement  to  the  cellar  shall  be  enclosed  with 
a  masonry  partition  and  fire  proof  self-closing  door.” 
(Alteration  2035/61  and  Fire  Dept.  Order  No.  1976-2) 


929-62-A 

APPLICANT — Samuel  Rosenblum  for  Lau-Jer  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  October  5,  1962— Appeal  from  a 
decision  of  the  Borough  Superintendent  re  egress. 

PREMISES  AFFECTED— 30-32  East  21st  Street,  south 
side,  223  feet  east  of  Broadway,  Block  849,  Lot  55,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE—  .  .  _ 

Affirmative:  Chairman  Foley,  Commissioner  box,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  Vice  Chairman  Kleinert  -  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  24,  1962  on  Alt.  Applic.  1019-62,  reads : 
“2.  Fire  Escape  is  not  an  acceptable  2nd  means  of  egress 
from  a  271  Labor  Law  Building  of  9  stories.” 


and 

Whereas,  the  premises  were  insspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  Borough  Superintendent, 
dated  September  24,  1962,  acting  on  Alt.  Applic.  1019-62. 
Objection  No.  2,  and  that  the  appeal  be  and  it  hereby  is 


granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  October  17,  1963,  one 
sheet  •  and  on  further  condition  that  the  occupancy  on  any 
floor  ’shall  be  limited  to  the  capacity  of  the  primary  means 


n  f 


25-63-A  ,  ,  _  . 

APPLICANT — L.  A.  Hunziker  for  The  Brooklyn  Union 
Gas  Company,  owner. 

SUBJECT— Application  January  9,  1962— Appeal  from  de¬ 
cisions  of  the  Fire  Commissioner  re-  oil  pump,  Schedule 
80  steel  pipe. 

PPFMISES  AFFECTED— 116-20  208th  Street,  southwest 
Corner  of  116th  Avenue,  Block  11080,  Lot  163,  Cambria 
Heights,  Borough  of  Queens. 

For  Applicant:  Lloyd  A.  Hunziker  and  M.  John  Alicandri. 
For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE:  „  .  .  „  r  _ 

Affirmative:  Chairman  Foley,  Commissioner  box,  Com- 

missioner  Becker  and  Commissioner  Klein - 4 

Not  Voting:  Vice  Chairman  Kleinert  -  1 

THE  RESOLUTION—  _  .  .  .  .  . 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
nwomhpr  17  and  December  21,  1962  on  Folder  No.  T- 


646513 

(Dec.  17,  1962) 

“In  reference  to  your  letter  of  November  7,  1962  re¬ 
questing  permission  to  use  Gould  Oil  Pump,  approved 
by  the  Board  of  Standards  and  Appeals,  under  Calendar 
437/31-SA,  and  to  be  equipped  with  explosion  proof 
motor,  for  scrubbing  oil  consendate  tank  installed  under 
Misc.  561/62,  please  be  advised  that  your  request  is 
denied,  since  subject  pump  was  approved  for  fuel  oil  by 
the  Board  of  Standards  and  Appeals,  whereas  product 
to  be  used  here  has  a  lower  flashpoint  (35  F). 


(Dec.  21,  1962) 

“In  reply  to  your  request  for  the  use  of  schedule  80 
steel  pipe  has  been  considered.  It  is  conceded  that  the 
proposed  schedule  80  steel  pipe  is  superior  to  galvanized 
wrought  iron  pipe,  however  we  are  compelled  to  deny 
your  use  of  schedule  80  pipe  since  the  New  York  City 
Administrative  Code  does  not  make  provisions  for  its 
use.” 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  December  17  and  December  21,  1962,  acting  on  Folder 
No.  T-646513,  be  and  it  hereby  is  modified,  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  ar¬ 
rangement  shall  conform  to  drawing  filed  with  this  appeal 
dated  July  26,  1963,  one  sheet.  This  permits  the  Gould  Oil 
Pump  and  schedule  80  steel  pipe  to  be  used  in  connection 
with  emptying  the  scrubbing  oil  consendate  tank. 


517-63-A 

APPLICANT— Lacquer  Specialties,  Incorporated,  owner. 

SUBJECT — Application  June  20,  1963 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Packaging  of  Com¬ 
bustible  Mixture  known  as  Lacquer  Specialties  Dye  Solu¬ 
tion  in  1  gallon  Polyethelene  containers,  in  New  York 
City,  not  in  conformity  with  Administrative  Code  require¬ 
ments. 

APPEARANCES—  „  ,  t  .  0.  .  .  T 

For  Applicant:  Robert  H.  Frohboese  and  Richard  J. 

Meyer. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
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ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  21,  1963,  reads : 

“In  regards  to  your  letter  dated  February  13,  1963,  re¬ 
questing  permission  to  use  polyethylene  jugs  to  market 
your  inflammable  mixture  and  combustible  mixture 
products  in  New  York  City. 

As  the  use  of  these  Polyethylene  containers  is  in  viola¬ 
tion  of  the  Administrative  Code  of  the  City  of  New 
York.  This  Department  must  deny  your  request  to  use 

and 

a  Polyethylene  container.” 

Whereas,  the  committee  of  the  Board  has  considered  this 
appeal,  and  it  has  been  discussed  with  the  Fire  Department ; 
and 

Whereas,  the  Fire  Department  has  confirmed  its  ruling 
because  of  the  low  flashpoint  of  the  mixture  and  because  of 
the  disintegration  of  the  plastic  container  at  too  low  a  tem¬ 
perature. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  May  21,  1963,  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


633-63-A 

APPLICANT — New  York  City  Transit  Authority,  for 
City  of  New  York,  owner. 

SUBJECT — Application  August  13,  1963 — Appeal  from  a 
decision  of  the  Fire  Commissioner — re-  Spray  Exhaust 
System. 

PREMISES  AFFECTED — Southwest  Corner  of  Avenue 
X  and  Shell  Road,  Block  7188A,  Lot  40,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Winfred  Beebe,  Harold  Murray  and 
Joseph  Guerin. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

N egative  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  31,  1963  on  Folder  No.  X573246,  reads: 

“Proposed  installation  does  not  comply  with  the  Spray 
Rules  of  the  Board  of  Standards  and  Appeals. 

It  is  therefore  suggested  that  you  submit  the  equipment 
to  the  Board  of  Standards  and  Appeals,  80  Lafayette 
Street,  New  York  City  for  approval  with  plans  showing 
the  spraying  operations  and  fire  protection  provided.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner 
dated  July  31,  1963,  acting  on  Folder  No.  X573246,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  arrangement  shall  conform 
to  drawings  filed  with  this  appeal  dated  August  13,  1963, 
3  sheets  and  October  16  ,1963,  2  sheets;  on  further  condi¬ 
tion  that  portable  fire  extinguishers  shall  be  placed  inside 
the  cars  to  the  satisfaction  of  the  Fire  Commissioner;  that 


easy  access  to  door  controls  shall  be  provided  for  the  men 
inside  the  cars;  and  that  no  paint  having  a  flashpoint  under 
105°  F.  shall  be  used. 


648-63-A 


APPLICANT — Max  Siegel  Associates  for  Carol  Manage¬ 
ment  Corporation,  owner. 

SUBJECT — Application  August  20,  1963 — Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  zoning  matter. 

PREMISES  AFFECTED — 86-98  Park  Avenue,  west  side, 
from  East  39th  Street  to  East  40th  Street,  31-39  East 
39th  Street,  28-42  East  40th  Street,  Block  769,  Lot  34-49, 
Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant :  Max  Siegel  and  Harry  J.  Haback. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . .  4 

Negative :  . .  q 

Not  Voting:  Vice  Chairman  Kleinert  . . .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent  on 
N.B.  Applic.  41-60,  reads: 

(August  12,  1963) 

“Your  request  to  reconsider  Items  2,  3,  4,  5  and  6  of 
said  letter,  September  8,  1961  is  hereby  denied.” 
(September  8,  1961) 

“The  proposed  listed  in  your  letter  of  August  21,  1961, 
items  1  to  6  inclusive,  are  considered  sufficient  to  estab¬ 
lish  the  combined  structure  as  one  building  and  permit 
the  use  of  the  entire  lot  for  compliance  with  the  re¬ 
quirements  of  the  Zoning  Resolution.” 

(August  21,  1961) 

“1.  Fee  of  land  and  building  on  Lot  49  of  Block  869 
will  be  under  long  term  lease  to  owner  of  proposed 
building.  The  lease  shall  be  for  an  initial  term  of  50 
years  with  an  option  for  a  25  year  extension. 

2.  Connect  First  Floors  of  proposed  and  existing  build¬ 
ing  so  as  to  provide  common  access  to  both  lobbies. 

3.  Connect  Cellar  of  proposed  and  existing  building  so 
as  to  provide  common  use  of  garage  irr  proposed 
building. 


4.  Upon  demand  of  tenants  connect  floors  in  existing 
building  with  floors  in  proposed  building  where  such 
floors  are  of  the  same  or  approximately  the  same 
level. 


5.  From  the  proposed  building  provide  the  following 
common  utilities  for  the  existing  building: 

a.  Chilled  water  for  air  conditioning. 

b.  Hot  water  available  for  heating. 

c.  Hot  water  available  for  domestic  consumption. 

6.  At  completion  of  construction  of  proposed  building 
apply  for  a  single  Certificate  of  Occupancy  for  both 
the  proposed  and  existing  building.” 

and 


Whereas,  this  appeal  has  been  considered  by  the  Board 
which  is  familiar  with  the  property  and  the  surrounding 
area.  ° 


.  Resolved,  that  the  decision  of  the  Commissioner  of  Build¬ 
ings,  denying  reconsideration  on  Items  2,  3,  4,  5  and  6,  as 
given  in  his  letter  of  August  12,  1963,  in  connection  with 
N.  B.  application  41-60  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  arrangement  of  the  buildings  shall  conform  to  drawing 
filed  with  this  appeal  dated  August  20,  1963,  one  sheet ;  on 
further  condition  that  it  shall  be  stated  on  the  Certificate 
of  Occupancy  for  the  new  tower  building  and  on  an  amended 
Certificate  of  Occupancy  for  the  existing  office  building  that 
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Lot  34  and  Lot  49  are  combined  for  zoning  bulk  computa¬ 
tion,  and  must  remain  under  one  ownership ;  and  on  further 
condition  that  a  restriction  agreement  shall  be  filed  in  the 
Register’s  Office  stating  that  there  will  be  no  extension  in 
height  or  bulk  in  either  building. 


1113-61-A 

APPLICANT— Joseph  Lau  for  52  East  Broadway  cor¬ 
poration,  owner. 

SUBJECT— Application  July  10,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 50  East  Broadway,  north 
side,  237  feet  1%  inches  west  of  Market  Street,  Block 
281,  Lot  23,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Martin  J.  Hyman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW : 

Affirmative:  Chairman  Foley,  Vice  Chairman  ICleinert 
Commissioner  Fox.  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  .  0 


1114-61-A 

APPLICANT— Joseph  Lau  for  52  East  Broadway  Cor¬ 
poration,  owner. 

SUBJECT— Application  July  10,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 48  East  Broadway,  north  side, 
262,  2%  inches  west  of  Market  Street,  Block  281,  Lot  22, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Martin  J.  Hyman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  requesst 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  -  0 


1146-61-A 

APPLICANT — Lama.  Proskauer  and  Prober  for  155  Hud¬ 
son  Street,  Corporation,  owner. 

SUBJECT — Application  July  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 151  Hudson  Street,  northeast 
corner  of  Hubert  Street,  Block  215,  Lot  25,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker,  and  Com- 


misioner  Klein  .  5 

Negative: _ 0 


1589-61-A 

APPLICANT— Elliot  Saltzman,  for  38-40  Warren  Street, 

Inc.,  owner. 

SUBJECT— Application  October  19,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner,  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 38  Warren  Street,  northwest 
corner  of  Church  Street,  Block  136,  Lot  80,  Borough  of 

Manhattan. 

APPEARANCES— 

For  Applicant :  Herman  J.  Gorgens. 

ACTION  OF  BOARD — Appeal  withdraivn  at  the  request 
of  the  applicat. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . —  5 

Negative:  -  0 


1606-61-A 

APPLICANT— Elliott  Saltzman  for  38-40  Warren  Street, 
Incorporated,  owner. 

SUBJECT— Application  October  19,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 40  Warren  Street,  north  side, 
25  feet  west  of  Church  Street,  Block  136,  Lot  85,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herman  J.  Gorgens. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  -  5 

Negative :  — - - 0 


1753-61-A 

APPLICANT — Irwin  Emermon  for  13-15  West  27th  Street 

Company,  owner. 

SUBJECT— Application  October  29,  1961— Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 13-15  West  27th  Street,  north 
side,  125  feet  west  of  5th  Avenue,  Block  829,  Lot  32, 
Borough  of  Manhattan. 

APPEARANCES—  > 

For  Applicant :  Irwin  Emerman. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  .  0 


42-62-A 

APPLICANT — Max  Siegel  Associates  for  Purley  Proper¬ 
ties  Incorporated,  owner ;  F.  W.  Woolworth  Company, 

lessee. 

SUBJECT — Application  January  4,  1962 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 981-985  Eighth  Avenue,  west 
side,  50  feet  south  of  West  58th  Street,  Block  1048,  Lot 
38,  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  Max  Siegel. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


994-62-A 

APPLICANT — John  Harold  Barry  for  New  York  State 
Realty  and  Terminal  Company,  owner. 

SUBJECT — Application  October  24,  1962 — Review  of  De¬ 
cision  of  the  Borough  Superintendent  re-  Certificate  of 
Occupancy  #55482. 

PREMISES  AFFECTED — 109-35  East  42nd  Street,  north 
side,  275  feet  west  of  Lexington  Avenue,  Block  1280,  Lot 
30,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  withdrazvn  at  the  request 
of  the  applicant. 

THE  VOTE: 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein _  5 

Negative: _ 0 


1003-61-A 

APPLICANT — George  G.  Miller  for  65  Morton  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  June  28,  1961 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  sprinkler  system. 
PREMISES  AFFECTED— 1261-1265  Third  Avenue,  200 
East  73rd  Street,  southeast  corner,  Block  1427,  Lot  45, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack 
of  prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


1022-61-A 

APPLICANT — William  J.  Calise  for  Saul  and  Ida  Abram¬ 
son,  owner. 

SUBJECT — Application  June  30,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 19  Orchard  Street,  west  side, 
97  feet  1  inch  north  of  Canal  Street,  Block  299,  Lot  30, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


682-61-A-Vol.  II 

APPLICANT — Peter  H.  Brandt  for  Michael  L.  Schaffer, 
owner. 

SUBJECT — Application  for  consideration  —  reopening  as 
Vol.  II  subject  to  regular  procedure — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  elevator 
in  readiness;  previously  denied. 

PREMISES  AFFECTED — 110  Fulton  Street,  southeast 
corner  of  Dutch  Street,  Block  78,  Lot  19,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Peter  H.  Brandt. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  .  a 


863-61-A 

APPLICANT  Raphael,  Searles  and  Vischi  for  Mary 
Weisberg,  owner. 

SUBJECT— Application  June  9,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 460  Broome  Street,  north  side, 
75  feet  west  of  Mercer  Street,  Block  485,  Lot  37,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  S.  Searles. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  6,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


892-61-A 

APPLICANT — Daub  and  Daub  for  Fischer  and  Sons 
Incorporated  , owner. 

SUBJECT— Application  June  6,  1961  —  Appeaj  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 149-151  Front  Street,  150-152 
Maiden  Lane  .southeast  corner,  Block  37,  Lot  33,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sidney  Daub. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  November  13,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1C09-61-A 

APPLICANT — Phineas  Zolot  for  Coston  Supply  Company, 
Incorporated,  owner. 

SUJECT— Application  June  29,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 31  Water  Street,  east  side, 
74  feet  north  of  Broad  Street,  Block  7,  Lots  15  and  16, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Phineas  Zolot,  William  R.  Baack  and 
Peter  S.  Gluck. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  6,  1963, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 
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1030-61-A 

APPLICANT — 343  Canal  Corporation,  owner. 

SUBJECT— Application  June  16,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 343  Canal  Street,  north  side, 
65  feet  west  of  Green  Street,  Block  229,  Lot  3,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harvey  L.  Strelzin. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  October  29,  1963,  at 
2  P.M.  for  hearing  at  the  request  of  the  applicant. 


1051-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Harry  Nagel, 
owner. 

SUBJECT— Application  July  6,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 128  West  18th  Street,  south 
side  200  feet  east  of  7th  Avenue,  Block  793,  Lot  55,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  George  P.  Monaghan. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  6,  1963, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 


1052-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Fanrab,  In¬ 
corporated,  owner. 

SUBJECT — Application  July  6,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 71  Leonard  Street,  north  side, 
75  feet  east  of  Church  Street,  Block  174,  Lot  10,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  George  P.  Monaghan. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  6,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1057-61-A 

APPLICANT — H.  E.  Horwood  for  Leavenworth  Realty 
Corporation,  owner. 

SUBJECT — Application  July  7,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system,  and  a  decision  of  the  Borough  Super¬ 
intendent  re-  egress,  enclosed  stairs  and  hoistway  etc. 

PREMISES  AFFECTED— 55  Fulton  Street,  45  Cliff 
Street,  northwest  corner,  Block  94,  Lot  4,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  H.  E.  Horwood. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  6,  1963, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 


1065-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Zeitlen  Real¬ 
ty  Company,  owner. 

SUBJECT — Application  July  5,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


PREMISES  AFFECTED— 120  Fulton  Street,  south  side, 
100  feet  east  of  Nassau  St.,  Block  78,  Lot  45,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  George  P.  Monaghan.  _ 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  November  6,  1963, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 


1068-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Maege  Real¬ 
ty  Corporation,  owner. 

SUBJECT— Application  July  5,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 7-9  Bond  Street,  south  side, 
70  feet  west  of  Lafayette  Street,  Block  529,  Lots  14  and 
13,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  George  P.  Monaghan. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  November  6,  1963, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 


1070-51-A 

APPLICANT— Monaghan  and  Mattingly  for  Standard 
Casing  Company,  Inc.,  owner. 

SUBJECT— Application  July  5,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 121  Spring  Street,  northeast 
corner  of  Greene  Street,  Block  499,  Lot  43,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  George  P.  Monaghan. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  6,  1963, 
at  2  P.M.  for  inspection  and  decision :  hearing  closed. 


1086-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Toja  Realty 
Company,  owner. 

SUBJECT — Application  July  11,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 409-411  Bond  Street,  east  side, 
70  feet  south  of  Third  Street,  Block  466,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  George  P.  Monaghan. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  6,  1963, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 


1110-61-A 

APPLICANT — William  S.  Shary  for  Dewey  Carver, 
owner. 

SUBJECT — Application  July  7,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 115  Liberty  Street,  north  side, 
102  feet  1%  inches  east  of  Greenwich  Street,  Block  60, 
Lot  6,  Broough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  William  S.  Shary. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  November  6,  1963, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 
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1118-61-A 

APPLICANT — Mario  A.  Tucciarone  for  John  T.  Stanley 
Company,  Incorporated,  owner. 

SUBJECT— Application  July  13,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprmkler  system. 

PREMISES  AFFECTED — 636-640  West  30th  Street 
south  side,  250  feet  east  of  12th  Avenue,  Block  675,  Lot 
52,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Mario  A.  Tucciarone  and  Beniamin  T 
Adams. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  November  6,  1963, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 


1119-61-A 

APPLICANT — Mario  A.  Tucciarone  for  John  T  Stan¬ 
ley  Company,  Inc.,  owner. 

SUBJECT  Application  July  13,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AF  F  ECTED — 630-632  West  30th  Street 
south  side,  375  feet  east  of  12th  Avenue,  Block  675,  Lot 
49,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Mario  A.  Tucciarone  and  Benjamin  T 
Adams.  J 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  6,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1120-61-A 

APPLICANT — Mario  A.  Tucciarone  for  John  T.  Stanley 
Company,  Inc.,  owner. 

SUBJECT  Application  July  13,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 634-West  30th  Street,  south 
side,  325  feet  east  of  12th  Avenue,  Block  675,  Lot  49 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Mario  A.  Tucciarone  and  Benjamin  T 
Adams. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  November  6,  1963, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 


1130-61-A 

A?P^T^A'oT7''^le  Bato  ComPany,  Incorporated,  lessee 
tor  U.b.  Bottle  Caps,  Incorporated,  owner. 

SUBJECT — Application  _  July  14,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

AFFECTED — 34-33  Collins  Place,  east  side, 
465.21  feet  north  of  Northern  Boulevard,  Block  4946, 
Lot  96,  Flushing,  Boro'iefi  of  Queens. 

APPEARANCES— 

For  Applicant :  Murray  Brant  and  Gabriel  Nathan 
For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  6,  1963, 
at  2  P.M.  for  decision;  hearing  closed. 


1140-61-A 

A ^ U LI C A M T_ J oseph  Lau  for  National  Board  of  Young 
Men  s  Christian  Association,  owner. 


SUBJECT— Application  July  14,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMIES  AFFECTED — 56  Reade  Street,  North  side, 
98  feet  10  inches  west  of  Broadway,  Block  150,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Martin  J  H.yman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  November  19,  1963, 
at  2  P.M.  for  hearing  at  the  request  of  the  applicant. 


1859-61-A 

APPLICANT — Fifth  Development  Corporation,  Ad¬ 
joining  property  owner.  Harry  Klein,  owner. 

OWNER  OF  PREMISES-Harry  Klein. 

SUBJECT — Application  December  13,  1961  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Revocation  of  Application  1630/1958. 

PREMISES  AFFECTED — 1641  First  Avenue,  north¬ 
west  corner  of  East  85th  Street,  Block  1548,  Lot  25, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Milton  Brause. 

ACTION  OF  BOARD — Laid  over  to  January  14,  1964, 
at  2  P.M.  for  decision  at  the  request  of  -the  applicant; 
hearing  previously  closed. 


035-62-A 

APPLICANT — Goldberg  and  Scutaro  for  Esther  Sa- 
cher,  owner. 

SUBJECT  Application  August  30,  1962 — Review  of 
Decision  of  the  Borough  Superintendent  re-  Zoning 
Matter.  s 

PREMISES  AFFECTED — 1134  East  58th  Street,  west 
side,  208  feet  north  of  Avenue  K,  Block  7805,  Lot  71 
Borough  of  Brooklyn. 

For  Applicant:  Edmund  F.  Wolk. 

ACTION  OF  BOARD — Laid  over  to  November  6, 
1963,  at  2  P.M.  for  hearing  at  the  request  of  the 
applicant.  — 


836-62-A 

APPLICANT — Goldberg  and  Scutaro  for  Harry 
Abramson,  owner. 

SUBJECT  Application  August  30,  1962  —  Review  of 
Decision  of  the  Borough  Superintendent — re-  Zoning 
Matter,  etc. 

PREMISES  AFFECTED— 1091  East  58th  Street,  east 
side,  576  feet  north  of  Avenue  K,  Block  7806,  Lot  35, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Edmund  F.  Wolk. 

ACTION  OF  BOARD — Laid  over  to  November  6, 
1963,  at  2  P.M.  for  hearing  at  the  request  of  the’ 
applicant. 


1011-62-A 

APPLICANT — Elias  K.  Herzog  for  Bernher  Realty 
Corporation,  owner. 

SUBJECT — Application  October  26,  1962  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  provide  protection  for  windows  etc. 

PREMISES  AFFECTED— 80  Jefferson  Street,  530- 
534  Water  Street,  northwest  corner,  Block  247,  Lot 
34,  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Elias  K.  Herzog.  ^ 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  November  6, 
1963,  at  2  P.M.  for  inspection  and  decision  hearing 

closed. 


1057-62-A  p  _  ,  , 

APPLICANT— John  H.  McChord,  Jr.  of  Carter,  Lea- 
yard  and  Milburn  for  adjoining  Property  owners: 
Kinney-East  50th  Street  Garage  Corporation;  lessee. 
OWNER  OF  PREMISES:  Prudential  Insurance  Com¬ 
pany  of  America. 

SUBJECT— Application  November  29,  1962  —  Review 
of  a  Decision  of  the  Borough  Superintendent  re¬ 
zoning  matter,  and  refusal  to  revoke  Certificate  of  Oc 

PREMISES  AFFECTED-138-146  East  50th  Street, 
south  side,  200  feet  east  of  3rd  Avenue,  Block  1304, 
Lot  45,  Borough  of  Manhattan. 

AForE  AppSflohn  H.  McChord,  Jr.,  and  Peter 

Detmold.  , 

For  Opposition:  Samuel  H.  Lindenbaum. 

For  Administration:  William  C.  Kupfer,  Dept,  of 
Buildings.  , 

ACTION  OF  BOARD — Laid  over  to  November  13, 
1963,  at  2  P.M.  for  decision. 


23S-63-A  A  .  _ 

APPLICANT— Robert  S.  Hanser  for  American  Grease 
Stick  Company,  owner. 

SUBJECT— Application  March  20,  1963  —  Packaging  Oi 
combustible  Mixture  known  as  Mr.  Zip  Rust  Fighter  m 
1.6  oz.  plastic  containers— containers  not  m  conformity 
Administrative  Code  requirements  of  New  York. 

APPEARANCES— 

For  Applicant:  Robert  S.  Hanzen 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  November  19,  1963, 
at  2  P.M.  for  applicant  to  submit  new  package;  hearing 
to  be  continued. 


492  East  153rd  Street,  Block  2362,  Lots  52  and  53,  Bor¬ 
ough  of  the  Bronx. 

A Fo? Applicant?  Harry  M.  Prince  and  Martin  Jacobs. 

H  P.  Manfredi,  Fire  Dept 

ACTION  OF  BOARD— Laid  over  to  November  13,  1963, 
at  2  P.M.  for  inspection  and  decision  hearing  closed. 


613-63-A  . 

APPLICANT _ T.  R.  Galloway  for  Consolidated  Edison 

Company  of  New  York,  Incorporated,  owner. 
SUBJECT— Application  July  31,  1963— Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Fuel  Oil  Tanks. 
PREMISES  AFFECTED — 35-08  to  35-58  Vernon  Boule¬ 
vard  7-67  36th  Avenue,  northwest  corner,  Block  327,  Lots 
1  and  16,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  T.  R.  Galloway. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fne  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  29,  1963, 
at  2  P.M.  for  consideration  of  revised  drawings,  reinspec¬ 
tion  and  decision;  hearing  closed. 


695-63-A 

APPLICANT — Harry  M.  Prince  for  Third  Avenue  Leas¬ 
ing  Company,  &  Jack  Markman,  owner ;  Schlossman  s  In¬ 
corporated,  lessee. 

SUBJECT— Application  September  9,  1963— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 2966-2970  Third  Avenue,  east 
side,  from  East  153rd  Street  to  Bergen  Avenue,  and  482- 


316-29-BZ-Vol.  II  r  .  r 

APPLICANT — Irwin  Emerman  for  Stefred  Realty  Cor¬ 
poration,  owner.  _  f 

SUBTECT — Application  for  consideration— reopening  tor 
amendment  of  resolution— decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Section 
7f  of  the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  reestablishment  and  maintenance  of  a  gaso¬ 
line  service  station,  open  lubritorium  and  office. 
PREMISES  AFFECTED— 854  Soundview  Avenue^  south¬ 
east  corner  of  Story  Avenue,  Block  3636,  Lot  70,  Borough 
of  the  Bronx. 

APPEARANCES— 

For  Applicant:  Irwin  Emerman. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

^^Affirmative:  Chairman  Foley,  Vice  Chairman  Klein ert. 
Commissioner  Becker  and  Commissioner  Klein  ....  4 
Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION—  ,  ,  .  „  ,  c 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II  on  April  13,  1948  on  certain  conditions ;  and 
Whereas,  the  term  of  variance  was  last  extended  on 

April  30,  1963 ;  and  ,  ,  f 

Whereas,  the  applicant  requested  an  amendment  of  the 

resolution. 

Resolved,  that  the  Board  of  Standards  and_  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  13,  1V45,  as 
amended  through  April  30,  1963,  by  adding  thereto: 

“that  the  walls  of  the  accessory  building  may  be  faced 
with  porcelain  enamel,  substantially  _  as  shown  on  re¬ 
vised  drawings  of  proposed  conditions  marked  Re¬ 
ceived  August  6,  1963,’  2  sheets,  on  condition  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects  .  (B.N.  702/63) 

929-39-BZ-Vol.  I 

APPLICANT — Lama,  Proskauer  and  Prober  for  Morben 
Properties,  Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution— decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Sections 
7a  and  7c  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  alteration  of  an  existing  garage  and 
gasoline  service  station  and  the  increase  in  area  of  the 
gasoline  station  by  the  relocation  of  the  front  wall  of  the 
garage. 

PREMISES  AFFECTED— 97-01  to  97-09  Northern  Boule- 
vard,  northeast  corner  of  97th  Street,  Block  1427,  Lots 
38  and  41,  Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . 

Negative  .  u 
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THE  RESOLUTION— 

...\Vl*EREAS»  this  application  was  granted  by  the  Board  as 
Vol.  I,  on  January  9,  1940  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  June  10  1941  • 
and  ’  ’ 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  9  1940  as 
amended  through  June  10,  1941,  by  adding  thereto’: 

“that  the  premises  may  be  arranged  and  used  substan¬ 
tially  as  shown  on  revised  drawings  of  proposed  condi¬ 
tions  marked  ‘Received  July  19,  1962’,  3  sheets,  includ¬ 
ing  the  storage  of  refrigerators  in  the  cellar  of  the  gar¬ 
age  building,  wheel  alignment,  accessory  minor  auto  re¬ 
pairs  and  other  uses  as  shown  thereon,  on  condition  that 
, 1?.r  l“an  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects”.  (Alt  48/621 
Alt.  App.  48-62,  N.B.  App.  ' 


297-54-BZ 

APPPICANT— Lama>  Proskauer  and  Prober  for  Sylvia 
Drift,  owner. 

SUBJECT  Application  for'  consideration — reopening  for 
extension  of  time  to  complete— decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Sections  21,  7e  and  19A  of  the  Zoning  Resolution,  per¬ 
mitting  in  the  business  use  portion  of  plot  located  in  a 
residence  and  business  use  D  area  district,  the  demolition 
of  existing  frame  structure  on  Lot  23  and  the  erection  of 
a  new  one  story  extension,  using  more  than  the  area 
permitted;  and  permitting  an  opening  from  proposed  ex¬ 
tension  to  existing  frame  structure  to  construct  one  large 
store  and  permitting  a  horizontal  exit  door  between  two 
structures  and  permitting  an  entrance  to  a  proposed  load¬ 
ing  area,  both  located  in  the  residence  use  portion  of  plot 

rAF££7C,T?rD' -65-61  to  65-65  Grand  Avenue 
Fuip677iQt0T  HamiIton  Place>  northwest  corner, 

Queens2719'  L°tS  2*’  22  and  23’  MasPeth>  Borough  of 

appearances— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 


701-58-BZ 


APPLICANT  Maxfield  and  Heywood  Blaufeux  for  Jo¬ 
seph  Angelone,  owner;  Great  Atlantic  and  Pacific  Tea 
Company,  lessee. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution  decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Sec¬ 
tion  7c  of  the  Zoning  Resolution,  permitting  in  a  local 
retail  and  residence  use  district,  the  erection  of  a  one 
story  and  cellar  building  for  use  as  a  retail  store  and  to 
provide  accessory  parking  on  the  unbuilt  upon  portion  of 
the  premises  with  more  than  two  curb  cuts  on  the  same 
street. 


PREMISES  AFFECTED — 55-08  to  55-34  Metropolitan 
Avenue,  62-01  to  62-09  and  62-29  to  62-37  Tonsor  Street 
southeast  conier>  Block  3365,  Lot  7,  Ridgewood,  Borough 
of  Queens. 


APPEARANCES— 

For  Applicant :  Heywood  Blaufeux. 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Comrmssioner  Becker  and  Commissioner  Klein....  4 

Negative:  Commissioner  Fox  .  j 

Whereas,  the  report  of  a  Committee  on  Test  reads’ 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  9,  1959  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  9  1959  bv 
adding  thereto:  ’  ’ 

“that  in  the  event  the  owner  desires  to  reduce  the  area 
of  the  site  by  omitting  the  irregular  fenced  off  southerly 
portion  known  as  62-29-  to  62-37  Tonsor  Street,  such 
change  shall  be  permitted  substantially  as  shown  on  re¬ 
vised  drawing  of  proposed  conditions  marked  ‘Received 
July  30,  1963’,  1  sheet,  except  that  the  vacant  area  be¬ 
tween  the  store  building  and  Lot  13  shall  remain  fenced 
°o  Bom  dle  parking  area  as  heretofore  required,  on 
condition  that  other  than  as  herein  amended  the-resolu- 
tion  above  cited  shall  be  complied  with  in  all  respects”. 
(Alt.  App.  871-63) 


THE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ^ 

Negative:  .  .  q 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board 
October  26,  1954  on  certain  conditions;  and 

Wherbas,  the  resolution  was  last  amended  on  Tune 
1956 ;  and 


Whereas,  time  to  obtain  permits  and  complete  the  wor 
was  last  extended  on  October  30,  1962;  and 

Whereas,  the  applicant  requested  a  further  extension  c 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe 
nereby  amend  the  resolution  adopted  on  October  26  1954 
?s  amended  through  October  30,  1962,  only  as  to  the  tiim 
to  obtain  permits  and  complete  the  work,  so  that  as  amend* 
this  portion  of  the  resolution  shall  read  • 


that  permit  shall  be  obtained  and  work  completed  within 
one  year  from  the  date  of  this  amended  resolution ;  and 

(Alt  ai20/54)fiCate  °f  °ccupancy  sha11  be  obtained”. 


919-59-BZ 

ABBLICANT— Lama,  Proskauer  and  Prober  for  Socony 
Mobil  Oil  Company,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
?n^nSj0n-°-f  time  to  comPlete  which  expired  October  9 
1963— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7a,  7i,  7A  and  21 
or  the  Zoning  Resolution,  permitting  in  a  retail  use  D 
area  district,  the  reconstruction  of  an  existing  gasoline 
service  station,  lubritonum,  and  auto  laundry,  and  extend 
the  uses  to  include  minor  auto  repairs,  salesroom,  utility 
room,  parking  and  storage  of  motor  vehicles,  ground  sign 
curb  cuts  within  75  feet  of  a  residence  use  district,  the 
elimination  of  the  required  rear  yard  and  the  installation 
of  6  new  550  gallon  gasoline  tanks  and  4  new  dispensing 
pumps,  for  a  stated  term  of  20  years. 

FRETvHSES  AFFECTED— 187-17  to  187-25  (187-17  offi¬ 
cial)  Jamaica  Avenue  and  91-29  to  91-35  187th  Place 

Queens St  C°rner’  BI°Ck  "10,  Lot  Ho!Hs’  Borough  of 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 
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T  AffirmSiv?:  Chairman  Foley,  Vice  Chairman  Kleinerr 
Commissioner  Becker  and  Commissioner  Klein....  4 
Negative:  Commissioner  Fox  . 

T  W  h  application  was  granted  by  the  Board  on 

July  19,  I960  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  9,  1962 ,  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  19,  190U,  as 
amended  through  October  9,  1962,  only  as  to  the  tune  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read . 

“that  permit  shall  be  obtained  and  work  completed  within 
one  year  from  the  date  of  this  amended  resolution ,  and 
that  a  Certificate  of  Occupancy  shall  be  obtained  .  (JN.B. 
4353/59) 


921-59-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Socony 
Mobil  Oil  Company,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expiied  October  2, 
1963 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7 a  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  reconstruction  of  an  existing  gasoline  service  station, 
lubritorium,  office  and  car  wash  and  extend  the  uses  to 
include  minor  auto  repairs,  salesroom,  utility  room, 
ground  sign,  parking  and  storage  of  motor  vehicles  and 
the  installation  of  five  (5)  additional  550  gallon  gasoline 
tanks. 

PREMISES  AFFECTED— 71-10  to  71-20  (71-20  official) 
Roosevelt  Avenue  and  40-02  to  40-08  72nd  Street,  south¬ 
west  corner,  Block  1303,  Lot  9,  Jackson  Heights,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klcinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  .  ® 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  27,  1960  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  2,  1962;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  27,  1960, 
as  amended  through  October  2,  1962,  only  as  to  the  time  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed  within 
one  year  from  the  date  of  this  amended  resolution;  and 
that  a  Certificate  of  Occupancy  shall  be  obtained”. 
(N.B.  4358/59) 


SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution— decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Section 
11-412  of  the  Zoning  Resolution,  permitting  in  a  Cl -4 
within  an  R8  district,  the  change  in  occupancy  of  an  eat¬ 
ing  building  from  theatre  and  stores  to  retail  supermarket 
and  stores  extending  into  the  residence  district  and  erec¬ 
tion  of  a  brick  wall  to  enclose  the  rear  yard. 

PREMISES  AFFECTED — 57  East  Burnside  Avenue, 
northeast  corner  of  Walton  Avenue,  Block  3178,  Lot  1, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

'rprp  VOTE _ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  ^ 

Negative:  . . . 

THE  RESOLUTION—  ,  .  R  „ 

Whereas,  this  application  was  granted  by  the  Board  on 

March  19,  1963  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 

resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  19,  1963,  by 
adding  thereto: 

“that  the  mechanical  equipment  rooms  may  be  located 
on  the  balcony,  substantially  as  shown  on  revised  draw¬ 
ing  of  proposed  conditions  marked  Received  August 
23,  1963’,  1  sheet,  and  as  cited  in  the  decision  of  the 
Borough  Superintendent  dated  August  16,  1963  acting 
on  Alt.  Applic.  No.  585-62,  Objection  No.  1,  on  condi¬ 
tion  that  Objections  Nos.  2  and  3  as  to  egress  and  floor 
loads  shall  be  complied  with;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects”. 


1051-62-BZ 

APPLICANT— Max  Siegel  Associates  for  I.B.J.  Realty 
Company,  owner;  Food  City  Supermarkets,  lessee. 


5-63-BZ 

APPLICANT — M.  Martin  Elkind  for  Isaac  Mamberg, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution— decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  _  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  permitting  m  an 
R-l-2  district,  the  erection  of  a  one  story  extension  to  an 
existing  two  story,  one  family  dwelling,  that  encroaches 
on  the  required  rear  yard. 

PREMISES  AFFECTED— 110-35  67th  Drive,  north  side, 
212  feet  west  of  112th  Street,  Block  2191,  Lot  50,  Forest 
Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE—  4 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  ^ 

Negative  :  - - - - 

THE  RESOLUTION—  ,  .  ,  _  , 

Whereas,  this  application  was  granted  by  the  Board  on 
April  23,  1963  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 

resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  23,  1963,  by 
adding  thereto: 

“that  the  proposed  extension  may  be  increased  in  width 
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and  constructed  substantially  as  shown  on  revised  draw¬ 
ings  of  proposed  conditions  marked  ‘Received  October 
4,  1963’,  3  sheets,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects’.  (Alt.  473/62) 


264-63-BZ 

APPLICANT — Charles  M.  Spindler  for  Ed  DiBenedetto 
Realty  Corporation,  owner. 

SUBJECT — Application  for  conssideration — reopening  for 
amendment  of  resolution— decision  of  the  Borough  Super- 
Jfrt^ldent ;  previously  granted  on  condition,  under  Section 
73-63  of  the  Zoning  Resolution,  permitting  in  a  C2-2  dis- 
trich  enlargement  of  an  existing  automotive  service 
establishment  with  repairs,  car  wash  and  office. 

PREMISES  AFFECTED — 204-05  Northern  Boulevard 
northeast  corner  of  204th  Street,  Block  6268,  Lot  21 
Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Klein  ....  4 

Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION— 

Whereas  this  application  was  granted  by  the  Board  on 
June  18,  1963  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  18,  1963  bv 
adding  thereto:  ’ 

“that  the  building  shall  conform  to  revised  drawings 
marked  Received  October  4,  1963’,  4  sheets,  on  condi¬ 
tion  that  the  proposed  extension  shall  be  stuccoed  to 
match  the  existing  building,  and  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects”.  (Alt.  345/63) 


Adjourned:  5:45  P.M. 

James  P.  Mulroy,  Secretary. 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  July  16,  1963,  as  they 
appeared  in  Bulletin  No.  30,  Vol.  48,  are  hereby  corrected 
to  read  as  follows : 

802-61 -A 

APPLICANT — Solon  S.  Kane  for  78-80  Beekman  Street 
Corporation,  owner. 

SUBJECT— Application  May  31,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re — 
sprinkler  system. 

PREMISES  AFFECTED — 78-80  Beekman  Street,  north 
side,  164  feet  east  of  Cliff  Street,  Block  99,  Lot  7,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Solon  S.  Kane  and  William  Silver. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _ _  5 

Negative :  .  q 


THE  RESOLUTION— 

Whereas,  the  rder  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  30,  1961  and  May  31,  1961  on  Viola¬ 
tion  Order  No.  489333,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  30,  1961  and  May  3,  1961, 
acting  on  Violation  Order  #489333,  Objection  No.  1, 
be  and  jt  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  con¬ 
form  to  drawings  filed  with  this  appeal  dated  May  31,  1961, 
10  sheets;  that  a  nonautomatic  sprinkler  system  shall  be 
installed  in  the  cellar  and  subcellar  and  the  cellar  and  sub- 
cellar  stairs  shall  be  enclosed  in  masonry  partitions  with 
fireproof,  self-closing  doors. 

^Correction :  In  the  Resolved  section  above,  matter  in  italics 
has  been  added  to  correct. 


RULES 


Fire  Drill  Rules,  Adopted  by  the  Board  of  Standards  and  Appeals,  October  5,  1923 


(593-23-SR) 

DEFINITION  OF  “FIRE  DRILL” 

The  method  and  practice  of  the  systematic  and  orderly 
vacating  of  a  building  by  its  occupants  in  case  of  emer¬ 
gency,  panic  or  fire  in  the  least  possible  time — by  the 
nearest  safe  means  of  exit — and  the  use  of  fire  appliances 
which  shall  be  provided  for  the  extinguishing  or  retard¬ 
ing  of  fire  and  the  safeguarding  of  human  life. 

Rule  1. 

In  all  buildings  as  defined  in  Article  1,  Section  10  of 


the  Labor  Law  in  which  fire  drills  are  required  pursuant 
to  Section  279  thereof  and  in  any  other  building  in  which 
such  drills  are  required  by  the  Fire  Commissioner  pur¬ 
suant  to  the  power  conferred  in  section  491  of  the  New 
York  City  Charter,  it  shall  be  the  duty  of  the  owners, 
lessees  or  tenants  to  conduct  fire  drills  monthly  and  at 
such  other  times  as  the  Fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the 
owner  or  tenants  shall  appoint  from  among  their  em¬ 
ployees  such  responsible  and  dependable  persons,  male 
or  female,  who  shall  efficiently  perform  the  duties  of 
the  various  positions  of  the  fire  drill  organization  as 
specified  on  the  accompanying  chart. 
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It  shall  be  the  duty  of  the  owner  or  tenant  to  enter  in 
the  blank  spaces  provided  for  that  purpose  in  said  chart 
the  names  of  persons  so  selected  and  post  said  chart  and 
copies  of  the  rules  in  a  conspicuous  place. 

FIRE  DRILL  ORGANIZATION 


“  4., 

“  5. 


Premises  . 

Name  of  concern 
Building  No . 


Regular 


FOREMAN  OR  PERSON  IN  CHARGE 

Substitute 


WATCHMAN 


MALE  SEARCHER 


Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  enforce 

Story .  d  have  fun  charge  of  the  “Fire  Drill”  in  every  factory 

on  eaS  floor.  Each  day  before  work  is  begun  he  shall 
see  that  extinguishers,  fire  hose,  fire  budkets  etc.  ar 
readiness  for  use,  exit  doors  are  unk>cked  aisles  are  tree 
from  obstruction,  that  stairways,  halls,  etc.,  are  Properiy 
lighted,  and  shall  remedy  any  dangerous  con^lon  found 
toS  exist  Immediately  after  work  is  commenced  he  shall 
check  up  the  Fire  Drill  Organization  list  and  note  if  the 
regularly  assigned  persons  are  present;  if  any  are  found 
to  be  absent  he  shall  assign  other  employees  (if  prac- 

new.  empioyees  of  the  ex- 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  dut.es  they  are  to  per- 

f°rHe  'shall  be  familiar  with  the  operation  and  location  of 
the  interior  alarm  signal  box  on  his  floor.  .  , 

He  shall  listen  for  the  test  signal  each  morning  at  tl 

S"lhtrdTe  stall  'communicate  ^t'he^peSend?, 

final  as  to  the  carrying  out  of  the  fire  drill  on  hts  particular 
floor. 


FEMALE  SEARCHER 


STREET  ALARM  BOX  RUNNER 


FIRE  BRIGADE 


*ule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windows 
,re  closed  so  as  to  prevent  the  spread  of  fire.  The 
WATCHMEN  shall  be  the  only  persons  pe^tted  to  re- 
nain  on  the  floor  during  the  progress  of  a  fire  drill  and 
ln  so  at  their  own  risk.  For  ordinary  purposes  only  one 
vatchman  and  a  substitute  shall  be  designated.  ^n,  sp^1 
-ases  however,  extra  watchmen  may  be  assigned  by  con- 
’  _ frimmissioner. 


EXIT  GUARDS 
Exit . 

it 

1 1 


tie  4.  Duties  of  Searchers. 

rhe  MALE  AND  FEMALE  SEARCHERS  shall  search 

toilets,  dressing  rooms  and  emergency  rooms  used  and 
auented  by  their  sex  and  all  other  portions  of  the  floor 
d  order  all  persons,  except  those  authorized  to 
,ve  the  premises.  They  are  to  take  care  of  and  assist 
persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediately  alter 

;  last  squad  leaves. 


(( 


U 


Squad  Monitors 
...Squad  No.  1... 

a  a 


le  5.  Duties  of  Street  Alarm  Box  Runner. 

rhe  STREET-ALARM-BOX-RUNNER  shall  be  famil- 
with  the  location  of  the  nearest  city  fire  alarm  box  and 

3W  how  it  is  operated.  ctt?P'FT  AT  ARM- 

n  ordinary  practice  fire  drills  the  STKEEi  ALAKJVL 

)X-RUNNER  shall  report  to  the  Foreman  for  orders, 

i  if  his  services  are  not  required  he  shall  promptly  file 

t  of  the  premises  with  the  other  occupants. 


RULES 


Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET- 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm  box 
and  send  in  the  fire  alarm. 


Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  arrival 
of  the  Fire  Department,  any  fire  that  may  occur.  When  it 
is  necessary  for  the  fire  brigade  to  respond  to  different 
floors  in  the  building  they  shall  not  use  the  stairways  or 
fire  escapes  while  the  occupants  are  escaping  from  the 
premises. 


Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all  exit 
doors  leading  to  fire  escapes,  stairways,  and  other  means 
of  escape  immediately  upon  the  sounding  of  the  alarm. 
There  shall  be  two  guards  for  each  exit,  if  practicable; 
one  to  stand  in  the  hallway  holding  back  the  door  and  the 
other  directly  inside  on  the  floor.  They  are  to  keep  the 
exit  doors  open  and  direct  the  movements  of  the  persons 
using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  station. 
Then  close  their  doors  and  pass  out  of  the  building.  Upon 
signal  for  the  occupants  to  return,  EXIT  GUARDS  shall 
take  their  designated  stations  and  remain  there  until  all 
persons  have  returned  to  their  respective  floors. 


Where  dual  operation  interior  fire  alarm  systems  are 
installed  as  permitted  under  Rule  10.1  of  the  interior  fire 
alarm  rules  of  the  Board  of  Standards  and  Appeals,  the 
fire  drill  conducted  each  month  shall  include  all  of  the 
persons  on  the  premises  engaged  at  work  for  a  factory, 
and  drills  shall  be  conducted  at  least  twice,  each  year  in 
which  all  of  the  persons  on  the  premises  shall  participate 
simultaneously. 


Rule  10.  Duties  of  Owner. 


It  shall  be  the  duty  of  the,  OWNER,  LESSEE  OR 
TENANT  OF  THE  BUILDING  or  his  authorized  agent 
or  their  representatives  to  personally  observe  that  the 
“Fire  Drill’’  is  held  simultaneously  on  every  floor  of  the 
building  and  the  participation  therein  of  every  occupant  of 
such  building.  Any  FIRE  DRILL  in  which  all  of  the 
occupants  do  not  participate  shall  not  be  considered  as  com¬ 
plying  with  the  LAW,  except  as  otherwise  provided  in 
these  rules. 


The  person  or  persons  representing  the  OWNERS, 
LESSEE  OR  TENANT,  who  supervises  the  FIRE  DRILL 
at.  the  building  shall  submit  to  an  examination  by  the 
Division  of  Fire  Prevention  as  to  their  experience  and 
general  fitness  for  such  duties,  and  shall  be  so  certified  in 
writing  by  the  FIRE  COMMISSIONER. 

It  shall  be  the  duty  of  the  ENGINEER,  SUPERIN¬ 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  build¬ 
ing  having  an  interior  fire  alarm  system  to  test  such  system 
daily,  immedately  after  the  beginning  of  business,  and  to 
see  that  all  apparatus  operated  by  springs,  requiring  wind¬ 
ing  are  rewound  after  each  alarm  and  kept  in  normal  con¬ 
dition  for  operation. 


Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  .  into  line,  two  abreast,  and  numbering  not 
more  than  thirty  to  each  squad.  They  shall  see  that  all 
aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  respec¬ 
tive  squads  to  the  exit  assigned,  and  then  march  up  or 
down  the  stairs  or  to  other  exits  as  directed  by  the  EXIT 
GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interfer¬ 
ence  with  fire  apparatus.  When  the  proper  signal  is  given 
they  shall  return  to  their  respective  floors  at  head  of  their 
squads. 

MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 
manner. 


Rule  11.  Duties  of  Engineer. 

Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs,  etc.,  being 
made,  the  PERSON  IN  CHARGE  OF  BUILDING  will 
first  notify  all  Foremen  of  the  several  floors  of  Jhe  in¬ 
tended  test  and  likewise  notify  them  when  the  repairs,  etc. 
are.  completed.  This  precaution  is  taken  to  prevent  con¬ 
fusion  and  excitement,  also  misunderstanding  of  the  alarm 
signals. 

It  shall  also  be  the  duty  of  the  PERSON  IN  CHARGE 
OF  BUILDING  to  sound  the  interior  alarm  system  at 
irregular  intervals,  but  not  less  than  once  each  calendar 
month,  for  the  purpose,  of  holding  practice  fire  drills.  He 
shall  keep  on  the  premises  a  record  of  such  drills,  show¬ 
ing  the  date  when  held  and  the  required  time  for  all 
occupants  to  reach  the  street  or  a  point  of  safety  outside 
the  building. 

The  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of  the 
Fire  Drill”  Organization  and  its  purport. 


Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  month 
at  varied  hours  of  the  day,  and  all  of  the  occupants  shall 
participate  therein  simultaneously.  Such  drills  shall  con¬ 
duct  all  occupants  to  a  place  of  safety. 


Rule  12.  Registration. 

The  name,  and  address  of  every  person,  corporation  or 
co-partnership,  that  will  under  professional  service,  carry 
on.  the  trade,  business  or  calling  of  establishing,  main¬ 
taining  or  supervising  the  “Fire  Drill”  shall  be  registered 
in .  the  Fire  Department,  which  Department  shall,  upon 
evidence  of  fitness,  grant  a  certificate  to  that  effect. 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each— add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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Discontinuance  of  Proceedings. 

Docket. 

Notice  of  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  October 
29,  1963,  Affecting  Calendar  Numbers,  1864-61-BZ, 
520-63-BZ,  566-63-BZ,  574-63-BZ,  647-63-BZ,  654-63- 
BZ,  604-48-BZ — V ol.  Ill,  356-53-BZ,  164-57-BZ,  753- 
57-BZ,  912-57-BZ,  1705-61-BZ,  1931-61-BZ,  478-63-BZ, 
504-63-BZ  572-63-BZ,  573-63-A,  599-63-BZ,  650-63-BZ, 
660-63-BZ,  670-63-BZ. 


PUBLIC  HEARINGS 

Tuesday  at  10  a.m.,  12  p.m.  and  2  p.m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  at  80  Lafayette  Street,  9th  Floor, 
Borough  of  Manhattan. 


NOTICE 

1  CALENDAR:  Notices  of  public  hearing  on  appli¬ 
cations  for  zoning  variances,  will  be  published  twice:  first 
publication,  listing  new  cases  set  for  hearing,  in  the 
Bulletin  available  to  the  public  at  least  14  days  before 
the  date  of  hearing;  second  publication,  in  the  last  Bulle¬ 
tin  available  to  the  public  immediately  prior  to  the 
hearing  date.  The  second  publication  will  be  augmented 
with  a  listing  of  cases  laid  over  from  previous  hearings. 
Attention  is  directed  to  the  MINUTES  of  such  previous 
hearings,  where  the  reasons  for  laid  over  cases  will  have 
been  published.  Notices  of  public  hearing  on  applications 
for  approval  of  materials  and  appliances  will  be  published 
once,  at  least  10  days  prior  to  the  hearing  date. 

2 — MINUTES:  The  publication  of  the  “digest”_of  the 
applicant’s  statement  has  been  discontinued,  except  that 
the  administrative  orders,  decisions,  etc.,  which  are  the 
subject  of  each  application  or  appeal  will  be  published. 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Octo¬ 
ber,  29,  1963,  Affecting  Calendar  Numbers,  866-61-A, 
903-61-A,  1030-61-A,  1162-61-A,  1224-61-A,  971-62-A, 
975-62-A,  1027-62-A,  326-63-A,  329-63-A,  527-63-A, 
568-63-A,  613-63-A,  727-63-A,  728-63-A,  729-63-A,  730- 
63-A,  731-63-A,  732-63-A,  733-63-A,  734-63-A,  735-63- 
A,  736-63-A,  737-63-A,  742-63-A,  631-23-S— Vol.  II, 
908-61-A,  1197-61-A,  1515-61-A,  923-62-A,  377-61-A— 
Vol.  II,  1039-61-A,  1040-61-A,  1041-61-A,  1042-61-A, 
1046-61-A,  1050-61-A,  1147-61-A,  1149-61-A,  1178-61- 
A,  161-62-A,  539-62-A,  147-34-BZ— Vol  III,  861-59- 
BZ,  885-59-BZ,  923-59-BZ,  719-61-BZ,  1906-61-BZ, 
388-62-BZ,  582-62-BZ,  72-41-BZ,  93-57-BZ,  923-57-BZ, 
269-37-B  Z. 
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DOCKET 

New  Cases  filed  up  to  October  29,  1963 
Ca/.  AT.  Dept.  Premises  affected 

819-63-BZ — B.M. — 344-352  East  52nd  Street,  939-943 
First  Avenue,  southwest  corner,  Block  1344,  Lot  30, 
Borough  of  Manhattan,  Alt.  265-63,  re-  transient  park¬ 
ing,  R-8  and  Cl-5  in  a  R-10  district. 


820-63-A — B.M. — 344-352  East  52nd  Street,  939-943 
First  Avenue,  southwest  corner,  Block  1344,  Lot  30, 
Borough  of  Manhattan,  Alt.  265-63,  re-  transient  park¬ 
ing, 


821-63-A — B.B. — 1902  Albany  Avenue,  west  side,  280 
feet  north  of  Avenue  K,  Block  7888,  Lot  51,  Borough 
of  Brooklyn,  N.B.  6308-61,  re-  frame  structure. 


822-63-BZ — B.M. — 59-61  Barrow  Street,  south  side,  58.1- 
%  feet  east  of  Bedford  Street,  25  Commerce  Street, 
Block  587,  Lot  44,  Borough  of  Manhattan,  Alt.  1471-62, 
re-  proposed  extension  of  use. 


823-63-A— B.M.— 59-61  Barrow  Street,  south  side,  58.1 
%  feet  east  of  Bedford  Street,  25  Commerce  Street, 
Block  587,  Lot  44,  Borough  of  Manhattan,  Alt.  1471.62, 
re-  egress. 


824-63-A — F.D. — 13  Harrison  Street,  south  side,  76.1  feet 
west  of  Staple  Street,  Block  180,  Lot  27,  Borough  of 
Manhattan,  F.D.  Order  490507,  re-  sprinkler  system. 


825-63-BZ — B.Q. — 92-85  Springfield  Boulevard,  east  side, 
89.77  feet  north  of  93rd  Avenue,  Block  10704,  Lots  13, 
15,  17,  18,  20,  42,  48  and  51,  Queens  Village,  Borough  of 
Queens,  Alt.  739-63  re-  front  yard,  side  yards  and  sky 
exposure,  R3-2  district. 


826-63-A — B.M. — 515-517  Madison  Avenue  and  31-39 
East  53rd  Street,  northeast  corner,  Block  1289,  Lot  21, 
Borough  of  Manhattan— Alt.  275-61,  re-  show  windows. 


827-63-A — F.D.— 2806  Neptune  Avenue,  southeast  cor¬ 
ner  of  West  29th  Street,  Block  7011,  Lots  1,  3,  5,  7  and 
9,  Borough  of  Brooklyn,  F.D.  Order  No.  2673-3 — re¬ 
sprinkler  system. 


828-63-BZ — M.  &  A. — South  side  of  Hunts  Point  Ave¬ 
nue,  2170  feet  east  of  East  Bay  Avenue,  Block  2780,  Lot 
82,  Borough  of  the  Bronx,  Work  Permit  No.  630732,  re¬ 
storage  of  dynamite.  M3  district. 


829-63-SM — Type  W  Roto-Clone,  manufactured  by 
American  Air  Filter  Co.  Material. 


830-63-A — B.B. — 7415  5th  Avenue,  east  side,  86.7%  feet 
north  of  Bay  Ridge  Parkway,  Block  5931,  Lot  6,  Bor¬ 
ough  of  Brooklyn,  Alt.  1570-63,  re-  marquee. 


831-63-BZ — B.Q. — 109-34  164th  Place,  west  side,  220.11 
feet  north  of  Brinkerhoff  Avenue,  Block  10182,  Lot  22, 
South  Jamaica,  Borough  of  Queens,  N.B. — 1176-63,  re¬ 
electrical  outdoor  station,  R4  district. 


832-63-SA — Service  Station  Gasoline  Pumps,  Model 
G.O.C.  52,  #1  and  #1-RC  and  G.O.C.  Model  52,  #2 
and  #2-RC — manufactured  by  Southwest  Pump  Com¬ 
pany,  Appliance. 


833-63-BZ — B.Bx. — 1476  East  222nd  Street,  southwest 
corner  of  Edson  Avenue,  Block  4758,  Lots  9  and  16, 
Borough  of  The  Bronx,  Alt.  617-63,  re-  enlargement  of 
2nd  floor  for  office  accessory,  front  yard,  R-5  district. 


834-63-A— B.Bx.— 1476  East  222nd  Street,  southwest 
corner  of  Edson  Avenue,  Block  4758,  Lots  9  and  16, 
Borough  of  The  Bronx,  Alt.  617-63,  re-  wood  frame 
extension. 


835-63-A — F.D. — 120  East  90th  Street,  1354-1360  Lex¬ 
ington  Avenue,  southwest  corner,  Block  1518,  Lots  56 
and  60,  Borough  of  Manhattan,  F.D.  No.  3714-3,  re¬ 
sprinkler  system. 


836-63-A — F.D. — 110-116  Beekman  Street,  north  side, 
8.1  %  feet  east  of  Pearl  Street,  Block  98,  Lot  17,  Bor¬ 
ough  of  Manhattan,  F.D.  No.  159-3— re-  sprinkler  sys¬ 
tem. 


837-63-BZ— B.Q,— 56-19  to  56-45  (56-27  official)  Rod- 
man  Street,  130-01  to  130-19  57th  Road,  northeast  cor¬ 
ner,  Block  6351,  Lot  1,  Corona,  Borough  of  Queens,  Alt. 
1680-63,  re-  proposed  open  public  parking  lot,  R4  district. 


838-63-BZ— B.Bx.— 3407  Cannon  Place,  south  side,  75 
feet  west  of  Giles  Place,  Block  3258,  Lot  112,  Borough 
of  The  Bronx,  Alt.  306-62,  re-  required  side  yard,  R6 
district. 


839-63-A— B.Bx.— 3407  Cannon  Place,  south  side,  75 
feet  west  of  Giles  Place,  Block  3258,  Lot  112,  Borough 
of  The  Bronx,  Alt.  306-62,  re-  window  openings— yard 
or  court. 


840-63-SM— General  Electric  Models  SV05A  Aquaguard 
and  SZ20A  Pump  enclosure,  manufactured  by  General 
Electric  Company,  Material. 


841-63-A — F.D. — 713  Broadway,  southwest  corner  of 
Washington  Place,  Block  546,  Lot  33,  Borough  of  Man¬ 
hattan,  F.D.  No.  3623,-3,  re-  sprinkler  system. 


842-63-A— F.D.— 27-272  West  34th  Street,  southeast  cor¬ 
ner  of  Eighth  Avenue,  Block  783,  Lot  83,  Borough  of 
Manhattan,  F.D.  Order  541908,  re-  sprinkler  system. 


843-63-A — F.D. — 254  West  34th  Street,  south  side,  200 
feet  east  of  Eighth  Avenue,  Block  783,  Lot  75,  Borough 
of  Manhattan,  F.D.  Order  536623,  re-  sprinkler  system. 


844-63-A — F.D. — 236  West  34th  Street,  south  side, 
168.1%  feet  east  of  Eighth  Avenue,  Block  783,  Lot  Part 
of  64,  Borough  of  Manhattan,  F.D.  Order  No.  552571, 
re-  sprinkler  system. 


Restored  to  Docket 

631-23-S — Vol.  II— B.M.— 4  West  22nd  Street,  south 
side,  125  feet  west  of  Fifth  Avenue,  Block  823,  Lot  47, 
Borough  of  Manhattan,  Alt.  1053-63,  re-  two  legal  means 
of  egress. 


72-41-BZ — B.M. — 275  feet  west  of  Lexington  Avenue 
and  344  feet  4  inches  east  of  Vanderbilt  Avenue,  be¬ 
tween  East  45th  and  East  46th  Streets,  Block  1300, 
Lot  6,  Borough  of  Manhattan,  Amendment  to  Alt.  1632- 
51,  reopened  for  consideration  as  to  extension  of  term 
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of  variance,  re-  parking  and  storage  of  more  than  5 
motor  vehicles — business  and  restricted  retail  use  dis¬ 
tricts. 


93-57-BZ — B.Bx. — 2316  Beaumont  Avenue,  east  side,  315 
feet  north  of  East  183rd  Street,  Block  3103,  Lot  14, 
Borough  of  The  Bronx,  Alt.  1292-56,  reopened  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  re-  park, 
ing  lot — residence  use  district. 


923-57-BZ — B.Bx. — 2449-2451  St.  Raymond  Avenue, 
1601-1649  Seddon  Street,  northwest  corner  and  2446- 
2448  Dorsey  Avenue,  Block  3992,  Lots  32,  37  and  40, 
Borough  of  The  Bronx,  Alt.  998-57,  reopened  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  re-  park¬ 
ing  lot,  etc. — residence  use  district. 


269-37-BZ — B.Bx. — 1325  Webster  Avenue,  west  side,  197 
feet  north  of  East  169th  Street,  Block  2887,  Lot  177, 
Borough  of  The  Bronx,  N.B.  1710-25,  reopened  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  re-  motor 
vehicle  repair  shop — business  use  district. 


RULES 

Arc  and  Gas  Welding  and  Oxygen 

Cutting  . . . . Nov.  27,  19S6. 

Cements,  Air  Entraining  Portland, 

Rules  for  Approval  and  Use  of..  April  12,  1955 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  . Mar.  15,  1955 — Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 

form  . Dec.  28,  1943 — Vol.  28,  No.  S2A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  . Dec.  10,  1962. 

Concrete  Rules  (Hydrated  Lime).  Aug.  3,  1937 — Vol.  22,  No.  31 

Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  ...  Oct.  3,  1963 — Vol.  48  No.  40 
Dry  Cleaning  Establishments,  Rules 

Covering  . Oct.  3,  1963 — Vol.  48  No.  40 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  .  July  20,  1962. 

Exterior  Veneering  Materials, 

Rules  for  . Mar.  11,  1952 — Vol.  37,  No.  11A 

Factory  Exit  Rules  . Feb.  22,  1955. 

Fire  Alarm  Rules  (Interior)  . May  1963. 

Fire  Drill  Rules  . Oct.  31,  1963 — Vol.  48,  No.  44 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc.,  Rules  for  Testing  of  Jan.  31,  1963 — Vol.  48,  No.  5 

Hatchway  Protection  . June  5,  1928 — Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec. 280  of  The  Labor 

Law)  . May  25,  1961 — Vol.  46,  No.  21 

Insulating  Fibre  Board  Rules _ Mar.  25,  1952 — Vol.  37,  No.  13A 

Oil  Burner  Rules  . June  1,  1962. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of  .  May  27,  1954. 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  .  Mar.  20,  1960. 

Procedure,  Rules  of  . Jan.  17,  1963 — Vol.  48,  No.  3 

Smoking  in  Factories,  Rules  for..  Oct.  24,  1963 — Vol.  48,  No.  43 

Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc . May  2,  1963 — Vol.  48,  No.  18 

Sprinkler,  Rules  . June  29,  1937 — Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  ..  Sept.  3,  194& — Vol.  31,  No.  36 

DESIGNATIONS;  B. — Department  of  Buildings;  B.B. — Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan:  B.Q. — Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings,  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D. — Health  Department;  F.D.- — -Fire  Department, 


NOVEMBER  13,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
W ednesday  morning,  November  13,  1963,  at  10  o’clock,  at  80 

Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 


176-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Salvatore 
Lucia,  owner. 

SUBJECT — Application  February  28,  1963 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  to  permit  in  a  R4  district  the 
extension  of  the  accessory  parking  area  into  the  resi¬ 
dence  district  with  business  signs  on  the  existing  one 
story  building. 

PREMISES  AFFECTED— 909  East  233rd  Street, 
northwest  corner  of  Digney  Avenue,  Block  5002,  Lot 
35,  Borough  of  the  Bronx. 


665-63-BZ 

APPLICANT — George  Fuchs  for  Board  of  Education, 
City  of  New  York,  owner. 

SUBJECT — Application  August  26,  1963 — decision  of 
the  Borough  Superintendent,  under  Section  73-19  of 
the  Zoning  Resolution,  to  permit  in  a  Ml-2  district, 
the  erection  of  a  three  story  and  basement  public 
school. 

PREMISES  AFFECTED— 209-227  York  Street,  north 
side,  from  Navy  Street  to  Front  Street,  88-104  Navy 
Street,  254-270  Front  Street,  Block  44  Lot  1,  Block 
56,  Lots  24,32,33,  part  of  3,  and  Block  57  All  Lots, 
Borough  of  Brooklyn.  (P.S.  307) 


666-63-A 

APPLICANT — George  Fuchs  for  Board  of  Education 
of  the  City  of  New  York  owner. 

SUBJECT — Application  August  26,  1963 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  legal 
street. 

PREMISES  AFFECTED — 209-227  York  Street,  north 
side,  from  Navy  Street  to  Front  Street,  88-104  Navy 
Street,  254-270  Front  Street,  Block  44,  Lot  1,  Block 
56,  Lots  24,32,33,  and  part  of  3,  Block  57,  All  Lots, 
Borough  of  Brooklyn,  (Public  School,  307) 


687-63-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Fred  Stein 
bruck,  owner. 

SUBJECT — Application  September  6,  1963 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R6  district, 
the  maintenance  of  a  parking  lot  for  a  temporary 
term  of  three  years  to  be  used  while  the  World’s 
Fair  is  in  progress. 

PREMISES  AFFECTED — 52-02  111th  Street,  south 
west  corner  of  52nd  Avenue,  Block  2008,  Lots  37,  38, 
40,  and  41,  Corona,  Borough  of  Queens. 


701-63-BZ 

APPLICANT — J.  A.  Daidone  for  Daidone  and  With- 
erow  for  Edmund  A  Guggenheim,  owner;  Spartan 
Holding  Corporation  (under  contract  to  purchase), 
lessee. 

SUBJECT — Application  September  11,  1963 — decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R8  district, 
the  change  in  occupancy  in  an  existing  three  story 
building  from  private  garage  for  not  more  than  five 
cars  and  dwellings,  to  photographer’s  Studio,  acces¬ 
sory  office  and  two  dwellings. 

PREMISES  AFFECTED — 121  East  83rd  Street,  north 
side,  143  feet  10  2/3  inches  west  of  Lexington  Ave¬ 
nue,  Block  1512,  Lot  11,  Borough  of  Manhattan. 
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654-63-BZ 

APPLICANT— Albert  Melniker  for  Dombar  Company, 
Incorporated,  owner. 

SUBJECT— Application  August  21,  1963— decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R3-2  district, 
the  maintenance  of  an  accessory  parking  facility  to  a 
bank  presently  under  construction. 

PREMISES  AFFECTED— 3938  Richmond  Avenue, 
south  side,  214.72  feet  west  of  Oakdale  Street,  Block 
5323,  Lot  6,  Eltingville,  Borough  of  Richmond. 

Laid  over  from  October  29,  1963  to  November  13, 
1963,  for  continued  hearing;  applicant  to  obtain  new 
decision  from  Borough  Superintendent. 


391-58-BZ 

APPLICANT— Lama,  Proskauer  and  Prober  for  Ber¬ 
nard  Benson,  owner. 

SUBJECT — Application  reopened  October  15,  1963 — 
decision  of  the  Borough  Superintendent,  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  retail  and  residence  use 
district,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 1312-1318  Taylor  Avenue, 
east  side,  97.27  feet  north  of  Westchester  Avenue, 
Block  3878,  Lots  12,  13,  14  and  15,  Borough  of  The 
Bronx. 


Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district,  the  parking  of  more  than 
five  motor  vehicles  for  customers  and  patrons  of 
Alexander’s  Department  store.  No  fee  to  be  charged. 
PREMISES  AFFECTED— 2519-2525  Creston  Avenue 
and  62  East  191st  Street,  southwest  corner,  Block 
3175,  Lots  26  and  36,  Borough  of  The  Bronx. 

The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 


574-63-BZ 

APPLICANT — Haus  and  Bresin  for  A.  A.  Becker  and 
N.  Milton  Rothstein,  owners;  Sun  Oil  Company, 
lessee. 

SUBJECT— Application  July  11,  1963— decision  of  the 
Borough  Superintendent,  under  Sections  73-211  & 

73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-3 
district,  the  erection  and  maintenance  of  an  automotive 
service  station  with  accessory  use  for  a  temporary 
term  of  twenty  years. 

PREMISES  AFFECTED— 769-785  Rockaway  Avenue, 
218-228  Riverdale  Avenue,  southeast  corner,  Block 
3603,  Lot  23,  Borough  of  Brooklyn. 

Hearing  closed — Laid  over  from  October  29,  1963  to 
November  13,  1963,  for  decision;  the  Board  of  Educa¬ 
tion  will  furnish  information  on  the  proposed  school 
in  the  next  block;  property  has  been  inspected. 


115-58-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Robert  Ah- 
ders,  owner. 

SUBJECT — Application  reopened  October  15,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pires  October  21,  1963  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  local  retail  use  district,  the  premises  to  be  used 
for  the  parking  and  storage  of  motor  vehicles  of 
the  pleasure  car  type  only. 

PREMISES  AFFECTED— 1061  Ogden  Avenue,  west 
side,  70  feet  north  of  West  165th  Street,  Block  2526, 
Lot  32,  Borough  of  The  Bronx. 


551-37-BZ — Vol.  II 

APPLICANT — Haus  and  Bresin  for  Hamax  Holding 
Corp.,  owner. 

SUBJECT — Application  reopened  October  15,  1963  for 
consideration  as  to  extension  of  time  to  complete, 
expired  October  31,  1963  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7e  and  7i  of  the  Zoning  Resolution,  permitting 
in  a  local  retail  and  residence  use  districts,  the  ex¬ 
tension  of  the  yard  area  of  the  station,  and  increase 
the  size  of  the  accessory  building  and  permitting  the 
additional  uses  of  lubrication,  accessory  non-automa¬ 
tic  car  wash,  minor  auto  repairs  with  hand  tools  only 
and  parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 233-02  Northern  Boulevard, 
southeast  corner  of  233rd  Street,  Block  8166,  Lot  20, 
Laurelton,  Borough  of  Queens. 


861-48-BZ— Vol.  I 

APPLICANT — Buckley  and  Kisseloff,  Esqs.  for  On- 
crest  Realties,  Inc.,  owner. 

SUBJECT — Application  reopened  October  15,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  October  15,  1963  —  decision  of  the  Borough 


647-63-BZ 

APPLICANT  —  Samuel  Rosenblum  for  Forest  Star 
Realty  Corporation,  owner. 

SUBJECT— Application  August  20,  1963— decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  CM  and  R4 
district,  the  extension  of  an  accessory  parking  facility 
for  a  supermarket  into  the  R4  district. 

PREMISES  AFFECTED— 1815  Forest  Avenue,  north 
side,  100  feet  west  of  Morningstar  Road,  Block  1180, 
Lot  6,  New  Dorp,  Borough  of  Richmond. 

Hearing  closed — Laid  over  from  October  29,  1963  to 
November  13,  1963,  for  decision;  applicant  is  to  revise 
drawing. 

MAX  H.  FOLEY,  Chairman. 


NOVEMBER  13,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  November  13,  1963,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

998-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Robert 
N.  Steffens,  owner. 

SUBJECT — Application  June  26,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 35-41  Park  Place,  north 
side,  27  feet  west  of  Church  Street,  Block  126,  Lots  4-6, 
Borough  of  Manhattan. 


892-6— A 

APPLICANT — Daub  and  Daub  for  Fischer  and  Sons 
Incorporated,  owner. 
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SUBJECT — Application  June  6,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 149-51  Front  Street,  ISO- 
52,  Maiden  Lane,  southeast  corner,  Block  37,  Lot  33, 
Borough  of  Manhattan. 


1057-62-A 

APPLICANT— John  H.  McChord,  Jr.  of  Carter,  Led- 
yard  and  Milburn  for  adjoining  Property  owners: 
Kinney-East  50th  Street  Garage  Corporation;  lessee. 

OWNERS  OF  PREMISES:  Prudential  Insurance 
Company  of  America. 

SUBJECT — Application  November  29,  1962 — Review  of 
a  Decision  of  the  Borough  Superintendent  re-  zoning 
matter,  and  refusal  to  revoke  Certificate  of  Occu¬ 
pancy. 

PREMISES  AFFECTED — 138-146  East  50th  Street, 
south  side,  200  feet  east  of  3rd  Avenue,  Block  1304, 
Lot  45,  Borough  of  Manhattan. 


695-63-A 

APPLICANT — Harry  M.  Prince  for  Third  Avenue 
Leasing  Company  &  Jack  Markman,  owner;  Schloss- 
man’s  Incorporated,  lessee. 

SUBJECT — Application  September  9,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner — re-  sprinkler  system. 

PREMISES  AFFECTED— 1966-2970  Third  Avenue, 
east  side,  from  East  153rd  Street  to  Bergen  Avenue, 
and  482-492  East  153rd  Street,  Block  2362,  Lots  52 
and  43,  Borough  of  The  Bronx. 


1039-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Regina  A. 
Caldwell,  owner. 

SUBJECT — Application  June  30,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 273  Canal  Street,  north  side, 
100  feet  east  of  Broadway,  Block  209,  Lot  34,  Borough 
of  Manhattan. 


1147-61-A 

APPLICANT — William  S.  Shary  for  Dewey  Carver, 
owner. 

SUBJECT — Application  July  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 104  North  Morre  Street, 
south  side,  56  feet  8  inches  east  of  West  Street,’ 
Block  185,  Lot  13,  Borough  of  Manhattan. 


1149-61-A 

APPLICANT — Harry  Soled  for  Mary  Goldstein,  owner. 

SUBJECT  Application  July  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 124  East  Broadway,  north 
side,  55  feet  8  inches  east  of  Pike  Street,  Block  283, 
Lot  53,  Borough  of  Manhattan. 


1178-61-A 

^PPRICANT — Henry  Sandig  for  Sherwatt  Equipment 
and  Manufacturing  Company  Incorporated,  owner. 


SUBJECT — Application  July  14,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 47  Murray  Street,  north 
side,  125  feet  %  inch  west  of  Church  Street,  Block 
133,  Lot  8,  Borough  of  Manhattan. 


161-62-A 

APPLICANT — Max  Zucker  for  406  Properties,  In¬ 
corporated,  owner;  Square  Fur  Dressers  Corporation, 
lessee. 

SUBJECT — Application  February  6,  1962 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
Ground  all  sawdust  drums  to  water  pipe,  storage  etc. 

PREMISES  AFFECTED — 416  West  31st  Street,  south 
side,  125  feet  West  of  9th  Avenue,  Block  728,  Lot  42, 
Borough  of  Manhattan. 


539-62-A 

APPLICANT — 85  Flatbush  Avenue  Corporation,  owner. 
SUBJECT— Application  June  11,  1962  —  Appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  egress. 
PREMISES  AFFECTED — 300  Broadway,  west  side, 
50.9  feet  south  of  Duane  Street,  Block  154,  Lot  6,’ 
Borough  of  Manhattan. 


993-61-A 

APPLICANT — Patrick  D.  Concagh  for  Rolfe’s  Chop 
House,  Incorporated,  owner. 

SUBJECT  Application  June  27,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system,  enclose  sub-cellar  stairs. 

PREMISES  AFFECTED — 90  Fulton  Street,  south 
^de>  102>25  west  of  Gold  Street,  Block  77,  Lot 
23,  Borough  of  Manhattan. 


1064-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Max  B. 
Cane,  owner. 

SUBJECT— Application  July  3,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner — re- 
sprinkler  system. 

PREMISES  AFFECTED — 712  Broadway,  east  side, 
173  feet  4  inches  north  of  Fourth  Street,  Block  545, 
Lot  8,  Borough  of  Manhattan. 


9 17-62- A 

APPLICANT — Jacob  Fisher  and  Donald  D.  Fisher  for 
Max  Cane  of  712  Broadway  Company,  owner. 

SUBJECT— Application  September  28,  1962— Appeal 

from  a  decision  of  the  Borough  Superintendent  re¬ 
egress,  use  of  wire  glass. 

PREMISES  AFFECTED — 712  Broadway,  east  side, 
173  feet  4%  inches  north  of  4th  Street,  Block  545, 
Lot  8,  Borough  of  Manhattan. 


1081-61-A 

APPLICANT — William  S.  Shary  for  Dewey  Carver 
owner. 

SUBJECT  Application  July  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 98  North  Moore  Street, 
south  side,  97  feet  west  of  Washington  Street,  Block 
185,  Lot  16,  Borough  of  Manhattan. 
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1082-61-A 

APPLICANT — William  S.  Shary  for  Dewey  Carver, 


owner. 

SUBJECT — Application  July  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 52  Harrison  Street,  north 
side,  53  feet  west  of  Washington  Street,  Block  183, 
Lot  20,  Borough  of  Manhattan. 


1083-61-A 

APPLICANT— William  S.  Shary  for  Dewey  Carver, 
owner. 

SUBJECT— Application  July  11,  1961— Appeal  from  an 
order  and  a  decision  of  Fire  Commissioner  re-sprink- 
ler  system. 

PREMISES  AFFECTED— 56  Harrison  Street  north 
side,  95  feet  west  of  Washington  Street,  Block  183, 
Lot  22,  Borough  of  Manhattan. 


1167-61-A 

APPLICANT— Florence  Weinfeld,  owner. 

SUBJECT — Application  July  19,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 37  Spruce  Street  north 
side,  78.9  feet  west  of  Gold  Street,  Block  103,  Lot 
29,  Borough  of  Manhattan. 


1198-61-A 

APPLICANT— Larry  Meltzer  for  Fisher  Press  Build¬ 
ing,  owner. 

SUBJECT— Application  July  24,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 195-197  Chrystie  Street, 
west  side,  100  feet  south  of  Stanton  Street,  Block  426, 
Lot  29,  Borough  of  Manhattan. 


1244-61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  S.  H. 
LeBell  and  Company,  owner. 

SUBJECT— Application  August  1,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 85  Franklin  Street,  south 
side,  143  feet  8  inches  east  of  Church  Street,  Block 
174,  Lot  22,  Borough  of  Manhattan. 


1290-61-A 

APPLICANT— Max  Siegel  Associates  for  Stanshoe 
Realty  Corporation,  owner;  Javeline  Shoe  Company, 
Hal  R.  Weiner  Shoe,  Company,  lessees. 

SUBJECT— Application  July  27,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 148  Duane  Street,  south 
side,  42  feet,  4  inches  east  of  West  Broadway,  Block 
146,’  Lot  14,  Borough  of  Manhattan. 


1296-61-A 

APPLICANT— Edward  J.  Hurley  &  Hughes  for  John 
Chatillon  and  Sons,  owners. 

SUBJECT— Application  August  9,  1961— Appeal  from 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


PREMISES  AFFECTED— 48  Franklin  Street,  north 
side,  100  feet  west  of  Lafayette  Street,  Block  172,  Lot 

0*7  TD  /-y-U»  A/f  on  VlQ 


1310-61-A 

APPLICANT — 728  Lexington  Leasing  Corporation, 
owner;  Waldorf  System  Incorporated,  lessee. 

SUBJECT — Application  August  10,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 155  West  19th  Street  north 
side,  149.3  feet  east  of  Seventh  Avenue,  Block  /93, 
Lot’ 10,  Borough  of  Manhattan. 


1321-61-A 

APPLICANT — Noah  N.  Sherman  for  Rector  Church¬ 
wardens  and  Vestrymen  of  St.  Georges  Church,  own¬ 
ers;  Manhattan  Marine  and  Electric  Co.,  Incorporated, 
lessee. 

SUBJECT— Application  August  11,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 116  Chambers  Street,  south 
side,  99  feet  11  inches  west  of  Church  Street,  Block 
136,’ Lot  24,  Borough  of  Manhattan. 


1323-61-A 

APPLICANT— New  York  Twine  Corporation,  lessee 
for  A.  C.  Zucker,  owner. 

SUBJECT — Application  August  14,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 9  North  Moore  Street,  north 
side,  69  feet  west  of  West  Broadway,  Block  190,  Lot 
48,  Borough  of  Manhattan. 


1113-62-A 

APPLICANT— Leonard  F.  Rothkrug  for  Louise  M.  and 
Clement  S.  Patti,  owner. 

SUBJECT— Application  December  13,  1962  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re 
Class  4  bldg,  wood  frame,  extension  of  commercial  use. 

PREMISES  AFFECTED— 3935  White  Plains  Road, 
west  side,  78.21  feet  north  of  East  223rd  Street,  Block 
4825,  Lot  7,  Borough  of  the  Bronx. 


14-63-A 

APPLICANT— Samuel  Kaplan  for  Handy  Button  Ma¬ 
chine  Works,  owner. 

SUBJECT— Application  January  7,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
infra-red  drying  ovens. 

PREMISES  AFFECTED— 45-26  to  45-44  51st  Street, 
west  side,  188  feet  north  of  47th  Avenue,  Block  2283, 
Lot  54,  Woodside,  Borough  of  Queens. 


45-63-A 

APPLICANT— Philip  P.  Agusta  for  76  Crown  Realty 
Corporation  .owner;  Blue  Ribbon  Shoe  and  Novelty 
Company,  lessee. 

SUBJECT— Application  January  10,  1963  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  storage 
room  for  paints. 

PREMISES  AFFECTED— 76-86  Crown  Street,  south 
side,  100  feet  east  of  Franklin  Avenue,  Block  1294, 
Lot  15,  Borough  of  Brooklyn. 
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59-63-A 

APPLICANT — Samuel  Rosenblum  for  Morbruk  Com¬ 
pany  Incorporated,  owner. 

SUBJECT— Application  January  17,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  elevator  operator. 

PREMISES  AFFECTED— 29-33  West  36th  Street 
north  side,  426  feet  west  of  5th  Avenue,  Block  838,’ 
Lot  24,  Borough  of  Manhattan. 


83-63-A 


APPLICANT— Samuel  Rosenblum  for  Carryl  S.  Was- 
serman,  owner. 


SUBJECT — Application  January  22,  1963  —  Appeal  from 
an  °jder  and  a  decision  of  the  Fire  Commissioner  re- 
Uuick  Response  Service-elevators. 

PREMISES  AFFECTED — 253-255  West  27th  Street 
north  side,  159  feet  east  of  8th  Avenue,  Block  777’ 
Lot  12,  Borough  of  Manhattan. 


ducts  Corporation,  owner  —  wall  mounted  gas-fired 
room  heater. 


460-62-SM 

APPLICANT — Zonolite  Company,  owner — incombusti¬ 
ble  roof  fill. 


806-62-SM 

APPLICANT — Bird  and  Son,  Inc.,  owner  —  roof 
covering. 

832-62-SA 

APPLICANT — Economics  Lab.,  Inc.,  owner  —  appli¬ 
ance  to  inject  liquid  detergent. 


910-62-SA 

APPLICANT — Johnson  Furnace  Company,  owner  _ 

gas-fired  unit  heater. 


Kap- 


674-63-A 

APPLICANT — Gabriel  Nathan  for  Dr.  Martin  B. 

Ian  and  Dr.  Herbert  Gordon,  owners. 

SUBJECT— Application  September  3,  1963  —  appea 
from  a  decision  of  the  Borough  Superintendent  re- 
-  fame  building  for  non-residential  use. 

P6211IIBS?kArf  ^ ECTED— 332  Beach  63rd  Street,  and 

iSn?  t  hmCh4anne  D"ve,  southeast  corner,  Block 
15907,  Lot  60,  Arverne,  Borough  of  Queens. 

MAX  H.  FOLEY,  Chairman 


NOVEMBER  19,  1963,  2  P.M. 

r™E  IS  HEREBY  GIVEN  of  a  public  hearin 
Tuesday  November  19,  19 63,  at  2  o’clock  at  80  Lafayett 

matTers  f  °°r’  NeW  Y°rk  13’  N‘Y.,  °n  the  foll°win 


655-57-SA 

APPLI  CA.NT — Grieve-Hendry  Company, 
or  electric  heated  paint  bake  oven. 


owner  —  gas 


981-62-SM 

APPLICANT — Beskote  Div.  of  Metropolitan  Roofing 
Supplies  Company,  Inc.,  owner  —  flashing  material. 


982- 62- SM 

AFPLICANT— Beskote  Div.  of  Metropolitan  Roofing 
Supplies,  Company,  Inc.,  owner  flashing  material. 

983- 62-SM 

APPLICANT-Beskote  Div.  of  Metropolitan  Roofing 
^uppnes  Company,  Inc.,  owner — flashing  material. 


984-62-SM 

APPL^ANT-Beskote  Div.  of  Metropolitan  Roofing 
Supplies  Company,  Inc.,  owner — flashing  material. 

1002-62-SM 

APPLICANT  Brown  and  Grist,  Inc.,  owner  —  alumi¬ 
num  window. 


35-60-SA 

A^LIw^NT~?'-nM'  Miller  Sales  Company  for  Mis 

tlnn  Ie  a^dKPl?mp  ComPany.  owner  —  combina 
tion  check  and  back  pressure  valve. 

21-61-SM 

A.PpLICANT— Armstrong  Cork  Company,  Inc.,  owne 
roofing  and  deck  sealer. 


689-61-SA 

APPLICANT— Tangel  Material  Handling  Equipmei 
Inc.,  owner  —  fire  door  switch. 


5-62-SA 

APPliCANT— Pan  Industrial  Corporation  for 
LUme  Lamp  Corporation,  owner— infra-red  bake  oven. 


Dry 


248-62-SM 

APPLICANT— Owens-Corning  Fiberglas  Corporation 
owner— air  duct.  ’ 


1050-62-SM 

APPLICANT  Afco  Products,  Inc.,  owner — flashing 


11-63-SA 

APPLICANT — Federal  Boiler  Company, 
— gas-fired  cast  iron  hot  water  boiler. 


Inc,,  owner 


12-63-SA 

APPLICANT — Federal  Boiler  Company,  Inc. 
gas-fired  steel  hot  water  boiler. 


owner — 


93-63-SA 

APPLICANT — Siemon  Manufacturing  Company,  own¬ 
er — oil  burner. 


102-63-SM 


APPLICANT  Johns-Manville  Sales  Corporation,  own 
er  heating  and  air  conditioning  duct. 


303-62-SA 

APPLICANT— Adco  Company  for  Armstrong  Pro- 


314-63-SA 

Ac?P/ P-  Lisson  for  Old  Dominion  Iron  and 
oteel  Lorporation,  owner  —  fuel  oil  preheater. 
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489-63-SM 

APPLICANT — The  United  States  Gypsum  Company, 
owner  —  incombustible  acoustical  tile  and  board. 


64S-63-SM 

APPLICANT — Tinicum  Metal  Company,  Inc.,  owner 
— tray  for  use  in  home  laundry  room. 


709-63-SA 

APPLICANT — The  Silent  Glow  Oil  Burner  Corpora¬ 
tion,  owner  —  portable  space  heaters. 


769-63-SM 

APPLICANT — William  Eipel  for  White  Personnel  Ma¬ 
terial  Hoist  Company,  owner — personnel  and  material 
hoist. 


781-63-SM 

APPLICANT — Great  Lakes  Carbon  Corporation,  own¬ 
er — roof  insulation. 

MAX  H.  FOLEY,  Chairman. 


NOVEMBER  26,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  26,  1963,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

649-63-BZ 

APPLICANT — Harry  Atkin  and  Associates  for  Estate 
of  Irene  Keough,  owner;  Edward  Smith,  lessee. 
SUBJECT — Application  August  20,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district, 
the  change  in  use  of  an  existing  building  from  a  non 
storage  garage  to  an  automotive  service  station  with 
accessory  uses  including  minor  repairs. 

PREMISES  AFFECTED — 6071  Broadway,  west  side, 
255.26  feet  north  of  246th  Street,  Block  3415,  Lot 
1221,  Borough  of  The  Bronx. 


667-63-BZ 

APPLICANT — Edwin  Storch  for  Henry  G.  Zielinski, 
owner. 

SUBJECT — Application  August  26,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  Rl-2  district, 
the  erection  of  a  two  story  and  cellar  one  family 
dwelling  that  exceeds  the  permitted  floor  area  ratio, 
has  less  than  the  required  open  space  and  encroaches 
on  the  required  front  and  side  yards. 

PREMISES  AFFECTED— 252-15  Horace  Harding 
Expressway,  north  side,  6.88  feet  west  of  253rd  Street, 
Block  8254,  Lot  37,  Bayside,  Borough  of  Queens. 


714-63-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Seymour 
Rapaport,  owner. 

SUBJECT — Application  September  17,  1963  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R5  district, 
the  erection  of  a  two  story  and  basement  one  family 
dwelling  that  encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 786  Schenectady  Avenue, 
west  side,  160  feet  north  of  Linden  Boulevard,  Block 
4867,  Lot  22,  Borough  of  Brooklyn. 


753-63-BZ 

APPLICANT — William  A.  O’Leary  for  Dept.  Public 
Works,  City  of  New  York,  owner. 

SUBJECT — Application  September  27,  1963  — -  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R7-2  district, 
the  erection  of  a  sewage  pumping  station  that  en¬ 
croaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 184  Avenue  D,  east  side,  20 
feet  south  of  East  13th  Street  Extended,  Block  367, 
Lot  25,  Borough  of  Manhattan. 


566-63-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Wil¬ 
liam  E.  Kleinhenz,  owner.  ^  ^ 

SUBJECT — Application  July  9,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  and 
72-21  of  the  Zoning  Resolution,  to  permit  i  na  C2-2 
and  R3-2  district,  the  enlargement  and  extension  in 
area  of  an  existing  automotive  service  establishment 
previously  granted  by  the  Board. 

PREMISES  AFFECTED— 205-01  to  205-19  (205-11 
official)  Northern  Boulevard  north  side,  from  205th 
Street  to  Clear  View  Expressway,  43-10  to  43-46 
Clearview  Expressway,  43-27  to  43-35  205th  Street, 
Block  6269,  Lot  20  (formerly  20  and  part  of  9)  Bay- 
side,  Borough  of  Queens. 

Laid  over  from  October  8,  1963  to  October  29,  1963, 
for  continued  hearing;  then  to  November  26,  1963,  for 
continued  hearing  at  the  request  of  the  applicant. 


520-63-BZ 

APPLICANT — Haus  and  Breslin  for  James  Forlano 
and  Frank  Aguele,  owners. 

SUBJECT — Application,  June  21,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-01  (b)  of 
the  Zoning  Resolution,  to  permit  the  erection  of  a 
one  story  and  cellar  building  for  use  as  restaurant, 
and  greenhouse  with  outdoor  sales  and  with  acces¬ 
sory  signs,  and  the  building  encroaches  on  the  required 
front  and  side  yards. 

PREMISES  AFFECTED— 2455-2465  Linden  Blvd.  and 
800-802  Logan  Street,  northwest  corner,  Block  4480, 
Lot  28,  Borough  of  Brooklyn. 

Hearing  closed — Laid  over  from  September  10,  1963  to 
September  24,  1963,  for  inspection  and  decision,  then 
to  October  29,  1963,  for  decision;  applicant  to  amend 
application;  then  to  November  26,  1963,  for  continued 
hearing. 


72-41-BZ 

APPLICANT — Gerald  E.  Dwyer  for  New  York  Central 
System,  owner. 

SUBJECT — Application  reopened  October  29,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  April  29,  1963  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  partly 
in  a  business  use  and  partly  in  a  restricted  retail  use 
district,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 275  feet  west  of  Lexington 
Avenue  and  344  feet  4  inches  east  of  Vanderbilt  Ave¬ 
nue,  between  East  45  and  East  46th  Streets,  Block 
1300,  Lot  6,  Borough  of  Manhattan. 


93-57-BZ 

APPLICANT — Ludwig  P.  Bono  for  Jennie  Minieri, 
owner. 
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SUBJECT— Application  reopened  October  29,  1963 

for  consideration  as  to  extension  of  term  of  variance 
expired  May  6,  1963  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec- 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  parking  and  storage  of  motor 
vehicles  of  the  pleasure  car  type  only. 

PREMISES  AFFECTED — 2316  Beaumont  Avenue 
fast  side,  315  feet  north  of  East  183rd  Street,  Block 
3103,  Lot  14,  Borough  of  The  Bronx. 


923-57-BZ 

■A.PPLICA.NT— Ludwig  P.  Bono  for  Westchester 
Square  Associated,  owner. 

SUBJECT— Application  reopened  October  29,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex- 
P*redjune  24,  1963  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  parking  for  more  than  five 
motor  vehicles,  restricted  to  doctors  and  attendants 
at  the  hospital  and  for  visitors  and  patients  of  the 
hospital,  no  fee  to  be  charged. 

PREMISES  AFFECTED— 2449-2451  St.  Raymond 
Avenue,  1601-1649  Seddon  Street,  northwest  corner 
and  2446-2448  Dorsey  Avenue,  Block  3992,  Lots  32, 
37  and  40,  Borough  of  The  Bronx. 


269-37-B  Z 

APPLICANT — William  J.  Kalt  for  Auguste  Widmaier, 
owner. 


SUBJECT— Application  reopened  October  29,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  September  17,  1963— decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7 i  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 1325  Webster  Avenue,  west 
side,  197  feet  north  of  East  169th  Street,  Block  2887, 
Lot  177,  Borough  of  The  Bronx. 


223-63-BZ  - 

APPLICANT — Leonard  F.  Rothkrug  for  Charles  Mot- 
tola,  Lincolndale  Homes,  Inc.,  Mario  Avallone  and 
Frank  Calabro,  owners. 

SUBJECT — Application  March  13,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  and  Cl-3  dis¬ 
trict,  the  relocation  and  reconstruction  of  an  automo¬ 
tive  service  station  with  accessory  uses  including  auto¬ 
matic  car  washing. 

PREMISES  AFFECTED— 3217  White  Plains  Road, 
northwest  corner  of  Burke  Avenue,  Block  4594,  Lots 
42,  44,  46  and  48,  Borough  of  The  Bronx. 

Hearing  Closed.— Laid  over  from  July  23,  1963  to  Sep¬ 
tember  17,  1963,  for  decision  at  the  request  of  the 
applicant;  then  to  October  8,  1963,  for  applicant  to 
submit  revised  drawings  and  for  decision;  then  to  Oc¬ 
tober  22,  1963,  for  applicant  to  submit  revised  draw¬ 
ings;  then  to  November  26,  1963,  for  decision  at  re¬ 
quest  of  applicant. 

MAX  H.  FOLEY,  Chairman 


NOVEMBER  26,  1963,  12  NOON 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday,  November  26,  1963  at  12  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York  13,  N.  Y.,  on  the  following 
applications  for  extension  of  time  to  permit  the  comple¬ 


tion  of  construction,  filed  pursuant  to  Sections  11-32 
and  11-33. 


15-63-BZX — B.B.  6322  20th  Avenue. 
47  Alt.  2419-60  Permit  No.  4311-63. 


Block  5541, 


Lot 


17-63-BZX — B.M.  319  West  22nd  Street.  Block  746,  Lot 
26.  Alt.  1854-61.  Permit  No.  2956-63. 


18-63-BZX — B.B.  273-277  Court  Street.  Block  408,  Lot 
4.  Alt.  1937-61.  Permit  Nos.  3069  and  3070-61. 


19-63-BZX — B.M.  515-517  East  6th  Street.  Block  402, 
Lots  57  and  58.  Alt.  151-60.  Permit  No.  3092-62. 


20-63-BZX — B.M.  150-152  East  7th  Street.  Block  402, 
Lots  19,  20.  Alt.  105-61.  Permit  No.  3027-62. 


21-63-BZX — B.M.  248  West  221st  Street.  Block  707, 
Lot  66.  Alt.  2312-61.  Permit  No.  1400-62. 


22-63-BZX — B.M.  100  Lexington  Avenue.  Block  883, 
Lot  20.  Alt.  1502-61.  Permit  No.  3025-62. 


23-63-BZX— B.M.  225-227  E.  10th  Street.  Block  452, 
Lots  44  and  45.  Alt.  1109-60.  Permit  No.  2679-62. 


25-63-BZX — B.M.  601  West  110th  Street.  Block  1894, 
Lot  11.  Alt.  1840-60  Permit  No.  658-63,  216-62,  1795-61. 


27-63-BZX — B.M.  51  East  80th  Street.  Block  1492,  Lot 
125.  Alt.  2355-61.  Permit  No.  3397-62. 


9-63-BZX — B.M.  43  West  87th  Street.  Block  1201,  Lot 
12.  Alt.  1985-61.  Permit  No.  3582-62. 

MAX  H.  FOLEY,  Chairman. 


NOVEMBER  26,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  26,  1963,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

1210-61-A 

APPLICANT — Samuel  Rosenblum  for  Times  Square 
Realty  Corporation,  owner. 

SUBJECT — Application  July  27,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 28  West  32nd  Street,  south 
side,  400  feet  west  of  Fifth  Avenue,  Block  833,  Lot  60, 
Borough  of  Manhattan. 


1338-61-A 

APPLICANT — Thomas  Zarras,  lessee  for  226  Wash¬ 
ington  Street  Realty  Corporation,  owner. 

SUBJECT — Application  August  15,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 226  Washington  Street, 
west  side,  25  feet  north  of  Barclay  Streets,  Block  128, 
Lot  50-4,  Borough  of  Manhattan. 


1357-61-A 

APPLLICANT — 8-10  White  Street  Realty  Corpora¬ 
tion,  owner. 


1214 


CALENDAR 


SUBJECT— Application  August  17,  1961  —  Appeal 

from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 10  White  Street  north  side, 
60  feet  east  of  West  Broadway,  Block  191,  Lot  10, 
Borough  of  Manhattan. 


SUBJECT— Application  August  29,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 597-609  West  207th  Street, 
4940-4946  Broadway,  northeast  corner,  Block  2236,  Lot 
1,  Borough  of  Manhattan. 


1366-61-A 

APPLICANT — A.  L.  Seiden  for  Bexon  Realty  Lorp 


oration,  owner. 

SUBJECT— Application  August  24,  1961  —  Appeal 

from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 256-258  Mott  Street  east 
side,  180  feet  %  inch  north  of  Prince  Street,  Block 
508,'  Lot  6,  Borough  of  Manhattan. 


1370-61-A 

APPLICANT— Charles  M.  Spindler 


for  R  &  J  Realty  Cor¬ 


poration,  owner. 

SUB  TECT— Application  filed  August  22,  1961— Appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  Sprinkler  System. 
PREMISES  AFFECTED — 182-190  Smith  Street  and  324- 
328  Warren  Street,  south  west  corner,  Block  o9o,  .Lots 
35,  36,  38  and  39,  Borough  of  Brooklyn. 


1371-61-A 

APPLICANT— Hartley  S.  Rowe,  owner. 

SUBJECT— Application  filed  August  24,  1961.  Appeal  from 
a  -decision  of  the  Fire  Commissioner,  re-  Sprinkler  system. 

PREMISES  AFFECTED— 45  Great  Jones  Street,  south 
side,  75  feet  west  of  the  Bowery,  Block  530,  Lot  29,  Bor¬ 
ough  of  Manhattan. 


1374-61-A 

APPLICANT— Clinton  Brown  for  Zenna  Textile  Corpora¬ 
tion,  owner. 

SUBJECT— Application  filed  August  18,  1961.  Appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  Sprinkler  System. 

PREMISES  AFFECTED— 76-78  Leonard  Street,  south 
side,  139  feet  4%  inches  east  of  Church  Street,  Block 
173,’  Lot  18,  Borough  of  Manhattan. 


1375-61-A 

APPLICANT— Clinton  Brown  for  80  Leonard  Street  Cor¬ 
poration,  owner. 

SUBJECT— Application  August  25,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 80-82  Leonard  Street,  south 
side,  175  feet  11  inches  east  of  Church  Street,  Block  173, 
Lot  20,  Borough  of  Manhattan.  ^ 


1377-61-A 

APPLICANT— Noah  N.  Sherman  for  Mrs.  Rae  S.  Gold¬ 
berg,  owner. 

SUBJECT— Application  August  25,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 59  Walker  Street,  south  side, 
127.9  feet  west  of  Broadway,  Block  193,  Lot  38,  Borough 
of  Manhattan. 


1379-61-A 

APPLICANT — Michael  D.  Schwartz  for  Broadway — 207 
Corporation,  owner. 


1521-61-A 

APPLICANT— Edwin  Storch  for  Louis  Kohn,  owner. 

SUBJECT— Application  September  27,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED— 357  Canal  Street,  north  west 
corner  of  Wooster  Street,  Block  228,  Lot  1,  Borough  of 
Manhattan. 


1758-61-A 

APPLICANT— Edwin  Storch  for  Frank  Materese,  owner. 

SUBJECT— Application  November  30,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 452  Rodney  Street,  northeast 
corner  of  Ainslie  Street,  Block  2371,  Lot  1,  Borough  of 
Brooklyn. 


4-63-A 

APPLICANT— Leonard  F.  Rothkrug  for  Louis  Spector, 
owner. 

SUBJECT— Application  January  3,  1963— Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  variance 
of  Section  56,  subd  5 — increase  of  rooms  and  families  and 
Section  171,  subd  2 — area,  extension  and  Review  of 
Decision  of  the  Borough  Superintendent  re-  Zoning  Mat 
ter. 

PREMISES  AFFECTED— 3821  Nautilus  Avenue,  north 
side,  180  feet  west  of  Sea  Gate  Avenue,  Block  7002,  Lot 
48,  Borough  of  Brooklyn. 


126-63-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Mary  Al¬ 
ton  Incorporated,  owner. 

SUBJECT— Application  February  13,  1963— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 180  Lafayette  Street,  west  side, 
169  feet  6%  inches  south  of  Broome  Street,  Block  473, 
Lot  43,  Borough  of  Manhattan. 


127-63-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  42nd  Ave¬ 
nue  Bayside  Corporation,  owner. 

SUBJECT — Application  February  13,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  reclassifica¬ 
tion  of  existing  building. 

PREMISES  AFFECTED— 212-01  to  212-25  42nd  Avenue, 
north  side,  42.27  feet  west  of  41st  Road,  Block  6227,  Lot 
330,  Bayside,  Borough  of  Queens. 


580-63-A 

APPLICANT — Mervin  Alembik  for  Statler-Hilton  Hotel, 
owner. 

SUBJECT — Application  July  18,  1963 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent — Fireproof  wood. 

PREMISES  AFFECTED— 401-415  Seventh  Avenue,  east 
side,  from  West  32nd  street  to  W.  33rd  Street,  137-167 
West  32nd  Street,  Block  808,  Lot  1,  Borough  of  Manhat¬ 
tan. 
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774-63-A 

APPLICANT — Leonard  F.  Rothkrug  for  New  York  Uni¬ 
versity  College  of  Engineering,  owner. 

SUBJECT — Application  October  4,  1963 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  super¬ 
sonic  wind  tunnel— compressor. 


PREMISES  AFFECTED — West  180th  Street,  north  side, 
intersection  of  University  and  Sedgwick  Avenue,  N.  Y. 
University  (Guggenheimer  Bldg.)  ;  Block  3222,  Lot  62, 
Borough  of  the  Bronx. 

MAX  H.  FOLEY,  Chairman. 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  OCTOBER  29,  1963,  10  A.M. 

Present :  Chairman  Foley,  Vice  Chairman  Kleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 
Klein. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  aiternoon  October  15,  1963,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  October  24,  1963,  Vol. 
48,  No.  43. 


1864-61-BZ 

APPLICANT — Albert  Melniker  for  Sharove  Developers, 
Incorporated,  owner. 

SUBJECT — Application  December  12,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  business  and  retail 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  minor  motor  repairs  with 
hand  tools,  sale  of  accessories  and  the  parking  of 
more  than  live  motor  vehicles. 

PREMISES  AFFECTED— 2540  Richmond  Terrace,  1 
Winant  Street,  southeast  corner,  Block  1149,  Lot  36, 
Mariners  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  November  19,  1963, 
at  10  A.M.  for  decision;  applicant  to  submit  additional 
data;  hearing  previously  closed. 


520-63-BZ 

APPLICANT — Haus  and  Breslin  for  James  Forlano 
and  Frank  Aguele,  owners. 

SUBJECT — Application,  June  21,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-01  (b)  of 
the  Zoning  Resolution,  to  permit  the  erection  of  a 
one  story  and  cellar  building  for  use  as  restaurant,  and 
greenhouse  with  outdoor  sales  and  with  accessory  signs, 
and  the  building  encroaches  on  the  required  front  and 
side  yards. 

PREMISES  AFFECTED— 2455-2465  Linden  Blvd.,  and 
800-802  Logan  Street,  northwest  corner,  Block  4480,  Lot 
28,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Flaus. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  November  26,  1963, 
at  10  A.M.  for  continued  hearing. 


556-63-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  William 
E.  Kleinhenz,  owner. 

SUBJECT — Application  July  9,  1963 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  72-21  of 


the  Zoning  Resolution,  to  permit  in  a  C2-2  and  R3-2  dis¬ 
trict,  the  enlargement  and  extension  in  area  of  an  existing 
automotive  service  establishment  previously  granted  by 
the  Board. 

PREMISES  AFFECTED— 205-01  to  205-19(205-11  offi¬ 
cial)  Northern  Boulevard  north  side,  from  205th  Street 
to  Clear  View  Expressway,  43-10  to  43-46  Clearview  Ex¬ 
pressway,  43-27  to  43-35  205th  Street,  Block  6269,  Lot  20 
(formerly  20  and  part  of  9)  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  Victor  Borst,  Jr. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1963, 
at  10  A.M.  for  continued  hearing  at  the  request  of  the 
applicant. 


574-53-BZ 

APPLICANT — Haus  and  Bresin  for  A.  A.  Becker  and  N. 

Milton  Rothstein,  owners;  Sun  Oil  Company,  lessee. 
SUBJECT — Application  July  11,  1963 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73- 
212  of  the  Zoning  Resolution,  to  permit  in  a  C2-3  district, 
the  erection  and  maintenance  of  an  automotive  service 
station  with  accessory  uses  for  a  temporary  term  of  twenty 
years. 

PREMISES  AFFECTED— 769-785  Rockaway  Avenue, 
218-228  Riverdale  Avenue,  southeast  corner,  Block  3603, 
Lot  23,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus  and  T.  Hartnetto. 

For  Opposition :  None. 

For  Administration:  John  J.  Saunders,  Bd.  of  Education. 
ACTION  OF  BOARD— Laid  over  to  November  13,  1963, 
at  10  A.M.  for  decision ;  the  Board  of  Education  will  furn¬ 
ish  information  on  the  proposed  school  in  the  next  block; 
property  has  been  inspected;  hearing  closed. 


647-63-BZ 

APPLICANT — Samuel  Rosenblum  for  Forest  Star  Realty 
Corporation,  owner. 

SUBJECT — -Application  August  20,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-1  and  R4  district,  the 
extension  of  an  accessory  parking  facility  for  a  supermar¬ 
ket  into  the  R4  district. 

PREMISES  AFFECTED— 1815  Forest  Avenue,  north  side, 
100  feet  west  of  Morningstar  Road,  Block  1180,  Lot  6, 
New  Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum,  C.  Johnson  and  Wal¬ 
ter  Carr. 

For  Opposition:  Pasquale,  Bifulco,  James  R.  Gerhard, 
Joseph  P.  Czujak,  Elizabeth  I.  Bench,  Sigmoid  Zielin¬ 
ski,  Muriel  Keating,  Nicholas  Schneider,  Jr.,  Sanford 
S.  Spector,  Lewis  Chertok  and  Frank  Grabman. 
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ACTION  OF  BOARD — Laid  over  to  November  13,  1963, 
at  10  A.M.  for  decision;  applicant  is  to  revise  drawing; 
hearing  closed. 


654-63-BZ 

APPLICANT — Albert  Melniker  for  Dombar  Company,  In¬ 
corporated,  owner. 

SUBJECT — Application  August  21,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R3-2  district,  the  mainten¬ 
ance  of  an  accessory  parking  facility  to  a  bank  presently 
under  construction. 

PREMISES  AFFECTED — 3938  Richmond  Avenue,  south 
side,  214.72  feet  west  of  Oakdale  Street,  Block  5323,  Lot 
6,  Eltingville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker  and  Bartolomeo  Taranto. 
For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1963, 
at  10  A.M.  for  continued  hearing;  applicant  to  obtain  new 
decision  from  Borough  Superintendent. 


604-48-BZ  Vol.  Ill 

APPLICANT — Lama,  Proskauer  and  Prober  for  363-373 
Prospect  Place,  Inc.,  owner. 

SUBJECT — Application  reopened  October  1,  1963  for  con¬ 
sideration  as  to  extension  of  time  to  complete,  expired 
April  3,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Sections  7c  and 
19A(j)  of  the  Zoning  Resolution,  permitting  in  an  unre¬ 
stricted,  business  and  residence  use  districts,  the  change 
in  use  of  an  existing  one  story  and  basement  building  from 
public  garage  to  the  manufacturing  and  assembly  of 
electric  and  amusement  devices,  office,  loading  and  un¬ 
loading  berths  less  than  12  feet  in  width  and  with  a  sta¬ 
tionary  business  sign. 

PREMISES  AFFECTED — 344  St.  Marks  Avenue,  south 
side,  96  feet  8  inches  west  of  Washington  Avenue  and  363- 
371  Prospect  Place,  Block  1153,  Lot  27,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassolotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Time  extended  to  complete  the 
work. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Comm_jsioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  on  April  3,  1962,  this  application — Vol.  II — was 
granted  by  the  Board  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  extension  of  the  time  within  which  to  obtain 
permits  and  complete  the  work,  which  expired  on  April  3, 
1963;  and 

Whereas,  this  application  was  reopened  on  October  1, 
1963  and  set  for  hearing  on  October  29,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent  and 
two  publications  in  the  Bulletin;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  29,  1963  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  24,  1963  acting  on  Alt.  Applic.  No.  2602-60, 
reads : 

“1.  Proposed  extension  of  time  to  complete  work  and 


obtain  permits  beyond  April  3,  1963  is  contrary 
to  Board  of  Standards  and  Appeals  variance  under 
Cal.  # 604-48-BZ,  Vol.  III.” 

and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  3,  1962  only 
as  to  the  time  to  obtain  permits  and  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  permit  shall  be  obtained,  work  completed  and  a 
Certificate  of  Occupancy  obtained  within  one  year  from 
the  date  of  this  Resolution. 


356-53-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  The 
Dime  Savings  Bank  of  Brooklyn,  owner. 

SUBJECT — Application  reopened  October  1,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  Variance,  expires 
October  21,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7e  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  maintenance  of  an  existing  sign  at  right  angles  with 
the  building  and  projecting  more  than  the  permitted  dis¬ 
tance  beyond  the  building  line. 

PREMISES  AFFECTED — 368  Flatbush  Avenue  Exten¬ 
sion,  west  side,  125  feet  10%  inches  south  of  Fleet  Street, 
9-31  DeKalb  Avenue  and  85  Albee  Square  (Fleet  Street), 
Block  2084,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalatti. 

For  Opposition:  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative  .  0 


THE  RESOLUTION— 

Whereas,  on  October  27,  1953,  this  application  was 
granted  by  the  Board  on  certain  conditions ;  and 

Whereas,  this  application  was  reopened  and  the  term  of 
variance  extended  for  five  years  on  October  21,  1958;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term  of 
variance,  which  expired  on  October  21,  1963;  and 

Whereas,  this  application  was  reopened  on  October  1, 
1963  and  set  for  hearing  on  October  29,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  October  29,  1963  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  25,  1963  acting  on  E.  S.  Applic.  No.  909-52, 
reads : 

“1.  Proposed  extension  of  the  term  of  variance  of  right 
angle  sign  projecting  more  than  18"  beyond  the 
Bldg.  Line  is  contrary  to  Board  of  Standards  and 
Appeals  Cal.  #356-53-BZ  and  Sect.  32-652  of  the 
Zoning  Resolution  as  sign  is  located  in  a  C6-1  dis¬ 
trict.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  27,  1953 
as  amended  through  October  21,  1958  only  as  to  the  term  of 
the  variance,  so  that  as  amended  it  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects. 
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164-57-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Anna  S. 
Efron,  owner. 

SUBJECT — Application  reopened  October  1,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
October  22,  1963 — decision  of  the  Zoning  Resolution,  pre¬ 
viously  granted  on  condition,  under  Section  7c  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  change  of  use  of  the  space  at  the  rear  of  the  base¬ 
ment  in  an  existing  multiple  dwelling,  from  a  doctor’s  of¬ 
fice  to  a  store. 

PREMISES  AFFECTED— 101  East  75th  Street  and  821 
Park  Avenue,  northeast  corner,  Block  1410,  Lot  1,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalatti. 

For  OOpposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  ICleinert. 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _ _ _ _  5 

Negative:  _ _ _  q 


THE  RESOLUTION— 

Whereas,  on  October  22,  1957,  this  application  was 
granted  by  the  Board  on  certain  conditions;  and 

Whereas,  the  applicant  states  that  based  upon  personal 
inspection  there  have  been  no  changes  on  the  site  and  the 
original  Resolution  has  been  complied  with;  that  within  the 
affected  area,  a  new  21-story  apartment  house  has  been 
erected  in  Block  1409,  Lots  1  and  2;  that  a  new  21  story 
apartment  house  has  also  been  erected  in  Block  1410,  Lots 
14,  114,  15,  115,  16,  17,  56,  156,  57,  58,  158  and  59;  and 

Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  October  22,  1963;  and 

Whereas,  this  application  was  reopened  on  October  1, 
1963  and  set  for  hearing  on  October  29,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  29,  1963  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  10,  1963  acting  on  Alt.  Applic.  No.  98-57,  reads : 

“1.  Refer  back  to  Board  of  Standards  and  Appeals  for 
further  extension  of  term  of  variance  for  store  in 
basement.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  22,  1957 
only  as  to  the  term  of  the  variance,  so  that  as  amended  it 
shall  read : 

“granted  for  a  term  of  six  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained.” 


753-57-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Albert  R.  Mur¬ 
ray,  owner. 

SUBJECT — Application  reopened  October  1,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
May  13,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7i  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  one  story  building  facing  Herkimer  Street  to  be  oc¬ 
cupied  as  a  motor  vehicle  repair  shop  for  general  repair¬ 
ing,  excluding  all  collision  work  and  all  heavy  work  with 


no  anvil  or  forge,  but  permitting  the  use  of  a  torch,  sub¬ 
ject  to  permit  by  the  Fire  Commissioner. 

PREMISES  AFFECTED — 1263  Bedford  Avenue  and  9 
Herkimer  Street,  northeast  corner,  Block  1860,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  . . . 0 


THE  RESOLUTION— 

Whereas,  on  May  13,  1958,  this  application  was  granted 
by  the  Board  on  certain  conditions ;  and 

Whereas,  the  applicant  states  that  he  has  personally  in¬ 
spected  the  neighborhood  and  certifies  that  there  has  been 
no  new  construction  or  changes  in  the  character  of  the 
neighborhood,  except  that  a  4-story  building  at  the  south¬ 
west  corner  of  Fulton  Street  and  Bedford  Avenue  was  de¬ 
stroyed  by  fire  and  rebuilt  as  a  one-story  taxpayer;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  May  13,  1963;  and 

Whereas,  this  application  was  reopened  on  October  1, 
1963  and  set  for  hearing  on  October  29,  1963  at  10  A.M.’ 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  29,  1963  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  13,  1963  acting  on  Alt.  Applic.  No.  3019-57, 
reads : 

“1.  Proposed  use  of  premises  was  granted  under  a  term 
variance  under  BSA  resolution  Cal.  #753-57-BZ, 
Bui.  20,  Vol.  XLIII  which  expired  May  13,  1963. 
Therefore  under  Sec.  11-411  of  the  Amended  Zone 
Resolution  this  application  should  be  referred  to 
Bd.  of  Standards  and  Appeals. 

Note:  Present  zone  is  C4-3  and  the  proposed  use 
of  Auto  Repair  Shop  is  contrary  to  the  per¬ 
mitted  uses  of  Art.  Ill  Chapter  2  Sec.  32.00 
of  the  A.  Z.  R.  for  a  C4-3  use  district.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  13,  1958,  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read : 

granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  amended  resolution,  to  permit  .  .  .  ;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained.” 


912-57-BZ 

APPLICANT — Haus  and  Bresin  for  Philip  Rosenzweig, 
owner. 

SUBJECT — Application  reopened  October  1,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
April  15,  1963 — decision  of  the  Borough  Superintendent, 
previiously  granted  on  condition,  under  Section  7e  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
in  an  existing  building  launderette  on  the  first  floor  and 
offices  on  the  second  floor. 

PREMISES  AFFECTED — 2149  Caton  Avenue,  north  side, 
100  feet  east  of  Flatbush  Avenue,  Block  5083,  Lot  120, 
Borough  of  Brooklyn. 
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appearances— 

For  Applicant:  Joseph  C.  Haus  and  T.  Haitnett. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE—  v.  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker  and  Commissioner  Rlein  .... 
Negative:  Commissioner  Fox  -  1 

THE  RESOLUTION—  ....  ,  . 

Whereas,  on  April  15,  1958,  this  application  was  granted 

by  the  Board  on  certain  conditions ;  and  . 

Whereas,  the  applicant  states  that  a  recent  inspection  of 
the  premises  and  the  surrounding  area  have  been  made,  and 
there  have  been  no  changes  within  the  affected  area;  that 
it  has  also  been  found  that  the  physical  arrangement  of  the 
building  is  in  accordance  with  that  granted  by  the  Boai  d , 
that  the  first  floor  is  occupied  as  a  launderette  with  coin- 
operated  dry  cleaning,  and  the  second  floor  is  occupied  as 
a  real  estate  office  and  camera  repairs ;  and 

Whereas,  the  applicant  requested  reopening  oi  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  April  15,  1963;  and 

Whereas,  this  application  was  reopened  on  October  1, 
1963  and  set  for  hearing  on  October  29,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin ,  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  29,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  12,  1963  acting  on  Alt.  Applic.  No.  3523-57, 
reads : 

“1.  Refer  to  Board  of  Standards  and  Appeals  for  re¬ 
newal  of  variance  previously  granted  as  per  Sec. 
11-411,  Chap.  2,  Art.  I  of  Amended  Zoning  Resolu¬ 
tion.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  IS,  1958  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other 
as  herein  amended  the  resolution  above  cited .  shall  be 
complied  with  in  all  respects ;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained.” 


1705-61-BZ 

APPLICANT— Schaefer  and  Atkin  for  Felden  Funding 
Corp.,  owner. 

SUBJECT— Application  reopened  October  1,  1963  for  con¬ 
sideration  as  to  extension  of  time  to  complete,  expned 
May  15,  1963— decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Sections  7c  and 
21  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  the  parking  of  motor  vehicles  as  accessory  to 
the  adjacent  supermarket. 

PREMISES  AFFECTED— 1244  Metcalf  Avenue,  east  side, 
101.77  feet  north  of  Westchester  Avenue,  Block  3780,  Lot 
11,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

For  Opposition:  None. 

ACTION  OF  BOARD — Time  extended  to  complete  the 
work. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - - — . — 

Negative:  - - -  0 


THE  RESOLUTION—  .  .  . 

W hereas,  on  May  15,  1962,  this  application  was  granted 

by  the  Board  on  certain  conditions ,  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  extension  of  the  time  within  which  to  obtain 
permits  and  complete  the  work,  which  expired  on  May  , 
1963;  and 

Whereas,  this  application  was  reopened  on  October  1, 
1963  and  set  for  hearing  on  October  29,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent  and 
two  publications  in  the  Bulletin ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  29,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  25,  1963  acting  on  Alt.  Applic.  No.  994-61,  reads : 
“1.  Proposed  extension  of  time  in  which  to  obtain  per¬ 
mit,  do  work  and  secure  C  of  O  is  contrary  to  Sect. 
22- A  of  the  Zoning  Resolution.  Variance  previously 
granted  by  BS  &  A  under  Cal.  1705-61-BZ. 

and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  15,  196-  only 
as  to  the  time  to  obtain  permits  and  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  permit  shall  be  obtained,  work  completed  and  a 
Certificate  of  Occupancy  obtained  within  one  year  from 

4-t,^  A  4-n  4-Vmo  T?  AcrVliitirm 


1931-61-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Jobreen  Realty 
Corporation,  owner. 

SUBJECT— Application  December  14,  1961— decision  of 
the  Borough  Superintendent,  under  Sections  7c  and  21  of 
the  Zoning  Resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  the  maintenance  of  a  non-transient  parking  lot  for 
the  parking  and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 1410  Jessup  Avenue,  east  side, 
353.66  feet  north  of  Edward  L.  Grant  Highway,  Block 
2872,  Lot  60,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  J.  Crinnion. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE—  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . . . . — . . . . 

Negative :  . . . - - — —  0 

THE  RESOLUTION-  .  , 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  1,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  15,  1963  for  applicant  to 
amend  application ;  then  to  October  29,  1963  for  applicant  to 
obtain  new  objection  from  Borough  Superintendent  and 
submit  revised  drawings;  hearing  closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
TWrinher  12.  1961  actiner  on  Alt.  Applic.  No.  1101-61, 


reads : 

“1.  The  proposed  public  parking  lot  for  the  parking  and 
storage  of  more  than  five  motor  vehicles  in  a  resi¬ 
dence  use  district  is  contrary  to  Article  II,  Section 
3  of  the  Zoning  Resolution.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
7,  Subdivision  c  of  the  Zoning  Resolution. 


1219 


MiNin 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  Section  7c,  to 
permit  in  a  residence  and  business  use  district,  the  mainten¬ 
ance  of  a  non-transient  parking  lot  for  the  parking  and  stor¬ 
age  of  more  than  five  motor  vehicles  on  condition  that  the 
lot  shall  conform  to  drawings  filed  with  this  application 
dated  December  14,  1961,  2  sheets,  July  18,  1963,  one  sheet 
and  October  25,  1963,  one  sheet  revised;  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with ;  and  that 
permit  shall  be  obtained,  work  completed  and  a  Certificate 
of  Occupancy  obtained  within  the  requirements  of  Section 
22A  of  the  Zoning  Resolution. 


478-63-BZ 

APPLICANT — DeRose  and  Cavalieri  for  Giovanni  Ga- 
lasso,  owner. 

SUBJECT — Application  June  6,  1963 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R5  district,  the  change  in  oc¬ 
cupancy  of  an  existing  two  family  dwelling  to  a  three 
family  dwelling  that  will  create  a  non-compliance. 

PREMISES  AFFECTED — 1944  Blackrock  Avenue,  south 
side,  227.62  feet  east  of  Virginia  Avenue,  Block  3788,  Lot 
16,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  George  J.  Cavalieri. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker 

and  Commissioner  Klein  .  3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 

Fox  . . .  2 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  Ocotber  1,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  October  15,  1963  for  decision ;  appli¬ 
cant  to  submit  additional  data  required  for  five  findings; 
hearing  closed ;  then  to  October  29,  1963 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  9,  1963  acting  on  Alt.  Applic.  No.  519-62,  reads : 

“A-l.  Proposed  conversion  of  above  two  family  non¬ 
complying  dwelling  with  a  height  factor  of  2, 
located  in  an  R-5  district  complying  with  FAR, 
OSR  and  LA  per  room  to  a  HAC,  class  a  con¬ 
verted  dwelling  with  an  H.F.  of  3  is  contrary  to 
Article  V,  Chapter  4,  Sec.  54-31  of  the  Amended 
Zoning  Resolution  in  that  new  non-compliance 
would  be  created  as  to  FAR,  OSR  &  LA  per 
room.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ; 
and 

Whereas,  the  Board  having  made  the  required  findings, 
found  that  the  applicant  had  substantiated  a  basis  to  war¬ 
rant  exercise  of  discretion  to  grant  under  Section  72-21  of 
the  Zoning  Resolution,  and  is  therefore  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and/or  unnecessary 
hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-5  district, 
the  change  in  occupancy  of  an  existing  two  family  dwelling, 
to  a  three  family  dwelling,  which  will  create  a  non-com¬ 
pliance,  on  condition  that  the  work  shall  conform  to  draw¬ 
ings  filed  with  this  application  dated  June  6,  1963,  4  sheets ; 


that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with;  and  that  permit  shall  be  obtained,  work  com¬ 
pleted  and  a  Certificate  of  Occupancy  obtained  within  one 
year  from  the  date  of  this  Resolution. 


504-63-BZ 

APPLICANT — Halpern  and  Hurley  for  Frances  P.  Head- 
ley,  owner. 

SUBJECT — Application  June  17,  1963 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
one  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area,  encroaches  on  the  required  front  yard  and  with  a 
garage  within  the  required  side  yard  and  open  space. 

PREMISES  AFFECTED— 219-02  132nd  Road,  132-27 
219th  Street,  southeast  corner,  Block  12929,  Lot  40, 
Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Aaron  Halpern. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  8,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  29,  1963  for  inspection  and 
decision;  applicant  to  submit  revised  drawings  and  obtain 
new  objection  from  Building  Department;  hearing  closed; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  14,  1963  acting  on  N.  B.  Applic.  No.  830-63, 
reads : 

“1.  The  “floor  area  ratio”  of  the  proposed  bldg,  ex¬ 
ceeds,  the  maximum  permitted  and  is  in  violation 
of  Sect.  23-141,  Chap.  3,  Art.  II  of  the  Zoning  Re¬ 
solution. 

2.  The  “open  space  ratio”  of  the  proposed  bldgr  is  less 
than  the  minimum  required  and  is  in  violation  of 
Sect.  23-141,  Chap.  3,  Art.  II  of  Zoning  Resolution. 

3.  Lot  area  is  less  than  3800  sq.  ft.  as  required  by  Sec. 
23-221. 

4.  Provide  front  yards  as  per  Sec.  23-45,  Chap.  3,  Art. 
II  of  Zoning  Resolution. 

5.  Proposed  2  car  garage  is  not  a  permitted  obstruc¬ 
tion  in  a  side  yard  and  is  in  violation  of  Sec.  23-44, 
Chap.  3,  Art.  II  of  Zoning  Resolution. 

6.  Proposed  2  car  garage  is  not  a  permitted  obstruc¬ 
tion  in  open  space  and  is  in  violation  of  Sect.  23-12, 
Chap.  3,  Art.  II  of  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board,  having  made  the  required  findings, 
found  that  this  was  an  appropriate  case  in  which  to  exercise 
discretion  to  grant  under  Section  72-21  of  the  Zoning  Re¬ 
solution,  as  to  area,  on  the  grounds  of  practical  difficulty 
and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  regu¬ 
lation  of  the  Zoning  Resolution  and  that  the  application  be 
and  it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R-2  district,  the  erection  of  a 
one  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
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area,  encroaches  on  the  required  front  yard  and  with  a  gar¬ 
age  that  is  within  the  required  side  yard  and  open  space 
on  condition  the  building  conform  to  drawings  filed  with 
this  application  dated  June  14,  1963,  4  sheets;  October  11, 
1963,  4  sheets,  revised;  that  all  other  laws,  rules  and  regu¬ 
lations  applicable  shall  be  complied  with;  and  that  permit 
be  obtained,  work  done  and  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  Resolution. 


572-63-BZ 

APPLICANT — Buckley  and  Kisseloff  for  106  Corpora¬ 
tion,  owner. 

SUBJECT— Application  July  11,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  C2-4  district,  the 
change  in  occupancy  of  an  existing  three  story  building 
from  office,  packing  and  shipping  and  factory  to  a 
moving  and  storage  warehouse,  unlimited  packing  and 
crating  and  the  storage  of  not  more  than  five  commercial 
vehicles. 

PREMISES  AFFECTED— 1721  Park  Avenue,  105  East 
120th  Street,  northeast  corner,  Block  1769,  Lot  1,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  George  K. 

Romenaker. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker,  and  Com- 

misioner  Klein  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  15,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  29,  1963  for  inspection  and 
decision  ;  hearing  closed. 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  9,  1963  acting  on  Alt.  Applic.  No.  315-63,  reads: 
“4.  Proposed  change  of  use  in  1st  floor  office,  packing 
and  shipping  to  moving  and  storage  unlimited  as 
to  floor  area;  packing  and  crating  warehouse  Use 
Group  16D  and  commercial  vehicle  storage.  Use 
Group  16C  and  in  2nd  and  3rd  floor  from  office 
and  factory  to  moving  and  storage  unlimited  as 
to  floor  area  packing  and  crating  warehouse  all  in 
Use  Group  16D  is  not  permitted  as  per  Sec.  52-35 
of  the  Zoning  Resolution  and  not  in  conformance 
with  B.S.A.  Cal.  #495-53-A.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
11-412  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  regu¬ 
lations  of  the  Zoning  Resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  11-412,  to  permit 
in  a  C2-4  district,  the  change  in  occupancy  of  an  existing 
three  story  building,  from  office,  parking,  shipping  and  fac¬ 
tory  to  a  moving  and  storage  warehouse,  unlimited  packing 
and  crating  and  the  storage  of  not  more  than  five  com¬ 
mercial  vehicles,  on  condition  that  the  building  shall  con¬ 
form  to  drawings  filed  with  this  application  dated  July  11, 
1963,  10  sheets  and  October  17,  1963,  2  sheets  revised; 
on  further  condition  that  a  fireproof  self-closing  door  shall 
be  provided  at  the  cellar  level  in  the  enclosure  for  the  new 
stairs  at  the  rear;  that  the  swing  door  from  the  cellar  to 
the  front  stairhall  shall  be  changed  to  swing  in  the  direction 


of  egress;  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with;  and  that  permit  shall  be  obtained, 
work  completed  and  a  Certificate  of  Occupancy  obtained 
within  one  year  from  the  date  of  this  Resolution  . 


573-63-A 

APPLICANT — Buckley  and  Kisseloff  for  106  Corporation, 
owner. 

SUBJECT— Application  July  11,  1963  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  change 
in  use  and  egress. 

PREMISES  AFFECTED— 1721  Park  Avenue,  105  East 
120th  Street,  northeast  corner,  Block  1769,  Lot  1,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff  and  George  K. 
Romenaker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  9,  1963  on  Alt.  Applic.  315-63,  reads: 

“3.  Proposed  change  of  use  in  cellar  from  storage  to 
moving  and  storage  (unlimited  as  to  area).  Packing 
and  crating  warehouse  is  an  extension  of  the  factory 
use  to  the  cellar  and  is  not  in  conformance  with 
Section  270  L.L.  —  inadequate  egress  as  two  means 
of  egress  required  and  not  in  conformance  with 
B.S.A.  Cal.  #495-53-A. 

5.  Egress  from  1st,  2nd  and  3rd  floors  are  not  in 
conformance  with  Sec.  270  L.L.  and  B.S.A.  Cal. 
#495-53-A.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  modify  the  decision  of  the  Borough  Superintendent, 
dated  July  9,  1963,  acting  on  Alt.  Applic.  315-63,  Objection 
No.  3  and  5,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  all  of  the  requirements  of  the 
resolution  adopted  by  the  Board  this  day  under  Calendar 
Number  572-63-BZ  shall  be  complied  with. 


599-63-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Sol  Si¬ 
mon,  owner. 

SUBJECT — Application  July  25,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Ml-1  district,  the 
change  in  occupancy  of  an  existing  automotive  service 
station  to  a  motor  vehicle  repair  shop  and  the  sale  and 
display  of  new  and  used  cars  that  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED— 201  Broadway,  northside,  165 
feet  8  inches  east  of  Driggs  Avenue,  Block  2446,  Lot  91, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  15,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  October  29,  1963  for  inspection  and 
decision;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  15,  1963  acting  on  Alt.  Applic.  No.  662-63,  reads : 

“1.  Proposed  change  of  use  of  the  open  spaces  —  there¬ 
fore  provide  20'  required  front  yard  along  district 
boundary  of  residence  district  as  per  Sec.  43-304 
of  the  Amended  Zoning  Resolution  for  Ml-1  use 
district.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas,  the  Board  having  made  the  required  findings, 
found  that  the  applicant  had  substantiated  a  basis  to  war¬ 
rant  exercise  of  discretion  to  grant  under  Section  72-21  of 
the  Zoning  Resolution,  and  is  therefore  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and/or  unnecessary 
hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  Ml-1  district, 
the  change  in  occupancy  of  an  existing  automotive  service 
station,  to  a  motor  vehicle  repair  shop,  and  the  sale  and 
display  of  new  and  used  cars  that  encroach  on  the  reouired 
front  yard,  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  application  dated  July  25,  1963,  4 
sheets;  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with;  and  that  permit  shall  be  obtained,  work 
completed  and  a  Certificate  of  Occupancy  obtained  within 
one  year  from  the  date  of  this  Resolution  . 


650-63-BZ 

APPLICANT — Anthony  Signorielli  for  Domenica  Sapi- 
enza,  owner. 

SUBJECT— Application  August  20,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R-2  district,  the  erec¬ 
tion  of  a  one  family  dwelling  that  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED — 147-10  12th  Avenue,  southeast 
corner  of  147th  Street,  Block  4482,  Lot  1,  Whitestone, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Anthony  Signorielli. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com 


missioner  Klein  _  5 

Negative :  _ _ _ _ _  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  22,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  29,  1963  for  decision;  hear¬ 
ing  closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  20,  1963  acting  on  N.B.  Applic.  No.  1152-63, 
reads : 

“1.  In  an  R-2  zoning  district  the  minimum  setback  from 
any  street  must  be  15'-0"  as  per  Sec.  23-45  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 


spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas,  the  Board,  having  made  the  required  findings, 
found  that,  the  applicant  had  substantiated  a  basis  to  war¬ 
rant  exercise  of  discretion  to  grant  under  Section  72-21  of 
the  Zoning  Resolution,  and  is  therefore  entitled  to  relief 
on  the  grounds  of  practical  difficulty  and/or  unnecessary 
hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-2  district, 
the  erection  of  a  one  family  dwelling  which  encroaches 
on  the  required  front  yard,  on  condition  that  the  building 
shall  conform  to  drawings  filed  with  this  application  dated 
August  20,  1963,  2  sheets  and  October  23,  1963,  2  sheets 
revised ;  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with;  and  that  permit  shall  be  obtained,  work 
completed  and  a  Certificate  of  Occupancy  obtained  within 
one  year  from  the  date  of  this  Resolution. 


660-63-BZ 

APPLICANT — Larry  Meltzer  for  Jerome  Silverman, 
owner,  Crown  Shade  Cloth  Company,  Lessee. 

SUBJECT— Application  August  23,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erec¬ 
tion  of  a  one  story  extension  to  an  existing  non-conform¬ 
ing  use,  proposed  building  will  exceed  the  maximum  floor 
area  ratio,  be  deficient  in  the  open  space  ratio  and  en¬ 
croach  on  the  required  rear  and  side  yards. 

PREMISES  AFFECTED — Empire  Boulevard,  561,  north 
side,  224  feet  west  of  Kingston  Avenue,  Block  1311,  Lot 
159,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _ _  5 

Negative:  _ _ _  q 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  22,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  29,  1963  for  decision;  hear¬ 
ing  closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  23,  1963  acting  on  Alt.  Applic.  No.  1283-63, 
reads : 

“1.  The  proposed  construction  of  an  extension  to  an 
existing  manufacturing  use  in  an  R-5  district  is 
contrary  to  Section  22-10  and  Section  52-40  of  the 
Zoning  Resolution. 

2.  The  structure  as  proposed  exceeds  the  maximum 
floor  area  and  is  deficient  in  the  minimum  open 
space  required  in  an  R5  district  and  is  therefore 
contrary  to  Section  23-142  of  the  Zoning  Resolution. 

3.  The  .  structure  as  proposed  without  the  required 
3O'-0"  rear  yard  is  contrary  to  Section  23-47  of  the 
Zoning  Resolution 

4.  The  structure  as  proposed  without  the  required 
8'-0"  side  yard  is  contrary  to  Section  23-49  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 

Whereas,  the  Board,  having  made  the  required  findings, 
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found  that  the  applicant  had  substantiated  a  basis  to  wai- 
rant  exercise  of  discretion  to  grant  under  Section  72-21  ot 
the  Zoning  Resolution,  and  is  therefore  entitled  to  reliei 
on  the  grounds  of  practical  difficulty  and/or  unnecessary 
hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R  5  district, 
the  erection  of  a  one  story  extension  to  an  existing  non- 
conforming  use,  which  proposed  building  will  exceed  the 
maximum  floor  area  ratio,  be  deficient  in  the  open  space 
ratio  and  encroach  on  the  required  rear  and  side  yaids, 
on  condition  that  the  work  shall  conform  to  drawings  filed 
with  this  application  dated  August  23,  1963,  5  sheets,  t  at 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with-  and  that  permit  shall  be  obtained,  work  completed 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  Resolution. 


with  and  that  permit  be  obtained,  work  done,  and  Certifi¬ 
cate  of  Occupancy  obtained,  within  one  year  from  the  date 
of  this  Resolution. 


Adjourned  11 :30  A.M. 


James  P.  Mulroy,  Secretary 


670-63-BZ 

APPLICANT— Crinnion  and  Crinnion  for  1723  Boston 
Road,  Inc.,  owner. 

SUBJECT— Application  August  28,  1963  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  a .  01-4  and 
R7-1  district,  in  an  existing  two  story  building,  the 
changes  in  occupancy  of  a  portion  of  the  second  floor 
from  club  room  to  billiard  parlor. 

PREMISES  AFFECTED-1723-39  Boston  Road  west 
side,  108.45  feet  south  of  Southern  Boulevard,  block  2J4U, 
Lot ’53,  Borough  of  The  Bronx. 

For  Applicant:  Robert  J.  Crinnion. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE 

Affirmative:  Chairman  Foley,  Vice  Chairman  ICleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . 

Negative:  .  ® 

THE  RESOLUTION-  .  ,  ,,  ..  r  t. 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  29,  1963  after  due  notice  by  publication  m  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  21,  1963  acting  on  Alt.  Applic.  No.  559-63, 
reads : 

“1.  Proposed  change  of  use  of  portion  of  2nd  fl.  of 
above  bldg,  from  club  room  (Use  Group  6)  to  Bil¬ 
liard  Parlor  (Use  Group  8)  where  said  portion  of 
floor  is  located  in  a  Cl -4  Dist.  (mapped  m  R7-1) 
is  contrary  to  Sect.  32-17  of  the  Zoning  Resolution 
and  therefore  denied.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board,  having  made  the  necessary  findings, 
found  that  this  was  an  appropriate  case  in  which  to  exer¬ 
cise  discretion  to  grant  under  Section  72-21  of  the  Zoning 
Resolution,  as  to  use. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use 
regulation  of  the  Zoning  Resolution  and  that  tne  applica¬ 
tion  be  and  it  hereby  is  granted  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  Cl-4  and  R7-1  districts, 
in  an  existing  two  story  building,  the  change  of  occupancy 
of  a  portion  of  the  second  floor  from  club  room  to  billiard 
Parlor  on  condition  the  building  conform  to  drawings  filed 
with  this  application  dated  August  28,  1963,  9  sheets,  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  October  29,  1963,  2  P.M. 

Present-  Chairman  Foley,  Vice  Chairman  ICleinert,  Com¬ 
missioner  Fox,  Commissioner  Becker  and  Commissioner 

Klein. 

866-5! -A.  .  „  .  .  , 

APPLICANT — Samuel  Rosenblum  for  Jennie  lablon  and 
Mildred  Rosenberg,  owners. 

SUBJECT— Application  June  6,  1961— Appeal  from.  an 

order  and  a  decision  of  the  Fire  Commissioner  re  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 640  Broadway,  southeast  cor¬ 
ner  of  Bleecker  Street,  Block  522,  Lot  14,  Borough  ot 

Manhattan. 

APPEARANCES—  ,  _  ,  „  .  . 

For  Applicant:  Samuel  Rosenblum  and  Frank  Reisch 
For  Administration:  Lieut:  John  P.  Manfredi,  Fire  Dep  . 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  .  „ 

Affirmative:  Chairman  Foley,  Commissioner  box. 
Commissioner  Becker  and  Commissioner  Klein  .... 

Negative:  Vice  Chairman  ICleinert  .  1 

THE  RESOLUTION-  .  ,  ,  „ 

Whereas,  the  order  and  decision  of  the  Fire  Commission¬ 
er,  dated  June  16,  1961  on  Order  No.  510702,  reads: 

“1.  You  are  hereby  ordered  to  provide  an  appro\  ed  auto¬ 
matic  sprinkler  system  throughout  building.  Chap. 
C19-161.0  of  Administrative  Code.” 

and  .  . 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  grained 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  June  16,  1961  acting  on  Order  No.  510702,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  the  building 
conform  to  drawing  filed  with  this  application  dated  May 
7  1963  1  sheet;  on  further  condition  that  a  non-automatic 
sprinkler  system  be  installed  in  the  cellar  and  sub-cellar , 
that  a  thermostatic  fire  alarm  system  with  central  office 
connection  be  installed  throughout  the  building;  and  that 
the  doors  to  the  stairhalls  be  repaired  or  replaced,  to  put 
them  in  a  condition  satisfactory  to  the  Fire  Commissioner. 


Q03-61-A 

APPLICANT— Jack  L.  Nicoll  for  Atlas  Screw  Realty 

Corporation,  owner. 

SUBJECT — Application  June  14,  1961— Appeal  from,  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 448-452  Broome  Street,  north¬ 
east  corner  of  Mercer  Street,  Block  484,  Lots  31  and  32, 
Borough  of  Manhattan. 

APPEARANCES—  ,  ,,  .  _ 

For  Applicant :  Jack  L.  Nicoll  and  Mortimer  Braverman. 
For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  ... . . .  5 

Negative:  . . . . . .  q 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  December  3  and  5,  1960  and  May  18,  1961  on 
Violation  Order  #463717.  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  both  buildings  (448  and  450  Broome 
Street.)” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  December  3  and  5,  1960  and  May  18,  1961, 
acting  on  Viol.  Order  #463717,  Objection  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  buildings  shall  conform  to 
drawings  filed  with  this  appeal  dated  September  6,  1963,  9 
sheets ;  on  further  condition  that  the  perforated  pipe  systems 
in  both  buddings  shall  be  maintained  to  the  satisfaction  of 
the  dire  Commissioner  ;  and  that  the  thermostatic  fire  alarm 
system  with  central  office  connection  shall  be  extended  from 
452  Broome  St.  throughout  the  building  at  448  Broome 
Street. 


1030-61-A 

APPLICANT — 343  Canal  Corporation,  owner. 

SUBJECT — Application  June  16,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system  etc. 

PREMISES  AFFECTED — 343  Canal  Street,  north  side, 
65  feet  west  of  Green  Street,  Block  229  Lot  3,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harvey  L.  Strelzin  and  Nathan  Lanes. 
For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACiiON  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative;  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com- 

•  '  T/1  • 


missioner  Klein  . . . 5 

Negative :  . . . . . . . . .  q 

THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  20,  1961  on  Order  No.  #498877,  reads : 

“I-  Provide  an  approved  automatic  sprinkler  system 
throughout  building  —  Chapter  C19-161.0  of  Ad¬ 
ministrative  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  20,  1961,  acting  on  Order  #498877, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawing  filed  with  this  appeal 
dated  June  16,  1961,  1  sheet;  on  further  condition  that  a 
wet  automatic  sprinkler  system  shall  be  installed  in  the 
cellar  and  first  floor ;  and  that  a  thermostatic  fire  alarm 
system  with  central  office  connection  shall  be  installed 
throughout  the  building. 


1162-61-A 

APPLICANT — Edwin  Storch  for  39  Ainslie  Realty  Cor¬ 
poration,  owner. 


SUBJECT  Application  July  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 39-45  Ainslie  Street,  north 
side,  99  feet  6  feet  west  of  Keap  Street,  Block  2371,  Lot 
48,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Edwin  Storch. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  .  q 

Negative;  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox  Commissioner  Becker  and  Com¬ 
missioner  Klein .  5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  20,  1961  and  June  16,  1961  on  Order 
No.  1436-1,  reads : 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  building  having  at  least  one  source  of 
water  supply  arranged  and  equipped  as  per  Article 
16,  Chapter  26,  Admin.  Code  as  provided  in  09- 
161.0,  Admin.  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  occupancy  and  con¬ 
tents  of  the  building. 

Resolved,  that  the  decision  of  the  Fire  Commissioner 
dated  March  20,  1961  and  June  16,  1961  acting  on  Order 
No.  1436-1,  Objection  No.  1  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


1224-61 -A 

APPLICANT — 328  Grand  Avenue  Corporation,  owner; 
Artco  Products  Corporation,  lessee. 

SUBJECT — Application  July  24,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 328-332  Grand  Avenuep  west 
side,  140  feet  south  of  Greene  Avenue,  Block  1965,  Lot 
44,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  Reinharz. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
TITE  VOTE: 

Affirmative:  Chairman  Foley,  Commissioner  Becker 

and  Commissioner  Klein  .  3 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 

Fox  .  2 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  22,  1961  and  June  22,  1961  on  Violation 
Order  No.  479621,  reads: 

“1-  Provide  an  approved  automatic  sprinkler  system 
throughout  entire  building.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  March  22,  1961  and  June  22,  1961  acting  on  Violation 
Order  No.  4/9621  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on.  condition  the  building  conform  to  drawings  filed  with 
this  application  dated  July  24,  1961,  3  sheets;  on  further 
condition  that  three  sprinkler  heads,  in  addition  to 
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the  one  already  in  the  booth,  be  provided  at  the  front 
and  sides  of  the  spray  booth  supplied  from  the  domestic 
water  supply ;  and  that  fire  extinguishers  be  provided 
throughout  the  building  to  the  satisfaction  of  the  b  ire  De¬ 
partment. 


971-62-A 

APPLICANT — Max  Siegel  Associates  for  Perot-Sedgwick 
Corporation,  owner. 

SUBJECT— Application  October  19,  1962— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  fire  walls. 

PREMISES  AFFECTED— 3065  Sedgwick  Avenue  south- 
west  corner  of  Perot  Street,  Block  3253,  Lot  215,  Bor- 
ough  of  the  Bronx. 

APPEARANCES— 

For  Applicant:  Max  Siegal. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE—  .  .  . 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  -  5 


Negative:  - 


_  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  20,  1962  on  B.N.  Applic.  399-61,  reads : 
“A-4.  This  amendment  denied;  piercing  of  fire  wall  not 
permitted  as  per  Supt.  ruling  of  February  7, 
1941.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  September  20,  1962.  acting  on  B.  N.  Applic.  399- 
61  Objection  No.  A-4,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition _  that  the 
building  shall  conform  to  drawing  filed  with  this  appeal 
dated  October  19,  1962,  one  sheet;  and  on  further  condi¬ 
tion  that  this  grant  shall  be  in  effect  only  until  the  end  of 
the  present  lease  of  the  apartment  concerned,  April  30,  1964. 


975-62-A 

APPLICANT— H.  and  E.  P.  Realty,  owner. 
SUBJECT— Application  October  22,  1962— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  Auto¬ 
matic  Thermostatic  fire  alarm  system. 

PREMISES  AFFECTED— 225-227  East  120th  Street, 
north  side,  240  feet  east  of  3rd  Avenue,  Block  1785,  Lot  12, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  denied. 


THE  VOTE  TO  GRANT— 

Affirmative:  - - - - - —  0 

Negative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - - - . - - - - — - - -  5 


THE  RESOLUTION—  .  .  . 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  July  25,  1962  and  October  18,  1962  on  Order 
No.  2926-2,  reads : 

“1.  Provide  an  automatic  thermostatic  fire  alarm  system 
with  direct  connections  to  the  Central  Office  of  one 
of  the  operating  companies  in  connection  with  the 
non-automatic  dry  sprinkler  system  now  installed  on 
the  above  premises;  arranged  and  equipped  as  per 
Ch.  26,  Art.  16— 1339.0— 3b  Adm.  Code  and  Rules 


of  the  Board  of  Standard  and  Appeals ;  Ch.  19.161.0a 
Adm.  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  contents  of  the 
building  and  the  lack  of  access  for  fire  fighting. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent  dated  July  25,  1962  and  October  18,  1962  acting  on 
Order  No.  2926-2,  Objection  No.  1  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


1027-62-A 

APPLICANT— Allied  Purchasing  Corporation,  lessee  for 
Nelson  Properties,  Incorporation,  owner.  ^ 

SUBJECT— Application  November  5,  1962  —  Appeal  from 
an  order  and  decision  of  the  Fire  Commissioner  re¬ 
cellar  cocupancy 

PREMISES  AFFECTED— 401  Fifth  Avenue,  2  East  37th 
Street,  southeast  corner,  Block  866,  Lot  76,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Robert  C.  Hammerling  and  Robert  Row- 

lcinds 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  _  . 

Affirmative :  Chairman  Foley,  Vice  chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - - - 

Negative:  - - - ” 

THE  RESOLUTION—  <  _  _ 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  11,  1962  on  Violation  Order  No. 
589808,  reads : 

“1.  Comply  with  Cert,  of  Occ.  for  cellar  and  sub¬ 
cellar  occ. 

(Note  no  mfg.  work  permitted).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  October  11,  1962  acting  on  Violation  Order  No. 
589808  Objection  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
the  building  conform  to  drawings  filed  with  this  applica¬ 
tion  dated  September  18,  1963,  2  sheets. 


326-63-A 

APPLICANT— Abraham  Grossman  for  Gathro  Estates  In¬ 
corporated,  owner. 

SUBJECT— Application  April  16,  1963  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  variance 
of  Section  177,  Section  34  sub.  6  of  the  Multiple  Dwell¬ 
ing  Law  re-  cellar  apartment,  Review  of  the  Borough 
Superintendent  re-  Zoning  matter. 

PREMISES  AFFECTED— 34  West  10th  Street,  south 
side,  454  feet  4  inches  east  of  Avenue  of  the  Americas, 
Block  573,  Lot  25,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE—  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  KlemeH, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein - 

Negative:  - 0 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  22,  1963  on  Alt.  Applic.  234-63,  reads: 

“A2 — Proposed  cellar  apartment  for  rent  paying  tenant 
is  contrary  to  Sec.  177  M.D.L.  and  Sec.  34  sub. 
6  M.D.L. 

A3 — Proposed  cellar  apt.  is  contrary  to  Sec.  54-311  of 
Zoning  Res.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  March  22,  1963  acting  on  Alt.  Applic.  234-63, 
Objection  No.  A2  and  A3  be  and  it  hereby  is  modified  and 
the  appeal  be  and  hereby  is  granted  on  condition  that  the 
building  conforms  to  drawings  filed  with  this  application 
dated  April  16,  1963,  3  sheets,  and  that  a  Certificate  of 
Occupancy  be  obtained.  Objection  A2  is  modified  accord¬ 
ing  to  Section  310  of  the  Multiple  Dwelling  Law.  Objec¬ 
tion  A3  is  modified  because  the  building  was  legally  oc¬ 
cupied  prior  to  the  passage  of  the  Zoning  Resolution. 


329-63-A 

APPLICANT — Atomized  Materials  Company  Incorpor¬ 
ated,  owner. 

SUBJECT — Application  April  17,  1963  —  Packaging  of 
Kwik  Fix  Resilient  Plastic  and  Cream  Hardener.  Pack¬ 
aging  in  1%  ounce  and  6  ounce  polyethylene  plastic  tubes 
not  in  conformity  with  Fire  Department  specifications. 
APPEARANCES— 

For  Applicant:  Kenneth  Pearson. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _  5 

Negative :  . . . . .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
March  26,  1963  on  Folder  No.  122-Pending,  reads : 

”1)  ‘KWIK  FIX  RESILIENT  PLASTIC’  has  a  Flash 
Point  of  120°  F.,  and  must  be  classified  as  a  Com¬ 
bustible  Mixture.  This  product  will  require  a  New 
York  Fire  Department  Certificate  of  Approval,  in 
order  to  be  transported,  stored,  used,  or  sold  in 
New  York  City. 

Regarding  the  containers  in  which  you  will  market 
your  products,  please  note  that  our  regulations  only 
allow  the  use  of  Glass  or  Metal  containers.  However, 
we  do  make  an  exception  by  allowing  the  use  of  one 
(1)  ounce  or  Less  plastic  containers.  Therefore,  your 
request  to  use  a  six  (6)  ounce  and  one  and  one  half 
0  % )  ounce  plastic  tube  to  package  your  Hardener 
is  denied.” 
and 

Whereas,  this  application  has  been  considered  by  the 
Board  which  has  found  granting  under  certain  conditions 
to  be  warranted. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  March  26,  1963,  acting  on  Folder  No.  122-Pending, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
six  ounce  and  one  and  one  half  ounce  plastic  tubes  shall 
be  identical  with  those  submitted  to  the  Board ;  on  further 
condition  that  these  products  shall  be  packaged  in  200  pound 
test  corrugated  containers  with  separators  shipped  in  con¬ 
nection  with  metal  cans  containing  Kwik  Fix  Plastic  as 
approved  by  the  Fire  Department ;  and  that  these  con¬ 


tainers  shall  be  labeled  to  the  satisfaction  of  the  Fire 
Commissioner. 


527-63-A 

APPLICANT — De  Rose  and  Cavalieri  for  Hcntington- 
Concourse  Assoc— Jacob  Katz,  and  L.  Litwiib,  part 
owners;  Arc  Industries,  Inc.,  lessee. 

SUBJECT — Application  June  26,  1963  —  Appeal  from  a 
decision  of  the  Borough  Superintendent — re-  Class  1  use 
of  wood  stud  partitions. 

PREMISES  AFFECTED — 500  Walton  Avenue  and  475 
Grand  Concourse,  East  side,  southeast  corner  of  149th 
Street  and  Walton  Avenue,  Block  2346,  Lot  32,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant :  George  J.  Cavalieri. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  . . . . .  5 

Negative :  _ _ _ _ _ q 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  19,  1963  on  Alt.  Applic.  282-63,  reads: 

“4.  Proposed  use  of  wood  stud  partitions  in  a  Class  1 
(F.P.)  bldg,  is  contrary  to  Sect.  10.9.2.5  B.C.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  June  19,  1963,  acting  on  Alt.  Applic.  282-63, 
Objection  No.  4,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  conform  to  drawings  filed  with  this  ap¬ 
peal  dated  June  26,  1963,  one  sheet;  on  further  condition 
that  this  grant  is  to  cover  the  fourth  floor  only  and  not  the 
first  floor;  and  that  the  sprinklers  on  the  fourth  floor 
shall  be  so  arranged  that  the  partitions  shall  not  interfere 
with  their  action. 


568-63-A 

APPLICANT— Eli  Ratner  for  Bernzomatic  Corporation, 
owner. 

SUBJECT — Application  July  11,  1963  —  Use  of  one  pound 
Cylinders  of  propane  in  school  laboratories  not  in  ac¬ 
cordance  with  Administrative  Code  requirements. 
APPEARANCES— 

For  Applicant:  Eli  Ratner  and  Milo  E.  Webster. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
H.  Siegal,  Director  of  Ind.  Arts  and  Samuel  Schanberg. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  _  4 

Negative :  Commissioner  Fox  _ _ _  1 

THE  RESOLUTION — 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  11,  1963,  reads : 

“On  February  18,  1963,  we  received  a  letter  from  Mr. 
Robert  L.  Lipton,  Assistant  Director  of  Science,  Board 
of  Education,  requesting  permission  to  use  one  pound 
cylinders  of  propane  in  school  laboratories  where  no 
city  gas  is  available.  Cylinder  were  to  be  used  by 
students  and  teachers  with  one  teacher  for  every  nine 
students. 

At  a  meeting  of  the  Board  of  Fire  Prevention  Regula¬ 
tions  held  on  March  29,  1963,  it  was  resolved  that  the 
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request  be  disapproved  based  on  the  Commissioner  s 
powers  under  C19-489  of  the  City  Charter. 

and 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  June  11,  1963,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  to  permit  the  use 
of  one  pound  cylinders  of  Bernzomatic  propane  m  school 
laboratories,  classrooms  and  workshops,  on  condition  that 
the  cylinders  shall  be  identical  with  the  sample  submitted 
to  the  Board;  on  further  condition  that  in  school  labora¬ 
tories,  classrooms  and  shops  the  cylinders  shall  be  used 
only  by  custodians,  teachers  and  students  under  the  direct 
supervision  of  teachers;  that  they  shall  be  used  only  on 
surfaces  which  are  non-flammable ;  that  at  any  one  time 
the  number  of  cylinders  in  a  building  shall  be  limited  to 
two  cartons,  each  containing  12  cylinders ;  that  the  storage 
shall  be  in  a  metal  cabinets  which  are  louvred,  kept  locked 
and  properly  labeled. 


613-63-A 

APPLICANT — T.  R.  Galloway  for  Consolidated  Edison 
Company  of  New  Fork,  Incorporated,  owner. 
SUBJECT— Application  July  31,  1963  —  Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Fuel  Oil  Tanks. 
PREMISES  AFFECTED— 35-08  to  35-58  Vernon  Bou¬ 
levard,  7-67  36th  Avenue,  northwest  corner,  Block  327, 
Lots  1  and  16,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  T.  R.  Galloway. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  hox,  Commissioner  Becker  and  Com- 
missioner  Klein  . . .  jj 

THE  RESOLUTION—  .  . 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  17,  1963  on  F.D.  Folder  #W800379  and  Department 
of  Marine  and  Aviation  on  Applic.  #630496,  reads : 

“A.  This  is  Fuel  Oil  Installation  governed  by  Oil 
Burner  Rules  of  Board  of  Standards  and  Appeals 
and  Local  Law  24  of  1959  and  installation  does  not 
conform  to  Oil  Burner  Rules  as  follows : 

1.  Tanks  are  not  2'  below  grade  as  required  by 


Rule  6.3.1. 

2.  Tanks  are  not  completely  surrounded  by  clean 
sand  or  earth  as  required  by  Rule  6.3.1. 

3.  Tanks  are  not  designed  to  withstand ,  25  psi  test 
pressure  as  required  by  Rule  10.3.2.1.” 

and  .  , 

Whereas,  the  premises  have  been  inspected  by  a  com¬ 
mittee  of  the  Board  which  recommended  granting  under 
certain  conditions. 

Resolved,  that  the  decisions  of  the  Fire  Commissioner, 
dated  May  17,  1963,  acting  on  F.  D.  Folder  #W800379  and 
Department  of  Marine  and  Aviation,  acting  on  Applic. 
#630496,  Objection  No.  Al,  A2  and  A3,  be  and  they  hereby 
are  modified  and  that  the  appeal  be.  and  it  hereby  is 
granted  on  condition  that  the  installation  shall  be  in  ac¬ 
cordance  with  drawings  filed  with  this  appeal  dated  Octo¬ 
ber  18,  1963,  4  sheets;  on  further  condition  that  the  tanks 
shall  meet  all  the  requirements  of  the  Administrative  Code 
for  bulk  oil  storage  tanks;  that  access  doors  shall  be  pro¬ 
vided  and  explosion-proof  lighting  installed  for  the  space 
between  the  rock  and  the  tanks;  that  concrete  shall  be 
provided  under  the  tanks,  and  the  side  rock  walls  shall  be 
lined  with  cement  for  which  Gunite  may  be  used;  that  the 
oil  stored  in  the  tanks  shall  be  No..  6  Bunker  oil ;  and  that 
a  fire-fighting  system  shall  be  provided  in  accordance  with 
the  regulations  of  the  Fire  Commissioner. 


727-63-A 

AAPPLICANT— John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant, 


owner. 

SUBJECT— Application  September  16,  .1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re-  pre¬ 


fab  construction  etc. 

PREMISES  AFFECTED— 88  Woodbine  Street,  south¬ 
east  corner  of  Evergreen  Avenue,  Block  33oS,  Lot  1, 
Borough  of  Brooklyn.  P.S.  299. 

APPEARANCES—  ^  ,  .  ... 

For  Applicant:  John  J.  Saunders,  Bd.  of  Education,  W. 
Russell,  Bd.  of  Education  and  M.  Wright. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE—  T.  _  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . - . - - -  “ 

Negative:  . . . — - - - ^ 

THE  RESOLUTION-  ,  „  .  .  4 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  16,  1963  on  N.B.  Applic.  695-698-63,  reads. 
“1  Proposed  panel  construction  not  in  accordance  with 
Chap.  26  N.Y.C.  Bldg.  Code.  Submit  Board  of 
Standards  and  Appeals  approved  No.  (S.M.)  for 
Acme  Missiles  Panel. 

2.  Aluminum  Alloy  as  proposed  is  not  approved  for 
use  in  N.Y.C.  and  is  contrary  to  C26-375.1.  . 

-r— »  .  •  i  1-  A '  C\n  /-r onJ  eiinmif  cm  1 


data  required. 

4.  Provide  adequate  Toilet  facilities. 

5.  Provide  roof  drainage  connected  to  acceptable  sewer 

6.  Proposed  construction  cannot  be  treated  as  class  5 
Metal  Building  in  that  enclosure  walls  and  roof 
contains  materials  of  a  combustible  nature  which 
is  not  fireproof  C26-243a.” 


and 


Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  September  16,  1963,  acting  on  N.B.  Applic.  695- 
698-63,  Objection  Nos.  1,  2,  3,  4,  5  and  6  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
for  a  term  of  five  years  on  condition  that  the  buildings 
shall  conform  to  drawings  filed  with  this  application  dated 
September  24,  1963,  10  sheets;  and  that  the  structural  de¬ 
sign  of  the  buildings,  shall  be  checked  and  approved  by  the 
Department  of  Buildings. 


728-63-A 

APPLICANT— John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant, 
owner. 

SUBJECT— Application  September  16,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re-  pre 
fab  construction. 

PREMISES  AFFECTED— 2781  Pitkin  Avenue,  north  side, 
from  Crescent  to  Hemlock  Streets  Block  4216,  Lot  1, 
Borough  of  Brooklyn.  g 

APPEARANCES—  .  ... 

For  Applicant:  John  J.  Saunders,  Bd.  of  Education,  W. 
Russell  Bd.  of  Education  and  M.  Wright. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  _  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker,  and  Com- 

Negative:  .  u 
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THE  RESOLUTION — 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  16,  1963  on  N.B.  Applic.  712-716,  reads: 

“1.  Proposed  panel  construction  not  in  accordance  with 
Chap.  26,  N.Y.C.  Bldg.  Code.  Submit  Board  of 
Standards  and  Appeals  approval  No.  (S.M.)  for 
Acme  Missile  Panel. 

2.  Aluminum  Alloy  as  proposed  is  not  approved  for 
use  in  N.Y.C.  and  is  contrary  to  C26-375.1. 

3.  Footings  shall  be  4'-0"  below  grade  and  submit  soil 
data  required. 

4.  Provide  adequate  toilet  facilities. 

5.  Provide  roof  drainage  connected  to  acceptable  sewer. 

6.  Proposed  construction  cannot  be  treated  as  Class  5 
metal  building  in  that  enclosure  walls  and  roof  con¬ 
tain  material  of  a  combustible  nature  which  is  not 
fireproof  C26-243a. 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  September  16,  1963  acting  on  N.B.  Applic.  712- 
716-63,  Objection  Nos.  1,  2,  3,  4,  5  and  6  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  for 
a  term  of  five  years  on  condition  that  the  buildings  shall 
conform  to  drawings  filed  with  this  application  dated 
September  24,  1963,  10  sheets ;  and  that  the  structural  de¬ 
sign  of  the  buildings  shall  be  checked  and  approved  by 
the  Department  of  Buildings. 


729-63-A 

APPLICANT — John  J.  Saunders,  Board  of  Education,  Bu¬ 
reau  of  Design,  Construction  and  Physical  Plant,  owner. 
SUBJECT — Application  September  16,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Pre  Fab 
Construction. 

PREMISES  AFFECTED — 720  Dumont  Street,  south  side, 
from  Wyona  Street  to  Vermont  Street,  Block  3808,  Lot 
11,  Borough  of  Brooklyn.  P.S.  182 
APPEARANCES— 

For  Applicant:  John  J.  Saunders,  Bd.  of  Education,  W. 
Russell,  Bd.  of  Education  and  M.  Wright. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert. 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ 5 

Negative :  _ _ _ _ _ _ _  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  16,  1963  on  N.  B.  Applic.  731-734-63,  reads : 
“1.  Proposed  panel  construction  not  in  accordance  with 
Chapt.  26  N.Y.C.  Building  Code.  Submit  Board  of 
Standards  and  Appeals  Approval  No.  (SM.)  for 
Acme  Missile  Panel. 

2.  Aluminum  Alloy  as  proposed  is  not  approved  for 
use  in  N.Y.C.  and  is  contrary  to  C26-375.1. 

3.  Footings  shall  be  4'-0"  below  grade  and  submit  soil 
data  required 

4.  Provide  adequate  toilet  facilities. 

5.  Provide  roof  drainage  connected  to  acceptable 
sewer. 

6.  Proposed  construction  cannot  be  treated  as  Class  5 
metal  building  in  that  enclosure  walls  and  roof  con¬ 
tains  material  of  a  combustible  nature  which  is  not 
fireproof  C26-243a.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  September  16,  1963  acting  on  N.  B.  Applic.  731- 
734-63  Objection  Nos.  1,  2,  3,  4,  5  and  6  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
for  a  term  of  five  years  on  condition  that  the  buildings  shall 
conform  to  drawings  filed  with  this  application  dated  Sep¬ 
tember  24,  1963,  10  sheets ;  and  that  the  structural  design 
of  the  buildings  shall  be  checked  and  approved  by  the  De¬ 
partment  of  Buildings. 


730-63-A 

APPLICANT — John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant,  own¬ 
er. 

SUBJECT — Application  September  16,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent — Pre-Fab  Con¬ 
struction. 

PREMISES  AFFECTED — 705  Evergreen  Avenue,  north¬ 
east  corner  of  Moffat  Street,  Block  3446,  Lot  1,  Borough 
of  Brooklyn.  P.S.  113. 

APPEARANCES— 

For  Applicant:  John  J.  Saunders,  Bd.  of  Ed.,  W.  Rus¬ 
sell,  Bd.  of  Ed.  and  M.  Wright. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . .  5 

Negative :  . . . .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  16,  1963  on  N.  B.  Applic.  709-711-63,  reads: 
“1.  Proposed  panel  construction  not  in  accordance  with 
Chap.  26,  N.  Y.  C.  Bldg.  Code.  Submit  Board  of 
Standards  and  Appeals  approval  no.  (S.M.)  for 
Acme  Missile  Panel. 

2.  Aluminum  Alloy  as  proposed  is  not  approved  for  use 
in  N.Y.C.  and  is  contrary  to  C26-375.1. 

3.  Footings  shall  be  4'-4"  below  grade  and  submit 
soil  data  required. 

4.  Provide  adequate  toilet  facilities. 

5.  Provide  roof  drainage  connected  to  acceptable  sewer. 

6.  Proposed  construction  cannot  be  treated  as  Class  5 
metal  building  in  that  enclosure  walls  and  roof  con¬ 
tain  material  of  a  combustible  nature  which  is  not 
fireproof  C26-243a.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  September  16,  1963  acting  on  N.B.  Applic.  709-711- 
63.  Objection  Nos.  1,  2,  3,  4,  5  and  6  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  for 
a  term  of  five  years  on  condition  that  the  buildings  shall 
conform  to  drawings  filed  with  this  application  dated  Sep¬ 
tember  24,  1963,  10  sheets ;  and  that  the  structural  design  of 
the  buildings  shall  be  checked  and  approved  by  the  De¬ 
partment  of  Buildings. 


731-63-A 

APPLICANT — John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant, 
owner. 

SUBJECT — Application  September  16,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent — Pre-Fab  Con¬ 
struction. 

PREMISES  AFFECTED— 1001  Herkimer  Street,  north¬ 
west  corner  of  Howard  Avenue,  Block  1548,  Lot  19,  Bor¬ 
ough  of  Brooklyn.  P.S.  28. 
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APPEARANCES—  „ 

For  Applicant:  John  J.  Saunders,  Bd.  of  Ed.,  W.  Russell, 

Bd.  of  Ed.  and  M.  Wright. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE—  ,  .  y.  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  - . — *? 

Negative :  - u 

THE  RESOLUTION—  ^  ,  _  .  , 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  16,  1963  on  N.  B.  Applic.  717-725-63, 
reads : 


“1  Proposed  Panel  Construction  not  in  accordance 
with  Chapter  26  N.Y.C.  Building  Code.  Submit 
Board  of  Standards  and  Appeals  approval  no.(S.M.) 


for  Acme  Missile  Panel. 

2.  Aluminum  Alloy  as  proposed  is  not  approved  for 
use  in  N.Y.C.  and  is  contrary  to  C26-375.1. 

3.  Footings  shall  be  4'-0"  below  grade  and  submit  soil 


data  required. 

4.  Provide  adequate  toilet  facilities. 

5.  Provide  roof  drainage  connected  to  acceptable 


sewer. 

6.  Proposed  construction  cannot  be  treated  as  a  Class 
5  metal  building  in  that  enclosure  walls  and  roof 
contain  material  of  a  combusttible  nature  which  is 
not  fireproof  C26-243a.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  September  16,  1963  acting  on  N.B.  Applic.  717- 
725-63  Objection  Nos.  1,  2,  3,  4,  5  and  6  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
for  a  term  of  five  years  on  condition  that  the  building  shall 
conform  to  drawings  filed  with  this  application  dated  Sep¬ 
tember  24,  1963,  10  sheets;  and  that  the  structural  design 
of  the  buildings  shall  be  checked  and  approved  by  the  De¬ 
partment  of  Buildings. 


732-63-A 

APPLICANT— John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant, 
owner. 

SUBJECT— Application  September  16,  1963— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Pre  Fab 
Construction. 

PREMISES  AFFECTED— 6302  Avenue  U,  southwest  cor¬ 
ner  of  East  64th  Street.  Block  8464,  Lot  1,  Borough  of 
Brooklyn.  P.S.  236. 

APPEARANCES— 

For  Applicant :  John  J  Saunders,  Bd.  of  Ed.,  W.  Russell, 
Bd.  of  Ed.  and  M.  Wright. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  16,  1963  on  N.B.  Applic.  726-730-63,  reads: 
“1.  Proposed  Panel  Construction  not  in  accordance  with 
Chap.  26,  N.Y.C.  Bldg.  Code.  Submit  Board  of 
Standards  and  Appeals  approval  no.  (S.M.)  for 
Acme  Missile  Panel. 

2.  Aluminum  Alloy  as  proposed  is  not  approved  for 
use  in  N.Y.C.  and  is  contrary  to  C26-375.1. 


3.  Footings  shall  be  4,-0”  below  grade  and  submit  soil 
data  required. 

4.  Provide  adequate  toilet  facilities. 

5.  Provide  roof  drainage  connected  to  acceptable  sewer. 

6.  Proposed  construction  cannot  be  treated  as  Class  5 
metal  building  in  that  enclosure  walls  and  roof  con¬ 
tain  material  of  a  combustible  nature  which  is  not 
fireproof  C26-243a.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  September  16,  1963  acting  on  N.B.  Applic.  726- 
730-63  Objection  Nos.  1,  2,  3,  4,  5  and  6  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
for  a  term  of  five  years  on  condition  that  the  buildings  shall 
conform  to  drawings  filed  with  this  application  dated  Sep¬ 
tember  24,  1963,  10  sheets;  and  that  the  structural  design 
of  the  buildings  shall  be  checked  and  approved  by  the  De¬ 
partment  of  Buildings. 


733-63-A 

APPLICANT— John  J.  Saunders,  Board  of  Education,  Bu¬ 
reau  of  Design,  Construction  and  Physical  Plant,  owner. 

SUBJECT— Application  September  16,  1963— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Pre  Fab 
Construction. 

PREMISES  AFFECTED— 208  North  Fifth  Street,  south¬ 
east  corner  of  Roebling  Street,  Block  2345,  Lot  1,  ®or- 
ough  of  Brooklyn.  F.S.  17. 


APPEARANCES—  _  f  ^  „r 

For  Applicant:  John  J.  Saunders,  Bd.  of  Ed.,  W.  Rus¬ 
sell,  Bd.  of  Ed.,  and  M.  Wright. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Becker  and  Commissioner  Klein  4 

Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  16,  1963  on  N.  B.  Applic.  699-708-63, 
reads : 

“1.  Proposed  panel  construction  not  in  accordance  with 
Chap.  26,  N.Y.C.  Bldg.  Code.  Submit  Board  of 
Standards  and  Appeals  approval  no.  (S.M.)  for 
Acme  Missile  Panel. 

2.  Aluminum  Alloy  as  proposed  is  not  approved  for 
use  in  N.Y.C.  and  is  contrary  to  C26-375.1. 

3.  Footings  shall  be  4'-0”  below  grade  and  submit  soil 
data  required 

4.  Provide  adequate  toilet  facilities. 

5.  Provide  roof  drainage  connected  to  acceptable  sewer. 

6.  Proposed  construction  cannot  be  treated  as  Class  5 
Metal  Building  in  that  enclosure  walls  and  roof 
contain  material  of  a  combustible  nature  which  is 
not  fireproof  C26-243a.” 

(Dated  October  3,  1963,  reads:) 

1.  The  existing  school  and  plot  are  in  a  Ml-2  Zone: 
Proposed  additional  school  bldgs,  increase  the  de¬ 
gree  of  non-conformance  and  is  contrary  to  Sects. 
42.00  and  52-41  of  the  Zoning  Resolution. 

There  are  no  bulk  provisions  in  the  Zoning  Resolu¬ 
tion  for  a  non-conformance  use.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  September  16,  1963  acting  on  N.  B.  Applic.  699- 
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708-63  Objection  Nos.  1,  2,  3,  4,  S  and  6  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
for  a  term  of  five  years  on  condition  the  buildings  shall 
conform  to  drawings  filed  with  this  application  dated  Sep¬ 
tember  24,  1963,  10  sheets  ;  and  that  the  structural  design 
of  the  buildings  shall  be  checked  and  approved  by  the  De¬ 
partment  of  Buildings. 


734-63 -A 

APPLICANT  John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant  own¬ 
er. 


SUBJECT— Application  September  16,  1963— Appeal  from 
a  decision  of  the  Borough  Superintendent,— Pre  Fab  Con¬ 
struction. 


PREMISES  AFFECTED — 590  Sheffield  Avenue,  west  side, 
100  feet  south  of  Riverdale  Avenue,  Block  3838,  Lot  18 
Borough  of  Brooklyn.  p  5  190’ 

APPEARANCES— 


For  Applicant:  John  J.  Saunders,  Bd.  of  Ed.,  W.  Rus¬ 
sell,  Bd.  of  Ed.,  and  M.  Wright. 


ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 


1' 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  5 

Negative:  . ”  .  q 

HE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  16,  1963  on  N.B.  Applic.  735-737-63,  reads : 
L  Proposed  panel  construction  not  in  accordance  with 
Chap  26,  N.Y.C.  Bldg.  Code.  Submit  Board  of 
standards  and  Appeals  approval  No.  (S.M.)  for 
Acme  Missile  Panel. 


2.  Aluminum  Alloy  as  proposed  is  not  approved  for 
use  in  N.Y.C.  and  is  contrary  to  C26-375.1. 

3.  Footings  shall  be  4'-0"  below  grade  and  submit  soil 
data  required. 

4.  Provide  adequate  toilet  facilities. 

5.  Provide  roof  drainage  connected  to  acceptable  sewer. 

6.  Proposed  construction  cannot  be  treated  as  Class  5 
metal  building  in  that  enclosure  walls  and  roof  con¬ 
tain  material  of  a  combustible  nature  which  is  not 
fireproof  C26-243a.” 


and 


Whereas  the  premises  were  inspected  by  a  committee 
ot  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved  that  the  decision  of  the  Borough  Superintend- 

7?^Ciat^u-Se?tem>bTer  16’  1963  actin&  on  N.B.  Applic.  735- 
737-63  Objection  Nos.  1,  2,  3,  4,  5  and  6  be  and  it  hereby  is 
modijicd  and  that  the  appeal  be  and  it  hereby  is  granted 
for  a  term  of  five  years  on  condition  that  the  buildings  shall 
conform  to  drawings  filed  with  this  application  dated  Sep- 
tember  24  1963,  10  sheets;  and  that  the  structural  design 
of  the  buildings  shall  be  checked  and  approved  by  the  De¬ 
partment  of  Buildings. 


735-63-A 


APPLICANT— John  J.  Saunders,  Board  of  Education,  Bu¬ 
reau  of  Design,  Construction  and  Physical  Plant,  owner. 
SUBJECT— Application  September  16,  1963— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Pre-Fab 
Construction. 


PREMISES  AFFECTED — 968  Cauldwell  Avenue,  norl 
east  corner  of  East  163rd  Street.  Block  2632,  Lot  : 
Borough  of  the  Bronx.  p  5  146  Bro 

APPEARANCES— 

For  Applicant;  John  J.  Saunders,  Bd.  of  Ed.,  W  Ri 
«ell,  Bd.  of  Ed.,  and  M.  Wright. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  __  5 

Negative : _  _ ~  ^ 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  18,  1963  on  N.B.  Applic.  577-581-63,  reads : 

1.  The  proposed  class  5  building  in  which  the  struc- 
tuial  frame  work  and  walls  are  not  of  incombustible 
material  is  contrary  to  Sec  262-243.0  of  A.C. 

2.  The  proposed  use  of  aluminum  alloy  6063-T5  is 
contrary  to  C26-325.2  of  A.C. 

3.  Footings  carried  down  only  two  feet  below  grade 
is  contrary  to  C26-396.0  A.C. 

4.  The  use  of  ACME  panels  for  bearing  and  enclosure 
wall  and  roof  is  contrary  to  Sec.  C26-191.0. 

5.  Provide  roof  drainage  as  per  Sec.  C26-1221.0  A  C. 

6-  ^r79VQdeAa^?uate  toilet  ferities  as  per  Sec.  C26- 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ed’  SePtember  18,  1963  acting  on  N.B.  Applic  577- 

581;63  Objection  Nos.  1,  2,  3,  4,  5  and  6  be  and  it  hereby  is 
modified  and/  that  the  appeal  be  and  it  hereby  is  granted 
for  a  term  of  five  years  on  condition  that  the  buildings  shall 
conform  to  drawings  filed  with  this  application  dated  Sep- 
tember  24  1963,  10  sheets;  and  that  the  structural  design 
oi  the  buildings  shall  be  checked  and  approved  by  the  De¬ 
partment  of  Buildings. 


736-63-A 

PLI CANT-  John  J.  Saunders,  Board  of  Education,  Bu¬ 
reau  of  Design,  Construction  and  Physical  Plant,  owner. 
SUBJECT— Application  September  16,  1963— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Pre  Fab 
Construction.  — 

PREMISES  AFFECTED — 1201  Intervale  Avenue,  south¬ 
west  corner  of  Freeman  Street,  Block  2973,  Lot  1,  Borough 
of  the  Bronx.  P.S.  54  Bronx> 

APPEARANCES— 

For  Applicant:  John  J.  Saunders,  Bd.  of  Ed.  W.  Rus¬ 
sell,  Bd.  of  Ed.,  and  M.  Wright. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _ _ _ _ 5 

Negative:  _  _ q 

THE  RESOLUTION— 

a  ,tbe  decision  of  the  Borough  Superintendent, 

dated  September  18,  1963  on  N.B.  Applic.  570-573-63,  reads : 

“1.  The  proposed  class  5  building  in  which  the  struc¬ 
tural  frame  work  and  walls  are  not  of  incombust- 
ible  material  is  contrary  to  Sec.  C262-243.0  of  A.C. 

2.  The  proposed  use  of  aluminum  alloy  6063-T5  is 
contrary  to  C26-325.2  of  A.C. 

3.  Footings  carried  down  only  two  feet  below  grade  is 
contrary  to  C26-396. 0  A.C. 

4.  The  use  of  ACME  panels  for  bearing  and  enclosure 
wall  and  roof  is  contrary  to  Sec.  C26-191.0. 

5.  Provide  roof  drainage  as  per  Sec.  C26-1221.  A.C. 

6.  Provide  adequate  toilet  facilities  as  per  Sec  C26- 
1279.0  A.C. 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
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of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  decision  of  the  Borough  Superintend¬ 
ent  dated  September  18,  1963  acting  on  N.B.  Applic.  570- 
573-63  Objection  Nos.  1,  2,  3,  4,  5  and  6  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  herebj ris 
for  a  term  of  five  years  on  condition  that  the  building 
shall  conform  to  drawings  filed  with  this  application  dated 
September  24,  1963,  10  sheets ;  and  that  the  structural  de¬ 
sign  of  the  buildings  shall  be  checked  and  approved  by  the 
Department  of  Buildings. 


737-63- A 

APPLICANT— John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction,  and  Physical  Plant, 
owner. 

SUBJECT— Application  September  16,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  — Pre 
Fab  Construction. 

PREMISES  AFFECTED— 8-10  Trinity  Avenue,  north¬ 
east  corner  of  East  158th  Street,  Block  2637,  Lot  1  and 
10,  Borough  of  The  Bronx.  P-S.  51  Bronx. 

For  Applicant:  John  J.  Saunders,  Bd.  of  Ed.,  W.  Russell, 
Bd.  of  Ed.  and  M.  Wright. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

Tjje  v o t e _ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleiner t, 
Commissioner  Fox,  Commissioner  Becker,  and  Lom- 

niisioner  Klein  .  ^ 

Negative:  . 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  18,  1963  on  N.B.  Applic.  574-576-63,  reads. 
“1.  The  proposed  class  5  building  in  which  the  struc¬ 
tural  frame  work  and  walls  are  not  of  incombustible 
material  is  contrary  to  Sec.  262-243.0  of  A.C.  . 

2.  The  Proposed  use  of  aluminum  alloy  6U63-it)  is 

contrary  to  C26-325.2  of  A.C.  , 

3.  Footings  carried  down  only  two  feet  below  grade 
is  contrary  to  C26-396.0  A.C. 

4  The  use  of  ACME  panels  for  bearing  and  enclos¬ 
ure  wall  and  roof  is  contrary  to  Sec-  ^26-191 .0. 

5.  Provide  roof  drainage  as  per  Sec.  C26-1221.U  A.L.. 
6  Provide  adequate  toilet  facilities  as  per  Sec.  L20- 
1279.0  A.C.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  September  18,  1963,  acting  on  N.B  Applic. 
574-576-63,  Objection  Nos.  1,  2,  3,  4,  5  and  6  be  and  it  here¬ 
by  is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
for  a  term  of  five  years  on  condition  that  the  buildings  shall 
conform  to  drawings  filed  with  this  application  dated  Sep¬ 
tember  24,  1963,  10  sheets;  and  that  the  structural  design 
of  the  buildings  shall  be  checked  and  approved  by  the 
Department  of  Buildings. 


742-63-A 

APPLICANT— John  J.  Saunders,  Board  of  Education, 
Bureau  of  Design,  Construction  and  Physical  Plant, 
owner. 

SUBJECT— Application  September  16,  _  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re-  Pre- 
Fab  Construction. 

PREMISES  AFFECTED— 126-28  150th  Street,  northwest 
corner  of  Sutter  Avenue,  Block  12104,  Lot  1  and  60, 
Jamaica,  Borough  of  Queens.  P-S.  45  Queens. 


APPEARANCES—  tij  ,  _ 

For  Applicant:  John  J.  Saunders,  Bd.  of  Ed.,  W.  Rus¬ 
sell,  Bd.  of  Ed.  and  M.  Wright. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  .  “ 

Negative:  .  u 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  18,  1963  on  N.B.  Applic.  1473  and  1474-63. 
reads : 

“1.  Submit  B.S.  &  A.  approval  of  ACME  MISSILE 
CONST.  CORP.  products  including  connectors  for 
use  as  classrooms.  , 

2.  Proposed  use  of  Aluminum  alloy  6063- 15  as  a 
structural  element  is  contrary  to  Sec.  C26-325 .2 
Adm.  Code. 

3.  Depth  of  foundation  footings  to  be  carried  down  at 
least  4'-0"  below  the  adjoining  ground  surface,  as  per 

o  —  o  i  i  tj  r  » 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  September  18,  1963,  acting  on  N.B..  Applic. 
1473  and  1474-63,  Objection  No.  1,  2  and  3,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
for  a  term  of  five  years  on  condition .  that  the  buildings 
shall  conform  to  drawings  filed  with  this  application  dated 
September  24,  1963,  10  sheets;  and  that  the  structural  de¬ 
sign  of  the  buildings  shall  be  checked  and  approved  by  the 
Department  of  Buildings. 


631-23-S — Vol.  II 

APPLICANT— Benjamin  Solovay  for  Chand  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration  —  reopening  as 
Vol.  II  subject  to  regular  procedure  —  Appeal  from 
an  order  of  the  Borough  Superintendent— re-  egress ;  pre¬ 
viously  granted  on  condition. 

PREMISES  AFFECTED— 4  West  22nd  Street  south 
side,  125  feet  west  of  Fifth  Avenue,  Block  823,  Lot  47, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Benjamin  Solovay. 

ACTION  OF  BOARD— Application  reopened  as  Vol.  II 
subject  to  the  regular  procedure. 


THE  VOTE—  .  _  .  , 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . - . . 


Negative : 


0 


908-61-A 

APPLICANT— Charles  M.  Spindler  for  Foster  Newkirk 
Stores,  owner. 

SUBJECT— Application  June  15,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1901-1907  Nostrand  Avenue, 
east  side,  from  Newkirk  Avenue  to  Foster  Avenue,  Block 
4964,  Lot  50,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant. 
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THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


1197-61-A 

APPLICANT — H.E.  Horwood  for  Edna  F.  Mann,  owner. 
SUBJECT — Application  July  24,  1961  —  Appeal  from 


an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 214  Franklin  Street,  east  side, 
21.11  feet  north  of  West  Street,  217  West  Street,  Block 
185,  Lot  5,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _  5 

Negative :  _ _ _ _ _  0 


1515-61-A 

APPLICANT — Hodges  Reavis  McGrath  and  Downey  for 
H.  C.  Bohack  Company,  Incorporated,  owner. 

SUBJECT — Application  September  13,  1961  —  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED — 1230  Castleton  Avenue,  south 
west  corner  of  Taylor  Avenue,  Block  212,  Lot  40,  West 
Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  . .  0 


923-62-A 

APPLICANT — Gabriel  Nathan  for  Lift  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  October  2,  1962  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  frame 
portion  of  construction — change  of  business  use. 

PREMISES  AFFECTED— 80-02  Beach  Channel  Drive, 
northwest  corner  of  Beach  80th  Street,  Block  16105,  Lot 
10  and  12,  Rockaway  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  . . .  0 


377-61-A — Vol.  II 

APPLICANT — Morris  Kweller  for  Benjamin  Schaffer, 
owner. 


SUBJECT — Application  reopened  July  3,  1962  as  Vol.  II — 
re-  Appeal  from  an  order  and  a  decision  of  the  Fire  Com¬ 
missioner  re-  Sprinkler  System. 

PREMISES  AFFECTED — 2  Hudson  Street,  northeast 
corner  of  Chambers  Street,  Block  140,  Lot  1,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Morris  Kweller. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  without  date.  Date  to 
be  set  when  decision  is  received  from  the  Dep’t  of  Build¬ 
ings  on  alteration  application. 


1039-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Regina  A. 
Caldwell,  owner. 

SUBJECT — Application  June  30,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
Sprinkler  System. 

PREMISES  AFFECTED — 2 73  Canal  Street,  north  side, 
100  feet  east  of  Broadway,  Block  209,  Lot  34,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  November  13,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  previously 
closed. 


1040-61-A 

APPLICANT — Monaghan  and  Mattingly  for  31  Walker 
Street  Realty  Corporation,  owner. 

SUBJECT — Application  June  30,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 31-33  Walker  Street,  south¬ 
east  corner  of  Church  Street,  Block  193,  Lot  33,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  6,  1963, 
at  2  P.M.  applicant  to  be  notified  to  be  present. 


1041-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Francis  Ry- 
ger,  owner. 

SUBJECT — Application  June  30,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 80  Franklin  Street,  north  side, 
75  feet  east  of  Church  Street,  Block  175,  Lot  5,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  6,  1963, 
at  2  P.M.  applicant  to  be  notified  to  be  present. 


1042-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Max  B. 
Cane,  owner. 

SUBJECT — Application  July  3,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 
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PREMISES  AFFECTED — 714  Broadway  east  side,  198 
feet  4  inches  north  of  Fourth  Street,  Block  545,  Lot  9, 
Borough  of  Manhattan. 

APPEARANCES— 

For  AdmSStoUon ''Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  November  6,  1963, 
at  2  P.M.  applicant  to  be  notified  to  be  present. 

1046-61-A  _  T  v 

APPLICANT — Monaghan  &  Mattingly  for  Textile  Job¬ 
bers  Corporation,  owner. 

SUBJECT— Application  July  3,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— -47  White  Street,  south  gde, 
200  feet  east  of  Church  Street,  Block  175,  Lot  22,  Bor 
ough  of  Manhattan. 

APPEARANCES— 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  November  6,  1963, 
at  2  P.M.  applicant  to  be  notified  to  be  present. 

1050-61-A  ,  r  _  .  . . 

APPLICANT — Monaghan  and  Mattingly  for  Columbia 
Rope  Company,  owner. 

SUBJECT— Application  July  6,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED-167-171  John  Street  north 
side,  70  feet  west  of  South  Street,  Block  74,  Lot  8,  Bor 
ough  of  Manhattan. 

APPEARAN  CES— 

For  Administration  t Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  November  6,  1963, 
at  2  P.M.  applicant  to  be  notified  to  be  present. 

1147-61-A  „  ^  _ 

APPLICANT— William  S.  Shary  for  Dewey  Carver, 

owner. 

SUBJECT— Application  July  11,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED-104  North  Morre  Street  south 
side,  56  feet  8  inches  east  of  West  Street,  Block  185,  Dot 
13,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  S.  Shary.  . 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  November  13,  1963. 
at  2  P.M.  for  inspection  and  decision.  Hearing  closed. 

1149-61-A 

APPLICANT — Harry  Soled  for  Mary  Goldstein,  owner. 
SUBJECT — Application  July  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 124  East  Broadway,  north  side, 
55  feet  8  inches  east  of  Pike  Street,  Block  283,  Lot  53, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harry  Soled.  -r. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  November  13,  1963, 
at  2  P.M.  for  inspection  and  decision.  Hearing  closed. 


1178-61-A 

APPLICANT — Henry  Sandig  for  Sherwatt  Equipment  ana 
Manufacturing  Company  Incorporated,  owners. 
SUBJECT— Application  July  14,  1961— Appeal  from,  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprmk- 
ler  system. 

PREMISES  AFFECTED — 47  Murray  Street,  north  side 
125  feet  V2  inch  west  of  Church  Street,  Block  133,  Dot 
8,  Borough  of  Manhattan. 

For  Applicant:  Henry  Sandig  and  Munroe  Pofcher. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  November  13,  1963, 
at  2  P.M.  for  inspection  and  decision.  Hearing  closed. 


161-62-A  . 

APPLICANT — Max  Zucker  for  406  Properties,  Incorpor¬ 
ated,  owner ;  Square  Fur  Dressers  Corporation,  lessee. 

SUBJECT — Application  February  6,  1962 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
storage  of  combustible  fibre. 

PREMISES  AFFECTED — 406  West  31st  Street  south 
side,  125  feet  West  of  9th  Avenue,  Block  728,  Dot  42, 
Borough  of  Manhattan. 

APPEARANCES—  ,  c.. 

For  Applicant:  Stanley  Zucker  and  Wiliam  Silver. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


539-62-A 

APPLICANT— 85  Flatbush  Avenue  Corporation,  owner. 

SUBJECT — Application  June  11,  1962 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 300  Broadway,  East  side,  50.9 
feet  south  of  Duane  Street,  Block  154.  Lot  6,  Borough 
of  Manhattan. 

APPEARANCES—  ,  .  T  „  .  * ~ 

For  Applicant:  Milton  J.  Newmark  and  J.  Robert  Frunzi. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


147-34-BZ— Vol.  Ill 

APPLICANT— Lama,  Proskauer  and  Prober  for  Socony 
Mobil  Oil  Company,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  October  23, 
1963_decision  of  the  Borough  Superintendent ;  previous¬ 
ly  granted  on  condition,  under  Section  7 a  of  the  Zoning 
Resolution,  permitting  in  a  retail  use  district,  the  con¬ 
struction  of  an  extension,  re-arrangement  of  partitions, 
and  refacing  of  the  exterior  with  porcelain  enamel  on  the 
present  service  building  of  the  existing  gasoline  service 
station  and  the  rearrangement  of  pump  islands. 
PREMISES  AFFECTED — 187-37  to  187-47  (187-41 L  offi¬ 
cial)  Hillside  Avenue,  and  87-88  to  87-96  188th  Street, 
northwest  corner  Block  9960,  Lot  1,  Hollis,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTIOON  OF  BOARD— Application  reopened  and  time 
to  complete  work  extended. 

Affirmative:  Chairman  Foley,  Vice  Chairman  Klemert, 
Commissioner  Becker  and  Commissioner  Klein....  4 
Negative:  Commissioner  Fox  .  1 
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THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  November  15,  1960  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  23,  1962;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  15,  1960, 
as  amended  through  October  23,  1962,  only  as  to  the  time 
to  obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution; 
and  that  a  Certificate  of  Occupany  shall  be  obtained”. 
(Alt.  256/60) 


861-59-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Socony 
Mobil  Oil  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  23. 
1963 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7a  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  dis¬ 
trict,  the  reconstruction  of  an  existing  gasoline  service 
station,  lubritorium,  auto  laundry,  parking  for  more  than 
five  (5)  cars  and  extend  said  uses  to  include  salesroom, 
utility  room,  minor  auto  repairs  and  ground  signs. 

PREMISES  AFFECTED— 43-12  to  43-20  (43-14  official) 
Main  street  and  134-41  to  134-49  Dahlia  Avenue,  north¬ 
west  corner,  Block  5125,  Lot  36,  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _ _ _ _ _  5 

Negative :  _ _ _  0 


THE  RESOLUTION—  _ 

Whereas,  this  application  was  granted  by  the  Board  on 
September  20.  1960,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  23,  1962  ;and 
.  Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  20,  1960, 
as  amended  through  October  23,  1962,  only  as  to  the  time 
to  obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed  within 
one  year  from  the  date  of  this  amended  resolution;  and 
that  a  Certificate  of  Occupancy  shall  be  obtained”. 
(N.B.  3927/59) 

885-59-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Socony 
Mobil  Oil  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  23, 
1963 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7i.  7a  and  7  A  of 
the  Zoning  Resolution,  permitting  in  a  local  retail  and 
residence  use  district,  the  reconstruction  of  an  existing 
gasoline  service  station,  and  extend  the  present  use  of 
gasoline  service  station,  to  include  lubritorium,  minor  auto 


repairs  with  hand  tools  only,  car  washing,  sales  room, 
utility  room,  ground  sign,  parking  and  storage  of  motor 
vehicles  extending  from  the  local  retail  use  into  the  resi¬ 
dence  use  with  business  entrances  and  curb  cuts  within 
75  feet  of  the  residence  use  district. 


PREMISES  AFFECTED— 241-02  to  241-10  (241-02  offi¬ 
cial)  Merrick  Boulevard,  and  134-01  to  134-07  241st 
Street,  southeast  corner,  Block  13205.  Lot  34,  Laurelton, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 


rHE  VOTE— 


Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _ _ _  5 

Negative:  _  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  15,  1960,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  23,  1962;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  15,  1960, 
as  amended  through  October  23,  1962,  only  as  to  the  time 
to  obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained”. 
(N.B.  4351/59) 


923-59-BZ 

APPLICANT — Lama.  Proskauer  and  Prober  for  Socony 
Mobil  Oil  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  9, 
1963 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7a,  7i  and  7A  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence  use 
district,  the  reconstruction  of  an  existing  gasoline  service 
station  and  office  and  extend  the  uses  to  include  gasoline 
service  station,  lubritorium,  minor  auto  repairs,  car  wash¬ 
ing,  salesroom,  utility  room,  ground  sign,  parking  and 
storage  of  motor  vehicles  with  curb  cuts  within  75  feet  of 
a  residence. 

PREMISES  AFFECTED — 235-15  Braddock  Avenue  and 
89-40  to  89-46  Gettysburg  Street,  northwest  corner.  Block 
7974,  Lot  67,  Hollis,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Vice  Chairman  Kleinert, 

Commissioner  Fox  and  Commissioner  Becker  _  4 

Negative:  Commissioner  Klein  _  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  26,  1960  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  9,  1962;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  26,  1960,  as 
amended  through  October  9.  1962,  only  as'  to  the  time  to 
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obtain  permits  and  complete  the  work  so  that  as  amended 
this  portion  of  the  resolution  shall  read. 

“that  nermit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained  . 
(N.B.  4354/59) 

719  61“BZ 

APPLICANT— Lama,  Proskauer  and  Prober  for  Philip 
Schepps,  owner.  , 

SUB  TECT— Application  for  consideration— reopening  ior 
amendment  of  resolution— decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Sections 
7 A  and  21  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  erection  of  a  one-story  building  for 
the  wholesale  and  storage  of  fruits  and  vegetables,  office 
freezer  loading  and  unloading  and  gasoline  pump  foi 
owner's  use  onfy,  with  business  signs  and  entrances  w.thm 
75  feet  of  the  residence  use  district,  the  proposed  building 
does  not  have  the  required  rear  yard  and  exceeds  the  per¬ 
mitted  area  coverage. 

PREMISES  AFFECTED  1248-1254  RalphAwnuewes 
side,  150  feet  north  of  Clarendon  Road,  Block  7907  Lot 
53,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE- 

Affirmative:  Chairman^  Foley,  Commissioner  Becker 

and  Commissioner  Klein  . . ••••••• . 

Negative:  Vice  Chairman  Kleinert  and  Commissioner 

Fox  . 

THE  RESOLUTION—  .  .  „ 

Whereas,  this  application  was  granted  by  the  Board  on 

November  28,  1961  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  December  11,  1962;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 

resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  2o,  19ol, 
as  amended  on  December  11,  1962,  by  adding  thereto: 

“that  the  building  may  be  constructed  and  used  sub¬ 
stantially  as  shown  on  revised  drawing  of  proposed 
conditions  marked  ‘Received  August  22,  1963,  on 
sheet,  and  as  cited  in  the  decision  of  the  Borough 
Superintendent,  dated  August  17,  1963,  acting  on  N.  . 
Applic.  No.  868-61,  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects”. 

1906-61-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  John  Pergano, 
owner ;  Strauss  Stores,  lessee. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  September 
18,  1963— decision  of  the  Borough  Superintendent ;  pre¬ 
viously  granted  on  condition,  under  Section  21  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  addition  of  minor  auto  repairs  including  the  installa¬ 
tion  of  tail  pipes  and  mufflers  only,  with  the  accessory 
welding  in  conjunction  with  the  existing  retail  sales  ot 
auto  accessories  and  parking  for  a  temporary  term  ot 
ten  years. 

PREMISES  AFFECTED — 158-06  Cross  Bay  Boulevard, 
southwest  corner  of  158th  Avenue,  Block  13991,  Hot  /, 
Rosedale,  Borough  of  Queens. 

APPEARANCES—  „  „  , , 

For  Applicant:  Leonard  F.  Rothkrug. 


ACTION  OF  BOARD— Application  reopened  and  time  to 
obtain  a  Certificate  of  Occupancy  extended. 

T  AffirmS^Tbairman  Foley  Vice  Chairman  KUinert 
Commissioner  Becker  and  Commissioner  Klein  ....  4 
Negative:  Commissioner  Fox  . 

1  VAi  /ecis  °thiY  application  was  granted  by  the  Board  oil 

Stts;^^aSr^r^ion  ot  time 
to  obtain  a  certificate  of  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  18,  1962 
only  as  to  the  time  to  obtain  a  Certificate  of  Occupancy,  so 
that  as  amended  this  portion  of  the  resolution  shall  read 
“that  a  Certificate  of  Occupancy  shall  be  obtamed  within 
one  year  from  the  date  of  this  amended  resolution. 

(Alt.  1715/61) 


388-62-BZ  ™  .  . 

APPLICANT— Leonard  F.  Rothkrug  for  Church  of  Christ 

The  King,  owner.  . 

SUBJECT— Application  for  consideration— reopening  foi 
extension  of  time  to  complete  which  .expired Jul £  PS 

-decision  of  the  Borough  Superintendent  previously 

granted  on  condition,  under  Section  72-21  of  the  Zoning 
Reso'ution,  permitting  in  an  R8  district,  the  relocation 
of  the  rear  yard  in  connection  with  a  proposed  convent 
and  parochial  school  on  top  of  an  existing  basement 

church.  , 

PRFMTSES  AFFECTED— 1345  Grand  Concourse,  north- 
““corner  of  Marcy  Place,  Block  2840,  Lot  65,  Borough 
of  The  Bronx. 

appearances— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

T  Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  com¬ 
missioner  Klein  .  ^ 

Negative:  . 

T  vFhh<eas° ^hiJapph cation  was  granted  by  the  Board  on 
July  10,  1962,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  10,  1962,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certificate 
of  Occupancy,  so  that  amended  this  portion  of  the  resolu¬ 
tion  shall  read :  . 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution.’’  (Alt.  84/62) 


582-62-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Hoffman 
Brothers,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  October  24, 
1953 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  73-44  of  the  Zoning 
Resolution,  permitting  in  a  use  Group  16,  Ml-1  district, 
parking  facilities  for  36  cars  instead  of  72  cars,  accessory 
to  proposed  trade  school. 
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PREMISES  AFFECTED— 2398-2418  Linden  Boulevard, 
524-536  Montauk  Avenue,  southwest  corner  573-575  At¬ 
kins  Avenue,  Block  4501,  Lots  2,  7,  9,  10,  12,  58  and  59, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE: 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  _  5 

Negative:  _ _  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  23,  1962,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  23,  1962, 
only  as  to  the  time  to  obtain  permits  and  complete  the  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution  ; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained”. 
(N.B.  168/62) 


72-41-BZ 

APPLICANT — Gerald  E.  Dwyer  for  New  York  Central 
System,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  29, 
1963 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Re¬ 
solution.  permitting  partly  in  a  business  use  and  partly 
in  a  restricted  retail  use  district,  the  parking  and  storage 
of  more  than  five  motor  vehicles,  for  a  term  of  years. 

PREMISES  AFFECTED — 275  feet  west  of  Lexington 
Avenue  and  344  feet  4  inches  east  of  Vanderbilt  Avenue, 
between  East  45th  and  East  46th  Streets,  Block  1300,  Lot 
6,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leo  F.  Battaglia. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  November  26,  1963,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulle¬ 
tin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 


93-57-BZ 

APPLICANT — Ludwig  P.  Bono  for  Jennie  Minieri,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  6  1963 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Re¬ 
solution,  permitting  in  a  residence  use  district,  the  main¬ 
tenance  of  a  parking  lot  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 2316  Beaumont  Avenue,  east 
side,  315  feet  north  of  East  183rd  Street,  Block  3103,  Lot 
14,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  None. 


ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  November  26,  1963,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulle¬ 
tin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


THE  RESOLUTION— 


923-57-BZ 

APPLICANT — Ludwig  P.  Bono  for  Westchester  Square 
Associated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  24, 
1963 — decision  of  the  Borough  Superintendent;  previous¬ 
ly  granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  park¬ 
ing  for  more  than  five  motor  vehicles,  the  use  for  such 
purpose  to  be  restricted  to  doctors  and  attendants  at  the 
hospital  and  for  visitors  and  patients  of  the  hospital ;  the 
lot  will  be  used  solely  as  an  appurtenance  to  the  hospital 
which  is  across  the  street. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  November  26,  1963,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulle¬ 
tin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


269-37-BZ 

APPLICANT — William  J.  Kalt  for  Max  Widmaier.  own¬ 
er. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  October  17, 
1963 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7i  of  the  Zoning  Re¬ 
solution,  permitting  in  a  business  use  district,  for  a  term 
of  years,  the  conversion  of  occupancy  of  an  existing  build¬ 
ing  to  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 1325  Webster  Avenue,  west 
side,  197  feet  north  of  East  169th  Street,  Block  2887,  Lots 
177  and  178,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  S.  Peter  La  Rosa. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  November  26,  1963,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulle¬ 
tin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  .  5 

Negative:  .  0 


Adjourned:  4:15  P.M. 

James  P.  Mulroy,  Secretary 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  centi 
each— add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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DIRECTORY  petition  and  order  of  certiorari 

li  LiOKaiW  or  I  SERVED  ON  THE  BOARD  OF  STANDARDS 
BOARD  OF  STANDARDS  AND  APPEALS  AND  APPEALS 

_  DEC  11W&3 

On  October  31,  1963,  Petition  and  Order  of  Certiorari  was  served 
MAX  H  FOLEY  Chairman  °n  1^p.\Board  by  Reavis  &  McGrath,  attorneys  for  petitioners,  Joseph 

’  Uni  V  LitOI  I  1  hi  it  iMuCcimi  and  Velia  Muccioli,  owners,  seeking  a  review  of  the 


Edwin  W.  Kleinert,  Vice  Chairman 
Hugh  P.  Fox 
Samuel  L.  Becker 
Joseph  B.  Klein 

Commissioners. 

William  A.  Nolan,  Director 
Solomon  Sheer,  Deputy  Director 

James  P.  Mulroy,  Secretary 


John  B.  Cincotta,  Chief  Clerk 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York  13,  N.  Y. 

Telephone — 566-5174. 


CONTENTS 


Petition  and  Order  of  Certiorari  Served  on  the  Board  of 
Standards  and  Appeals. 

Discontinuance  of  Proceedings. 

Docket. 

Notice  of  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  Wednesday  Morning,  No¬ 
vember  6,  1963,  Affecting  Calendar  Numbers,  529-57- 
BZ,  1686-61-BZ,  1024-62-BZ— Vol.  II,  224-63-BZ,  618- 
63-BZ,  689-63-BZ,  690-63-BZ,  691-63-BZ,  60-37-BZ— 
Vol.  IV,  325-63-BZ,  519-63-BZ,  547-63-BZ. 

Minutes  of  Regular  Meeting,  Wednesday  Afternoon, 


Board’s  denial  of  their  appeal  from  a  decision  of  the  Borough  Su¬ 
perintendent  under  Section  11-321,  Chapter  1,  Art.  1  of  Amended 
Zoning  Resolution  to  permit  completion  of  the  foundations  ;  Calen- 
lar  Number  399-63-A ;  Premises  28-32  Marginal  Street  West,  west 
side,  154  feet  11 V4  inches  north  of  Bushwick  Avenue,  Block  3483, 
Lot  32,  Borough  of  Brooklyn. 


DISCONTINUANCE  OF  PROCEEDINGS. 

Matter  of  Max  Firester  and  Rose  Firester  vs.  Foley: — On  June 
4,  1963,  the  Board  denied  their  appeal  from  an  Order  of  the  Fire 
Commissioner  in  regard  to  a  sprinkler  system ;  Calendar  Number 
1535-61-A ;  Premises  2962  West  27th  Street,  west  side,  281.94  feet 
north  of  Surf  Avenue,  Block  7053,  Lot  36,  Borough  of  Brooklyn. 

In  Supreme  Court,  New  York  County,  the  above  entitled  pro¬ 
ceeding  to  review  a  determination  of  the  Board  was  discontinued 
by  stipulation  and  agreement  by  all  parties  on  October  2,  1963. 


November  6  1963,  Affecting  Calendar  Numbers,  119- 
47-SM,  1069-47-SM,  1069-47-SM,  350-51-SA,  548-51- 
SM— Vol.  Ill,  59-54-SA,  143-59-SA,  893-59-SM,  326- 
61-SM,  928-62-SM,  931-62-SM,  944-62-SA,  1041-62-SA, 
101-63-SM,  124-63-SM,  185-63-SA,  225-63-SM,  229-63- 
SM,  241-63-SM,  893-62-SA,  944-60-A,  876-61-A,  1009- 
61-A,  1040-61-A,  1041-61-A,  1042-61-A,  1046-61-A, 

1050-61-A,  1051-61-A,  1052-61-A,  1057-61-A,  1065-61-A, 
1068-61-A,  1070-61-A,  1086-61-A,  1110-61-A,  1118- 

61-A,  1119-61-A,  1120-61-A,  1130-61-A,  1180-61-A, 

1227-61-A,  1236-61-A,  1240-61-A,  1265-61-A,  1267-61-A, 
1625-61-A,  1011-62-A,  744-63-A,  551-60-A— Vol.  II,  552- 

60- A— Vol.  II,  1268-61-A,  863-61-A,  943-61-A,  1152- 

61- A,  1203-61-A,  1211-61-A,  835-62-A,  836-62-A,  1025- 

62- A,  1035-62-A,  1125-62-A,  1129-62-A,  1137-62-A,  1141- 
62-A,  1147-62-A,  475-63-A,  615-63-A,  800-56-BZ,  886- 
59-BZ,  329-60-BZ,  982-61-BZ,  1508-61-BZ,  1980-61-BZ, 
234-36-BZ— Vol.  II,  490-52-BZ— Vol.  I,  783-55-BZ, 
248-59-BZ,  1876-61-BZ,  1884-61-BZ. 

Correction  Affecting  Calendar  Numbers — 1144-61-A, 
1297-61-A,  629-63-A,  970-61-A  and  1021-61-A. 
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CALENDAR 


DOCKET 

New  Cases  filed  up  to  November  6,  1963. 

Cal.  No.  Dept.  Premises  Affected 

845-63-A— B.Bx.—  South  East  Section  of  Van  Cortlandt 
Park  Golf  Course,  1500  feet,  north  of  Hillman  Avenue, 
Block  3422,  Lot  1,  Borough  of  The  Bronx,  N.B.  814-63, 
re-material  not  approved. 


846-63-SM — Goodyear  Tire  &  Rubber  Company,  Manu¬ 
factured  by  Goodyear  Tire  &  Rubber  Company,  Ma¬ 
terial. 


847-63-A — B.B. — 1120-1122  Flatbush  Avenue,  west  side, 
287  feet,  11  inches  south  of  Cortelyou  Roard,  Block 
5164,  Lot  22,  Borough  of  Brooklyn,  Alt.  3106-60,  re-live 
load. 


848-63-BZ — B.B. — 1155  East  81st  Street,  east  side,  240 
feet  north  of  Avenue  L,  Block  8047,  Lot  19,  Tentative, 
Borough  of  Brooklyn,  N.B.  984 — 63  re-side  yards. 


849-63-BZ — B.B. — 1157  East  81st  Street,  east  side,  220 
fee  tnorth  of  Avenue  L.  Block  8047,  Lot  18,  Tentative, 
Borough  of  Brooklyn,  N.B.  983-63  re-side  yards. 


850-63-BZ — B.B. — 1156  East  82nd  Street,  west  side,  240 
feet,  north  of  Avenue  L,  Block  8047,  Lot  71  Tentative, 
Borough  of  Brooklyn,  N.B.  985-63,  re-side  yards. 


851-63— BZ — B.B. — 1158  East  82nd  Street,  west  side,  220 
feet  north  of  Avenue  L,  Block  8047,  Lot  72,  Tentative, 
Borough  of  Brooklyn,  N.B.  986-63,  re-side  yards. 


852-63-SM — Glasflex  electroglas,  manufactured  by  Glas- 
fiex  Incorporated,  Material. 


853-63-A — B.Q. — 145-45  to  145-75  226th  Street,  southeast 
corner  of  145th  Road,  Block  13474,  Lot  12,  Springfield 
Gardens,  Borough  of  Queens,  N.B.  3066-61,  re-  Review 
of  a  decision  of  Borough  Superintendent,  re-  permit. 


854-63-A — B.Bx. — 4362  Bruner  Avenue,  east  side,  250 
east  south  of  Nerid  Avenue,  Block  5053,  Lot  30,  Bor¬ 
ough  of  the  Bronx,  Alt.  180-63,  re-  wood  frame  building. 


855-63-SM  —  Kwik-Wall  portable  partitions,  manu¬ 
factured  by  Kwik-Wall  Company,  Material. 


856-63-SA — Preway  Kenmore  Oil  fired  Recessed  heater 
model  2429-1,  manufactured  by  Preway,  Inc.  Appliance. 


857-63-BZ — B.Bx. — 1430  Story  Avenue,  south  sside,  222 
feet  west  of  Colgate  Avenue,  Block  3622,  Lot  16,  Bor¬ 
ough  of  the  Bronx,  N.B.  2028-61,  re-  side  yard.  Ml-1 
district. 


858-63-A — B.Bx. — 1234  Castle  Hill  Avenue,  east  side, 
43.07  feet  north  of  Ellis  Avenue,  Block  3822,  Lot  3,  Bor¬ 
ough  of  the  Bronx,  Alt.  611-61,  re-  live  load  and  egress. 


859-63-A — B.Q. — 31-06  College  Point  Causeway,  south¬ 
west  corner  of  31st  Avenue,  Block  4382,  Lot  36  and  Block 
4383,  Lot  5,  Flushing,  Borough  of  Queens,  N.B.  1813- 
63,  re-  building  in  bed  of  mapped  street. 


860-63-A — F.D. — 880  River  Avenue,  east  side,  100  feet 
north  of  East  161st  Street,  Block  2484,  Lot  9,  Borough 
of  the  Bronx,  F.D.  Order  581-3,  re-  sprinkler  system. 


861-63-A — B.M. — 106  West  3rd  Street,  south  side,  103 
feet  east  of  McDougal  Street,  Block  540,  Lot  20,  Bor¬ 
ough  of  Manhattan,  Alt.  1289-63, — Review  of  a  decision 
of  the  Borough  Superintendent,  re-  zoning  matter. 


862-63-SM — Roolform  Acoustical  Units  Fire  Rated 
Metal  Pan,  manufactured  by  Rollform  Incorporated, 
Material. 


853-63-A — B.M. — 10-24  Division  Street,  north  side,  62.4 
feet  east  of  Bowery,  Block  289,  Lot  33,  Borough  of  Man¬ 
hattan,  Alt.  1116-63,  re-  illegal  use — 2nd  and  3rd  floors. 


Restored  to  Docket 

551-60-A  Vol.  II— B.M.— 240-242  West  23rd  Street,  south 
side,  337  feet  6  inches  east  of  Eighth  Avenue,  Block  772, 
Lot  67,  Borough  of  Manhattan,  Alt.  955-59,  re-  omission 
of  the  labor  law  fire  escape,  etc. 


552-60-A  Vol.  II— B.M.— 244-246  West  23rd  Street,  south 
side,  300  fe  eteast  of  Eighth  Avenue,  Block  772,  Lot  69, 
Borough  of  Manhattan,  Alt.  956-59,  re-  omission  of  the 
labor  law  fire  escape,  etc.;  easement  for  egress. 


248-58-BZ — B.Bx. — 1885  Bruckner  Boulevard,  northeast 
corner  of  Underhill  Avenue,  Block  3732,  Lots  9  and  15, 
Borough  of  The  Bronx,  Alt.  252-58,  reopened  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  re-  used 
car  lot  and  sales  office — residence  use  district. 


234-36-BZ  Vol.  II— B.M.— 1690-1698  Broadway  and  203- 
209  West  53rd  Street,  northeast  corner,  Block  1025,  Lot 
25,  Borough  of  Manhattan,  Alt.  2311-63,  reopened  for 
consideration  as  to  extension  of  term  of  variance,  re¬ 
garage  for  more  than  five  motor  vehicles,  used  car  sales, 
stores,  etc. — retail-1  district. 


783-55-BZ — B.M. — 125  East  38th  Street  and  314  Lexing¬ 
ton  Avenue,  northwest  corner,  Block  894,  Lot  17,  Bor¬ 
ough  of  Manhattan,  Alt.  207-54,  reopened  for  considera¬ 
tion  as  to  extension  of  term  of  variance,  re-  offices,  and 
duplex  apartment,  etc. — residence  use  district. 


490-52-BZ  Vol.  I — B.Q. — 155-15  Aguilar  Avenue,  north 
side,  246.26  feet  west  of  72nd  Avenue,  Block  6793,  Lot 
380,  Flushing,  Borough  of  Queens,  N.B.  1987-52,  re¬ 
opened  for  consideration  as  to  extension  of  term  of  vari¬ 
ance,  re-  parking  of  patrons’  and  employees’  cars,  etc. 
— residence  and  local  retail  use  district. 


1884-61-BZ — B.B. — 1815-1817  Bergen  Street,  north  side, 
100  feet  east  of  Ralph  Avenue,  Block  1445,  Lots  67  and 
68,  Borough  of  Brooklyn,  Alt.  2600-61,  reopened  for  con¬ 
sideration  as  to  extension  of  time  to  complete,  re-  park¬ 
ing  lot — residence  use  district. 


1876-61-BZ — B.B. — 419-425  89th  Street,  north  side, 

207  feet  4 V2  inches  west  of  5th  Avenue,  Block  6065,  Lots 
43  and  44,  Borough  of  Brooklyn,  Alt.  3721-61,  reopened 
for  consideration  as  to  extension  of  time  to  complete,  re- 
one  story  extension  for  use  as  factory — manufacturing 
use  district. 
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Applications  For  Extension  of  Time  To  Permit  The 
Completion  of  Construction. 

( Filed,  pursuant  to  Sections  11-32  and  11-33.) 

140-63-BZX — B.M. — 42-44  New  Street,  Block  24,  Lot  19, 
Alt.  255-60,  Permit  No.  4356-63. 


141-63-BZX — B.Q. — 96-29  42nd  Avenue,  Block  1611,  Lot 
30,  Alt.  1285-61,  Permit  No.  3839-61. 


142-63-BZX— B.Q.— -14-22  123rd  Street,  Block  4085,  Lot 
36,  Alt.  2178-61,  Permit  No  .4567-62. 


143-63-BZX — B.B. — 464  Carlton  Avenue,  Block  2006, 
Lots  80  and  82,  Alt.  221-61,  Permit  No.  2673-62. 


RULES 

Arc  and  Gas  Welding  and  Oxygen 

Cutting  . Nov. 

Cements,  Air  Entraining  Portland, 

Rules  for  Approval  and  Use  of..  April 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  . Mar. 

Certificate  of  Occupancy,  approved 

form  . _ . Dec. 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  . Dec. 

Concrete  Rules  (Hydrated  Lime).  Aug. 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  ...  Oct. 
Dry  Cleaning  Establishments,  Rules 

Covering  . . . Oct. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . . . July 

Exterior  Veneering  Materials, 

Rules  for  . Mar. 

Factory  Exit  Rules  . Feb. 

Fire  Alarm  Rules  (Interior)  . May 

Fire  Drill  Rules  . Oct. 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc.,  Rules  for  Testing  of  Jan. 

Hatchway  Protection  . June 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.280  of  The  Labor 

Law)  . May 

Insulating  Fibre  Board  Rules  ....  Mar. 

Oil  Burner  Rules  . :  •  •  June 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of .  May 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  .  Mar. 

Procedure,  Rules  of  . Jan. 

Smoking  in  Factories,  Rules  for..  Oct. 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc . May 

Sprinkler,  Rules  . June 

Wire  Glass  Rules  (Amendment  to 
Rule  SOS  of  Industrial  Code)  . .  Sept. 


27,  1956. 

12,  1955 

15,  1955— Vol.  40,  No.  11 

28,  1943— Vol.  28,  No.  52A 

10,  1962. 

3,  1937 — Vol.  22,  No.  31 
3,  1963 — Vol.  48  No.  40 
3,  1963 — Vol.  48  No.  40 


20,  1962. 

11,  1952— Vol.  37,  No.  11A 
22,  1955. 

1963. 

31,  1963 — Vol.  48,  No.  44 

31,  1963 — Vol.  48,  No.  5 
5,  1928 — Vol.  13,  No.  23 


25,  1961— Vol.  46,  No.  21 
25,  1952 — Vol.  37,  No.  13A 
1,  1962. 

27,  1954. 


20,  1960. 

17,  1963 — Vol.  48,  No.  3 
24,  1963— Vol.  48,  No.  43 

2,  1963— Vol.  48,  No.  18 
29.  1937 — Vol.  22,  No.  26 

3,  1946 — Vol.  31,  No.  36 


DESIGNATIONS:  B. — Department  of  Buildings;  B.B. — Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan:  B.Q. — Department  of  Buildings,  Queens;  B.R.— 
Department  of  Buildings,  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department, 


Zoning  Resolution,  to  permit  in  a  R6  district,  in  an 
existing  6  story  and  cellar  building,  the  change  in 
occupancy  of  the  cellar  and  first  floor  from  storage 
and  commercial  studio  to  theatre  with  accessory  uses. 

PREMISES  AFFECTED— 227-229  West  13th  Street, 
north  side,  2645  feet  east  of  Greenwich  Avenue,  Block 
618,  Lots  53  and  54,  Borough  of  Manhattan. 

Laid  over  to  November  19,  1963,  for  applicant  to  send 
out  twenty  day  notices. 


1939-61-BZ 

APPLICANT — Burloc  of  Staten  Island  Incorporated 


owner.  .  . 

SUBJECT— Application  December  14,  1961— decision  of 
the  Borough  Superintendent,  under  Section  7c  of  the 
Zoning  Resolution,  to  permit  in  a  restricted  retail  an 
residence  use  district,  the  erection  of  a  one  story 
building  for  use  as  retail  stores  including  a  ary  clean¬ 


ing  establishment. 

PREMISES  AFFECTED— 2397-2413  Hylan  Boule¬ 
vard,  north  side,  from  Burbank  Avenue  to  Locust 
Ave.,  Block  3646  Lots  1,  58  and  60  New  Dorp,  Bor¬ 
ough  of  Richmond. 

Laid  over  from  February  5  1963  to  April  2,  1963,  for 
applicant  to  send  out  twenty-day  notices  and  amend 
application;  then  to  June  11,  1963,  for  hearing  appli¬ 
cant  to  send  out  20-day  notices  to  affected  owners, 
then  to  September  17,  1963,  for  hearing;  20-day  notices 
to  be  sent  by  the  applicant  to  affected  property  own¬ 
ers-  then  to  November  19,  1963,  for  hearing;  applicant 
to  send  out  twenty-day  notices  or  withdraw  applica¬ 
tion. 


10-63-BZ 

APPLICANT — Herbst  and  Rusciano  for  Cong,  Anshe, 
Ames  of  Williamsbridge,  Incorporated,  owner. 

iUBJECT— Application  August  1  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R-5  district  the 
erection  of  a  one  story  community  facility  building 
that  encroaches  on  the  required  side  yards. 

’REMISES  AFFECTED— 727  East  222nd  Street, 
north  side,  230.80  feet  east  of  White  Plains  Road, 
asia  T  n+c  32  ad  33.  Borough  of  The  Tlronx. 


1-63-BZ 

PPLI CANT— Herbst  and  Rusciano  for  Trebuhs  Real¬ 
ty  Company,  Incorporated  owner;  Pelican  Produc¬ 
tions,  lessee.  .  . 

UBJECT— Application  August  1,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R  9  district  the 
change  in  occupancy  of  an  existing  two  story  and 
cellar  building  from  apartment  and  studio  store  to 
radio  and  television  studio  with  accessory  storage. 
RFMISES  AFFECTED— 1283  Fifth  Avenue,  south- 
^ast  corner,  of  East  110th  Street,  Block  1615,  Lots 


_ A  AO 


NOVEMBER  19,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  19,  1963,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.  on  the 
following  matters: 

597-63-BZ 

APPLICANT — W.  Fontaine  Jones  for  Doriann  Hold¬ 
ing  Corporation,  owner. 

SUBJECT — Application  July  24,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 


663-63-BZ 

APPLICANT— James  Whitford,  Jr.  for  New  Dorp 
Baptist  Church,  owner. 

SUBJECT— Application  August  23,  1963  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-21, 
73-452,  73-641,  of  the  Zoning  Resolution,  to  permit, 
the  erection  of  a  two  story  and  basement  enlarge¬ 
ment  to  an  existing  church  that  will  exceed  the  per¬ 
mitted  floor  area  ratio,  encroaches  on  the  required  side 
and  rear  yards,  penetrate  the  sky  exposure  plane  and 
without  the  required  parking. 
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PREMISES  AFFECTED— 46  Tenth  Street,  northeast 
corner  of  Rose  Avenue,  Block  4220,  Lot  27,  New 
Dorp,  Borough  of  Richmond. 


722-63-BZ 

APPLICANT— Arthur  I.  Singer  for  123  West  79th 
Street  Realty  Corp.,  owner;  Circle  Manhattan  Medi¬ 
cal  Group,  lessee. 

SUBJECT— Application  September  18,  1963  —  decision 
of  the  Borough  Superintendent,  under  Sections  72-21 
and  73-62  of  the  Zoning  Resolution,  to  permit  in  a 
RIO  district,  in  an  existing  five  story  building,  the 
extension  of  the  medical  center  use  to  include  the 
third,  fourth  and  fifth  floors. 

PREMISES  AFFECTED— 123  West  79th  Street, 
north  side,  200  feet  west  of  Columbus  Avenue,  Block 
1210,  Lot  24,  Borough  of  Manhattan. 


723-63-A 

APPLICANT— Arthur  I.  Singer  for  123  West  79th 
Street  Realty  Corp.,  owner;  Circle  Manhattan  Medi¬ 
cal  Group,  lessee. 

SUBJECT— Application  September  18,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Change  of  use. 

PREMISES  AFFECTED— 123  West  79th  Street, 
north  side,  200  feet  west  of  Columbus  Avenue,  Block 
1210,  Lot  24,  Borough  of  Manhattan. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 

1024-62-BZ — Vol.  II 

APPLICANT — Reavis  and  McGrath  for  Trade,  Fifth 
Realty  Corporation. 

SUBJECT — Application  reopened  July  23,  1963  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent, 
under  Section  72-21  of  the  Zoning  Resolution,  to  per¬ 
mit  in  a  C5-3  district,  the  erection  of  a  six  story  en¬ 
largement  to  an  existing  five  story  building  previously 
granted  by  the  Board  that  will  penetrate  the  sky  ex¬ 
posure  plane  and  initial  setback. 

PREMISES  AFFECATED— 592-594  Fifth  Avenue,  and 
2-6  West  48th  Street,  south  west  corner,  Block  1263, 
Lot  41,  Borough  of  Manhattan. 

Laid  over  from  October  22,  1963  to  November  6, 
1963,  for  continued  hearing;  applicant  to  submit  re¬ 
vised  drawings  and  statement  as  to  findings;  then  to 
November  19,  1963  for  further  study  by  the  applicant 
and  for  continued  hearing. 


1575-61-BZ 

APPLICANT — De  Rose  and  Cavalieri  for  Charlotte 
Parking  Corporation,  owner. 

SUBJECT — Application  October  17,  1961— decision  of 
the  Borough  Superintendent,  under  Section  7h  of  the 
Zoning  Resolution  to  permit  in  a  residence  use  dis¬ 
trict,  the  maintenance  of  a  parking  lot  for  the  parking 
and  storage  of  more  than  five  motor  vehicles  for  a 
temporary  term  of  ten  years. 

PREMISES  AFFECTED — 831  Brady  Avenue,  north 
side,  50  feet  west  of  Muliner  Avenue,  Block  4297, 
Lots  3  and  5,  Borough  of  The  Bronx. 

Laid  over  from  February  26,  1963,  to  July  23,  1963, 
because  of  the  Board’s  present  lack  of  jurisdiction, 
then  to  November  19,  1963,  due  to  present  lack  of 
jurisdiction  of  Board. 


1567-61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Har¬ 
old  Hyman,  owner. 

SUBJECT — Application  September  26,  1961— decision 
of  the  Borough  Superintendent,  under  Section  7e  of 
the  Zoning  Resolution,  to  permit  in  a  residence  use 
district,  the  change  in  occupancy  of  an  existing  3 
story  building  from  public  garage  to  the  manufacture 
of  flashlights  and  batteries,  office,  storage  and  loading 
and  unloading  with  a  business  sign  for  a  temporary 
term  of  twenty  (20)  years. 

PREMISES  AFFECTED— 520-530  West  135  Street, 
south  side,  115  feet  east  of  Broadway,  Block  1988  Lot 
53,  Borough  of  Manhattan. 

Laid  over  from  February  26,  1963  to  July  23,  1963, 
because  of  the  Board’s  present  lack  of  jurisdiction, 
then  to  November  19,  1963,  due  to  present  lack  of  juris¬ 
diction  of  Board. 


1568-61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Har¬ 
old  Hyman,  owner. 

SUBJECT — Application  September  26,  1961  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
egress,  steel  stairs,  etc. 

PREMISES  AFFECTED— 520-530  West  135th  Street, 
south  side,  115  feet  east  of  Broadway,  Block  1988,  Lot 
53,  Borough  of  Manhattan. 


1857-61-BZ 

APPLICANT — Carl  H.  Salminen  for  Joseph  La  Bar- 
bera,  owner. 

SUBJECT — Application  December  12,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use,  G-l 
area  district,  the  change  in  occupancy  from  a  one 
family  dwelling  to  a  two  family  dwelling,  the  existing 
open  terrace  encroaches  on  the  required  15  foot  set¬ 
back. 

PREMISES  AFFECTED— 227-50  Murdock  Avenue, 
south  side,  160  feet  west  of  Cross  Island  Parkway, 
Block  11248,  Lot  7,  Queens  Village,  Borough  of 
Queens. 

Laid  over  from  February  26  1963,  to  July  23,  1963, 
because  of  the  Board’s  present  lack  of  jurisdiction; 
then  to  November  19,  1963,  due  to  present  lack  of 
jurisdiction  of  Board. 


1447-61-BZ 

APPLICANT — Burke  and  Groh  for  Jamaica  169th 
Street  Corporation,  owner. 

SUBJECT — Application  September  19,  1961 — decision 
of  the  Borough  Superintendent,  under  Sections  7e  and 
21  of  the  Zoning  Resolution,  to  permit  in  a  residence 
use  C  area  district  on  a  plot  presently  occupied  with 
a  frame  dwelling,  the  erection  of  a  one  story  building 
for  use  as  a  warehouse  and  office  with  parking  and 
unloading  area,  the  proposed  building  exceeds  the  pre- 
mitted  area  coverage  and  encroaches  on  the  required 
rear  yard. 

PREMISES  AFFECTED— 170-10  93rd  Avenue,  south 
side,  75.06  feet  east  of  170th  Street,  Blnock  10219,  Lot 
3,  Jamaica  Borough  of  Queens 

Laid  over  from  July  23,  1963,  to  November  19,  1963, 
due  to  present  lack  of  jurisdiction  of  Board. 


321-61-BZ— Vol.  II 

APPLICANT — Crinnion  and  Crinnion  for  Berg  Loc- 
majian  owner. 
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SUBJECT — Application  reopened  October  17,  1961  as 
Volume  II — decision  of  the  Borough  Superintendent, 
under  Section  7h  of  the  Zoning  Resolution,  to  permit 
in  a  residence  use  district,  the  maintenance  of  a  park¬ 
ing  lot  for  the  parking  and  storage  of  more  than  five 
motor  vehicles  for  a  temporary  term  of  five  years. 

PREMISES  AFFECTED — 3317-3319  Perry  Avenue, 
west  side,  450  feet  north  of  Holt  Place,  Block  3343, 
Lot  136,  Borough  of  The  Bronx. 

Hearing  closed — Laid  over  from  February  26,  1963,  to 
July  23,  1963,  because  of  the  Board’s  present  lack  of 
jurisdiction;  then  to  November  19  1963,  due  to  pre¬ 
sent  lack  of  jurisdiction  of  Board. 


215-61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Gizel- 
la  Brandwein,  owner. 

SUBJECT — Application  February  24,  1961 — decision  of 
the  Borough  Superintendent,  under  Sections  7e  and  21 
of  the  Zoning  Resolution,  to  permit  in  a  residence  use, 
B  area  district,  for  erection  of  a  one  story  building, 
the  entire  plot  which  is  in  excess  of  that  permitted  in 
a  B  area  district  for  occupancy  as  bowling  alley,  bar, 
restaurant,  kitchen,  snack  bar,  locker  rooms  meeting 
rooms  storage  room  and  accessory  rooms,  with  busi¬ 
ness  signs,  for  a  term  of  twenty-five  (25)  years. 

PREMISES  AFFECTED— 1740-1752  (1750  official) 

Sedgwick  Avenue  east  side,  221.16  feet  north  of  West 
176th  Street,  Block  2880,  Lot  158,  Borough  of  The 
Bronx. 

Hearing  closed — Laid  over  from  February  26,  1963,  to 
July  23,  1963  because  of  the  Board’s  present  lack  of 
Jurisdiction;  then  to  November  19,  1963,  due  to  pre¬ 
sent  lack  of  jurisdiction  of  Board. 


857-47-BZ — Vol.  II 

APPLICANT — Lama,  Proskauer  and  Prober  for  Miled 
Properties,  Incorporated,  owner;  Socony  Mobil  Oil 
Company,  lessee. 

SUBJECT — Application  reopened  October  3,  1961  as 
Volume  II — decision  of  the  Borough  Superintendent 
under  Section  7a  of  the  Zoning  Resolution,  to  permit 
in  a  residence  use  district,  the  reconstruction  and  ex¬ 
tension  in  area  of  an  existing  gasoline  service  station 
to  provide  lubrication,  minor  auto  repairs,  car  washing, 
store,  utility  room,  parking  storage  of  more  than  five 
motor  vehicles  on  the  open  area  with  a  business  sign 
and  ground  sign. 

PREMISES  AFFECTED — 2173  Grand  Concourse, 

west  side,  108.73  feet  north  of  East  181st  Street,  Block 
3162,  Lots  40,  41  and  43,  Borough  of  The  Bronx 

Hearing  closed — Laid  over  from  February  26,  1963,  to 
July  23,  1963,  because  of  the  Board’s  present  lack  of 
jurisdiction;  then  to  November  19,  1963  due  to  present 
lack  of  jurisdiction  of  Board. 


1555-61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Miled 
Properties,  Incorporated,  owner;  Mobil  Oil  Company, 
lessee. 

SUBJECT — Application  filed  July  25,  1961 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  Gaso¬ 
line  Tanks. 

PREMISES  AFFECTED — 2173  Grand  Concourse, 
west  side,  180.73  feet  north  of  East  181st  Street,  Block 
3162,  Lots  40,  41  and  43,  Borough  of  The  Bronx. 

1442-61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Kin¬ 
ney  Motors,  Incorporated,  owner. 


SUBJECT — Application  September  15,  1961 — decision 
of  the  Borough  Superintendent,  under  Section  7i  of 
the  Zoning  Resolution,  to  permit  in  a  business  use 
district  on  a  plot  presently  occupied  for  the  sale  and 
display  of  new  and  used  cars,  the  erection  of  r.  one 
story  building  for  the  accessory  servicing  and  repair 
of  the  owners’  cars  with  hand  tools  only,  with  lubri- 
torium,  storage  room  and  office. 

PREMISES  AFFECTED— 2204-2216  Coney  Island 
Avenue,  923-937  Avenue  S,  northwest  corner,  Block 
6685,  Lots  49  and  53,  Borough  of  Brooklyn. 

Laid  over  from  February  26,  1963,  to  July  23,  1963, 
because  of  the  Board’s  present  lack  of  jurisdiction; 
then  to  November  19  due  to  present  lack  of  jurisdic¬ 
tion  of  Board. 


529-40-BZ— Vol.  II 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Com¬ 
pany  and  Elvira  DeFalco,  owners. 

SUBJECT — Application  reopened  January  9,  1962  as 
Volume  II- — decision  of  the  Borough  Superintendent, 
under  Section  7a  of  the  Zoning  Resolution,  to  permit 
in  a  business  use  district,  the  reconstruction  and  ex¬ 
tension  in  area  of  an  existing  gasoline  service  station 
with  accessory  uses  of  lubrication,  non-automatic  car 
washing,  office  sale  of  accessories  minor  repairs  with 
hand  tools  only,  safety  inspection  station  and  the 
parking  and  storage  of  motor  ehicles  with  a  ground 
sign. 

PREMISES  AFFECTED — 1788-1804  Eastern  Parkway 
and  2131-2139  Bergen  Street,  northeast  corner,  Block 
1449  Lots  43  and  47  Borough  of  Brooklyn. 

Hearing  closed.  Laid  over  from  February  26  1963,  to 
July  23,  1963,  because  of  the  Board’s  present  lack  of 
jurisdiction;  then  to  November  19,  1963,  due  to  pre¬ 
sent  lack  of  jurisdiction  of  Board. 


1881-61-BZ 

APPLICANT — John  J.  Lynch  and  James  J.  Lyons,  Jr. 
for  P.B.G.  Realty  Incorporated,  owner. 

SUBJECT — Application  December  14,  1961 — decision  of 
the  Borough  Superintendent  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use,  E 
area  district  the,  erection  of  a  six  story  and  basement 
multiple  dwelling  that  exceeds  the  permitted  area 
coverage  and  floor  area  ratio  and  encroaches  on  the 
required  setbacks. 

PREMISES  AFFECTED — 761-763  Astor  Avenue, 
2301-2313  Wallace  Avenue,  northwest  corner,  Block 
4348  Lots  1  and  4,  Borough  of  The  Bronx. 

Laid  over  from  February  26,  1963,  to  July  23,  1963, 
because  of  the  Board’s  present  lack  of  Jurisdiction; 
then  to  November  19,  1963,  due  to  present  lack  of 
jurisdiction  of  Board. 


1920-61-BZ 

APPLICANT — Kenneth  W.  Milnes  for  Thomas  A. 
Wetlesen,  owner;  purchaser  under  contract;  New 
York  Telephone  Co.,  lessee. 

SUBJECT — Application  December  14,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7e  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  the  erection  of  a  one  story  equipment  storage 
and  maintenance  garage  building  with  parking  and 
loading  and  unloading  in  the  open  area. 

PREMISES  AFFECTED — 311  Brielle  Avenue,  west 
side,  682  feet  south  of  Bradley  Avenue,  Block  1975, 
Lot  221,  Willowbrook,  Borough  of  Richmond. 

Laid  over  from  February  26,  1963,  to  July  23,  1963, 
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jurisdiction  of  Board.  statement;  then  to  November  19,  1963,  tor  aecisi  , 

_ _ .  applicant  to  submit  statements. 


ATPPLICANT— Leonard  F.  Rothkrug  and  Herbst  and 
AJRusciano  for  Nicholas  and  Elvira  Salatino,  owner, 
Sun  Oil  Company  Incorporated,  lessee.  .  . 

SUBJECT— Application  November  10,  1961— decision  of 
the  Borough  Superintendent,  under  Sections  7e  7A 
and  21  of  the  Zoning  Resolution,  to  permit  in  a  local 
retail  use  C  area  district,  the  erection  and  mainten 
ance  of  a  gasoline  service  station  with  accessory  minor 
auto  repairs,  non-automatic  car  wash,  lubritorium,  of¬ 
fice  sale  of  accessories,  signs  and  show  windows  with 
in  75  feet  of  a  residence  district  ^thout  the  required 
rear  yard  for  a  temporary  term  of  15  years. 
PRFMISES  AFFECTED— 6502-6506  14  th  Avenue, 

P ^southwest  corner  of  65th  Street,  Block  5754,  Lots  38 

and  40,  Borough  of  Brooklyn. 

Laid  over  from  February  26,  1963,  to  July  1 
at  request  of  the  applicant;  because  of  the  Boar 
preset  lack  of  jurisdiction;  then  to  November  19, 
1963,  due  to  present  lack  of  jurisdiction  of  Boa  . 

1945-61-BZ  r 

APPLICANT— Burke  and  Groh  for  George  Laro, 

SUBJECT— Application  December  14,  1961—' d^is‘°n  ^ 
the  Borough  Superintendent,  under  Section  21 
Zoning  Resolution,  to  permit  in  a  residence  use  G r  1 
area  district,  the  conversion  of  an  existing  building 
from  a  one  family  to  a  two  family  dwelling. 

r>T?r?A/TTc;F<;  AFFECTED— 220-27  100th  Avenue,  north 

P^de  2of  fe«  iaf,  of  220th  Street  Block  10785,  Lot, 
56  and  58,  Queens  Village,  Borough  of  Queens. 

Laid  over  from  April  30  1963,  to  July  : 13  19tt  fo._ 
decision  due  to  the  Board  s  present  lack  of  jurisdic 
?k,n!  then  to  November  19,  1963,  due  to  present  lack 
of  jurisdiction  of  Board. 

APPLICANT — Albert  Melniker  for  Alfred  Miniaci, 

SUBJECT— Application  November  21,  1961— decision 

of  the  Borough  Superintendent  under  Section  7e  jf 
the  Zoning  Resolution,  to  permit  in  a  local  reta“  V®® 
district,  the  erection  and  maintenance  of  a  gasoline 
service’  station  with  accessory  uses. 

PREMISES  AFFECTED  6800  Hylan  Boulevard  670 
Page  Avenue,  southwest  corner,  Block  7/80,  Lot  , 
Tottenville,  Borough  of  Richmond. 

Hearing  closed— Laid  over  from  July  2,  1963,  to  bep- 
tember  24,  1963,  for  determination  as  to  Board  s  juris¬ 
diction  and  possible  decision;  then  to,  November  19, 
1963,  for  further  consideration  and  decision,  applicant 
to  submit  additional  information. 


APPLICANT— Albert  Melniker  for  Sharove  Developers, 

SUB J°ECT— Application  December  12,  1961— decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 

servfce’stationf  Uibritorium,  minor  motor  repairs  with 

hand  tools,  sale  of  accessories  and  the  the  parking 
more  than  five  motor  vehicles. 

^  OA  1963  for  inspection  and  decision,  then  to 
b"  15  1963,' for  deasion;  applicant  to  submit,  additional 
per  to, jy  >  ,  29  1963,  for  decision,  appli- 

data. 

APPLICANT— James  S.  Mclnerny  for  Fregold  Realty 
SUBJECT— Application  November  13,  1961 — decision  of 

^heJioroughSupermtendent,  under  Section  7c  of  the 

the  ^n^aintenance^of ^Sparkmg  loi 

accessory  to  an  existing  supermarket  with  night  park¬ 
ing  for  local  residents.  , 

PREMISES  AFFECTED-940 1  East  181st  Street  south 
side  170  feet  west  of  Vyse  Avenue,  931  t 
180th  Street,  Block  3128,  Lot  35,  Boroug  o 

H earing  closed— Laid  oyer  from  July  2  1963,  to  Septem- 
i  9 a  for  hearing!  then  to  November  6,  l^o  , 

applicant  to’  be  notified  to  send  out  20-day  notices; 
then  to  Nov.  19,  1963,  for  inspection  and  possible  de¬ 
cision. 


1861-61-BZ  ....  T 

APPLICANT — Albert  Melniker  for  Harbor  View  in¬ 
corporated,  owner.  .  . 

SUBJECT — Application  December  12,  1961  —  decision 

of  the  Zoning  Resolution,  to  permit  in  ^^^^uidole 
E-2  district,  the  erection  of  a  six  story  multip  e 

dwelling.  , 

PREMISES  AFFECTED— 2  Sherman  Avenue  1 
^  Hendrick’s  Avenue,  northwest  corner,  Block  28,  Lot 
157,  New  Brighton,  Borough  of  Richmond. 


224-63-BZ 

APPLICANT — 333  West  46th  Street  Corporation, 

SUBJECT— Application  March  12,  1963— decision  of  the 

S  Borough  Superintendent,  under  Section  ictf  Jhe 

Zoning  Resolution,  to  permit  in  a  Cl -5  district,  me 
enlargement  in  area  of  an  existing  parking  lot  previ¬ 
ously  granted  by  the  Board.  c 

PREMISES  AFFECTED— 327-339  West  46th  Street, 
north  side,  321  west  of  Eighth  Avenue  Block  1037, 
Lots  15,  16  and  18,  Borough  of  Manhattan. 

Hearing  closed— Laid  over  from  September  24,  1963  to 
November  6,  1963,  at  applicant’s  request;  aPPllc*f 
send  out  twenty  day  notices;  then  to  Nov.  19,  1963,  fo 
inspection  and  decision. 


618-63-BZ  ^ 

APPLICANT — Robert  L.  Bien  for  Doris  K.  Carver  and 
Samuel  Ades,  owners.  .  . 

SUBJECT— Application  August  8  1963  —  decision  of 
the  Borough  Superintendent,  under  SKton  M  o‘ 
the  Zoning  Resolution,  to  permit,  in  a  C6-4  district, 
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the  erection  of  a  16  story  office  building  that  exceeds 
the  permitted  floor  area  ration  and  the  mechanical 
equipment  penthouse  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED — 110-118  Church  Street  and 
33-41  Park  Place,  northeast  corner,  Block  126,  Lots  2 
and  4,  Borough  of  Manhattan. 

Hearing  closed — Laid  over  from  Nov.  6,  1963  to  Nov. 
19,  1963,  for  inspection  and  decision;  applicant  is  to 
submit  additional  data. 


690-63-BZ 

APPLICANT — Lama  Proskauer  and  Prober  for  Moth¬ 
ers  Trading  Corporation,  owner. 

SUBJECT — Application  August  23,  1963 — Decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit,  in  a  R6  district,  the 
change  in  occupancy  from  parking  lot,  dwelling  and 
two  car  garage  to  a  supermarket  with  accessory  load¬ 
ing  and  unloading  and  parking. 

PREMISES  AFFECTED — 567-583  Amboy  Street,  and 
31-47  Hegeman  Avenue,  north  east  corner,  and  982-984 
Hopkinson  Avenue,  Block  3622,  Lots  5,  6,  9,  10,  11  and 
56,  Borough  of  Brooklyn. 

Hearing  closed — Laid  over  from  Nov.  6,  1963  to  Nov. 

19,  1963,  for  inspection  and  decision. 


691-63-BZ 

APPLICANT — Burke  and  Groh  for  Harry  D.  O’Con¬ 
nor,  Sylvester  D.  O’Connor,  owners;  Dennis  S.  O’Con¬ 
nor,  Funeral  Home,  lessee. 

SUBJECT — Application  August  22,  1963  —  Decision  of 
the  Borough  Superintendent,  under  Section  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  R4  district,  the 
erection  of  a  one  story  enlargement  to  an  existing 
funeral  establishment  previously  granted  by  the  Board. 

PREMISES  AFFECTED — 91-05  Beach  Channel  Drive, 
south  west  corner  from  Beach  91st  Street  to  Beach 
92nd  Street,  Block  16125,  Lots  26  and  64,  Bell  Harbor, 
Borough  of  Queens. 

Hearing  closed — Laid  over  from  Nov.  6,  1963  to  Nov. 

19,  1963,  for  inspection  and  decision. 

MAX  H.  FOLEY,  Chairman. 


NOVEMBER  19,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  19,  1963,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matter. 

911-62-A 

APPLICANT— Chas.  B.  Meyers  Associates  for  The 
Jewish  Hospital  of  Brooklyn,  Incorporated,  owner. 
SUBJECT — Application  September  27,  1962 — Appeal 

from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  discontinue  use  of  fibreboard  tiles. 
PREMISES  AFFECTED— 533-561  Prospect  Place, 
north  side,  249  feet  east  of  Classon  Avenue,  Block 
1156,  Lots  1  and  21,  Borough  of  Brooklyn. 


1140-61-A 

APPLICANT — Joseph  Lau  for  National  Board  ut 
Young  Men’s  Christian  Association,  owner. 
SUBJECT — Application  July  14,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


PREMISES  AFFECTED — 56  Reade  Street,  North  side, 
98  feet  10  inches  west  of  Broadway,  Block  150,  Lot  1, 
Borough  of  Manhattan. 


835-62-A 

APPLICANT — Goldberg  and  Scutaro  for  Esther  Sacher, 
owner. 

SUBJECT — Application  August  30,  1962 — Review  of 
Decision  of  the  Borough  Superintendent  re — Zoning 
Matter. 

PREMISES  AFFECTED — 1134  East  58th  Street,  west 
side,  208  feet  north  of  Avenue  K,  Block  7805,  Lot  71, 
Borough  of  Brooklyn. 


836-62-A 

APPLICANT — Goldberg  and  Scutaro  for  Harry  Abram¬ 
son,  owner. 

SUBJECT — Application  August  30,  1962 — Review  of 
Decision  of  the  Borough  Superintendent  re — Zoning 
Matter. 

PREMISES  AFFECTED— 1091  East  58th  Street  east 
side,  576  feet  north  of  Avenue  K,  Block  7806,  Lot  35, 
Borough  of  Brooklyn. 


1152-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Armstrong 
Contracting  and  Supply  Corporation,  owner. 

SUBJECT — Application  July  17,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 216  Plymouth  Street,  east 
side,  150  feet  south  of  Bridge  Street,  Block  31,  Lot 
25,  Borough  of  Brooklyn. 


1203-61-A 

APPLICANT — Hodges  Reavis,  McGrath  and  Downey 
for  Country  Leasing  Corp.,  owner. 

SUBJECT — Application  July  25,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 3849  (3797-3849)  Nostrand 
Avenue,  east  side,  from  Avenue  Y  to  Avenue  Z,  Block 
7446,  Lot  1,  Borough  of  Brooklyn. 


1211-61-A 

APPLICANT — Peter  Pan  School  Incorporated,  owner. 

SUBJECT — Application  July  27,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 1226  Ocean  Parkway,  west 
side,  200  feet  south  of  Avenue  L,  Block  6541,  Lot  19, 
Borough  of  Brooklyn. 


1035-62-A 

APPLICANT — Leonard  F.  Rothkrug  for  Mae  Hauss- 
man,  owner;  Jules  Ingerman,  lessee. 

SUBJECT — Application  November  14,  1962  —  Appeal 
rfom  a  decision  of  the  Borough  Superintendent,  re- 
Class  3  construction  change  in  use,  second  floor,  public 
building  —  stair  enclosure  wood  stairs,  skylight. 

PREMISES  AFFECTED — 1805  Church  Avenue,  north 
side,  25  feet  6  inches  east  of  East  18th  Street,  Block 
5079,  Lot  22,  Borough  of  Brooklyn. 
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1129-62- A 

APPLICANT— Samuel  Rosenblum  for  Galrow  Realty 
Corporation,  owner. 

SUBJECT— Application  December  14,  1962  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  elevator 
in  readiness. 

PREMISES  AFFECTED— 345-351  West  35th  Street, 
north  side,  266  feet  8  inches  east  of  Ninth  Avenue, 
Block  759,  Lot  14,  Borough  of  Manhattan. 


1137-62-A 

APPLICANT — Samuel  Rosenblum  for  Galuten  Build¬ 
ing  Incorporated,  owner. 

SUBJECT — Application  December  14,  1962  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  elevator  in  readiness. 

PREMISES  AFFECTED— 241-245  West  29th  Street, 
north  side,  250  feet  inches  east  of  Eighth  Avenue, 
Block  779,  Lot  13,  Borough  of  Manhattan. 


1141-62-A 

APPLICANT — Samuel  Rosenblum  for  Louis  Adler 
Realty  Company,  Inc.,  owner. 

SUBJECT — Application  December  21,  1962  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  elevator 
in  readiness. 

PREMISES  AFFECTED— 475  Tenth  Avenue,  north¬ 
west  corner  of  West  36th  Street,  Block  708,  Lot  31, 
Borough  of  Manhattan. 


1147-62-A 

APPLICANT — Leonard  .  Rothkrug  for  Sergio  Favuz- 
zo,  owner;  Mel  Scimie,  lessee. 

SUBJECT — Application  November  27,  1962  2 —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Class  3  building,  change  in  use. 

PREMISES  AFFECTED— 8140-8146  New  Utrecht 
Avenue,  1728-1732  82nd  Street,  southwest  corner  and 
8129-8133  Bay  16th  Street,  Block  6314,  Lot  12,  Borough 
of  Brooklyn. 


238-63-A 

APPLICANT — Robert  S.  Hanser  for  American  Grease 
Stick  Company,  owner. 

SUBJECT — Application  March  20,  1963 — Packaging  of 
combustible  Mixture  known  as  Mr.  Zip  Rust  Fighter 
in  1.6  oz.  plastic  containers — containers  not  in  conform¬ 
ity  with  Administrative  Code  requirements  of  New  York. 


1027-61-A 

APPLICANT — Larry  Meltzer  for  Franjuro  Corp., 
owner;  Emerson  Labeltype  &  Supply  Corp.,  lessee. 

SUBJECT — Application  June  29,  1961 — Appeal  from 
orders  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system,  egress  etc. 

PREMISES  AFFECTED — 276  Nostrand  Avenue 
southwest  corner  of  Kosciusko  Street,  Block  1783, 
Lot  49,  Borough  of  Brooklyn. 


1220-61-A 

APPLICANT — Abraham  Grossman  for  419  West  13th 
Street  Corporation,  owner. 

SUBJECT — Application  July  21,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


PREMISES  AFFECTED — 419  West  13th  Street, 
north  side,  123  feet  east  of  Washington  Street,  Block 
646,  Lot  56,  Borough  of  Manhattan. 


1330-61-A 

APPLICANT— Daub  and  Daub  for  130  West  23rd 
Street  Corporation,  owner. 

SUBJECT — Application  August  10,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 130  West  23rd  Street,  south 
side,  300  ft.  west  of  Avenue  of  the  Americas,  Block 
798,  Lot  60,  Borough  of  Manhattan. 


1331-61-A 

APPLICANT — Sidney  Z.  Searles  —  Raphael,  Searles 
and  Vischi  for  81  Green  Street  Corporation,  owner. 

SUBJECT — Application  August  9,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 81  Greene  Street,  west 
side,  51  feet  south  of  Spring  Street,  Block  486,  Lot 
19,  Borough  of  Manhattan. 


1343-61-A 

APPLICANT — Irwin  Emerman  for  Chelsea  23rd  Street 
Corporation,  owner. 

SUBJECT— Application  August  14,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 216-230  West  23rd  Street, 
south  side,  200  feet  west  of  7th  Avenue,  Block  772, 
Lot  64,  Borough  of  Manhattan. 


1344-61-A 

APPLICANT— Cyril  S.  Kimball  for  Foster  D.  Snell 
Research  Incorporated,  owner. 

SUBJECT— Application  August  14,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 29  West  15th  Street,  north 
side,  495  feet  east  of  6th  Avenue,  Block  817,  Lot  25, 
Borough  of  Manhattan. 


1346-61-A 

APPLICANT — Longman  and  Martinez,  lessee  for  Ha- 
zeltine,  Mabell  and  Alice  Longman,  owners. 

SUBJECT — Application  August  16,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 46  Roebling  Street,  north¬ 
west  corner  of  North  9th  Street,  Block  2306,  Lot  18, 
Borough  of  Brokolyn. 


1347-61-A 

APPLICANT — Arthur  Paul  Hess  for  306  Broadway 
Corporation,  owner. 

SUBJECT — Application  August  16,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 306  Broadway  and  87 
Duane  Street,  northeast  corner,  Block  156,  Lot  1,  Bor¬ 
ough  of  Manhattan. 
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1348-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Plymouth 
Cordage  Company,  owner. 

SUBJECT — Application  August  16,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 12-14  Greene  Street,  east 
side,  250  feet  north  of  Canal  Street,  Block  230,  Lot 
14,  Borough  of  Manhattan. 


1352-61-A 

APPLICANT — Roe  and  Kramer  for  270  Water  Street, 
Incorporated,  owner. 

SUBJECT — Application  August  18,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 270  Water  Street,  north 
side,  103  feet  %  inch  west  of  Dover  Street,  Block  106, 
Lot  5,  Borough  of  Manhattan. 


1356-61-A 

APPLICANT — Levy,  Murphy  and  Stolz  for  Towers 
Stores,  Incorporated,  owner. 

SUBJECT — Application  August  17,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 542-546  West  22nd  Street, 
south  side,  200  feet  east  of  11th  Avenue,  Block  693, 
Lot  56,  Borough  of  Manhattan. 


47-63-A 

APPLICANT — George  Rubenfeld  for  Assuero  Monti, 
owner. 

SUBJECT — Application  January  14,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  frame 
building,  commercial  use. 

PREMISES  AFFECTED— 94-23  46th  Avenue,  north 
side,  171.21  feet  east  of  94th  Street,  Block  1602,  Lot 
79,  Elmhurst,  Borough  of  Queens. 


61-63-A 

APPLICANT — Abraham  Grossman  for  135  Grant 
Street  Corporation,  owner. 

SUBJECT — Application  January  18,  1963 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system  and  Appeal  from  a  decision  of  the 
Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 135  Grand  Street,  south 
side,  25  feet  east  of  Crosby  Street,  Block  233,  Lot  9, 
Borough  of  Manhattan. 


74-63-A 

APPLICANT — Samuel  Rosenblum  for  Murray  Pro¬ 
perties,  Incorporated,  owner. 

SUBJECT — Application  January  23,  1963 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
elevator  response  service. 

PREMISES  AFFECTED— 39-41  West  32nd  Street, 
north  side,  181  feet  10  inches  east  of  Broadway,  Block 
834,  Lot  19,  Borough  of  Manhattan. 


82-63-A 

APPLICANT — Samuel  Rosenblum  for  E.  A.  Kimmel 
and  G.  M.  Jaffin,  Under  long  term  lease;  Hammacher 
Schlemmer,  lessee. 


SUBJECT — Application  January  25,  1963 — Appeal  from 
orders  and  decision  of  the  Fire  Commissioner  re- 
Watchman  Service,  Fire  proof  self  closing  door,  en¬ 
close  stairway  and  fire  retarding  material. 

PREMISES  AFFECTED— 145-147  57th  Street,  north 
side,  100  feet  east  of  Lexington  Avenue,  Block  1312, 
Lot  24,  Borough  of  Manhattan. 


330-63- A — Vol.  II 

APPLICANT — Andrew  F.  Warren  for  Carbona  Pro¬ 
ducts  Company,  owner. 

SUBJECT — Application  reopened  October  8,  1963  as 
Volume  II — Appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  re-  Packaging  of  Combustible  mixture. 


642-63-A 

APPLICANT — Daniel  S.  Ring  for  Sapolin  Paints,  In¬ 
corporated,  owner. 

SUBJECT — Application  August  19,  1963 — Packaging  of 
combustible  Material  known  as  Sapolin  Color  Toner 
in  16  ounce  Polyethylene  containers,  not  in  accord¬ 
ance  with  Administrative  Code  requirements. 

MAX  H.  FOLEY,  Chairman. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  26,  1963,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matter. 

845-63-A 

APPLICANT— William  B.  D.  Harris  Jr.  for  Dept,  of 
Parks,  City  of  New  York,  owner;  Metropolitan  Ski 
Slopes,  Incorporated,  lessee. 

SUBJECT — Application  October  30,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  ski- 
Lodge-erection  of,  use  of  material. 

PREMISES  AFFECTED — South  East  section  of  Van- 
Cortlandt  Park  Golf  Course,  1500  feet  north  of  Hill¬ 
man  Avenue,  Block  3422,  Lot  1,  Borough  of  the  Bronx. 

MAX  H.  FOLEY,  Chairman. 


DECEMBER  3,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  3,  1963,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

483-63-BZ 

APPLICANT — Albert  Melniker  for  Anthony  N.  Curro, 
owner. 

SUBJECT — Application  June  7,  1963 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-1 
district,  the  reconstruction  and  rehabilitation  of  an 
existing  automotive  service  station  with  accessory 
uses. 

PREMISES  AFFECTED— 2200  Hylan  Boulevard,  6 
Zwicky  Avenue,  southeast  corner,  Block  3692,  Lot 
10,  Grant  City,  Borough  of  Richmond. 


705-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  John  Spivey, 
owner. 

SUBJECT — Application  September  12,  1963 — decision 
of  the  Borough  Superintendent,  under  Section  72-21 
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of  the  Zoning  Resolution,  to  permit  in  a  R4  district, 
the  erection  of  a  two  story,  one  family  dwelling  that 
encroaches  on  the  required  front  yard  and  with  a 
covered  porch  within  the  front  yard. 

PREMISES  AFFECTED — 4348  Barnes  Avenue,  south¬ 
east  corner  of  Boyd  Avenue,  Block  5049,  Lot  50, 
Borough  of  The  Bronx. 


759-63-BZ 

APPLICANT — Burke  and  Groh  for  Clark  Carpet 
Cleaning  Company,  owner  Greenway  Holding  Cor¬ 
poration,  lessee. 

SUBJECT — Application  September  26,  1963 — decision 
of  the  Borough  Superintendent,  under  Sections  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and 
R3-2  district,  the  erection  of  a  ten  story  multiple 
dwelling  that  encroaches  on  the  required  front  yard, 
rear  yard  and  rear  setback,  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio  and  lot  area  per  room,  exceeds  the  permitted 
height  and  width  of  street  walls  with  balconies  in  the 
front  yard  and  less  than  the  required  distance  between 
windows. 

PREMISES  AFFECTED— 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lot  1 
and  11,  Bayside,  Borough  of  Queens. 


760-63-A 

APPLICANT — Burke  and  Groh  for  Clark  Carpet 
Cleaning  Company,  owner;  Greenway  Holding  Cor¬ 
poration,  lessee. 

SUBJECT — Application  September  26,  1963  —  Filed 
pursuant  to  Section  310  of  the  Multiple  Dwelling  Law 
for  variation  of  Section  4(31a)  and  Section  26  (5a) 
of  the  Multiple  Dwelling  Law  re  heights  and  yard 
and  Review  of  Decision  of  the  Borough  Superintend¬ 
ent — Zoning  Matter. 

PREMISES  AFFECTED— 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lot  1 
and  11,  Bayside,  Borough  of  Queens. 


764-63-BZ 

APPLICANT — Max  Siegel  Associates  for  Diridge  In¬ 
corporated,  owner;  Garage  lessee  —  Harmart  Garage 
Incorporated. 

SUBJECT — Application  October  1,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  60  (3) 
of  the  Multiple  Dwelling  Law,  to  permit  in  a  C5-2 
and  R8  district,  the  addition  of  transient  parking  lim¬ 
ited  to  the  unused  and  surplus  tenants  spaces  in  an 
existing  multiple  dwelling  accessory  garage  for  a  term 
of  fifteen  years. 

PREMISES  AFFECTED — 222  East  58th  Street,  south 
side,  250  feet  east  of  Third  Avenue,  211-225  East  57th 
Street,  Block  1331,  Lot  7,  Borough  of  Manhattan. 


765-63-A 

APPLICANT — Max  Siegel  Associates  for  Diridge  In¬ 
corporated,  owner;  Garage  lessee;  Harmart  Garage 
Incorporated. 

SUBJECT — Application  October  1,  1963  —  Filed  pur¬ 
suant  to  Section  60  of  the  Multiple  Dwelling  Law  re¬ 
transient  parking. 

PREMISES  AFFECTED— 222  East  58th  Street,  south 
side,  250  feet  east  of  Third  Avenue,  211-225  East  57th 
Street,  Block  1331,  Lot  7,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman. 


689-63-BZ 

APPLICANT — Albert  Melniker  for  Alvin  H.  Baron, 
owner. 

SUBJECT — Application  August  26,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R3-1  district, 
the  maintenance  of  an  off  street  loading  area  and  cus¬ 
tomer  and  employee  parking  facility  for  an  existing 
commercial  use  on  the  adjoining  lot. 

PREMIISES  AFFECTED— 1490  Clove  Road,  south¬ 
west  corner  of  Tiogas  Street,  Block  661,  Lot  1,  Sunny- 
side,  Borough  of  Richmond. 

Hearing  closed — Laid  over  from  Nov.  6,  1963  to  Decem¬ 
ber  3,  1963  for  inspection  and  decision. 


248-58-BZ 

APPLICANT — Harry  Atkin  and  Associates  for  Max 
Donner,  owner. 

SUBJECT— Application  reopened  November  6,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  October  15,  1963— decision  of  the  Borough  Su¬ 
perintendent,  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  maintenance  of  a  used  car 
lot  and  sales  office. 

PREMISES  AFFECTED — 1885  Bruckner  Boulevard, 
northeast  corner  of  Underhill  Avenue,  Block  3732, 
Lots  9  and  15,  Borough  of  The  Bronx. 


234-36-BZ — Vol.  II 

APPLICANT — Noah  N.  Sherman  for  Trubuhs  Realty 
Company,  Inc.,  owner. 

SUBJECT — Applicant  reopened  November  6,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  June  24,  1963 — decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7e  of  the  Zoning  Resolution,  permitting  in  a  re¬ 
tail-1  district,  the  change  in  occupancy  from  garage 
(previously  granted  by  the  Board  for  more  than  five 
motor  vehicles  and  stores)  to  garage  for  more  than 
five  motor  vehicles,  used  car  sales  and  storage,  stores 
and  dance  school. 

PREMISES  AFFECTED— 1690-1698  Broadway  and 

203-209  West  53rd  Street,  northeast  corner,  Block  1025, 
Lot  25,  Borough  of  Manhattan. 


783-55-BZ 

APPLICANT — Edward  J.  Hurley  for  Managements 
Audits,  Inc.,  owners. 

SUBJECT — Application  reopened  November  6,  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  July  8,  1963 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7e  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  change  of  use  of  the  present 
four  story,  one  family  residence,  to  offices  in  the  base¬ 
ment,  first  and  second  floors  and  the  third  and  fourth 
floors  as  a  duplex  apartment. 

PREMISES  AFFECTED— 125  East  38th  Street  and 
314  Lexington  Avenue,  northwest  corner,  Block  894, 
Lot  17,  Borough  of  Manhattan. 


490-52-BZ  Vol.  I 

APPLICANT — Leonard  F.  Rothkrug  for  Old  Colony 
Trust  Co.,  owner. 

SUBJECT — Application  reopened  November  6,  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  November  25,  1962 — decision  of  the  Borough 
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Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  and  local  retail  use  district,  the  parking 
of  patrons’  and  employees’  cars  without  fee  and  for 
the  unloading  of  merchanidse,  in  conjunction  with  a 
supermarket. 

PREMISES  AFFECTED— 155-15  Aguilar  Avenue, 
north  side,  246.26  feet  west  of  72nd  Avenue,  Block 
6793,  Lot  380,  Flushing,  Borough  of  Queens. 


1884-61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  427 
Ralph  Avenue  Realty  Corp.,  owner. 

SUBJECT — Applicant  reopened  November  6,  1963  for 
consideration  as  to  extension  of  time  to  complete,  ex¬ 
pired  July  24,  1963 — decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Sec¬ 
tion  21  of  the  Zoning  Resolution,  permitting  in  a  re¬ 
sidence  use  district,  the  maintenance  of  a  parking  lot 
for  the  parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 1815-1817  Bergen  Street, 
north  side,  100  feet  east  of  Ralph  Avenue,  Block  1445, 
Lots  67  and  68,  Borough  of  Brooklyn. 


1876-61-BZ 

APPLICANT — Andrew  Di  Camillo  for  Endy  Anderson, 
owner. 

SUBJECT— Application  reopened  November  6,  1963  for 
consideration  as  to  extension  of  time  to  complete,  ex¬ 
pired  June  12,  1963 — decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Sec¬ 
tion  21  of  the  Zoning  Resolution,  permitting  in  a 
manufacturing  use  district,  the  erection  of  a  one  story 
extension  to  an  existing  building  for  use  as  a  factory, 
for  the  manufacture  of  plastic  products,  the  proposed 
structure  exceeding  the  permitted  area  coverage. 

PREMISES  AFFECTED— 419-425  89th  Street,  north 
side,  207  feet  4%  inches  west  of  5th  Avenue,  Block 
6065,  Lots  43  and  44,  Borough  of  Brooklyn. 


DECEMBER  3  1963,  12  NOON. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday,  December  3,  1963  at  12  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York  13,  N.  Y.,  on  the  following 
applications  for  extension  of  time  to  permit  the  comple¬ 
tion  of  construction,  filed  pursuant  to  Sections  11-32 
and  11-33. 


34-63-BZX — B.M.  314  East  89th  Street.  Block  1551,  Lot 
43.  Alt.  1212-60  Permit  No.  2786. 


35-63-BZX— B.M.  316  East  89th  Street,  Block  1551,  Lot 
42.  Alt.  1211-60  Permit  No.  2785. 


14-63-BZX — B.B.  757  Bushwick  Avenue.  Block  3231,  Lot 
1,  4,  5,  48,  50,  51,  52,  53.  Alt.  3166-61.  Permit  No.  4864-63. 


28-63-BZX — B.M.  172  East  112th  Street.  Block  1639,  Lot 
42.  Alt.  1814-61.  Permit  No.  3581. 


29-63-BZX — B.M.  819  Sixth  Avenue.  Block  804,  Lot  36. 
Alt.  733-61  Permit  No.  3043-63. 


30-63-BZX — B.Bx.  1528  Castle  Hill  Avenue.  Block  3959, 
Lot  17.  Alt.  1165-61.  Permit  No.  2760. 


31-63-BZX — B.Q.  62-18  Rockaway  Beach  Boulevard. 
Block  15907,  Lot  59.  Alt.  1548-60.  Permit  No.  3408-63. 


32-63-BZX— B.Q.  76-29  271st  Street.  Block  8549,  Lot  52. 
Alt.  3026-61.  Permit  No.  4487. 


33-63-BZX — B.M.  202-204  Avenue  of  the  Americas  and 
200  Prince  Street.  Block  504,  Lots  18,  19,  20.  Alt.  414 
and  416-60.  Permit  Nos.  3280  and  3466-63. 


36-63-BZX— B.M.— 204-206  East  77th  Street,  Block 
1431,  Lot  43,  Alt.  1887-61,  Permit  No.  2908-62. 


37-63-BZX — B.M. — 18  East  64th  Street,  Block  1378,  Lot 
62,  Alt.  2435,  Permit  No.  791-63. 


38-63-BZX— B.Q.— 101-32  101st  Street,  Block  9418,  Lot 
12,  Alt.  252-61,  Permit  No.  1941-61  and  3117-63. 


40-63-BZX— B.M.— 70-72  Park  Avenue,  Block  868,  Lot 
36,  Alt.  577-61,  Permit  No.  1393-63. 


43-63-BZX — B.M. — 221  East  124th  Street,  Block  1789, 
Lot  10,  Alt.  684-41,  Permit  No.  1964-62. 


44-63-BZX — B.Q. — 158-14  Northern  Boulevard,  Block 
5277,  Lot  25,  Alt.  2503-61,  Permit  No.  4631-63. 


45-63-BZX— B.B.— 517-529  Waverly  Avenue,  Block 
2012,  Lots  10  and  24,  986-61,  Permit  No.  672-62. 


47-63-BZX — B.Bx. — West  side  of  Broadway,  227.03  feet 
north  of  West  240th  Street,  Block  3414,  Lot  550,  Alt. 
252-61,  Permit  No.  2696-63. 


48-63-BZX — B.M. — 332  East  74tr  Street,  Block  1448, 
Lot  39,  Alt.  1748-60,  Permit  No.  3317. 


49-63-BZX— B.M.— 83-85  Third  Avenue,  Block  198,  Lot 
6,  Alt.  1380-61,  Permit  No.  2871-63. 


41-63-BZX — B.M. — 36-38  Mulberry  Street,  Block  164, 
Lot,  3,  Alt.  1861-61,  Permit  No.  2455-61. 


42-63-BZX — B.M. — 34  Mulberry  Street,  Block  164,  Lot 
3,  Alt.  1860-61,  Permit  No.  2454-61. 


136-63-BZX— B.M.— 848-852  7th  Avenue,  Block  1026, 
Lot  32,  Alt.  1589-59,  Permit  No.  1055-62. 


83-63-BZX — B.M. — 148  West  133rd  Street,  Block  1917, 
Lot  152,  Alt.  201-60,  Permit  No.  1754-62. 

MAX  H.  FOLEY,  Chairman. 


DECEMBER  3,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  3,  1963,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

842-61-A 

APPLICANT — G.  and  W.  Realty  Company,  owner; 
Walter  Yokel  and  Company,  Inc.,  lessee. 
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SUBJECT— Application  June  6,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 10  Greene  Street,  south 
side,  122  feet  east  of  Canal  Street,  Block  230,  Lot  13, 
Borough  of  Manhactan. 


1389-61-A 

APPLICANT — Samuel  Rosenblum  for  Brookside  Real¬ 
ty  Company,  owner. 

SUBJECT— Application  filed  August  31,  1961  —  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  Sprink¬ 
ler  system. 

PREMISES  AFFECTED— 326  Seventh  Avenue,  west 
side,  49  feet,  2  inches  north  of  West  28th  Street,  Block 
778,  Lot  38,  Borough  of  Manhattan. 


1394-61-A 

APPLICANT — Stanley  Zorin  for  Starle  Corporation, 
owner. 

SUBJECT — Application  filed  August  31,  1961  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  Sprink¬ 
ler  System. 

PREMISES  AFFECTED— 144  Park  Row,  north  side, 
68  feet,  5%  inches  west  of  Pearl  Street  Block  150,  Lot 
43,  Borough  of  Manhattan. 


1399-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Helen  J. 
Young,  owner. 

SUBJECT — Application  filed  August  18,  1961  —  Ap¬ 
peal  from  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED— 42  White  Street,  north  side, 
50  feet  west  of  Sixth  Avenue,  Block  193,  Lot  13, 
Borough  of  Manhattan. 


1400-61-A 

APPLICANT — Monaghan  and  Mattingly  for  48-52  Di¬ 
vision  Street  Corp.,  owner. 

SUBJECT — Application  August  4,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 48  Division  Street,  north¬ 
east  corner  of  Chrystie  Street,  Block  289,  Lot  52, 
Borough  of  Manhattan. 


1401-61-A 

APPLICANT — Monaghan  and  Mattingly  for  48-52  Di¬ 
vision  Street  Corporation  owner. 

SUBJECT — Application  August  4,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 50  Division  Street,  north 
side,  20  feet  east  of  Chrystie  Street,  Block  289  Lot 
52,  Borough  of  Manhattan. 


1420-61-A 

APPLICANT — Monaghan  and  Mattingly  for  48-52  Di¬ 
vision  Street  Corporation  owner. 

SUBJECT — Application  filed  August  4,  1961  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  sprinkler  system. 

PREMISES  AFFECTED— 52  Division  Street,  north 
side,  50  feet  east  of  Chrystie  Street,  Block  289,  Lot 
Lot  52  Borough  of  Manhattan. 


1405-61-A 

APPLICANT— William  Silver  for  International  Lea¬ 
ther  Company  Incorporated,  owner. 

SUBJECT— Application  September  6,  1961  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 57  Beekman  Street,  south 
side,  50  ft.  east  of  Gold  St.,  87  Ann  Street  Block  93, 
Lot  34,  Borough  of  Manhattan. 


1411-61-A 

APPLICANT— D.  K.  Hawkins  Coal  Company,  Incor¬ 
porated,  owner. 

SUBJECT— Application  filed  September  7,  1961  —  Ap¬ 
peal  from  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  system. 

PREMISE  SAFFECTED— 72  Greenfield  Avenue,  south 
side,  639  feet  west  of  Bay  Street,  Block  2841,  Lot  45, 
Stapleton  Borough  of  Richmond. 


1412-61-A 

APPLICANT— Samuel  Rosenblum  for  Times  Square 
Realty  Corporation  owner. 

SUBJECT— Application  filed  September  7,  1961  —  Ap¬ 
peal  from  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED— 150  West  36th  Street,  south 
side,  200  feet  east  of  Seventh  Avenue,  Block  811,  Lot 
60,  Borough  of  Manhattan. 


1417-61-A 

APPLICANT— Mario  La  Rossa  for  Jacob  Palgon, 
owner. 

SUBJECT— Application  filed  September  11,  1961  —  Ap¬ 
peal  from  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED— 2252  Newbold  Avenue, 
south  side,  240  feet  west  of  Havemeyer  Street,  Block 
3822,  Lot  31,  Borough  of  The  Bronx. 


57-63-A 

APPLICANT— Herman  Kron  for  Merberg  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  January  6,  1963— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
provide  an  approved  uniform  watchman  service  etc. 

PREMISES  AFFECTED— 28-30  West  22nd  Street, 
south  side,  395.6  feet  west  of  Avenue  of  the  Americas, 
Block  823.  Lot  59,  Borough  of  Manhattan. 


91-63-A 

APPLICANT — Joseph  Werb  for  Moses  Gorsman,  own¬ 
er. 

SUBJECT — Application  January  31,  1963 — Filed  pursu¬ 
ant  to  Section  36  Art  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 

PREMISES  AFFECTED— 37  Raymond  Place,  east 
side,  62.05  feet  north  of  Dissoway  PI.,  Block  226,  Lot 
65,  West  Brighton,  Borough  of  Richmond. 


118-63-A 

APPLICANT — Etra  and  Etra  for  Star  Corrugated  Box 
Company,  Incorporated,  owner. 

SUBJECT — Application  February  7,  1963 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  smoking  per¬ 
mit. 
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PREMISES  AFFECTED— 55-11  to  55-25  Grand  Ave¬ 
nue,  north  side,  259.20  feet  west  of  Old  Flushing  Road, 
Block  2610,  Lot  336,  Maspeth,  Borough  of  Queens. 


412-63-A 

APPLICANT — National  Puff  Company,  owner. 

SUBJECT — Application  May  15,  1963 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of 
Combustible  Mixture  known  as  Glamour  Girl  Pink 
Pads  in  polyethelene  containers,  in  New  York  City, 
containers  not  in  conformity  with  Administrative  Code 
requirements. 


460-63-A 

APPLICANT — Henry  Nordheim  for  2830  Concourse 
Corporation,  owner. 

SUBJECT — Application  May  31,  1963 — Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 


ance  of  Section  34,  sub  IB  (6)  of  the  Multiple  Dwell¬ 
ing  Law — cellar  apartment. 

PREMISES  AFFECTED — 2830  Grand  Concourse, 
northeast  corner  of  East  197th  Street,  Block  3304,  Lot 
146,  Borough  of  the  Bronx. 


741-63-A 

APPLICANT — Max  M.  Lome  for  behalf  of  2nd  Beech 
Hills  Corporation,  and  Miriam  K.  Steier. 

OWNER  OF  PREMISES — Banner  Holding  Corpora¬ 
tion  c/o  Dreyer  and  Taub. 

SUBJECT — Application  September  24,  1963 — Revocation 
of  Permit  re-N.B.  9049  Permit  4662/63. 

PREMISES  AFFECTED— 242-02  61st  Avenue,  south¬ 
east  corner  of  241st  Street.  Block  8291,  Lot  100,  Doug- 
laston,  Borough  of  Queens. 

MAX  H.  FOLEY,  Chairman. 


MINUTES 


REGULAR  MEETING 

WEDNESDAY  MORNING  NOVEMBER  6,  1963,  10  A.M. 

Present:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker  and  Commissioner  Klein. 

The  minutes  of  special  meeting,  Friday  morning,  Octo¬ 
ber  18,  1963  and  the  minutes  of  the  regular  meetings  of  the 
Board  held  on  Tuesday  morning  and  afternoon  October  22, 
1963,  were  approved  as  printed  in  the  Bulletin  of  October 
31,  1963,  Vol.  48,  No.  44. 

529-57-BZ 

APPLICANT — Burke  and  Groh  for  C.  B.  S.  Trading 
Corp.,  owner. 

SUBJECT — Application  reopened  October  8,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
April  8,  1963  —  decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  and  local 
retail  use  districts,  the  use  of  the  plot  for  the  sale  and 
display  of  used  cars  dealt  in  by  the  Chevrolet  Agency  on 
the  adjoining  lot  to  the  east  and  permitting  the  mainten¬ 
ance  of  lights  and  sign  around  the  perimeter  of  the  sales 
car  lot. 

PREMISES  AFFECTED — 234-04  Northern  Boulevard 
southeast  corner  of  234th  Street,  Block  8167,  Lots  286 
and  293,  Douglaston,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Robert  T.  Groh. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1963, 
at  10  A.M.  for  restudy  by  the  applicant  and  for  continued 
hearing. 


1686-61-BZ 

APPLICANT — James  S.  Mclnerny  for  Fregold  Realty 
Corporation,  owner. 

SUBJECT — Application  November  13,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7c  of  the 
Zoning  Resolution,  to  permit  in  a  business  and  resi¬ 
dence  use  district,  the  maintenance  of  a  parking  lot 
accessory  to  an  existing  supermarket  with  night  parking 
for  local  residents. 


PREMISES  AFFECTED — 940  East  181st  Street,  south 
side,  170  feet  west  of  Vyse  Avenue,  931  to  941  East 
180th  Street,  Block  3128,  Lot  35,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  James  S.  Mclnerny,  Joseph  Orlando  and 
Charles  Fudman. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  19,  1963, 
at  10  A.M.  for  inspection  and  decision,  hearing  closed. 


1024-62-BZ— Vol.  II 

APPLICANT — Reavis  and  McGrath  for  Trade  Fifth 
Realty  Corporation. 

SUBJECT — Application  reopened  July  23,  as  Volume  II — ■ 
decision  of  the  Borough  Superintendent,  under  _  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C5-3  dis¬ 
trict,  the  erection  of  a  six  story  enlargement  to  an  exist¬ 
ing  five  story  building,  previously  granted  by  the  Board, 
that  will  penetrate  the  sky  exposure  plane  and  initial  set¬ 
back. 

PREMISES  AFFECTED— 592-594  Fifth  Avenue  and  2-6 
West  48th  Street,  southwest  corner,  Block  1263,  Lot  41, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy,  Alvin  Hausman,  and  Ed¬ 
ward  Gettingen. 

For  Opposition :  Harry  Posner. 

ACTION  OF  BOARD — Laid  over  to  November  19,  1963, 
at  10  A.M.  for  further  study  by  the  applicant  and  for 
continued  hearing. 


224-63-BZ 

APPLICANT — Niles  Schwartz  for  333  West  46th  Street 
Corporation,  owner. 

SUBJECT — Application  March  12,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-5  district,  the  en¬ 
largement  in  area  of  an  existing  parking  lot,  previously 
granted  by  the  Board. 

PREMISES  AFFECTED— 327-339  West  46th  Street, 
north  side,  321  feet  west  of  Eighth  Avenue,  Block  1037, 
Lots  15,  16  and  18,  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Niles  Schwartz. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  November  19,  1963, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


618-63-BZ 

APPLICANT— Robert  L.  Bien  for  Doris  K.  Carver  and 
Samuel  Ades,  owners. 

SUBJECT— Application  August  8,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit,  in  a  C6-4  district,  the  erection 
of  a  16  story  office  building  that  exceeds  the  permitted 
floor  area  ratio  and  the  mechanical  equipment  penthouse 
penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 110-118  Church  Street  and 
33-41  Park  Place,  northeast  corner,  Block  126,  Lots  2 
and  4,  Borough  of  Manhattan. 

APPEARANCES—  ,  „  .  _  , 

For  Applicant:  Robert  L.  Bien  and  Morris  Brody. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  November  19,  1963, 
at  10  A.M.  for  inspection  and  decision;  applicant  is  to 
submit  additional  data;  hearing  closed. 


6S9-63-BZ 

APPLICANT— Albert  Melniker  for  Alvin  H.  Baron, 
owner. 

SUB JECT— Application  August  26,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  ot  the 
Zoning  Resolution,  to  permit  in  an  R3-1  district,  the 
maintenance  of  an  off  street  loading  area  and  customei 
and  employee  parking  facility  for  an  existing  commercial 
use  on  the  adjoining  lot. 

PREMISES  AFFECTED— 1490  Clove  Road,  southwest 
corner  of  Tiogas  Street,  Block  661,  Lot  1,  Sunnyside, 
Borough  of  Richmond. 

APPEARANCES—  tt 

For  Applicant :  Albert  Melniker  and  Alvin  H.  Baron. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  December  3,  1963, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


690-63-BZ 

APPLICANT— Lama  Proskauer  and  Prober  for  Mothers 
Trading  Corporation,  owner. 

SUBJECT— Application  August  23,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit,  in  an  R6  district,  the  change 
in  occupancy  from  parking  lot,  dwelling  and  two  car 
garage,  to  a  supermarket,  with  accessory  loading  and  un¬ 
loading  and  parking. 

PREMISES  AFFECTED— 567-583  Amboy  Street  and  31- 
47  Hegeman  Avenue,  northeast  corner,  and  982-984 
Hopkinson  Avenue,  Block  3622,  Lots  5,  6,  9,  10,  11  and 
56,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  November  19  1963, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


691-63-BZ 

APPLICANT— Burke  and  Groh  for  Harry  D.  O’Connor, 
Sylvester  D.  O’Connor,  owners,  and  Dennis  S.  O’Connor, 
funeral  home,  lessee. 


SUBJECT— Application  August  22,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erec¬ 
tion  of  a  one  story  enlargement,  to  an  existing  funeral 
establishment,  previously  granted  by  the  Board. 
PREMISES  AFFECTED— 91-05  Beach  Channel  Drive, 
southwest  corner,  from  Beach  91st  Street  to  Beach  92nd 
Street,  Block  16125,  Lots  26  and  64,  Bell  Harbor,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Robert  T.  Groh  and  Harry  D.  O’Connor. 
For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  November  19,  1963, 
at  10  A.M.  for  inspection  and  decision ;  hearing  closed. 


60-37-BZ — Vol.  IV 

APPLICANT— Dominick  Salvati  and  Son  for  Great  South 
Bay  Company,  owner. 

SUBJECT— Application  reopened  October  9,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
July  23,  1962  —  decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  business  and  resi¬ 
dence  use  district  that  portion  of  the  premises  where 
unbuilt  upon,  to  the  rear  of  the  store  building,  to  be 
occupied  for  the  parking  of  motor  vehicles  of  the  pleas¬ 
ure  car  type  belonging  to  the  employees  and  patrons  of 
the  stores. 

PREMISES  AFFECTED— 32-11  to  32-21  Newtown  Ave¬ 
nue  and  28-36  to  28-58  33rd  Street,  northwest  corner, 
Block  619,  Lot  1,  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leon  Komondorea. 

For  Opposition  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative  :  . - . . — . - . .  0 

Absent :  Vice  Chairman  Kleinert  — - -  1 

THE  RESOLUTION— 

Whereas,  on  July  23,  1957,  this  application  was  granted 
by  the  Board  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  July  23,  1962;  and 
Whereas,  this  application  was  reopened  on  October  8, 
1963  and  set  for  hearing  on  November  6,  1963,  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  November  6,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  31,  1963  acting  on  Alt.  Applic.  No.  1572-56, 

reads : 

“1.  Extension  of  certificate  of  occupancy  including  Park¬ 
ing  &  Storage  of  Motor  Vehicles  (pleasure  car  type 
belonging  to  the  employees  and  patrons  of  the  stores) 
is  contrary  to  Board  of  Standards  &  Appeals  reso¬ 
lution  60-37-BZ,  Volume  IV  dated  July  23,  1957.” 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  23,  1957  as 
amended  through  July  23,  1962  only  as  to  the  term  of  the 
variance,  so  that  as  amended  it  shall  read : 

“granted  for  a  term  of  Five  years  from  the  date  of 
this  amended  resolution,  to  permit.  .  .  ;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained.” 
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325-63-BZ 

APPLICANT — Henry  Nordheim  for  Barto  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  April  16,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  73-451  of  the 
Zoning  Resolution  to  permit  in  an  R3  district,  the 
maintenance  of  an  off-site  parking  facility  for  an  exist¬ 
ing  multiple  dwelling. 

PREMISES  AFFECTED — 2338  Walton  Avenue,  east  side, 
447.03  feet  north  of  East  183rd  Street,  Block  3183,  Lot 
27,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  .  4 

Negative:  . . . .  0 

Absent:  Vice  Chairman  Kleinert  . . .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  September  10,  1963  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  October  1,  1963  for  inspection 
and  decision ;  applicant  to  file  letter  and  modify  drawing ; 
hearing  closed;  then  to  October  15,  1963;  applicant  to 
consult  with  Building  Department  in  regard  to  retaining 
walls;  laid  over  to  November  6,  1963  at  request  of  appli¬ 
cant;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  10,  1963  on  Alt.  Applic.  No.  438-62,  reads : 

“A-l.  Proposed  offsite  parking  in  an  R-8  district  ac¬ 
cessory  to  a  Multiple  Dwelling  is  contrary  to 
Chapter  5,  Sec.  25-52  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
7,  and  73-451  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  Section  73-451  of  the 
Zoning  Resolution,  to  permit  in  an  R-8  district,  the  main¬ 
tenance  of  an  off -site  parking  facility  for  an  existing  multi¬ 
ple  dwelling  on  condition  the  lot  conforms  to  drawings  filed 
with  this  application  dated  April  16,  1963,  2  sheets,  Sep¬ 
tember  26,  1963  1  sheet  revised,  and  November  6,  1963  1 
sheet  revised,  that  the  parking  be  limited  to  tenants  of  the 
multiple  dwelling  located  on  Lot  56,  Block  3187,  that  all 
other  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with,  and  that  permit  be  obtained,  work  done  and  Cer¬ 
tificate  of  Occupancy  obtained  within  one  year  from  the 
date  of  this  resolution. 


519-63-BZ 

APPLICANT — Consolidated  Edison  Company  of  New 
York,  Incorporated,  owner. 

SUBJECT — Application  June  20,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-16  of  the 
Zoning  Resolution,  to  permit  in  a  R7-2  district,  the 
erection  of  a  two  story  building  for  use  as  a  electric 
utility  sub  station. 

PREMISES  AFFECTED— 1001-1015  Amsterdam  Ave¬ 
nue,  east  side,  from  Cathedral  Parkway  to  West  109th 
Street,  165-175  West  109th  Street,  Block  1864,  Lot  1 
and  Part  of  Lot  9,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Charles  Preusse,  Ansley  Kime,  T.  R. 
Galloway  and  Earl  L.  Griffith. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _ _  4 

Negative:  . . .  q 

Absent :  Vice  Chairman  Kleinert  _ _ _ _  l 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  24,  1963  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  October  IS,  1963  for  continued 
hearing,  inspection  and  possibly  decision;  applicant  to  sub¬ 
mit  expert  real  estate  testimony  and  new  drawings ;  the 
representative  of  the  Housing  and  Redevelopment  Board 
to  submit  plans  showing  proposed  redevelopment  of  the  area 
and  provide  information  relative  to  alternate  site  proposed; 
then  to  November  6,  1963;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  June  18,  1963  acting  on  N.B.  Applic.  No,  17-62,  reads: 

C-l  Repeated.  Approval  of  Bd.  of  S  &  A  is  required  for 
Electric  Utility  Substation  having  a  site 
area  of  not  less  than  10,000  sq.  ft.  nor 
more  than  40,000  sq.  ft.  located  in  an  R7-2 
district  —  Sec.  22-21  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board,  and 

Whereas,  the  Board  has  made  the  findings  required 
under  Section  73-16  of  the  Zoning  Resolution,  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-16  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make _  a  variation  in  the  application  of  the  use  dis¬ 
trict^  regulations  of  the  Zoning  Resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  Section  73-16 
of  the  Zoning  Resolution,  to  permit  in  an  R7-2  district,  the 
erection  of  a  two  story  building  for  use  as  an  electric 
utility  sub-station  on  condition  the  building  conform  to  draw¬ 
ings  filed  with  this  application  dated  June  20,  1963,  4  sheets, 
and  November  6,  1963  7  sheets  revised,  and  to  rendering 
dated  Nov.  1963;  on  further  condition  that  the  exterior  of 
the  building  on  all  four  sides  shall  be  of  limestone  or 
granite  with  stainless  steel  grilles ;  on  further  condition 
that  the  Consolidated  Edison  Co.,  the  owner,  agress  to  give 
to  the  City  of  New  York  air  rights  over  the  sub-station 
site  which  will  not  interfere  with  the  construction,  altera¬ 
tion,  operation,  repair  or  improvement  of  the  sub-station 
in  any  negotiations  by  which  the  Housing  and  Redevelop¬ 
ment  Board  may  undertake  to  acquire  the  remaining  pro¬ 
perty  in  Block  1864,  provided  the  Housing  and  Redevelop¬ 
ment  Board  or  the  City  acquires  such  remaining  property 
contiguous  to  the  sub-station  site  as  a  result  of  negotiations 
on  or  before  November  22,  1968;  and  on  condition  that  all 
other  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with,  and  that  permit  be  obtained,  work  done,  and 
Certificate  of  Occupancy  obtained  within  one  year  from 
the  date  of  this  Resolution. 


547-63-BZ 

APPLICANT — Elias  K.  Herzog  for  Vera  Caddock,  owner. 

SUBJECT — Application  July  3,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R2  district,  the  main¬ 
tenance  of  a  one  family  dwelling  without  the  required 
parking  space.  , 

PREMISES  AFFECTED— 3283  Tierney  Place,  west  side, 
187.5  feet  south  of  East  177th  Street,  Block  5527,  Lot  57, 
Borough  of  The  Bronx. 
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APPEARANCES— 

For  Applicant :  Elias  K.  Herzog. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE—  .  .  _ 

Affirmative:  Chairman  Foley,  Commissioner  b ox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  - - - - -  ” 

Absent:  Vice  Chairman  Kleinert  -  1 


THE  RESOLUTION—  . 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  22,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  6,  1963  for  inspection  and 
decision;  hearing  closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  4,  1963  acting  on  Alt.  Applic.  No.  285-53,  reads : 

“1.  Proposed  omission  of  accessory  parking  space  for 
one  family  detached  residence  on  above  premises 
located  in  an  R-2  district  is  contrary  to  Sect.  25-21 
of  the  Zoning  Resolution  and  therefore  denied.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board,  and 

Whereas,  the  Board  has  made  the  findings  required 
under  Section  72-21  of  the  Zoning  Resolution,  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  cl  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  ana  that  the 
application  be  and  it  hereby  is  granted  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R-2  district, .  the 
maintenance  of  a  one  family  dwelling  without  the  required 
parking  space  on  condition  that  the  building  conform  to 
drawings  filed  with  this  application  dated  September  11, 
1963,  2  sheets  and  July  3,  1963,  1  sheet,  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  per- 
mit  be  obtained,  work  done,  and  Certificate  of  Occupancy  be 
obtained  within  one  year  from  the  date  of  this  resolution. 


Adjourned  12:15  P.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON  NOVEMBER  6, 1963,  2  P.M. 

Present:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker  and  Commissioner  Klein. 


119-47-SM 

APPLICANT — Cincrete  Corporation,  Division  of  U. 


S. 


Plywood,  owner. 

APPEARANCES— 

For  Applicant:  Louis  J.  Michaelson. 

ACTION  OF  BOARD— Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


TFIE  VOTE—  .  .  _  _ 

Affirmative:  Chairman  Foley,  Commissioner  box,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

N  egative :  . .  , 

Absent:  Vice-Chairman  Kleinert  -  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 
119-47-SM— Amendment  to  resolution  as  to  additional  ma¬ 


sonry  units. 

Cincrete  Corp.  Division  of  U.S.  Plywood,  requested  that 
the  resolution  adopted  June  17,  1947  and  amended  through 


July  23,  1963,  under  Calendar  Number  119-47-SM  be  re¬ 
opened  and  amended  so  as  to  include  additional  masonry 
units. 

USE:  Masonry  units  using  Nytralite  as  the  coarse  aggre¬ 


gate. 

DESCRIPTION:  The  block  are  manufactured  at  the  ap¬ 
plicants  plant  using  Nytralite  (approved  by  the  Board 
under  Calendar  Number  1208-61-SM)  as  the  coarse  aggre- 
gate.  The  mix  is  as  follows:  1:5:6.  The  water/ cement  ratio 
shall  not  be  less  than  5V2  gallons/sack  of  cement. 
INSPECTION  AND  TEST:  Samples  of  the  blocks  were 
tested  at  the  Gulick  and  Henderson  Laboratories,  Inc.,  m 
accordance  with  the  Masonry  Rules  of  the  Board  and  the 
blocks  so  tested  met  the  requirements.  The  complete  report 
is  on  file  with  and  is  part  of  the  record. 
RECOMMENDATION :  The  Committee  0IJ  Test  recom¬ 
mends  that  the  resolution  adopted  June  17,  1947,  and 
amended  through  July  23,  1963  under  Calendar  Number 
119-47-SM  be  reopened  and  amended  so  as  to  include  tne 
additional  masonry  units  using  Nytralite :  Hollow  load 
hparinp-  —  3"  X  8"  X  18  ,  4  x  8  X  18  ,  4"  x  9"  x  18  , 

6"  x  8"  x  18"  6"  x  9"  x  18"  and  8"  x  8"  x  18".  Solid  load 

bearing  4"  x  8"  x  18",  4"  x  9"  x  18",  6"  x  8"  x  18"  and 

6"  x  9”  x  18"  on  condition  that  the  requirements  of  the 

resolution  adopted  June  17,  1947  an^  a™ended  through 
Tuly  23,  1963  under  Calendar  Number  119-47-SM  are  com¬ 
plied  with.  ^  .  ,T 

(Sgd.)  William  A.  Nolan, 


John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  goes 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1069-47-SM 

APPLICANT— Fenestra,  Inc.,  Door  Division,  owner. 

For  Applicant:  Ralph  I.  Condon,  Jr. 

APPEARANCES— 

ACTION  OF  BOARD— Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE—  .  .  „  ~ 

Affirmative:  Chairman  Foley,  Commissioner  box,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  - - v — - , 

Absent:  Vice-Chairman  Kleinert  - -  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads :. 
1069-47-SM— Amendment  to  resolution  as  to  additional 
opening  protective  assembly.  .  ,  . 

Fenestra  Inc.,  Door  Division,  Erie,  Pa.,  requested  that 
the  resolution  adopted  March  6,  1951  and  amended  through 
December  18,  1962,  under  Calendar  Number  1069-47-SM 
be  reopened  and  amended  so  as  to  include  an  additional 
opening  protective  assembly. 

USE:  Incombustible  opening  protective  assembly. 
DESCRIPTION:  The  door  is  a  hollow  metal  door  1%" 
thick  formed  of  18  gauge  steel  stiles,  head  and  sill  rails 
covered  with  18  gauge  steel  skins.  Horizontal  braces  used 
between  the  two  vertical  stiles  are  of  18  gauge  steel  and 
they  reinforce  the  door.  All  horizontal  members,  are  pro¬ 
vided  with  slots  to  allow  ventilation  of  the  interior  of  the 
door. 

The  hardware  consists  of  a  lockset,  tubular  type  with  a 
flat  front  measuring  21A"  x  1%  and  a  back  set  of  2%  .  The 
hinges  used  are  1%  pair  of  4%  spring  hinges. 
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The  door  is  constructed  in  accordance  with  the  details  as 
contained  in  Report  T-2306  which  is  on  file  with  and  part 
of  the  record. 

INSPECTION  AND  TEST :  The  door  was  tested  at  Ohio 
State  University  and  a  study  of  the  Time  Temperature 
Curve  contained  in  the  report  shows  that  the  surface  tem¬ 
perature  at  30  minutes  was  approximately  1200° F.  The 
complete  report  is  on  file  with  and  is  part  of  the  record. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  6,  1951  and 
amended  through  December  18,  1962,  under  Calendar  Num¬ 
ber  1069-47-SM  be  reopened  and  amended  so  as  to  include 
the  door  as  herein  described  as  an  incombustible  opening 
protective  assembly  on  condition  that  the  door  shall  not 
be  installed  in  locations  wherein  a  rated  fire  resistive  open¬ 
ing  protective  assembly  is  required  on  condition  that  all 
other  requirements  of  the  resolution  adopted  March  6,  1951 
and  amended  through  December  18,  1962  under  Calendar 
Number  1069-47-SM  be  complied  with.  All  doors  approved 
under  this  Calendar  Number  including  all  amendments 
thereto  for  use  as  incombustible  doors  shall  bear  an  addi¬ 
tional  label,  reading  “This  is  not  a  fire-rated  door”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1069-47-SM 


APPLICANT — Fenestra,  Inc.,  Door  Division,  owner. 
APPEARANCES— 

For  Applicant:  Ralph  I.  Condon,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  resc* 
lution  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner 
missioner  Becker  and  Commissioner  Klein 

Negative :  . 

Absent :  Vice-Chairman  Kleinert  . 


Fox,  Com- 
_ _ _  4 

.  0 

.  1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1069-47-SM— Amendment  to  resolution  as  to  additional 
opening  protective  assembly. 

Fenestra  Inc.,  Door  Division,  Erie,  Pa.,  requested  that 
the  resolution  adopted  March  6,  1951  and  amended  through 
October  8,  1963  under  Calendar  Number  1069-47-SM  be 
reopened  and  amended  so  as  to  include  an  additional  open¬ 
ing  protective  assembly. 

USE:  Incombustible  opening  protective  assembly. 
DESCRIPTION:  The  door  is  a  hollow  metal  door  1%" 
thick  formed  of  18  gauge  steel  stiles,  head  and  sill  rails 
covered  with  20  gauge  skins.  Horizontal  braces  used  be¬ 
tween  the  vertical  stiles  are  of  18  gauge  steel  and  they  re¬ 
inforce  the  door.  All  the  horizontal  members  are  provided 
with  slots  to  allow  ventilation  of  the  interior  of  the  door. 

Hardware  consists  of  a  lockset,  tubular  type  with  a  flat 
front  measuring  2%"  x  lVa"  and  a  backset  of  2%".  The 
hinges  used  are  1%  pair  of  3%"  spring  hinges. 

The  door  is  constructed  in  accordance  with  the  details 
as  contained  in  Report  T-2291  which  is  on  file  with  and 
part  of  the  record. 

INSPECTION  AND  TEST :  The  door  was  tested  at  Ohio 
State  University  and  a  study  of  the  Time-Temperature 
Curve  contained  in  the  report  shows  that  the  surface  tem¬ 


perature  at  30  minutes  was  approximately  1200° F.  The 
complete  report  is  on  file  with  and  is  part  of  the  record. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  6,  1951  and 
amended  through  October  8,  1963  under  Calendar  Number 
1069-47-SM  be  reopened  and  amended  so  as  to  include  the 
additional  door  as  herein  described  as  an  incombustible 
opening  protective  assembly  on  condition  that  the  door 
shah  not  be  installed  in  locations  wherein  a  rated  fire  re¬ 
sistive  opening  protective  assembly  is  required  on  condi¬ 
tion  that  all  other  requirements  of  the  resolution  adopted 
March  6,  1951  and  amended  through  October  8,  1963  under 
Calendar  Number  1069-47-SM  are  complied  with. 

The  Committee  further  recommends  that  the  resolution 
adopted  December  18,  1962  under  Calendar  Number  1069- 
47-SM  be  amended  so  as  to  delete  the  permission  to  ac¬ 
cept  the  door  approved  under  that  date  as  a  %  hour  fire 
resistive  protective  assembly  and  this  recommendation  is 
based  on  the  similarity  of  the  door  constructed  under  this 
recommendation  and  the  door  approved  December  18,  1962, 
and  also  the  letter  of  the  applicant  dated  April  15,  1963, 
which  is  on  file  with  and  part  of  the  record.  The  Commit¬ 
tee  recommends  that  the  door  approved  December  18,  1962 
under  Calendar  Number  1069-47-SM  may  only  be  installed 
in  locations  as  permitted  for  the  door  recommended  for 
approval  under  this  resolution.  All  doors  approved  under 
this  Calendar  Number  including  all  amendments  thereto 
for  use  as  incombustible  doors  shall  bear  an  additional  la¬ 
bel,  reading  “This  is  not  a  fire-rated  door”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


350-51-SA 

APPLICANT — Automatic  Burner  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  Raymond  P.  Groves. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 

Negative:  _  o 

Absent :  Vice-Chairman  Kleinert  . . . . . 1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
350-51-SA — Amendment  to  resolution  as  to  additional  trade 
name. 

Automatic  Burner  Corp.,  Chicago,  Illinois,  requested 
that  the  resolution  adopted  December  4,  1951  and  amended 
at  various  times  through  June  12,  1962,  under  Calendar 
Number  350-51-SA  be  reopened  and  amended  so  as  to 
permit  the  approved  oil  burner  to  be  marketed  under  an 
additional  trade  name. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  4,  1951,  and 
amended  through  June  12,  1962  under  Calendar  Number 
350-51-SA  be  reopened  and  amended  so  as  to  permit  the 
approved  ABC  Oil  Burner  Model  40  to  be  marketed  by 
Shell  Oil  Co.  under  the  trade  name  of  Shell  Oil  Burner, 
Model  40  SCH  on  condition  that  the  requirements  of  the 
resolution  adopted  December  4,  1951,  and  amended  at 
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various  times  through  June  12,  1962  under  Calendar  Num¬ 
ber  350-5 1-S A  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 
John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

548-51-SM — Vol.  Ill 

APPLICANT— The  E.  F.  Hauserman  Company,  owner. 

APPEARANCES— 

For  Applicant:  Thomas  F.  Bundy. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  - - —  4 

Negative:  - - - - 7 — -  0 

Absent:  Vice-Chairman  Kleinert  . . .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
548-51-SM — Vol.  Ill — Amendment  to  resolution  as  to  ad¬ 
ditional  subdividing  partition. 

The  E.  F.  Hauserman  Co.,  requested  that  the  resolution 
adopted  December  11,  1951  and  amended  through  April  30, 
1963,  under  Calendar  Number  548-51-SM  Vol.  I  and  II 
be  reopened  and  amended  so  as  to  include  an  additional 
partition. 

USE:  Non-load  bearing  one  hour  fire  resistive  partition 
&  also  an  incombustible  partition. 

DESCRIPTION :  The  partition  consists  of  steel  clad 
gypsum  board  panels  with  gypsum  filled  posts.  The  panel 
assembly  consists  of  two  independent  sandwiches,  with  each 
sandwich  made  with  return  flanges  on  the  vertical  edge, 
outer  skin  is  24  gauge  and  the  inner  skin  is  28  gauge  and 
between  the  two  sheets  is  %"  gypsum  ^wall  board.  The 
two  sandwiches  are  separated  by  a  2  5/32"  layer  of  1.1  lb./ 
cu.  ft.  density  fiberglass. 

The  posts  are  formed  of  26  and  22  gauge  steel  with  the 
inner  cavity  filled  with  gypsum. 

The  floor  and  ceiling  runners  are  of  18  and  22  gauge 
steel. 

In  erection  the  floor  and  ceiling  runners  are  securely 
fastened  and  the  posts  are  then  located  in  their  proper  posi¬ 
tion  and  screwed  into  the  ceiling  and  base  channels.  The 
panels  are  then  installed  on  one  side  of  the  wall  by  first 
pushing  them  into  the  ceiling  channel  and  then  pushing  the 
panel  return  flange  into  the  continuous  grip  of  the  post 
joint.  The  fiberglass  batt  was  then  installed  by  pushing 
it  into  the  space  between  the  posts  and  against  the  erected 
panel,  and  the  second  face  or  panel  is  then  installed  in  a 
manner  similar  to  the  first  face..  Trim  is  then  applied.  The 
construction  is  in  accordance  with  Drawing  T-2657  which 
is  on  file  with  and  which  is  part  of  the  record. 

The  same  panel  system  is  also  used  as  a  non  rated  panel 
when  the  fiberglass  insulation  between  the  panels  and  the 
gypsum  in  the  posts  is  omitted. 

INSPECTION  AND  TEST:  A  partition  constructed  as 
herein  described  with  the  insulation  was  tested  at  Ohio 
State  University  in  accordance  with  the  requirements  of 
C26-591.0  and  C26-592.0  Administrative  Building  Code.  The 
partition  successfully  met  the  requirements  of  a  one  hour 
fire  resistive  non  load  bearing  partition.  The  complete  re¬ 
port  is  on  file  with  and  is  part  of  the  record. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  11,  1951  and 


amended  through  April  30,  1963,  under  Calendar  Number 
548-51-SM  be  reopened  and  amended  so  as  to  include  the 
material  known  as  Coordinator  Double-Wall  as  a  one  hour 
fire  resistive  non  load  bearing  partition  when  the  panel  is 
constructed  with  fiberglass  between  the  panels  and  when 
the  posts  are  gypsum  filled  and  as  an  incombustible  parti¬ 
tion  when  the  fiber  glass  is  omitted  on  condition  that  the 
requirements  of  the  resolution  adopted  through  December 
11,  1951  and  amended  through  April  30,  1963  under  Calen¬ 
dar  Number  548-51-SM  are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director 
John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doea 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


59-54-SA 

APPLICANT— Hastings  Air  Control,  Inc.,  owner. 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THF.  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  . . -  J 

Absent:  Vice-Chairman  Kleinert  . . . . 1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
59_54-SA— Amendment  to  resolution  so  as  to  include  ad¬ 
ditional  use  of  suspended  heaters. 

Hastings  Air  Control,  Inc.,  Omaha,  Nebraska,  requested 
by  letter  that  the  resolution  adopted  December  18,  1956  and 
amended  December  22,  1959,  under  Calendar  Number  59- 
54-SA  be  reopened  and  amended  so  as  to  include  additional 
use  of  suspended  heaters. 

USE:  Garages  or  places  of  explosive  atmosphere. 
DESCRIPTION:  The  suspended  heaters  are  the  same  as 
those  previously  approved,  there  being  no  chnage  in  the 
heaters,  the  only  difference  being  in  the  method,  of  instal¬ 
lation.  The  heaters  were  approved  for  suspended  installation 
and  the  request  is  for  use  of  the  same  heaters  to  be  ducted 
to  the  outside  air  so  as  to  be  used  in  garagesor  explosive 
atmospheres. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  18,  1956  and 
amended  December  22,  1959,  under  Calendar  Number  59-54- 
SA  be  reopened  and  amended  so  as  to  permit  the  approved 
suspended  heaters  to  be  usd  in  garages  or  explosive  atmos¬ 
pheres  when  ducted  to  the  outside  air  as  shown  on  drawing 
marked  rec’d  Oct.  22,  1963  (1  sheet)  and  when  installed 
in  accordance  with  C26-711.0,  on  condition  that  the  bottom 
of  the  suspended  heaters  be  mounted  not  less  than  8  -0 
above  the  floor  and  that  all  other  requirements  of  the  resol 
lution  adopted  December  18  (  1956  and  amended  December 
22,  1959,  under  Calendar  Number  59-54-SA  be  complied 

with.  .  „ 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts. 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 


Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 
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143-59-SA 

APPLICANT — The  C.A.  Olsen  Manufacturing  Company, 
owner. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  _  4 

Negative:  _  0 


Absent:  Vice-Chairman  Kleinert  . . . . .  1 

THE  RESOLUTION— 

W  hereas,  the  report  of  a  Committee  on  Test  reads : 
143-59-SA — Amendment  to  resolution  as  to  additional  mod¬ 
els  of  gas  fired  units. 

C.  A.  Olsen  Manufacturing  Co.,  Elyria,  Ohio,  requested 
that  the  resolution  adopted  June  23,  1959,  under  Calendar 
Number  143-59-SA  be  reopened  and  amended  to  include 
additional  models  of  gas  fired  heaters. 

USE:  Gas  fired  warm  air  furnaces. 

DESCRIPTION :  The  requested  models  are  basically  the 
same  as  the  presently  approved  heaters,  maintaining  the 
same  basic  heat  exchanger,  burner  and  control  equipment, 
the  difference  being  in  the  styling.  The  requested  models 
have  been  approved  by  the  American  Gas  Association. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  23,  1959,  under 
Calendar  Number  143-59-SA  be  reopened  and  amended  so 
as  to  include  the  additional  models  of  gas  fired  heaters 
namely  G-90,  SU-75  through  SU-200,  GS-50  through  GS- 
150,  SHC-50,  GSC-50  through  GSC-150,  SL-100  through 
SL-250,  YY-80  through  YY-140  and  DD-100  through  DD- 
300  on  condition  that  the  requirements  of  the  resolution 
adopted  June  23,  1959,  under  Calendar  Number  143-59-SA 
are  complied  with. 

The  Committee  further  recommends  that  the  furnaces 
may  be  marketed  by  the  C.  A.  Olsen  Manufacturing  Co. 
under  the  trade  names  of  Luxaire  and  Southaire  and  by 
the  Henry  Furnace  Co.  Division  of  C.  A.  Olsen  Manufac¬ 
turing  Co.  under  the  trade  name  of  Moncrief. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenariic, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


893-59-SM 

APPLICANT — J.  Platzker  for  American  Biltrite  Rubber 
Company,  owner. 

APPEARANCES— 

For  Applicant:  Joseph  Platzker. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 


Negative:  .  0 

Absent:  Vice-Chairman  Kleinert  _ _ _  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
893-59-SM — Amendment  to  resolution  as  to  additional  floor 
tile. 


J.  Platzker  for  American  Biltrite  Rubber  Co.,  Trenton, 
New  Jersey,  requested  that  the  resolution  adopted  April  2, 
1963,  under  Calendar  Number  893-59-SM  be  reopened  and 
amended  so  as  to  include  an  additional  floor  tile. 

USE:  Floor  covering. 

DESCRIPTION :  The  tile  is  an  asphalt  tile  and  the  appli¬ 
cant  has  not  requested  an  incombustible  rating. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  2,  1963,  under 
Calendar  Number  893-59-SM  be  reopened  and  amended  to 
include  the  material  known  as  Amtico  Plastic  Asphalt  Floor 
Tile  for  use  as  a  floor  covering  under  the  provisions  of 
C26-667.0.4.a  Administrative  Building  Code  on  condition 
that  the  requirements  of  the  resolution  adopted  April  2, 
1963,  under  Calendar  Number  893-59-SM  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenariic, 
Assistant  Engineer. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


326-61-SM 

APPLICANT — Masonite  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  Lyman  Drake. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 


Commissioner  Klein  . 3 

Negative:  Commissioner  Fox  _  l 

Absent:  Vice-Chairman  Kleinert  _  1 

THE  RESOLUTION 


W hereas,  the  report  of  a  Committee  on  Test  reads : 
326-61-SM— Amendment  to  resolution  as  to  additional  sid¬ 
ing  material. 

Masonite  Corp.,  Chicago,  Illinois,  requested  that  the  reso¬ 
lution  adopted  February  14,  1962  and  amended  July  17,  1962 
under  Calendar  Number  326-61-SM  be  reopened  and 
amended  so  as  to  include  additional  siding  material. 

USE:  Exterior  siding. 

DESCRIPTION :  The  requested  siding,  known  as  Mason¬ 
ite  X-Ninety  Panel-groove  Siding,  is  basically  the  same  as 
the  presently  approved  X-Ninety  V-Groove  Siding  the 
difference  being  in  the  groove  contour. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  14,  1962  and 
amended  July  17,  1962  under  Calendar  Number  326-61-SM 
be  reopened  and  amended  so  as  to  include  the  material 
known  as  Masonite  X-Ninety  Panelgroove  Siding  on  condi¬ 
tion  that  the  requirements  of  the  resolution  adopted  Febru¬ 
ary  14,  1962  and  amended  July  17,  1962  under  Calendar 
Number  326-61-SM  are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenariic, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 
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928-62-SM 

APPLICANT — The  Hansen  Manufacturing  Company, 
owner;  K.  E.  Knotts  Company,  agent. 

APPEARANCES— 

For  Applicant:  Manuel  Contreras. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  .  b 

Absent:  Vice-Chairman  Kleinert  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
928-62-SM— The  Hansen  Manufacturing  Company,  owner 
and  manufacturer,  Cleveland  35,  Ohio,  and  K.  E.  Knotts 
Company,  Agent,  Westfield,  New  Jersey,  filed  October  5, 
1962,  for  approval  of  the  material  known  as  Hansen  Gas 
Mate  Disconnect  Couplings,  for  use  in  New  York  City 
under  the  provisions  of  Sub.  Article  13,  Building  Code 
Section  (14.13.5)  C26- 1327.0— Gas  Pipe  Fittings. 

USE:  Listed  for  Natural  Gas,  Manufactured  Gas,  and  for 
Liquified  Petroleum,  and  LP  Gas  Air  Mixture  on  appli¬ 
ances. 

DESCRIPTION :  The  complete  coupling  consists  of  a 
socket  and  plug,  the  socket  containing  a  valve  providing 
instant  automatic  shut  off  of  gas.  It  is  equipped  with  a 
fusible  link,  valve  actuating  bar  in  the  plug  that  automatic¬ 
ally  causes  the  valve  in  the  socket  to  seal  closed,  when  the 
coupling  is  subjected  to  excessive  heat  (approximately 
500°F). 

MATERIALS :  Socket  and  Plug  —  Free  Machining  Brass- 
Locking  Balls— Stainless  Steel;  Springs  and  Retaining 
Rings  —  Stainless  Steel;  O’ring  &  Viton  Valve  Seal  — 
Buna  N. 


SIZE 

A. G.A.  CAPACITY 

B. T.U.  PER  HOUR 

%" 

30,000 

%" 

50,000 

y2" 

75,000 

115,000 

l" 

175,000 

The  capacity  is  on  the  basis  of  0.64  specific  gravity  for 
1000  B.T.U.  per  cu.  ft.  of  gas  at  0.3"  water  column  pres¬ 
sure  drop. 

INSTALLATION :  The  socket  and  plug  are  connected 
to  the  gas  supply  line  or  manifold,  and  a  metal  flexible  con¬ 
nector  is  connected  to  the  plug  and  appliance.  After  instal¬ 
lation  the  appliance  can  be  disconnected  without  tools. 
OPERATION:  To  connect— push  back  sleeve  of  socket, 
insert  plug,  release  sleeve,  push  plug  until  sleeve  snaps  for¬ 
ward  locking  plug  in  socket.  (This  turns  gas  on  automatic¬ 
ally).  To  disconnect,  push  sleeve  back  and  pull  out  plug. 
(This  automatically  shuts  off  gas3. 

INSPECTION  AND  TEST:  Sample  of  complete  coupl¬ 
ing,  bulletin,  performance  data  and  detailed  drawing  No. 
5802,  dated  10/5/62,  were  examined  and  checked  by  James 
B.  Anderson,  Jr.  Engineer.  These  disconnect  couplings  have 
been  approved  by  the  American  Gas  Association  under  date 
of  August  31,  1962. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Hansen  Gas 
Mate  Quick  Disconnect  Couplings  in  five  (5)  sizes  W 
thru  1",  as  manufactured  by  The  Hansen  Manufacturing 
Co.,  in  accordance  with  their  sample,  bulletin,  performance 
data,  and  detailed  Drawing  No.  5802,  for  use  in  New  York 
City  with  an  approved  type  metal  Flexible  Connector,  and 
meeting  the  full  requirements  of  Sub.  Article  13,  Admini¬ 
strative  Building  Code  Section  (14.13.5)  C26-1327.0  and 
C26-1 328.0  Gas  Pipe  Fittings  and  Valves,  and  further  that 
this  Gas  Mate  Coupling  bears  a  label,  tag,  or  letter  stamp¬ 


ing,  permanently  affixed,  reading,  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  928-62-SM”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

James  B.  Anderson,  Jr. 
Engineer. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


931-62-SM 

APPLICANT — The  Goodyear  Tire  and  Rubber  Com¬ 
pany,  owner. 

APPEARANCES— 

For  Applicant:  Edmund  D.  Lutz,  and  Stanley  Kane. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  . .  4 

Negative :  - - - - - -  0 

Absent:  Vice-Chairman  Kleinert  -  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
931-62-SM — Goodyear  Tire  and  Rubber  Co.,  Akron,  Ohio, 
filed  for  approval  of  the  material  known  as  Goodyear  Floor 
Tile  and  Goodyear  Wall  Covering  under  the  provisions  of 
C26-667.0  Administrative  Building  Code. 

USE:  Floor  and  wall  covering. 

DESCRIPTION :  The  tile  and  wall  covering  are  composed 
composed  of  a  vinyl  resin,  plasticizers,  stabilizers,  fillers 
and  pigments.  The  thickness  of  the  tile  ranges  from  .062 
to  .125"  and  is  formed  of  laminates  to  reach  the  desired 
thickness ;  .052". 

INSPECTION  AND  TEST:  Samples  of  the  material 
were  examined  by  Assistant  Engineer  John  A.  Darts.  The 
applicant  has  also  submitted  reports  of  tests  conducted  by 
United  States  Testing  Company,  Inc.  The  complete  report 
is  on  file  with  and  is  part  of  the  record. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Goodyear 
Floor  Tile  as  a  floor  covering  under  the  provisions  of 
C26-667.0.4.a  and  Goodyear  Wall  Covering  as  a  wall  cov¬ 
ering  under  the  provisions  of  C26-667.0.7.a  Administrative 
Building  Code  on  condition  that  lal  contains  or  cartons  in 
which  the  material  are  marketed  shall  be  labeled,  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  931-62-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


944-62-SA 

APPLICANT — Peter  S.  Gluck  for  Leon  Terk,  owner. 
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APPEARANCES— 

For  Applicant:  Peter  S.  Gluck  and  Leon  Terk. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 

with  the  report  and  recommendation  of  Committee  on 

Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . . 4 

Negative:  .  0 

Absent:  Vice-Chairman  Kleinert  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
944-62-SA — Peter  S.  Gluck  for  Leon  Terk,  Woodside,  N.Y., 
filed  for  approval  of  the  appliance  known  as  Nationwide 
Electric  Infrared  Drying  Oven  under  the  provisions  of  the 
Board’s  Rules  governing  the  use  of  equipment  for  Spraying 
and  Drying  of  Paints,  Varnishes  and  Laquers. 

USE:  An  electric  oven  for  drying  repainted  motor  vehicles. 
DESCRIPTION :  The  Nationwide  Electric  Infrared  Dry¬ 
ing  Oven  may  be  installed  independently  of  the  spray  booth 
or  it  may  be  connected  to  the  booth  by  means  of  a  cor¬ 
ridor  tunnel  at  least  15  feet  in  length.  In  case  of  the  latter 
arrangement  the  doors  leading  into  the  booth  and  the  doors 
leading  from  the  booth  to  the  corridor  must  be  closed  other¬ 
wise  the  spray  gun  will  not  operate  as  it  is  electrically  in¬ 
terlocked  with  the  door  switches.  The  drying  oven’s  lamp 
bank  can  only  be  energized  when  the  doors  leading  into 
and  out  of  the  oven  are  closed. 

The  oven  body  is  built  of  minimum  20  gauge  cold  rolled 
steel  and  the  sections  are  tightly  bolted.  The  size  of  the  oven 
is  22  ft.  long,  11  ft.  wide  and  9  ft.  high. 

Two  angle  iron  guides  are  placed  along  the  floor  inside 
the  oven  to  protect  the  infrared  lamps  when  cars  are  being 
moved. 

12  metal  wireways  run  along  the  interior  walls  and  ceil¬ 
ings  of  the  oven  encasing  asbestos  covered  wiring. 

Each  wireway  is  wired  for  20  infrared  lamps  for  a  total 
maximum  of  240  lamps,  General  Electric  or  equal.  Lamp 
wattage  is  100  and  125  watts. 

Along  the  ceiling  in  the  center  of  the  oven  runs  a  venti¬ 
lating  chamber  with  adjustable  louvres  about  3  feet  to  cen¬ 
ter.  This  is  connected  to  an  exhaust  duct  through  a  blower 
fan  with  %  h.p.  motor,  capacity  2100  c.f.m.  (free  air). 
Fresh  air  for  the  oven  is  supplied  through  14  filtered  air 
inlets  provided  at  the  sides  of  the  oven  near  floor  level  each 
approximately  10"  x  20"  in  size.  An  M-H  pressure  control 
is  installed  to  shut  off  the  oven  infrared  lamps  whenever 
the  air  flor  through  the  filters  falls  below  75  ft.  per  minute. 

After  the  oven  doors  are  closed  the  oven  blower  is  started 
and  the  time  delay  relay  automatically  prevents  energizing 
the  oven  lamps  for  a  4  minute  purging  period.  The  manual 
timer  is  set  for  the  desired  drying  time  9  to  12  minutes 
and  the  thermsotat  controls  oven  temperature  110°F  and 
125°F. 

The  oven  will  shut  off  in  case  of  failure  of  the  ventilat¬ 
ing  blower. 

INSPECTION  AND  TEST :  A  typical  oven  installation 
was  inspected  at  72-17  Queens  Blvd.,  N.Y.C.  by  Assistant 
Engineer  George  F.  Sklenarik. 

The  oven  was  set  at  125°F  and  operated  satisfactorily 
as  designed. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Nationwide 
Electric  Infrared  Drying  Oven  for  use  in  New  York  City 
when  installed  and  operated  in  accordance  with  this  report 
and  the  Board’s  Rules  governing  the  use  of  equipment  for 
Spraying  and  Drying  of  Paints  Varnishes  and  Lacquers  in¬ 
cluding  the  ventilation  requirements  set  forth  therein  and 
provided  that  each  oven  shall  bear  a  label,  permanently  af¬ 
fixed,  reading,  “Approved  by  the  Board  of  Standards  and 


Appeals  for  use  in  New  York  City  under  Calendar  Num¬ 
ber  944-62-SA”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report 


1041-62-SA 

APPLICANT — Ranel,  Incorporated  for  Lyons  Machine 
Works,  Incorporated,  owner ;  Eeverett  B.  Cooke,  Agent. 
THE  RESOLUTION— 

For  Applicant :  Everett  B.  Cooke. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 

Negative:  .  0 

Absent:  Vice-Chairman  Kleinert  _  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1041-62-SA — Lyons  Machine  Works  Inc.,  Paterson,  N.J., 

filed  for  approval  of  the  appliance  known  as  Lyons  Gas 
Fired  Tenter  Housing  under  the  provisions  of  Article  12, 
Chap.  26,  Administrative  Building  Code.  , 

USE:  To  dry  water  base  finishes  on  textiles  and  to  set 
fabrics  such  as  nylons.  No  flammable  solvents  or  flam¬ 
mable  textile  finishes  are  used. 

DESCRIPTION :  The  Lyons  Tenter  Housing  is  a  gas 
fired  tunnel  type  heating  unit  designed  to  dry  water  base 
finished  cloth  which  is  drawn  through  a  chamber  34  %  feet 
in  length  and  11%  feet  in  width  heated  by  warm  air  sup¬ 
plied  through  uniformly  spaced  nozzles. 

The  outer  shell  of  the  tunnel  housing  is  made  -of  alumi¬ 
num  structural  shapes  and  aluminum  sheeting.  The  inner 
shell  is  made  of  structural  steel  shapes  and  sheet  steel  with 
4  inches  of  insulation  between  the  inner  and  outer  shells. 
The  two  shells  are  bolted  together  with  pipe  spacers  to 
maintain  the  4  inch  spacing. 

The  air  heaters  have  North  American  Continuous  Line 
Gas  Burners  and  are  located  one  above  and  one  below 
the  line  of  travel  of  the  material.  Each  of  the  heaters  has 
a  maximum  capacity  of  1,000,000  BTU  per  hour.  They  are 
each  installed  with  a  high  temperature  type  recirculating 
blower  and  a  return  air  duct,  to  pass  air  through  the 
burners  into  plenum  chambers,  the  air  then  passing  through 
the  nozzles  to  the  top  and  bottom  sides  of  the  material. 
This  air  is  then  drawn  counter  to  the  direction  of  material 
travel  to  the  front  of  the  housing  where  an  exhaust  blower 
is  located  that  has  a  capacity  of  approximately  2400  c.f.m. 
of  standard  air.  The  blower  is  connected  to  a  stack  through 
the  roof. 

Temperature  control  is  maintained  by  a  Minneapolis 
potentiometer  type  indicating  control  a  M-H  control  motor 
mounted  on  a  North  American  air  valve.  In  addition  there 
is  a  high  temperature  limit  switch  (Partlow)  with  its  ele¬ 
ment  in  the  delivery  plenum  after  each  of  the  two  heaters. 

Before  the  gas  pilots  can  be  turned  on,  all  four  blowers 
including  a  low  pressure  combustion  air  blower  must  be 
operating.  When  the  switches  controlling  their  operation 
and  the  low  pressure  gas  switch  and  low  pressure  com¬ 
bustion  air  switch  are  all  closed  then  the  current  can  start 
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the  time  delay  relay  in  each  of  two  Flameotrol  safety  con¬ 
trols.  From  the  time  delay  relays  the  current  then  passes 
to  the  safe  start  relays  in  both  controls.  When  this  occurs 
the  electric  pilot  lights  go  on  in  each  Flameotrol  cabinet 
indicating  that  the  pilot  solenoid  valve  and  the  electric  ig¬ 
nition  may  be  turned  on  by  depressing  a  push  button  which 
must  be  held  in  until  the  circuit  is  established  by  two  flame 
rods  in  their  respective  pilots  closing  the  firing  relays  and 
opening  the  main  Eclipse  safety  shut  off  valve  located  in 
the  main  gas  line  and  keeping  the  pilot  solenoid  open. 

Should  any  of  the  operating  switches  ahead  of  the  main 
time  delay  .Partlow)  or  either  pilot  flame  go  out,  the 
Eclipse  valve  will  close  as  well  as  the  pilot  solenoid  valve 
for  complete  gas  shut  off. 

INSPECTION  AND  TEST:  A  custom  built  unit  as  de¬ 
scribed  was  inspected  at  Ranel  Inc.,  342  Ten  Eyck  St., 
Brooklyn,  N.Y.,  by  Assistant  Engineer  George  F.  Sklenarik. 
Temperature  setting  was  approximately  325  °F. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Lyons  Gas 
Fired  Tenter  Housing  for  use  in  New  York  City  in  ac¬ 
cordance  with  this  report  and  in  accordance  with  Article 
12,  Chapter  26,  Administrative  Building  Code  when  installed 
on  incombustible  masonry  flooring  of  adequate  thickness 
provided  each  such  device  bears  a  label,  permanently  af¬ 
fixed,  reading,  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
1041-62-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standard  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  witih  the  above 
report. 


101-63-SM 

APPLICANT— United  Porcelain  Company,  Incorporated, 
agent  for  Bettinger  Corporation,  owner. 

APPEARANCES—  f  A  , 

For  Applicant:  Sal  J.  Caso  and  Charles  A.  Rittenhouse. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test 

THE  VOTE—  .  .  _  „ 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . .  4 

Negative:  - - - -  ® 

Absent:  Vice-Chairman  Kleinert  - - -  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
101-63-SM— United  Porcelain  Co.,  Inc.,  for  Bettinger  Corp., 
Milford,  Mass.,  filed  for  approval  of  the  material  known 
as  Bettinger  Corp.  Veneer  Type  Porcelain  Enamel  under 
the  provisions  of  the  Veneering  Rules  of  the  Board. 

USE:  Incombustible  exterior  veneer. 

DESCRIPTION:  The  veneer  is  made  of  16  gauge  steel 
in  the  form  of  a  pan  max  size  4'-0"  x  12'-0"  long.  The  lip 
of  the  pan  is  1"  in  height  and  have  clips  spot  welded  to  the 
lip  on  2'-0"  centers.  All  exterior  faces  of  the  pan  then  have 
a  porcelain  enamel  finish  and  the  interior  face  is  of  plain 
steel. 

INSPECTION  AND  TEST:  Samples  of  the  material 
were  inspected  by  Assistant  Engineer  John  A.  Darts,  and  it 
was  noted  that  the  material  is  incombustible. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Bettinger 


Corp.  Veneer  Type  Porcelain  Enamel  Panel  4-0  x  6-0  as 
herein  described  for  voluntary  use  in  New  York  City  as  an 
exterior  veneer  on  condition  that  all  installations  of  this 
material  shall  comply  with  the  requirements  of  the  Exterior 
Veneering  Rules  of  the  Board,  as  a  wall  for  Class  V  Build¬ 
ings  as  permitted  under  C26-243.0  Administrative  Building 
Code  on  condition  that  all  cartons  in  which  the  material  is 
marketed  shall  be  labeled,  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  101-61-SM”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


124-63-SM 

APPLICANT— Eastern  Products  Corporation  Architec¬ 
tural  Metal  Products  Div.,  owner;  Arthur  M.  Reilly  or 
Hugh  Amos,  Sales  Representatives,  agent. 

APPEARANCES— 

For  Applicant:  Hugh  M.  Amos  and  Charles  A.  Mc¬ 
Ginnis. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  -  4 

Negative :  - - - - - 0 

Absent:  Vice-Chairman  Kleinert  - - -  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
124-63-SM — Eastern  Products  Corp.,  Architectural  Metal 
Products  Div.,  Baltimore,  Md.,  filed  for  approval  of  the 
material  known  as  Eastern  Metal  Stud  System  under  the 
provisions  of  C26-191.0  Administrative  Building  Code. 

USE:  Studs  for  use  in  non  load  bearing  dry  wall  parti¬ 
tions. 

DESCRIPTION :  Both  the  studs  and  the  tracks  used  with 
the  studs  are  roll  formed  of  25  gauge  steel  and  are  manu¬ 
factured  in  three  widths;  1%”,  214"  and  3%"  and  the  floor 
and  ceiling  tracks  are  of  width  dimension  suitable  to  the 
corresponding  stud  size. 

The  studs  have  knockouts  along  its  length  for  chasing  of 
service  and  for  bridging. 

In  erection,  the  floor  and  ceiling  tracks  are  first  anstalled 
and  the  studs  are  set  in  steel  tracks.  Gypsum  wall  board 
is  then  attached  to  each  face  of  the  stud  by  means  of  dry 
wall  type  screws. 

INSPECTION  AND  TEST:  Details  were  examined  by 
Assistant  Engineer  J.  A.  Darts,  and  it  was  noted  that  all 
components  were  incombustible  in  accordance  with  the  pro¬ 
visions  of  C26-88.0  Administrative  Building  Code. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Eastern  Metal 
Stud  System  for  voluntary  use  in  New  York  City  as  a  com¬ 
ponent  part  of  an  incombustible  non-load  bearing  partition,  as 
the  components  met  the  requirements  of  C26-88.0  Admini¬ 
strative  Building  Code  on  condition  that  all  contains  in 
which  the  material  is  marketed  shall  be  labeled,  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  124-63-SM”.  The  Committee 


1259 


MINUTES 


further  recommends  that  the  maximum  height  of  the  stud 
shall  not  exceed  one  story  or  13'-0". 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 
George  E.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 

report. 


185-63-SA 

APPLICANT — The  Silent  Glow  Oil  Burner  Corporation, 
owner. 

APPEARANCES— 

For  Applicant :  Walter  T.  Bell. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 


Negative:  _ 0 

Absent:  Vice-Chairman  Kleinert  _  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
185-63-SA — The  Silent  Glow  Oil  Burner  Corp.,  Hartford 
1,  Conn.,  Owner-Manufacturer,  filed  for  approval  of  the 
appliance  known  as  Silent  Glow  Portable  Space  Heater, 
various  model  numbers,  for  use  in  New  York  City  under 
the  provisions  of  the  Rules  of  the  Board  for  the  Erection, 
Alteration,  Repair,  Excavation,  for  and  demolition  of 
Buildings  and  the  regulations  of  the  Fire  Commissioner. 
USE:  To  supply  temporary  heat  for  construction  work. 
DESCRIPTION :  These  portable  Space  Heaters  are  made 
up  of  a  high  pressure  burner  designed  for  No.  1  or  No.  2 
fuel  oil  which  fires  into  a  stainless  steel  combustion  cham¬ 
ber.  This  is  assembled  within  an  outer  steel  jacket  in  which 
is  also  installed  a  propellor  type  fan  and  drive  motor  for 
fan  and  fuel  pump.  The  motor  operates  on  115  volt  60 
cycle  current. 

The  fuel  supply  is  in  a  tank  located  below  the  heater 
assembly,  and  the  entire  unit  is  supported  on  two  rubber 
tired  wheels  for  portability.  Each  model  is  equipped  with 
a  thermostat  and  flame  failure  safety  control. 

The  numeral  in  the  model  designation  indicates  in  thous¬ 
ands  the  maximum  BTU  out  put  of  the  unit.  Fuel  tank 
capacities  range  from  8V2  gallons  for  the  smallest  unit  to 
32  gallons  for  the  largest  unit. 

INSPECTION  AND  TEST :  A  sample  model  of  this 
same  type  unit  with  a  Stow  Manufacturing  Co.  nameplate 
was  inspected  during  operation  at  44-66  Vernon  Blvd., 
Queens,  N.Y.,  by  Assistant  Engineer  George  F.  Sklenarik, 
and  approved  under  Calendar  Number  752-58-SA. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Silent  Glow 
Portable  Space  Heater,  Model  Numbers,  SG-135A,  SG- 
250A  and  SG-350A,  for  temporary  use  in  supplying  heat 
for  construction  work  in  accordance  with  the  regulations 
of  the  Fire  Commissioner  and  Rule  2.7  of  the  Board’s  Rules 
for  the  Erection,  Alteration,  Repair,  Excavation  for  and 
Demolition  of  Buildings,  provided  that  such  heaters  will  be 
refueled  only  when  not  in  operation  and  then  only  by  means 
of  approved  safety  cans  equipped  with  a  flexible  spout 
that  will  fit  into  the  fuel  tank  opening.  All  electrical  wiring 
and  connections  shall  be  in  accordance  with  the  Electrical 
Code  of  the  City  of  New  York.  The  space  heaters  shall  be 
spaced  as  to  allow  not  over  50,000  BTU  heat  output  per 


hour  for  each  1000  square  feet  of  floor  area  and  the  space 
heaters  shall  be  adequately  ventilated,  and  further  that  each 
space  heater  shall  bear  a  label,  permanently  affixed,  read¬ 
ing,  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  185-63- 
SA”. 


(Sgd.)  William  A.  Nolan, 

Director, 


John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
James  B.  Anderson,  Jr. 
Engineer. 

Committee  on  Test. 


Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


225-63-SM 

APPLICANT — Pyro  Incinerator  and  Supply  Company, 
owners. 

THE  RESOLUTION— 

For  Applicant :  Donald  Roles  and  John  R.  Sved. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 

Negative:  _ 0 

Absent:  Vice-Chairman  Kleinert  _  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
225-63-SM — Pyro  Incinerator  and  Supply  Co.,  Mineola, 

New  York,  filed  for  approval  of  the  Material  known  as 
Pyro  Incinerator  Hopper  Door  Assembly,  Model  4  under 
the  provisions  of  C26-610.0  Administrative  Building  Code 
and  the  Rules  of  the  Board  covering  Inspection  of  Opening 
Protective  Assemblies. 

USE:  A  one  hour  fire  resistive  hopper  door. 
DESCRIPTION :  The  assembly  consists  of  three  pieces, 
the  hopper  buck,  the  door  and  the  retainer.  The  buck  meas¬ 
ures  20 Y2"  high  by  1314"  wide,  the  door  11  %"  by  11^4"  and 
the  retainer  71/4"  by  11%". 

The  front  of  the  door  is  constructed  of  cast  iron  with 
V2"  of  millboard  asbestos  which  is  covered  with  a  sheet  of 
14  gauge  galvanized  steel.  The  door  is  hinged  at  the  bottom 
to  open  out  and  is  held  in  place  by  the  retainer  which 
fastened  to  the  hopper  buck  with  two  screws.  A  fiber 
handle  is  attached  to  the  front.  A  steel  spring  inside  the 
assembly  automatically  closes  the  door  and  keep  it  closed 
when  the  handle  is  released.  A  door  check  is  also  in¬ 
stalled  in  order  to  cause  a  slow  and  quiet  closing  of  the 
door. 

The  door  assembly  is  constructed  in  accordance  with 
Drawings  C-782,  C-785  and  D-758  which  are  on  file  with 
and  are  part  of  the  record. 

INSPECTION  AND  TEST :  A  door,  constructed  as  here¬ 
in  described,  was  tested  at  Protexol  in  accordance  with  the 
requirements  of  C26-610.0  Administrative  Building  Code  and 
successfully  met  the  requirements  of  a  one  hour  fire  re- 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Pyro  Incinera¬ 
tor  Hopper  Door  Assembly  Model  4  constructed  as  herein 
described  for  use  in  New  York  City  as  a  one  hour  fire  re¬ 
sistive  hopper  door  on  condition  that  the  requirements  of 
the  Rules  of  the  Board  covering  Inspection  of  Opening 
Protective  Assemblies  are  complied  with. 
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sistive  opening  protective  assembly.  The  complete  report 
is  on  file  with  and  is  part  of  the  record. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


229-63-SM 

APPLICANT— Sika  Chemical  Corporation,  owner. 

APPEARANCES— 

For  Applicant :  Arthur  K.  Howe. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . .  4 

Negative:  - - -  ® 

Absent:  Vice-Chairman  Kleinert  — .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
229-63-SM— Sika  Chemical  Corp.,  Passaic,  New  Jersey, 
filed  for  approval  of  the  material  known  as  Sika  AER  Air 
Entraining  Agent  under  the  provisions  of  C26-191.0  Ad¬ 
ministrative  Building  Code. 

USE:  Air  entraining  agent. 

DESCRIPTION :  The  material  is  a  concentrated  solution 
of  neutralized  vinsol  resin  and  is  used  in  the  proportion  of 
%  to  1%  ozs.  per  sack  of  cement  in  order  to  entrain  4% 
to  6%  air  depending  upon  the  type  of  aggregate  used.  The 
higher  proportion  being  used  with  light  weight  aggregates. 
The  material  meets  A.S.T.M.  Spec.  C260-60T  for  Air  En¬ 
training  Agents,  Corps  of  Engineers  and  the  United  States 
Bureau  of  Public  Roads  and  United  States  Bureau  of  Re¬ 
clamation  Specifications,  as  shown  under  report  of  May 
19,  1962. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Sika  AER 
Air  Entraining  Agent  for  voluntary  use  in  New  York  City 
as  an  air  entraining  agent  on  condition  that  the  amount 
used  shall  be  as  herein  described  and  further  that  all  con¬ 
tainers  in  which  the  material  is  marketed  shall  be  labeled, 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  229-63-SM”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


241-63-SM 

APPLICANT— Erwine  Laverne,  owner;  Laverne  Inter¬ 
national  Ltd.,  agent. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 
Commissioner  Klein  -  3 


Negative:  Commissioner  Fox 


1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
241-63-SM— Erwine  Laverne,  New  York,  N.  Y.,  filed  for 
approval  of  the  material  known  as  Patina  Wallcovering 
under  the  provisions  of  C26-667.0.7.6.  Administrative  Build¬ 
ing  Code. 

USE:  To  be  used  as  a  veneering  material  placed  upon  an 
incombustible  backing. 

DESCRIPTION :  The  material  consists  of  a  canvas  back 
coated  with  vinyl  plastic  to  which  color  and  texture  are 
added  and  that  surface  is  then  coated  with  a  transparent 
acrylic  plastic.  The  maximum  thickness  is  .02  inch. 
INSPECTION  AND  TEST:  Samples  of  the  material 
were  tested  at  the  offices  of  the  Board  of  Assistant  Engi¬ 
neer  George  F.  Sklenarik.  The  material  will  burn  in  itself 
when  not  applied  to  an  incombustible  backing. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Patina  Wall¬ 
covering  for  use  as  a  veneering  material  under  the  provi¬ 
sions  of  C26-667.0.7.b  Administrative  Building  Code  when 
placed  upon  an  incombustible  backing  on  condition  that 
each  container  or  wrapper  in  which  this  material  is  mar¬ 
keted  shall  be  stamped  or  labeled,  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  241-63-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 

Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


893-62-SA 

APPLICANT — Case  Mfg.  Corporation,  Div.  of  Ogden 
Corporation,  owner ;  Charles  G.  Long,  agent. 
SUBJECT — One  piece  closet  bowl,  approval  of. 

APPEARANCES— 

For  Applicant :  Charles  G.  Long. 

ACTION  OF  BOARD — Laid  over  without  date  for  revi¬ 
sion  by  applicant. 


944-60-A 

APPLICANT — Elias  K.  Herzog  for  C.  Stoler  and  Com¬ 
pany,  Inc.,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  Appeal  from  a  decision  of 
the  Borough  Superintendent — re-  Class  3  construction, 
manufacturing  and  warehouse ;  previously  granted  on 
condition. 

PREMISES  AFFECTED— 73-77  Rutgers  Slip,  east  side, 
79  feet  8V2  inches  north  of  South  Street,  Block  247,  Lots 
24,  25  and  26,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Elias  K.  Herzog. 

ACTION  OF  BOARD — Application  to  reopen  for  amend¬ 
ment  of  the  resolution  denied. 


APPEARANCES— 

For  Applicant:  Samuel  S.  Schiffer. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 

Affirmative  . . . . . .  0 

Negative:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker  and  Commissioner  Klein  - -  4 

Absent :  Vice  Chairman  Kleinert  -  1 
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876-61-A 

APPLICANT — Baptist  Children’s  Home  of  Long  Island, 
owner. 

SUBJECT — Application  April  14,  1961  —  Appeal  from 
an  order  and  a  decision  fo  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 2360  Ocean  Avenue,  North¬ 
west  corner  of  Avenue  S,  Block  6825,  Lot  20,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lohne  and  K.  J.  Carl. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _ _ 4 

Negative :  _ _ _ _ _ _ 0 

Absent:  Vice-Chairman  Kleinert  _ _ _  1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  15,  1961  and  April  25,  1961  on  Order 
No.  1378-1,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler  system 
throughout  main  building  having  at  least  one  source 
of  water  supply  arranged  and  equipped  as  per  Arti¬ 
cle  16,  Chapter  26  Administrative  Code  as  provided 
in  Chapter  19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  15,  1961  and  April  25,  1961  acting 
on  Violation  Order  #1378-1,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  the  building  conforms  to  drawings  filed 
with  application  dated  April  14,  1961,  5  sheets:  on  further 
condition  that  a  thermostatic  fire  alarm  with  central  office 
connection  be  maintained  throughout  the  building;  that  there 
be  two  sprinkler  heads  installed  in  the  kitchen  fed  from 
the  domestic  water  supply;  that  a  self-closing  doors  be 
provided  to  the  main  stairs  on  all  floors,  and  that  fire 
extinguishers  throughout  the  building  be  maintained  to 
the  satisfaction  of  the  FIRE  COMMISSIONER;  on  the 
further  condition  there  be  no  children  living  on  the  third 
floor  and  that  regular  fire  drills  be  conducted. 


1009-61 -A 


APPLICANT — Phineas  Zolot  for  Coston  Supply  Company, 
Incorporated,  owner. 

SUBJECT — Application  June  29,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 31  Water  Street,  east  side,  74 
feet  north  of  Broad  Street,  Block  7,  Lots  15  and  16, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Peter  S.  Gluck. 

For  Administration :  Lieut :  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox, 

missioner  Becker  and  Commissioner  Klein  _ 

Negative  . 

Absent:  Vice-Chairman  Kleinert  _ 


Com- 

_  4 

.  0 

_  1 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  17,  1961  and  June  1,  1961  on  Viola¬ 
tion  Order  No.  491336,  reads: 


“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building  in  accordance  with  09-161.0  of 
the  Administration  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  17,  1961  and  June  1,  1961,  acting 
on  Violation  order  #491336,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  the  building  conforms  to  drawings  filed 
with  this  application  dated  June  29,  1961,  four  sheets ;  July 
17,  1963,  3  sheets,  September  30,  1963,  1  sheet;  on  the 
further  condition  that  a  non-automatic  sprinkler  system  be 
installed  in  the  cellar  and  that  a  thermostatic  fire  alarm 
system  with  central  office  connection  be  installed  throughout 
the  building. 


1040-61-A 

APPLICANT — Monaghan  and  Mattingly  for  31  Walker 
Street  Realty  Corporation,  owner. 

SUBJECT — Application  June  30,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 31-33  Walker  Street,  south¬ 
east  corner  of  Church  Street,  Block  193,  Lot  33,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  G.  P.  Monaghan. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 

Negative :  _ _ _  0 

Absent :  Vice-Chairman  Kleinert  _  1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  3,  1961  and  June  6,  1961  on  Viola- 
tino  Order  No.  489756,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  'system 
throughout  building. 

C-19-161.0  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  3,  1961  and  June  6,  1961,  acting 
on  Violation  Order  #489756,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  June  30,  1961,  2  sheets; 
on  further  condition  that  the  stairs  to  the  cellar  shall  be 
enclosed  in  a  masonry  partition  with  fireproof  self-closing 
door  ;that  a  non-automatic  sprinkler  system  shall  be  in¬ 
stalled.  in  the  cellar ;  and  that  a  thermostatic  fire  alarm  sys¬ 
tem  with  central  office  connection  shall  be  installed  through¬ 
out  the  building. 


1041-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Francis  Ry- 
ger,  owner. 

SUBJECT — Application  June  30,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 80  Franklin  Street,  north  side, 
75  feet  east  of  Church  Street,  Block  175,  Lot  5,  Borough 
of  Manhattan. 
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APPEARANCES— 

For  Applicant :  G.  P.  Monaghan. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE—  .  .  _  r. 

Affirmative:  Chairman  Foley,  Commissioner  box,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . —  4 

Negative:  - - — . - . . .  ^ 

Absent:  Vice-Chairman  Kleinert  .  1 


THE  RESOLUTION—  _ 

Whereas,  the  order  and  decision  of  the  hire  Commis¬ 
sioner,  dated  February  10,  1961  and  June  6,  1961  on  Viola¬ 
tion  Order  #491060,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  building. 

Chapter  09-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  10,  1961  and  June  6,  1961,  acting 
on  Violation  Order  #491060,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conioi  m  to 
drawings  filed  with  this  appeal  dated  July  25,  1963,  2  sheets , 
on  further  condition  that  a  non-automatic  sprinkler  system 
shall  be  installed  in  the  cellar  and  subcellar;  and  that  a 
thermostatic  fire  alarm  system  with  central  office  connection 
shall  be  installed  throughout  the  building. 


1042-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Max  B.  Cane, 
owner. 

SUBJECT— Application  July  3,  1961— Appeal  from  an 

order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 714  Broadway,  east  side,  198 
feet  4  inches  north  of  Fourth  Street,  Block  545,  Lot  9, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  G.  P.  Monaghan.  _ 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  .  4 

Negative:  . - - -  ® 

Absent:  Vice  Chairman  Kleinert  . .  1 

THE  RESOLUTION—  _ 

Whereas,  the  order  and  decision  of  the  Fire  Commis- 
sioner,  dated  March  24,  1961  on  Violation  Order  #489240, 
reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building.”  09-161. 0  Adm.  Code. 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  24,  1961,  acting  on  Viol.  Viol. 
Order  #489240,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  appeal  dated  July  3,  1961,  2  sheets;  on  further 
condition  that  a  non-automatic  sprinkler  system  shall  be 
installed  in  the  cellar  and  subcellar ;  that  the  present  ther¬ 
mostatic  fire  alarm  system  with  central  office  connection 
shall  be  maintained  to  the  satisfaction  of  the  Fire  Com¬ 


missioner  ;  and  that  a  fireproof  door  shall  be  installed  in  the 
freight  elevator  opening  on  the  first  floor. 


1046-61-A 

APPLICANT— Monaghan  &  Mattingly  for  Textile  Job¬ 
bers  Corporation,  owner. 

SUBJECT— Application  July  3,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 47  White  Street  south  side, 
200  feet  east  of  Church  Street,  Block  175,  Lot  22,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Geo.  P.  Monaghan  „ 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  .  .  „  r  m 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  . . .  1 

Absent:  Vice-Chairman  Kleinert  - - -  1 

THE  RESOLUTION-  _  f  t  _.  _ 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  6,  1961  and  June  7,  19bl  on  Viola¬ 
tion  Order  #488218,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  building. 

Chapter  09-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  6,  1961  and  June  7,  1961,  acting 
on  Violation  Order  #488218,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  August  6,  1963  2 

sheets  •  on  further  condition  that  a  masonry  enclosure  shal 
be  provided  around  the  stairs  in  the  subcellar  and  a  fire 
retarded  enclosure  shall  be  provided  around  the  stairs  in 
the  cellar,  both  with  fireproof  selfclosing  doors ;  that  a 
non-automatic  sprinkler  system  shall  be  installed  in  the 
cellar  and  subcellar;  and  that  the  present  thermostatic  fire 
alarm  system  with  central  office  connection  shall  be  main¬ 
tained  throughout  the  building. 


and  Mattingly  for  Columbia 


1050-61-A 

APPLICANT— Monaghan 
Rope  Company,  owner. 

SUBJECT — Application  July  6,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 167-171  John  Street  north 
side,  70  feet  west  of  South  Street,  Block  74,  Lots  8, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  George  P.  Monaghan. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  .  .  „  - 

Affirmative:  Chairman  Foley,  Commissioner  box,  Lom- 
missioner  Becker  and  Commissioner  Klein  — — — — — 

Absent:  Vice-Chairman  Kleinert  - -  * 

THE  RESOLUTION—  .  .  .  „ 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  24,  1960  and  June  7,  1961  on  Viola¬ 
tion  Order  #490995,  reads: 
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“1-  Provide  an  approved  automatic  sprinkler  system, 
throughout  building. 

Chapter  09-161. 0  Admin.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  24,  1960  and  June  7,  1961,  acting 
on  Violation  Order  #490995,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  July  3,  1961,  2  sheets; 
on  further  condition  that  all  floors  except  the  first  floor 
shall  remain  vacant  and  sealed  off ;  and  that  the  electricity 
shall  be  shut  off  from  the  vacant  floors. 


1051-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Harry  Na¬ 
gel,  owner. 

SUBJECT — Application  July  6,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 128  West  18th  Street,  south 
side  200  feet  east  of  7th  Avenue,  Block  793,  Lot  55,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  G.  P.  Monaghan. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . .  4 

Negative :  . . . .  0 

Absent :  Vice-Chairman  Kleinert  . .  1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  3,  1961  and  June  7,  1961  on  Violation 
Order  No.  513326,  reads  : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  building. 

Ch.  19.161.0  Adm.  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  May  3,  1961  and  June  7,  1961,  acting  on 
Violation  order  #513326,  Objection  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  the  building  conforms  to  drawings  filed  with 
this  application  dated  July  6,  1961,  1  sheet,  and  on  further 
condition  that  the  rear  portion  of  the  second  floor  and  all 
of  the  third  floor  shall  remain  vacant,  and  that  there  be  no 
manufacturing  in  the  building. 


1052-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Fanrab,  In¬ 
corporated,  owner. 

SUBJECT — Application  July  6,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — -71  Leonard  Street,  north  side, 
75  feet  east  of  Church  Street,  Block  174,  Lot  10,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  G.  P.  Monaghan. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . .  4 

Negative:  . . . . . . . . . . . ”  q 

Absent:  Vice-Chairman  Kleinert  .... _ _ 1 

TFIE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  24,  1961  and  June  7,  1961  on  Viola¬ 
tion  Order  #488235,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system  in 
cellar  and  sub-cellar. 

Chapter  09-161.  Administrative  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  24,  1961  and  June  7,  1961,  acting 
on  Violation  Order  #488235,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  the  building  conform  to  drawing  filed 
with  this  application  dated  July  6,  1961,  1  sheet;  on  the 
further  condition  that  the  stair  in  the  sub-cellar  be  en¬ 
closed  with  a  masonry  partition  with  a  fireproof  self-closing 
door;  that  the  stair  in  the  cellar  be  enclosed  in  a  fire  re¬ 
tarded  partition  with  a  fireproof  self-closing  door;  that 
there  be  a  non-automatic  sprinkler  system  in  the  sub-cellar 
and  cellar;  and  that  a  thermostatic  fire  alarm  system  with 
central  office  connection  be  installed  throughout  the  building. 


1057-61-A 

APPLICANT — H.  E.  Horwood  for  Leavenworth  Realty 
Corporation,  owner. 

SUBJECT — Application  July  7,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinlder  system,  and  a  Decision  of  the  Borough  Super¬ 
intendent  re-  egress,  enclosed  stairs  and  hoistway  etc. 
PREMISES  AFFECTED— 55  Fulton  Street,  45  Cliff 
Street,  northwest  corner,  Block  94,  Lot  4,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  H.  E.  Horwood. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . .  4 

Negative:  . .  o 

Absent :  Vice  Chairman  Kleinert  _ _ _ _ _  1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  2,  1961  and  June  9,  1961  on  Viola¬ 
tion  Order  No.  489916,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  09-161. 0  Administrative  Code.” 

and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  16,  1963  on  Alt.  Applic.  781-62,  reads: 

“Cll — Cellar  stairs  to  be  enclosed  with  block  to  comply 
with  Sect.  C26-642.0. 

02 — Provide  two  means  of  egress  from  cellar  to  comply 
with  Sect.  C26-273(b)  (3). 

03 — Stairs  and  Hoistway  in  fire  resistive  material  to 
comply  with  Sect.  C26-241.0.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
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the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  2,  1961  and  June  9,  1961,  acting 
on  Violation  Order  #489916,  Objection  1  and  the  decision 
of  the  Borough  Superintendent,  dated  August  16,  1963,  act¬ 
ing  on  Alteration  Application  781-62,  Objection  No.  C12, 
C13  be  and  they  hereby  are  modified  and  that  the  appeal  be 
and ’it  hereby  is  granted  for  a  term  of  five  years  on  condi¬ 
tion  the  building  conforms  to  drawings  filed  with  this  ap¬ 
plication  dated  July  7,  1961,  2  sheets,  September  6  1963, 
1  sheet;  on  further  condition  that  both  cellar  stairs  shall  be 
enclosed  with  masonry  partitions  with  fire  proof  self-closing 
doors;  that  a  non-automatic  sprinkler  system  be  •installed 
in  the  cellar  and  that  a  thermostatic  fire  alarm  with  central 
office  collection  be  installed  throughout  the  building.  1  he 
owner  is  to  comply  with  Objection  No.  Cll. 


1065-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Zeitlen  Real¬ 
ty  Company,  owner. 

SUBJECT— Application  July  5,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 120  Fulton  Street,  south  side, 
100  feet  east  of  Nassau  St.,  Block  78,  Lot  45,  Borough 


of  Manhattan. 

APPEARANCES— 

For  Applicant:  G.  P.  Monaghan. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE—  „  .  . 

Affirmative:  Chairman  Foley,  Commissioner 

Commissioner  Klein  - - 

Negative:  Commissioner  Fox  . . 

Absent:  Vice-Chairman  Kleinert  - 


Becker  and 

. .  3 

_ _  1 

.  1 


THE  RESOLUTION—  .  f  L  ~ 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  15,  1961  and  June  7,  1961  on  Viola¬ 
tion  Order  No.  491213,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  sub-cellar,  cellar,  first  and  second  floors. 

Chap.  19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  15,  1961  and  June  7,  1961,  acting 
on  Violation  Order  #491213,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  the  building  conforms  to  drawings 
filed  with  this  application  dated  July  5,  1961,  lsheet ;  and 
on  further  condition  that  the  sub-cellar,  third  and  fourth 
floors  remain  vacant,  and  that  a  thermostatic  fire  alarm 
system  with  central  office  connection  be  installed  through¬ 
out  the  building. 


1068-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Maege  Real¬ 
ty  Corporation,  owner. 

SUBJECT— Application  July  5,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 7-9  Bond  Street,  south  side, 
70  feet  west  of  Lafayette  Street,  Block  529,  Lot  14  and 
13,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  G.  P.  Monaghan.  _ 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 


ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . - - ; — •; - — - -  ^ 

Negative:  Chairman  Foley,  Commissioner  box,  Com¬ 
missioner  Becker  and  Commissioner  Klein  - -  4 

Absent:  Vice-Chairman  Kleinert - 1 

THE  RESOLUTION—  f 

Whereas,  the  order  and  decision  of  the  hire  Commis¬ 
sioner,  dated  January  20,  1961  and  June  6,  1961  on  Viola¬ 
tion  Order  No.  489216,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied,  due  to  the  use  and  hazardous 
occupancy  of  the  building. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  20,  1961  and  June  6,  1961,  acting 
on  Violation  Order  #489216,  Objection  No.  1,  be  and  it 
hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 
denied. 


1070-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Standard 

Casing  Company,  Inc.,  owner. 

SUBJECT— Application  July  5,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 121  Spring  Street,  northeast 

corner  of  Greene  Street,  Block  499,  Lot  43,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  G.  P.  Monaghan 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  .  „  ~ 

Affirmative:  Chairman  Foley,  Commissioner  box,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

N  egative :  . ; .  , 

Absent:  Vice-Chairman  Kleinert  - -  1 

THE  RESOLUTION-  .  . 

Whereas,  the  order  and  decision  of  the  bire  Commis¬ 
sioner,  dated  January  12,  1961  and  June  7,  1961  on  Viola¬ 
tion  Orde  #483272,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

C19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  12,  1961  and  June  7,  1961,  acting 
on  Violation  Order  #483272,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  the  building  conform  to  drawings  filed 
with  this  application  dated  July  5,  1961,  2  sheets;  on  further 
condition  that  a  non-automatic  sprinkler  system  be  installed 
in  the  cellar  and  a  thermostatic  fire  alarm  system  with  cen- 
tral  office  connection  be  installed  throughout  the  building. 


1086-61-A 

APPLICANT— Monaghan  and  Mattingly  for  Toja  Realty 
Company,  owner. 

SUBJECT— Application  July  11,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 
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PREMISES  AFFECTED — 409-411  Bond  Street,  east  side, 
71  feet  south  of  Third  Street,  Block  466,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  G.  P.  Monaghan. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . . .  4 

Negative:  - - -  0 

Absent :  Vice  Chairman  Kleinert  _  1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  3,  1961  and  June  12,  1961  on  Order 
No.  0357-1,  reads : 

“1.  Install  an  approved  wet  automatic  sprinkler  system 
throughout  the  building  having  at  least  one  source 
of  water  supply  arranged  and  equipped  as  per  Article 
16  Chapter  26,  Admin.  Code,  as  provided  in  Chap¬ 
ter  19-161.0,  Admin.  Code.” 
and  , 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  system  be  installed  due 
to  the  contents  of  the  building  and  its  inaccessibility  for  fire 
fighting. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  3,  1961  and  June  12,  1961,  acting 
on  Order  #0357-1,  Objection  No.  1  be  and  it  hereby  is 
modified  and  the  appeal  be  and  it  hereby  is  granted  on  con¬ 
dition  that  a  dry  automatic  sprinkler  system  be  installed 
throughout  the  building. 


1110-61-A 

APPLICANT — William  S.  Shary  for  Dewey  Carver, 
owner. 

SUBJECT — Application  July  7,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 115  Liberty  Street,  north  side, 
102  feet  1%  inches  east  of  Greenwich  Street,  Block  60, 
Lot  6,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Mrs.  William  S.  Shary. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . . .  4 

Negative :  _  0 

Absent:  Vice-Chairman  Kleinert  _ _ _  1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  2,  1961  and  June  8,  1961  on  Violation 
Order  No.  495354,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  premises. 

Chapter  19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  2,  1961  and  June  8,  1961,  acting 
on  Violation  Order  #495354,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appead  dated  July  7,  1961,  4  sheets; 
on  further  condition  that  a  non-automatic  sprinkler  system 


shall  be  installed  in  the  cellar  and  in  the  first  floor ;  that 
a  thermostatic  fire  alarm  system  with  central  office  con¬ 
nection  shall  be  installed  throughout  the  building;  and  that 
two  automatic  sprinkler  heads  shall  be  installed  in  the 
kitchen,  supplied  from  the  domestic  water  supply. 


1118-61-A 

APPLICANT — Mario  T.  Tucciarone  for  John  T.  Stanley 
Company,  Incorporated,  owner. 

SUBJECT — Application  July  13,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 636-640  West  30th  Street, 
south  side,  250  feet  east  of  12th  Avenue,  Block  675,  Lot 
52,  Borough  of  Manhattan. 

APPEARANCES — 

For  Applicant :  Mario  A.  Tucciarone. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 


Negative  .  0 

Absent:  Vice-Chairman  Kleinert _ _ _  1 

THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  28,  1961  and  June  30,  1961  on  Viola¬ 
tion  Order  No.  475888,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  Cl 9- 16 1.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  28,  1961  and  June  30,  1961,  acting 
on  Viol.  Order  #475888,  Objection  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  appeal  dated  October  31,  1963,  6_sheets; 
on  further  condition  that  on  the  occupied  floors  the  present 
interior  fire  alarm  system  shall  be  maintained  with  central 
office  connection ;  that  a  non-automatic  sprinkler  system 
shall  be  installed  in  the  cellar ;  that  the  third,  fourth  and 
fifth  floors  shall  remain  vacant;  and  that  the  present  watch¬ 
man  clock  system  shall  be  maintained. 


1119-61-A 

APPLICANT — Mario  A.  Tucciarone  for  John  T.  Stanley 
Company,  Inc.,  owner. 

SUBJECT — Application  July  13,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 630-632  West  30th  Street, 
south  side,  375  feet  east  of  12th  Avenue,  Block  675,  Lot  49, 
Borough  of  Manhattan. 

APPEARANCES—  . 

For  Applicant :  Mario  A.  Tucciarone. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  .  0 

Absent:  Vice-Chairman  Kleinert  _  1 

THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis- 
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sioner,  dated  March  28,  1961  and  June  22,  1961  on  Viola¬ 
tion  Order  No.  475886,  reads, 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building  as  per  Sec.  C19-161.0  Admini¬ 
strative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  28,  1961  and  June  22,  1961,  acting 
on  Violation  Order  #475886,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  October  31,  1963,  6 
sheets ;  on  further  condition  that  on  the  occupied  floors 
the  present  interior  fire  alarm  system  shall  be  maintained 
with  central  office  connection ;  that  a  non-automatic  sprink¬ 
ler  system  shall  be  installed  in  the  cellar ;  that  the  third, 
fourth  and  fifth  floors  shall  remain  vacant,  and  that  the 
present  watchman  clock  system  shall  be  maintained. 


1120-61-A 

APPLICANT— Mario  A.  Tucciarone  for  John  T.  Stanley 
Company,  Inc., 

SUBJECT— Application  July  13,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 634-West  30th  Street,  south 
side,  325  feet  east  of  12th  Avenue,  Block  675,  Lot  49, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Mario  A.  Tucciarone. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . —  4 

Negative:  .  0 

Absent:  Vice-Chairman  Kleinert  . . - . . . .  1 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  28,  1961  and  June  30,  1961  on  Viola¬ 
tion  Order  No.  475887,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  C19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  28,  1961  and  June  30,  1961,  acting 
on  Violation  Order  #475887,  Objection  No.  1,  be  and  jt 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  October  31,  1963, 
6  sheets ;  on  further  condition  that  on  the  occupied  floors 
the  present  interior  fire  alarm  system  shall  be  maintained 
with  central  office  connection;  that  a  non-automatic  sprink¬ 
ler  system  shall  be  installed  in  the  cellar;  that  the  third, 
fourth  and  fifth  floors  shall  remain  vacant;  and  that  the 
present  watchman  clock  system  shall  be  maintained. 


1130-61-A 

APPLICANT — The  Bato  Company,  Incorporated,  lessee 
for  U.S.  Bottle  Caps,  Incorporated,  owner. 

SUBJECT— Application  July  14,  1961  —  Appeal  from 


an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 34-33  Collins  Place,  east  side, 
465.21  feet  north  of  Northern  Boulevard,  Block  4946,  Lot 
96,  Flushing,  Borough  of  Queens. 


APPEARANCES—  ^  ^ 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Appeal  denied. 


THE  VOTE  TO  GRANT— 

Affirmative  . . . -- . 

Negative:  Chairman  Foley,  Commissioner  Fox, 

missioner  Becker  and  Commissioner  Klein  . 

Absent:  Vice-Chairman  Kleinert  - - - 


_  0 

Com- 
_ _  4 

_  1 


THE  RESOLUTION—  .  _ 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  April  1,  1957  and  June  15,  1961  on  Order 
No.  2408-7,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  automatic 
sprinkler  (throughout  building-  having  at  least  one 
source  of  supply  (water)  arranged  and  equipped 
as  per  Article  16,  Chapter  26,  Administrative  Code 
as  provided  under  Sec.  C19-161.0  Administrative 
Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  contents  of  the 
building. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  April  1,  1957  and  June  15,  1961,  acting 
on  Order  #2408-7,  Objection  No.  1,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


1180-61-A 

APPLICANT— Irwin  Emerman  for  Frank  Pasquale  and 
John  Pasquale,  owners. 

SUBJECT— Application  July  21  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 25  Howard  Street,  south  side, 
160  feet  west  of  Lafayette  Street,  Block  209,  Lot  12, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Irwin  Emerman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT 

Affirmative :  . - . — 0 

Negative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

AKconl-  y/irp-.f'Viairman  Kleinert  .  1 


THE  RESOLUTION—  _  . 

Whereas,  the  order  and  decision  of  the  Fire  Commis- 
sioner,  dated  January  31,  1961  and  June  8,  1961  on  Viola¬ 
tion  Order  No.  490715,  reads: 

“1.  Pursuant  to  the  Authority  of  the  Fire  Commis¬ 
sioner  of  Sec.  09-161.0  of  the  Administrative  Code, 
you  are  hereby  ordered  to  install  an  automatic 
sprinkler  system  throughout  the  building.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  due  to  the  condition,  use  and 
occupancy  of  the  building. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  31,  1961  and  June  8,  1961,  acting 
on  Violation  Order  #490715,  Objection  No.  1,  be  and  it 
hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 
denied. 
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1227-61-A 

APPLICANT — Daub  and  Daub  for  Seacoast  Laboratories 
Incorporated,  owner. 

SUBJECT — Application  July  25,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 156-162  Perry  Street,  south 
side,  100  feet  west  of  Washington  Street,  Block  637,  Lots 
18,  19,  20  and  21,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Sidney  Daub. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  .  4 

Negative:  0 

Absent:  Vice-Chairman  Kleinert  . .  1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  17,  1961  and  July  21,  1961  on  Viola¬ 
tion  Order  No.  493164,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 

throughout  all  buildings,  Chapter  19-161.0  Admini¬ 
strative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  17,  1961  and  July  21,  1961,  acting 
on  Violation  Order  #493164,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  July  25,  1961,  5  sheets ; 
on  further  condition  that  a  non-automatic  sprinkler  system 
shall  be  installed  in  the  cellar ;  that  a  thermostatic  fire 
alarm  system  with  central  office  connection  shall  be  in¬ 
stalled  throughout  the  building;  and  that  the  cellar  stairs 
shall  be  enclosed  with  a  masonry  partition  and  a  fireproof 
self-closing  door. 


1236-61-A 

APPLICANT — Harry  Mandell  for  Stunad  Realty  Cor¬ 
poration,  owner ;  Ed.  Melnick  Company,  lessee. 

SUBJECT — Application  July  31,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 177  Prince  Street,  north  side, 
75  feet  west  of  Thompson  Street,  Block  517,  Lot  40, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  Mandell. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  .  4 

Negative:  .  0 


Absent:  Vice-Chairman  Kleinert  _ _  1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  15,  1961  and  July  28,  1961  on  Viola¬ 
tion  Order  No.  494051,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  entire  building. 

Chapter  C19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 


of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  15,  1961  and  July  28,  1961,  acting 
on  Violation  Order  #494051,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  July  31,  1961,  2  sheets; 
on  further  condition  that  a  non-automatic  sprinkler  system 
shall  be  installed  in  the  cellar;  that  a  thermostatic  fire 
alarm  system  with  central  office  connection  shall  be  in¬ 
stalled  throughout  the  building;  and  that  the  elevator  doors 
shall  be  made  self-closing. 


1240-61-A 

APPLICANT — 41  West  28th  Street  Corporation,  owner. 
SUBJECT — Application  July  31,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 41  West  28th  Street,  north 
side,  207  feet  3%  inches  west  of  Avenue  of  the  Americas, 
Block  830,  Lot  14,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Peter  T.  Kourides. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  . . 4 

Negative:  .  0 


Absent :  Vice-Chairman  Kleinert  _ _ _ _  1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  June  16,  1961  and  July  7,  1961  on  Violation 
Order  No.  514023,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire-  Com¬ 
missioner,  dated  June  16,  1961  and  July  7,  1961,  acting  on 
Violation  Order  #514023,  Objection  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  appeal  dated  July  31,  1961,  3  sheets;  on 
further  condition  that  a  non-automatic  sprinkler  system  shall 
be  installed  in  the  cellar  except  in  the  refrigerator ;  and 
that  a  thermostatic  fire  alarm  system  shall  be  installed 
throughout  the  building  with  central  office  connection. 

1265-61-A 

APPLICANT — Samuel  Rosenblum  for  Francis  Estates  In¬ 
corporated,  owner. 

SUBJECT — Application  August  4,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 269-271  West  39th  Street, 
north  side,  60  feet  west  of  8th  Avenue,  Block  789,  Lot  7, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  . . .  4 

Negative:  . . .  0 

Absent :  Vice-Chairman  Kleinert  . .  1 
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THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  July  6,  1961  on  Violation  Order  No.  524182, 
reads : 


“1.  Provide  an  approved  automatic  sprinkler  system 
through  all  parts  of  building. 

09-161.0  Administrative  Code.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  July  6,  1961,  acting  on  Violation  Order 
#524182,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  the  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
appeal  dated  August  4,  1961,  1  sheet;  on  further  condition 
that  a  non-automatic  sprinkler  system  shall  be  installed  in 
the  cellar;  and  that  a  thermostatic  fire  alarm  system  with 
central  office  conection  shall  be  installed  throughout. 


1267-61-A 

APPLICANT— Arthur  Paul  Hess  for  Katherine  Geddes, 
owner. 

SUBJECT— Application  August  4,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 221-225  Fulton  Street,  201 
Greenwich  Street,  northeast  corner,  Block  85,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Clarence  C.  Nathan. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 


APPEARANCES— 

For  Applicant :  Samuel  Rosenblum.  _ 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ArTTON  OF  BOARD— Appeal  denied. 


THE  VOTE  TO  GRANT— 

Affirmative:  . . . ; . . . ~'“ 

Negative:  Chairman  Foley,  Commissioner  box,  Com¬ 
missioner  Becker  and  Commissioner  Klein - * 

Absent:  Vice-Chairman  Kleinert  -  ] 


THE  RESOLUTION—  .  ,  .  _ 

Whereas,  the  order  and  decision  of  the  b  ire  Commis¬ 
sioner,  dated  September  26,  1961  on  Violation  Order  No. 
546843,  reads : 

“1.  Provide  an  approved  automatic  wet  sprinkler  sys¬ 
tem  throughout  the  building. 

Sec.  280  Labor  Law.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  due  to  the  construction,  use  and 
occupancy  of  the  building. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  September  26,  1961,  acting  on  Violation 
Order  #546843,  Objection  No.  1,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


1011-62-A 

APPLICANT— Elias  K.  Herzog  for  Bernher  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  October  26,  1962  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
provide  protection  for  windows  etc. 

PREMISES  AFFECTED— 80  Jefferson  Street,  530-534 
Water  Street,  northwest  corner,  Block  247,  Lot  34,  Bor¬ 
ough  of  Manhattan. 


THE  VOTE— 
Affirmative:  Chairman 
missioner  Becker  and 

Negati  ve  :  — - - 

Absent:  Vice-Chairman 


Foley,  Commissioner  Fox,  Corn- 

Commissioner  Klein  -  4 

_  0 


Kleinert 


1 


THE  RESOLUTION—  _  f  ,  _ 

Whereas,  the  order  and  decision  of  the  hire  Lommis- 
sioner,  dated  February  16,  1961  and  July  18,  1961  on  Viola¬ 
tion  Order  No.  490767,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  entire  building. 

Chapter  09-161. 0  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  16,  1961  and  July  18,  1961,  acting 
on  Violation  Order  #490767,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  August  4,  1961,  3 
sheets ;  and  on  further  condition  that  an  automatic  sprinkler 
system’  shall  be  installed  throughout  the  cellar. 


1625-61-A 

APPLICANT— Samuel  Rosenblum  for  Dorothy  Alper, 
owner. 

SUBJECT— Application  October  24,  1961  —  Appeal  from 
decisions  of  the  Fire  Commissioner,  re-  Sprinklers. 

PREMISES  AFFECTED— 141-143  West  27th  Street, 
north  side,  265  feet  8  inches,  east  of  Seventh  Avenue, 
Block  803,  Lots  14  and  15,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  Elias  K.  Plerzog. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
A  rTTDM  OF  ROARD — Anneal  granted  on  condition. 


THF.  VOTE—  .  .  .  r 

Affirmative:  Chairman  Foley,  Commissioner  rox,  Lom- 

missioner  Becker  and  Commissioner  Klein - 4 

Negative:  - - -  0 


Absent:  Vice-Chairman  Kleinert 


„  1 


THE  RESOLUTION—  .  r  ,  _ 

Whereas,  the  order  and  decision  of  the  hire  Commis¬ 
sioner,  dated  August  26,  1962  and  October  1,  1962  on  Vio¬ 
lation  Order  No.  635304,  reads: 

3.  Provide  exterior  opening  protection  for  windows  on 
west  wall  (above  non-fireproof  roof  of  528  Water 
Street)  by  replacing  missing  iron  shutters  or  in¬ 
stalling  fireproof  window  assemblies.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  August  26,  1962  and  October  1,  1962,  acting 
on  Violation  Order  #635304,  Objection  No.  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  October  26,  1962,  2 
sheets;  and  on  further  condition  that  the  window  openings 
on  the  west  wall  shall  be  sealed  up  with  26  gauge  sheet 
metal  or  Transite. 


744-63-A 

APPLICANT— Samuel  Rosenblum  for  Dorothy  Alper, 
owner. 
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SUBJECT — Application  September  24,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 143  West  27th  Street,  north 
side,  274  feet  10  inches  east  of  Seventh  Avenue,  Block 
803,  Lot  14,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 


ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  _ 0 

Negative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _ 4 

Absent:  Vice-Chairman  Kleinert _ _  1 

THE  RESOLUTION— 


_  Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  September  26,  1961  on  Violation  Order  No. 
546844,  reads : 

“1.  Provide  an  approved  automatic  wet  sprinkler  sys¬ 
tem  throughout  building. 

Sec.  280  Labor  Law.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  due  to  the  construction,  use  and 
occupancy  of  the  building;  and 

Whereas,  the  sprinkler  system  for  this  building  may  be 
combined  with  the  sprinkler  system  required  for  the  build¬ 
ing  at  141  West  27th  Street. 

Resolved,  that  the  order  and  decisision  of  the  Fire  Com¬ 
missioner  dated  September  26,  1961,  acting  on  Violation 
Order  #546844,  Objection  No.  1,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


55 1-60- A — Vol.  II 

APPLICANT — Abraham  Grossman  for  Local  Textile 
Mills,  Inc.,  owner. 

SUBJECT — Application  for  consideration  —  reopening  as 
Vol.  II  subject  to  regular  procedure  —  Appeal  from  a 
decision  of  the  Borough  Superintendent  —  re-  egress; 
previously  granted  on  condition. 

PREMISES  AFFECTED— 240-242  West  23rd  Street, 
south  side,  337  feet  6  inches  east  of  8th  Avenue,  Block 
772,  Lot  67,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Abraham  Grossman. 

ACTION  OF  BOARD — Application  reopened  as  Vol  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein _ 4 

Negative: _ 0 

Absent:  Vice-Chairman  Kleinert _ _ 1 


552-60-A— Vol.  II 

APPLICANT — Abraham  Grossman  for  Jacob  Goldworth, 
owner;  Julius  Mintz,  lessee. 

SUBJECT — Application  for  consideration  —  reopening  as 
Vol.  II  subject  to  regular  procedure  —  Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  egress ;  pre¬ 
viously  granted  on  condition. 

PREMISES  AFFECTED— 244-246  West  23rd  Street, 
south  side,  300  feet  east  of  8th  Avenue,  Block  772,  Lot 
69,  Borough  of  Manhattan. 

THE  RESOLUTION— 

For  Applicant :  Abraham  Grossman. 


ACTION  OF  BOARD — Application  reopened  as  Vol.  II 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein _ 4 

Negative:  _ _ _ _ _ _ 0 

Absent:  Vice-Chairman  Kleinert  _ 1 


1268-61-A 

APPLICANT — A.  L.  Seiden  for  Estate  of  Louis  Ruben- 
stein,  owner. 

SUBJECT — Application  August  1,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 203-205  Canal  Street,  101-107 
Mulberry  Street,  northwest  corner,  Block  206,  Lot  26, 
Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 


Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein _ _  4 

Negative:  _ _ _ 0 

Absent:  Vice-Chairman  Kleinert  — _ _ _ _ 1 


863-61-A 

APPLICANT — Raphael,  Searles  and  Vischi  for  Mary 
Weisberg,  owner. 

SUBJECT — Application  June  9,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 460  Broome  Street,  north  side, 
75  feet  west  of  Mercer  Street,  Block  485,  Lot  37,  Bor¬ 
ough  of  Manhattan. 

For  Applicant :  Leo  M.  Drachsler. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1963, 
at  2  P.M.  At  the  request  of  the  applicant;  hearing  pre¬ 
viously  closed. 


943-61-A 

APPLICANT — F.  G.  I.  Realty  Corporation,  owner;  Arthur 
Stern,  lessee. 

SUBJECT — Application  June  16,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 118  Forsyth  Street,  east  side, 
100  feet  north  of  Broome  Street,  Block  419,  Lot  45, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1963, 
at  2  P.M.  for  hearing;  applicant  to  be  notified  to  be 
present. 


1152-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Armstrong 
Contracting  and  Supply  Corporation,  owner. 

SUBJECT — Application  July  17,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 216  Plymouth  Street,  east  side, 
150  feet  south  of  Bridge  Street,  Block  31,  Lot  25,  Bor¬ 
ough  of  Brooklyn. 
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appearances— 

For  Applicant :  G.  P.  Monaghan.  . 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  November  19,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1203-61-A 

APPLICANT— Hodges,  Reavis,  McGrath  and  Downey  for 
Country  Leasing  Corp.,  owner. 

SUBJECT— Application  July  25,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 3849  (3797-4849)  Nostrand 

Avenue,  east  side,  from  Avenue  Y  to  Avenue  Z,  Block 
7446,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  November  19,  1963, 
at  2  P.M.  At  the  request  of  the  applicant 


1211-61-A 

APPLICANT— Peter  Pan  School  Incorporated,  owner. 
SUBJECT— Application  July  27,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 1226  Ovcean  Parkway,  west 
side,  200  feet  south  of  Avenue  L,  Block  6541,  Lot  19, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  Brodsky. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  November  19,  1963, 
at  2  P.M.  At  the  request  of  the  applicant. 


835-62-A 

APPLICANT— Goldberg  and  Scutaro  for  Esther  Sacher, 
owner. 

SUBJECT— Application  August  30,  1962— Review  of  De¬ 
cision  of  the  Borough  Superintendent  re — Zoning  Matter. 

PREMISES  AFFECTED— 1134  East  58th  Street,  west 
side,  208  feet  north  of  Avenue  K,  Block  7805,  Lot  71, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant,  Edward  F.  Wolk. 

ACTION  OF  BOARD— Laid  over  to  November  19  1963 
at  2  P.M.  At  the  request  of  the  applicant. 


836-62-A 

APPLICANT— Goldberg  and  Scutaro  for  Harry  Abram¬ 
son,  owner. 

SUB JECT— Application  August  30,  1962  —  Review  _  of 
Decision  of  the  Borough  Superintendent  re  —  Zoning 
Matter. 

PREMISES  AFFECTED— 1091  East  58th  Street  east 
side,  576  feet  north  of  Avenue  K,  Block  7806,  Lot  35, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Edward  F.  Wolk. 

ACTION  OF  BOARD— Laid  over  to  November  19,  1963, 
at  2  P.M.  At  the  request  of  the  applicant. 


1025-62-A 

APPLICANT— Schaefer  and  Atkin  for  Kappa  Chi  House 
Corporation,  owner. 


SUBJECT— Application  November  8,  1962  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  frame 
structure  —  fraternity  meeting  rooms,  means  of  egress  etc. 

PREMISES  AFFECTED— 158-27  79th  Avenue,  north  side, 
140  feet  west  of  160th  Street,  Block  6830,  Lot  34,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

ACTION  OF  BOARD— Laid  over  to  November  26,  1963, 
at  2  P.M.  for  applicant  to  submit  revised  drawings  and 
obtain  new  decision  from  Borough  Superintendent,  and 
for  hearing. 


1035-62-A 

APPLICANT— Leonard  F.  Rothkrug  for  Mae  Haussman, 
owner,  Jules  Ingerman,  lessee. 

SUBJECT— Application  November  14,  1962  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  re-  Class 
3  construction  change  in  use,  second  floor,  public  build¬ 
ing  —  stair  enclosure  wood  stairs,  skylight. 
PREMISES  AFFECTED— 1805  Church  Avenue,  north 
side,  25  feet  6  inches  east  of  East  18th  Street,  Block  5079, 
Lot  22,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Laid  over  to  November  19,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1125-62- A 

APPLICANT— James  Whitford,  Jr.  for  Great  Kills  Pro¬ 
fessional  Building,  Incorporated,  owner. 

SUBJECT— Application  December  14,  1962  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re:  class  3 
construction,  for  doctor’s  office. 

PREMISES  AFFECTED— 55  Lindenwood  Road,  4066 
Amboy  Road,  southeast  corner,  Block  5216,  Lot  1,  Great 
Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  J.  Whitford,  Jr. 

ACTION  OF  BOARD— Laid  over  without  date  for  pre¬ 
sentation  of  a  Building  Zone  case. 


1129-62-A 

APPLICANT — Samuel  Rosenblum  for  Galrow  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  December  14,  1962  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  elevator  in 
readiness. 

PREMISES  AFFECTED— 345-351  West  35th  Street, 
north  side,  266  feet  8  inches  east  of  Ninth  Avenue,  Block 
759,  Lot  14,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  November  19,  1963, 
at  2  P.M.  for  inspection  and  decision;  applicant  and  Fire 
Department  to  submit  reports;  hearing  closed. 


1137-62-A 

APPLICANT — Samuel  Rosenblum  for  Galuten  Building 
Incorporated,  owner. 

SUBJECT — Application  December  14,  1962  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
elevator  in  readiness. 

PREMISES  AFFECTED— 241-245  West  29th  Street, 
north  side,  250  feet  2%  inches  east  of  Eighth  Avenue, 
Block  779,  Lot  13,  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  November  19,  1963, 
at  2  P.M.  for  inspection  and  decision;  applicant  and 
Fire  Department  to  submit  reports;  hearing  closed. 


1141-62-A 

APPLICANT — Samuel  Rosenblum  for  Louis  Adler  Realty 
Company,  Inc.,  owner. 

SUBJECT — Application  December  21,  1962  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  elevator  in 
readiness. 

PREMISES  AFFECTED — 475  Tenth  Avenue,  northwest 
corner  of  West  36th  Street,  Block  708,  Lot  31,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  19,  1963, 
at  2  P.M.  for  inspection  and  decision;  applicant  and  Fire 
Department  to  submit  reports;  hearing  closed. 


1147-62- A 

APPLICANT — Leonard  F.  Rothkrug  for  Sergio  Favuzzo, 
owner ;  Mel  Scimie,  lessee. 

SUBJECT — Application  November  27,  1962 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class  3 
building,  change  in  use. 

PREMISES  AFFECTED— 8140-8146  New  Utrecht  Ave¬ 
nue,  1728-1732  82nd  Street,  southwest  corner  and  8129- 
8133  Bay  16th  Street,  Block  6314,  Lot  12,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  November  19,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


475-63-A 

APPLICANT — William  J.  and  Margaret  Fleming,  Ad¬ 
joining  property  owners. 

OWNER  OF  PREMISES — Long  Island  Railroad  Com¬ 
pany. 

SUBJECT — Application  June  6,  1963  —  Review  of  deci¬ 
sion  of  the  Borough  Superintendent  re-  Zoning  matter. 

PREMISES  AFFECTED — 118-17 — Union  Turnpike,  west 
side.  75.31  feet  north  of  Burns  Street,  Block  3334,  Lot 
151,  Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant,  John  F.  Fitzsimons. 

For  Owner :  Aaron  Halpern  and  James  J.  Hurley. 

ACTION  OF  BOARD — Laid  over  to  November  13,  1963, 
at  2  P.M.  For  further  consideration  and  decision. 


615-63-A 

APPLICANT — Max  M.  Lome  for  Max  R.  Brunschwig, 
Susanne  Brill,  Siegfried  and  Edith  Rosenberger,  adjoin¬ 
ing  property  owners. 

OWNER  OF  PREMISES — Adson  Industries  Incorporated. 

SUBJECT — Application  August  6,  1963  —  Review  of  a 
decision  of  the  Borough  Superintendent  re-  request  to 
revoke  Permit  #409 3,  N.B.  1580/61. 

PREMISES  AFFECTED— 118-18  Union  Turnpike,  south 
side,  82.4  feet  west  of  Austin  Street,  Block  3335,  Lot  23, 
Kew  Gardens,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Max  M.  Lome. 

For  Owner:  James  J.  Hurley  and  Aaron  Halpern. 
ACTION  OF  BOARD — Laid  over  to  November  13,  1963, 
at  2  P.M.  For  further  consideration  and  decision. 


800-56-BZ 

APPLICANT — Sharf,  Mackell  and  Hellenbrand  for  Her¬ 
bert  T.  Brown  and  Joseph  A.  Klar,  partnership,  owners. 
SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  September 
25,  1963  —  decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Sections  7e  and  7h 
of  the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  construction  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  auto  washing,  non-automatic, 
minor  repairs  with  hand  tools  only,  office  sales  and  stor¬ 
age  of  auto  accessories  and  parking  of  more  than  five 
cars  for  a  stated  term  of  15  years. 

PREMISES  AFFECTED— 96-2  8to  96-46  South  Conduit 
Avenue,  154-02  to  154-14  Cohancy  Street,  southwest  cor¬ 
ner  and  154-01  to  154-13  Bridgeton  Street,  Block  11582, 
Lot  42,  Howard  Beach,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Edward  Sharf  and  Morton  S.  Cahn. 
ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox  and 

Commissioner  Becker  - 3 

Negative:  Commissioner  Klein  .  1 

Absent:  Vice  Chairman  Kleinert  _  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  October  29,  1957,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  September  25,  1962 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  29;  1957, 
as  amended  through  September  25,  1962,  only  as  to  the 
time  to  obtain  permits  and  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion  ;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained”.  (N.B.  3916/56) 


886-59-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Socony 
Mobil  Oil  Company,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  October  9, 
1963  —  decision  of  the  Borough  Superintendent ;  previ¬ 
ously  granted  on  condition,  under  Sections  7a  and  7i  of 
the  Zoning  Resolution,  permitting  in  a  business  use  dis¬ 
trict,  the  reconstruction  of  an  existing  gasoline  service 
station,  lubritorium,  office  and  accessory  sales  and  extend 
the  use  by  adding  mior  auto  repairs  non-automatic  car¬ 
washing,  sales  room,  utility  room,  ground  sign  and  park¬ 
ing  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 62-11  to  62-19  (62-17  official) 
Rockaway  Beach  Boulevard  and  194-200  Beach  63rd 
Street,  southeast  corner,  Block  394,  Lot  4,  Far  Rockaway, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 
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ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 


THE  VOTE—  .  .  _  n 

Affirmative:  Chairman  Foley  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . -  4 

Negative:  . — . — - . - - -  9 

Absent:  Vice  Chairman  Klemert  . . - . —  1 


THE  RESOLUTION—  _  , 

Whereas,  this  application  was  granted  by  the  Board 
on  July  6,  1960,  on  certain  condition;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  9,  1962 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  6,  1960,  as 
amended  through  October  9,  1962,  only  as  to  the  time  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained”.  (N.B.  4355/59) 


329-60-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Bertram 
F.  Bonner,  Joseph  Slifka,  and  Robert  Zeiller,  owners. 
SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  October  9, 
1963  _  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  19B  (e)  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  B  area 
district,  the  removal  of  an  existing  required  multiple 
dwelling  garage  building  to  develop  the  site  with  addi¬ 
tional  multiple  dwellings,  the  garage  facilities  for  the 
proposed  building  will  include  the  17  additional  car  spaces 
required  for  the  existing  multiple  dwelling. 

PREMISES  AFFECTED— 430  East  56th  Street,  south 
side,  255  feet  %  inches  west  of  Sutton  Place  South,  Block 
1367,  part  of  Lot  6,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE—  „  .  .  ~ 

Affirmative:  Chairman  Foley  Commissioner  box,  Oom- 

missioner  Becker  and  Commissioner  Klein  — — - . —  4 

Negative:  . . . . . . .  9 

Absent:  Vice  Chairman  Kleinert  - - - - -  1 

THE  RESOLUTION—  J  .  _  _  . 

Whereas,  this  application  was  granted  by  the  Board 
on  July  19,  1960  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  9,  1962 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  19,  1960,  as 
amended  through  October  9,  1962,  only  as  to  the  time  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained”.  (Alt.  676/60) 


982-61-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Greenpoint 
Warehouse  Terminal  Company,  Inc.,  owner. 


SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  October 
23,  1963  —  decision  of  the  Borough  Superintendent;  pre- 
viously  granted  on  condition,  under  Section  7e  of  the 
Zoning  Resolution,  permitting  in  a  manufacturing  use 
district,  the  maintenance  of  a  cellar  carpentry  shop  using 
power  saws  and  lumber  storage  as  an  accessory  to  the 
permitted  use  of  motion  picture  studios  for  a  temporary 
term  of  twenty  (20)  years. 

PREMISES  AFFECTED— 214-226  East  44th  Street,  south 
side,  230  feet  east  of  3rd  Avenue,  213-223  East  43rd 
Street,  Block  1317,  Lots  9,  10  11  and  37,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE—  .  .  _ 

Affirmative:  Chairman  Foley  Commissioner  box,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . . -  4 

Negative:  . . . . .  ® 

Absent :  Vice  Chairman  Kleinert . . ~ . . 1 

THE  RESOLUTION—  , 

Whereas,  this  application  was  granted  by  the  Board 
on  November  14,  1963,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  October  23,  1962,  and 
Whereas,  the  resolution  was  amended  on  July  23,  1963; 
and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  14,  1961, 
as  amended  through  July  23,  1963,  only  as  to  the  time  to 
complete  the  work  and  obtain  a  Certificate  of  Occupancy, 
so  that  as  amended  this  portion  of  the  resolution  shall  read: 
‘that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (Alt.  App.  1762/58) 


1508-61-BZ 

APPLICANT— Reavis  and  McGrath  for  City  Wide  Knit¬ 
wear  Processing  Company,  Inc.,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition,  under 
Section  7a  of  the  Zoning  Resolution,  perimitting  in  a 
residence  use  district,  the  erection  of  a  one  story  exten- 
tion  to  an  existing  factory  for  the  dyeing  and  processing 
of  knitware. 

PREMISES  AFFECTED— 87-10-88-02  Linden  Boulevard, 
southwest  corner  of  88th  Street,  Block  11397,  Lot  50, 
Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  — .  4 

Negative  . . .  ® 

Absent:  Vice  Chairman  Kleinert  . . . . . 1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 

on  May  22,  1962,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 

was  extended  on  May  7,  1963;  and 
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Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standrads  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  22,  1962,  as 
amended  on  May  7,  1963,  by  adding  thereto: 

“that  the  exterior  walls  of  the  building  may  be  finished 
substantially  as  shown  on  revised  drawing  of  pro¬ 
posed  conditions  marked  ‘Received  September  26,  1963’, 
1  sheet;  that  the  existing  fence  along  the  easterly  por¬ 
tion  of  the  premises  may  remain  where  shown  on  copy 
of  survey  marked  ‘Received  October  25,  1963’,  1  sheet, 
on  condition  that  when  the  building  lines  are  physically 
established  the  fence  shall  be  relocated  along  the  build¬ 
ing  lines  of  88th  Street  and  Albert  Road  except  where 
the  building  occurs  and  that  any  portion  of  the  fence 
within  the  bed  of  the  street  shall  be  removed  by  the 
owner  without  claim  against  the  City  either  for  the 
fence  or  the  cost  of  its  removal;  and  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.” 

The  subject  of  the  resolution  shall  be  corrected  to 
read  an  existing  factory  for  the  dyeing  and  processing 
of  knitwear.”  (Alt.  78/62) 


1980-61-BZ 

APPLICANT — Morton  S.  Cahn  for  Leo  Leibowitz,  owner. 
SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  October  9, 
1963  decision  of  the  Borough  Superintendent ;  previ¬ 
ously  granted  on  condition,  under  Sections  7c  and  7  A  of 
the  Zoning  Resolution  for  curb  cut,  permitting  in  a  local 
retail  and  residence  use  district,  the  erection  of  a  one 
story  and  cellar  building  for  use  as  retail  stores  with 
accessory  parking  extending  into  the  residence  portion 
of  the  premises. 

PREMISES  AFFECTED— 122-10  to  122-18A  New  York 
Boulevard,  southwest  corner  of  122nd  Avenue,  Block 
12256,  Lot  12,  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  .  4 

Negative :  . . . ”  q 

Absent :  Vice  Chairman  Kleinert  „ . _ . . .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  October  9,  1962,  on  certain  conditions ;  and 
.  Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  9,  1962, 
only  as  to  the  time  to  obtain  permits  and  complete  the 
work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion ;  and  that  a  Certificate  of  Occupancy  shall  be  ob¬ 
tained”.  (N.B.  6046/61) 

234-36-BZ — Vol.  II 

APPLICANT — Noah  N.  Sherman  for  Trebuhs  Realty 
Company,  Inc.,  owner;  Bonded  Auto  Sales,  lessee. 
SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  June  24, 
1963  —  decision  of  the  Borough  Superintendent ;  previ¬ 
ously  granted  on  condition,  under  Section  7e  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  retail-1  district,  the  change 


m  occupancy  from  garage  (previously  granted  by  the 
Board  for  more  than  five  motor  vehicles  and  stores)  to 
garage  for  more  than  five  motor  vehicles,  used  car  sales 
and  storage,  stores  and  dance  school. 

PREMISES  AFFECTED — 1690-1698  Broadway  and  203- 
209  West  53rd  Street,  northeast  corner,  Block  1025,  Lot 
25,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Noah  Sherman. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  December  3,  1963  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulletin 
as  notice. 


THE  VOTE: 

Affirmative:  Chairman  Foley  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  „ . . .  4 


Negative: 

Absent :  Vice  Chairman  Kleinert 


0 

1 


490-52-BZ— Vol.  I 

APPLICANT — Leonard  F.  Rothkrug  for  Old  Colony  Trust 
Company,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  November 
25,  1962  —  decision  of  the  Borough  Superintendent ;  pre¬ 
viously  granted  on  condition,  under  Sections  7c  and  7h 
of  the  Zoning  Resolution,  permitting  in  a  residence  and 
local  use  district,  the  erection  and  maintenance  of  a 
business  building  (super  market),  and  the  parking  of 
motor  vehicles  of  customers’  and  employees’  cars  on  the 
unbuilt  upon  portion  of  the  plot. 

PREMISES  AFFECTED — 155-15  Aguilar  Avenue, 
north  side,  246.26  feet  west  of  72nd  Avenue,  Block  6793, 
Lots  221,  355  and  380,  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  December  3,  1963  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulletin 
as  notice. 

THE  VOTE— 

Affirmative :  Chairman  Foley  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . .  4 

Negative:  . . . .  o 

Absent:  Vice  Chairman  Kleinert  . . . . . 1 


783-55-BZ 

APPLICANT — Hurley  and  Hughes  for  Managements 
Audits  Inc.,  owners. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  July  8,  1963 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
change  of  use  of  the  present  four  story,  one  family  resi¬ 
dence  to  offices  in  the  basement,  first  and  second  floors 
and  the  third  and  fourth  floors  as  a  duplex  apartment. 

PREMISES  AFFECTED — 125  East  38th  Street  and  314 
Lexington  Avenue,  northwest  corner,  Block  894,  Lot  17, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Frank  Farinella. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  December  3,  1963  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci- 
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sion  of  the  Borough  Superintendent  and  Photographs 
which  have  been  filed,  and  two  publications  in  the  Bulletin 

as  notice. 

THE  VOTE—  .  .  „  rnm 

Affirmative:  Chairman  Foley  Commissioner  Fox,  Com 
missioner  Becker  and  Commissioner  Ivlein  -  ••  . ~  ^ 

Negative:  - - -  i 

Absent:  Vice  Chairman  Klemert  . . . . 


248-58-BZ  . 

APPLICANT— Harry  Atkin  and  Associates  for  Bronx 
Lots,  Inc.,  owner. 

SUB  IECT— Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  October  15, 
1963  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7e  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
maintenance  of  a  used  car  lot  and  sales  office. 

PREMISES  AFFECTED— 1885  Bruckner  Boulevard 
northeast  corner  of  Underhill  Avenue,  Block  3732,  Lots 
9  and  15,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
hearing  on  December  3,  1963  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulletin 
as  notice. 

VOTE _ 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  - - - 

Negative:  Commissioner  Fox  . . - . - .  - 

Absent:  Vice  Chairman  Kleinert  . . - . - . —  * 

1876-61-BZ 

APPLICANT — Andrew  Di  Camillo  for  Endy  Anderson, 
owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  June  12, 
1963  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  21  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  manufacturing  use  dis¬ 
trict  the  erection  of  a  one  story  extension  to  an  existing 
building  for  use  as  a  factory,  the  proposed  structure  ex¬ 
ceeds  the  permitted  area  coverage. 

PREMISES  AFFECTED — 419-425  89th  Street,  north  side, 
207  feet  4%  inches  west  of  5th  Avenue,  Block  6065,  Dots 
43  and  44,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  December  3,  1963,  at  10  A.M.,  to  consider 
extension  of  time  to  obtain  permits  and  complete  the  work, 
which  had  expired  by  limitation,  requiring  a  new  decision 
of  the  Borough  Superintendent,  which  has  been  hied, 
and  two  publications  in  the  Bulletins  as  notice. 

THE  VOTE—  „  .  .  „  ^ 

Affirmative:  Chairman  Foley  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . . —  ^ 

Negative:  - - - - - -  i 

Absent:  Vice  Chairman  Klemert  . . .  1 

1884-61-BZ 

APPLICANT— Lama,  Proskauer  and  Prober  for  427 
Ralph  Avenue  Realty  Corporation,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  —  decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 


Section  21  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  maintenance  of  a  parking  lot  tor 
the  parking  and  storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED — 1815-1817  Bergen  Street,  north 
side,  100  feet  east  of  Ralph  Avenue,  Block  1445,  Lots  67 
and  68,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
hearing  on  December  3,  1963  at  10  A.M.,  to  consider 
extension  of  time  to  obtain  permits  and  complete  the 
work,  which  had  expired  by  limitation,  requiring  a  new 
decision  of  the  Borough  Supermtedent,  which  has  been 
filed  and  two  publications  in  the  Bulletin  as  notice. 

rp  "y  Q  rp  g 

Affirmative :  Chairman  Foley  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  — — — ■ . -  ^ 

Negative:  . — — T . . . .  i 

Absent :  Vice  Chairman  Klemert  . . . . — . -  1 


Adjourned  4 :10  P.M. 


James  P.  Mulroy .Secretary 


^CORRECTION 

The  Calendar  number  in  the  minutes  of  the  Board  of 
Standards  and  Appeals  held  on  October  22,  1963,  which  ap¬ 
peared  in  Bulletin  No.  44,  Vol.  48,  is  hereby  corrected  to 
read  as  follows : 

1144-61-A 

APPLICANT— S.  Walter  Katz  for  Ettenros  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  July  7,  1961— Appeal  from  an  order 
and  a  decision  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED — 7  Great  Jones  Street,  south 
side,  52  feet  2  inches  west  of  Lafayette  Street,  Block 
530,’ Lot  11,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Peter  Gluck. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition, 
rp  j_jT  g  V  O  T  E _ 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 
missioner  Klein  . . .  ^ 

Negative:  - 

^Correction :  The  Calendar  Number  as  shown  in  italic  is 
corrected  as  shown  above. 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  October  15,  1963,  as  they 
appeared  in  Bulletin  No.  43,  Vol.  48  are  hereby  corrected 
to  read  as  follows: 

1297-61-A 

APPLICANT— Hurley  and  Hughes  for  John  Chatillon 
and  Sons,  owners. 

SUBJECT— Application  August  9,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Department  re-  sprinkler 
system. 

PREMISES  AFFECTED— 50-52  Franklin  Street,  north 
side,  125  feet  10  inches  west  of  Lafayette  Street,  Block 
172,’ Lot  28,  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Frank  Farinello. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  - 0 

THE  RESOLUTION— 


,  Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  10,  1961  and  August  7,  1961  on 
Violation  Order  #489541,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  C19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  10,  1961  and  August  7,  1961, 
acting  on  Viol.  Order  #489541,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  July  18,  1963,  7 
sheets;  on  further  condition  that  a  non-automatic  sprinkler 
system  shall  be  installed  throughout  the  cellar;  and  that  a 
thermostatic  fire  alarm  system  with  central  office  connec¬ 
tion  shall  be  installed  throughout  the  building. 

Correction:  In  the  Subject  Section  above  the  words  Bor¬ 
ough  Superintendent  is  corrected  to  read  Fire  Department. 


♦CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  September  24,  1963,  as 
they  appeared  in  Bulletin  No.  40  Vol.  48,  are  hereby  cor¬ 
rected  to  read  as  follows: 

629-63-A 

APPLICANT — John  J.  Saunders,  Board  of  Education  for 
Bureau  of  Design,  Construction  and  Physical  Plant, 
owner. 

SUBJECT — Application  August  12,  1963 — Appeal  from  a 
decision  of  the  Borough  Superintendent — re-  Construction 
of  Pre-Fab  Schools.  (PS.  62) 

PREMISES  AFFECTED — 660  Fox  Street,  southwest 
corner,  of  Leggett  Avenue,  Block  2683,  Lot  65,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Saunders,  W.  Russell,  D.  Maiman, 
E.  Finley,  A  Fried  and  M.  Wright. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Com¬ 


missioner  Klein  _  5 

Negative:  _ __ _ _ _  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  9,  1963  on  N.B.  Applic.  565-581-63,  reads: 

“1.  The  proposed  class  5  building  in  which  the  struc¬ 
tural  frame  work  and  walls  are  not  of  incombustible 
material  is  contrary  to  Sec.  262-243.0  of  A.C. 


2.  The  proposed  use  of  Aluminm  3105-H  154  6063 
T5  is  contrary  to  C26-325.2  A.C. 

3.  Footings  carried  down  only  two  feet  below  grade 
is  contrary  to  C26-403.0  A.C. 

4.  The  use  of  ACME  panels  for  bearing  walls  enclos¬ 
ure  wall  and  roof  is  contrary  to  Sec.  C26-191.0. 

5.  Provide  roof  drainage  as  per  Sec.  26-1299.0  A.C. 

6.  Provide  adequacy  of  toilet  facilities  as  per  Sec. 
C26- 1279.0.  A.C.” 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  9,  1963  on  N.B.  Applic.  565-581-63,  Objection 
Nos.  1,  2,  3,  4,  5  and  6,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  for  a  term  of  five 
years,  on  condition  that  the  buildings  shall  conform  to 
drawings  filed  with  this  appeal  dated  September  24,  1963 — 
ten  sheets,  and  that  the  structural  design  of  the  buildings 
shall  be  checked  and  approved  by  the  Department  of  Build¬ 
ings. 

Correction:  Under  the  decision  of  the  Borough  Superin¬ 
tendent,  item  4,  the  word  bracing  corrected  to  read  bearing. 


♦CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  October  1,  1963,  as  they 
appeared  in  Bulletin  No.  41,  Vol.  48,  are  hereby  corrected 
to  read  as  follows : 

970-61-A 

APPLICANT — Narbud  Realty  Corporation,  owner. 
SUBJECT — Application  May  22,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 55  Walker  Street,  south  side, 
177  feet  3  inches  west  of  Broadway,  Block  193,  Lot  36, 
Borough  of  Manhattan. 

APPEARA.N  CES — 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  _ 0 

Negative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and  Commis¬ 
sioner  Klein  _ _ _  5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  3,  1961  and  April  25,  1961  on  Vio¬ 
lation  Order  No.  489758,  reads: 

”1.  Provide  an  approved  automatic  sprinkler  system 
throughout  cellar. 

Chap.  19-161.0  of  the  Administrative  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  where  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  contents  of  the 
building. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  3,  1961  and  April  25,  1961,  acting 
on  Viol.  Order  No.  489758,  Objection  No.  1,  be  and  it 
hereby  is  affirmed  and  that  appeal  be  and  it  hereby  is  denied. 

♦Correction :  Under  the  order  and  decision  of  the  Fire  Com¬ 
missioner  above,  the  ward  “building”  is  corrected  to  read 
“cellar". 
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^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
3f  Standards  and  Appeals  held  on  October  1  1963,  as  they 
appeared  in  Bulletin  No.  41  Vol.  48,  are  hereby  corrected  to 
read  as  follows : 

L021-61-A 

APPLICANT— Larry  Meltzer  for  Aaron  Levine,  owner. 
SUBJECT— Application  June  29,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 64-66  Nassau  Street,  east  side, 
52  feet  6  inches  south  of  John  Street,  Block  67,  Lot  25, 
Borough  of  Manhattan. 

For  Applicant :  Larry  Meltzer. 

For  Administration:  Lieut.  John  P.  Manfredi,  hire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert 

Commissioner  Becker  and  Commissioner  Klein  -  4 

Negative:  Commissioner  Fox  -  1 

THE  RESOLUTION—  _ 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 


sioner,  dated  August  13,  1962  on  Violation  Order  No.  626- 
258,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building.  , 

Chapter  19.161.0  Administrative  Code. 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  August  13,  1962,  acting  on  Viol.  Order 
No  626258,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
appeal  dated  June  29,  1961,  7  sheets;  on  further  condition 
that  all  stairs  from  the  first  floor  to  the  cellar  shall  be 
enclosed  in  masonry  partitions,  with  fireproof  self-closing 
doors  at  cellar  level;  and  that  a  thermostatic  fire  alarm 
system  with  central  office  connection  shall  be  installed 
throughout  the  building. 

*Correction :  In  the  Applicant  section  above  new  owner 
name  shown  in  italics  and  the  Premises  Affected  section  has 
been  added  to  correct. 
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COURT  DECISION 

Matter  of  Beach  Haven  Jewish  Center  vs.  Foley — On  July  12, 
1960,  the  Board  granted  a  variance — application  reopened  December 
22,  1969  as  Volume  II — under  Section  7e  of  the  Zoning  Resolution,  to 
permit  in  a  residence  use  district,  the  erection  of  a  store  building 
with  parking  for  patrons’  cars,  for  a  term  of  twenty  (20)  years; 
Calendar  Number  290-50-BZ — Vol.  II ;  Premises  695  to  716  Avenue 
Z,  north  side  from  East  1st  to  East  2nd  Streets,  2669  to  2579  East 
1st  Street  and  2574  to  2584  East  2nd  Street,  Block  7217,  Lots  38 
and  49,  Borough  of  Brooklyn. 

In  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  Cone  granted 
the  certiorari  petition  annulling  the  determination  under  review. 
(N.Y,  Law  Journal,  October  26,  1961,  page  15). 

In  the  Appellate  Division,  Second  Judicial  Department,  by 
Ughetta,  Acting  P.  J. ;  Brennan,  Hopkins,  Kleinfeld  and  Christ, 
JJ.,  in  the  Matter  of  Beach  Haven  Jewish  Center  pet.-res.  (Foley, 
ap.,  Levin  intervenor-ap.),  Mr.  Justice  Ughetta  stated: 

“We  find  that  the  Board  acted  upon  a  reasonable  basis  and 
on  sufficient  evidence  to  permit  the  exercise  of  its  discretionary 
powers  under  subdivision  (e)  of  section  7  of  said  Resolution ; 
and,  since,  it  acted  within  its  jurisdiction,  its  determination 
may  not  be  set  aside  by  the  court,” 

(N.  Y.  Law  Journal,  February  14,  1963,  page  17.) 

The  Court  of  Appeals  in  Proceeding  162,  Matter  of  Beach  Haven 
Jewish  Center,  ap.  (Foley,  res.;  Levin,  intervenor-res.),  rendered 
he  following  decision : 

“Order  of  the  Appellate  Division  reversed  and  that  of  Special 
Term  reinstated,  without  costs,  upon  the  dissenting  memoran¬ 
dum  at  the  Appellate  Division.  No  opinion.  All  concur.” 

(N.  Y.  Law  Journal,  November  4,  1963,  page  14.) 
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DOCKET 

New  Cases  Filed  nb  to  November  13.  1963 
Cal.  No.  Dept.  Premises 

864-63-A — F.D. — 78-80  Walker  Street,  northeast  corner 
of  Cortlandt  Alley,  Block  196,  Lot  29,  Borough  of  Man¬ 
hattan  F,D.  order  3772-3,  re-  Sprinkler  System. 


865-63-SA — Iced  Gas  Engine  Driven  Air  Conditioners 
Series  6200-6400-6800-6900,  Manufactured  by  Atmos- 
Pak,  Inc.  Appliance. 


866-63-A — F.D. — 42-01  to  42-05,  Mai  Street,  southeast 
corner  of  Maple  Avenue,  Block  5135,  Lot  1,  Flushing, 
Borough  of  Queens,  F.D.  order  4899-3,  re-  Sprinkler 
System. 


867-63-BZ — B.R. — 2415  Richmond  Road,  North  Side, 
542.95'  East  of  Odin  Street,  Block  942,  Lot  11,  Borough 
of  Richmond  (New  Dorp)  N.B.  443/61,  re-  proposed 
extension  of  R3-2  Third  district. 


868-63-A — F.D.  2277  Avenue,  east  side,  41  feet,  SV2 
inches  south  of  East  124th  Street,  Block  1788,  Lot  48, 
.Borough  of  Manhattan,  F.D.  order  3782-3,  re-  Sprinkler 
System. 


869-63-SA — DeVilbiss  Modular  Panel  Infre-Red  Oven, 
Manufactured  by  the  DeVilbiss  Modular  Panel  Infra- 
Red  Oven,  Appliance. 


870-63-SA — F.D. — 331  East  115th  Street,  north  side,  225 
feet  west  of  First  Avenue,  Block  1687,  Lot  17,  Borough 
of  Manhattan,  F.D.  order  1301-3,  re-  Sprinkler  System. 


871-63-BZ — B.Bx. — 3006  Third  Avenue,  east  side,  280 
feet  north  of  East  153rd  Street,  Block  2363,  Lot  25, 
Borough  of  The  Bronx,  Alt.  706-62,  re-change  of  use. 


872-63-A — B.Bx. — 3006  Third  Avenue,  east  side,  280 
feet  north  of  East  153rd  Street,  Block  2363,  Lot  25,  Bor¬ 
ough  of  The  Bronx,  Alt.  706-62,  re-  exits,  egress,  ect. 


873-63-A — B.Bx. — Bed  of  Needham  Avenue,  from  Grace 
Avenue  to  Schieflin’s  Lane,  Block  4892,  Lot  34,  House 
No.  4,  Borough  of  The  Bronx,  N,B.  774-782-63,  re-erec¬ 
tion  of  dwellings  and  garages  in  bed  of  mapped  street 
and  review  of  decision  of  the  Borough  Superintendent 
on  Zoning  matter. 


874-63-A — B.Bx. — Bed  of  Needham  Avenue,  from  Grace 
Avenue  to  Schieflin’s  Lane,  Block  4892,  Lot  34,  House 
No.  15,  Borough  of  The  Bronx,  N.B.  774-782-63,  re-erec¬ 
tion  of  dwellings  and  garages  in  bed  of  mapped  street 
and  review  of  decision  of  the  Borough  Superintendent 
on  zoning  matter. 


875-63-A — B.Bx. — Bed  of  Needham  Avenue,  from  Grace 
Avenue  to  Schieflin’s  Lane,  Block  4892,  Lot  34,  House 
No.  6,  Borough  of  The  Bronx,  N.B.  774-782-63,  re-erec¬ 
tion  of  dwellings  ad  garages  i  bed  of  mapped  street  and 
review  of  decision  of  the  Borough  Superintendent  on 
zoning  matter. 


876-63-A — B.Bx — Bed  of  Needham  Avenue,  from  Grace 
Avenue  to  Schieflin’s  Lane,  Block  4905,  Lot  300,  House 
No.  7,  Borough  of  The  Bronx,  N.B.  774-783-63,  re-erec¬ 
tion  of  dwellings  and  garages  in  bed  of  mapped  street 


and  review  of  decision  of  the  Borough  Superintendent  on 
zoning  matter. 


877-63-A — B.Bx — Bed  of  Needham  Avenue,  from  Grace 
Avenue  to  Schieflin’s  Lane,  Block  4905,  Lot  300,  House 
No.  8,  Borough  of  The  Bronx,  N.B.  774-782-63,  re¬ 
mapped  street. 


878-63-A — B.M.  615  West  37th  Street,  north  side,  144 
feet  west  of  11th  Avenue,  Block  683,  Lot  1,  Borough 
of  Manhattan,  Alt.  1389-60,  re-  omission  of  guard  fence 
on  roof. 


879-63-A — F.D. — Third  Street  55-57,  northwest  corner 
of  Hoyt  Street,  Block  460,  Lot  34,  Borough  of  Brooklyn, 
F.D.  order  4488-3  re-  sprinkler  system. 


880-63-SM — Morrcite  manufactured  by  Macnaughton 
Brooks  Inc.  Material.  , 


881-63-BZ — B.Q. — 58-45  193rd  Street,  southeast  corner 
of  Peck  Avenue,  Block  5697,  Lot  1  and  15,  Flushing, 
Borough  of  Queens  Alt.  543-63,  re-  front  yards,  acces¬ 
sory  parking. 


882-63-A— F.D.— 2246-2248  Third  Avenue  177-181  East  . 
122nd  Street,  northwest  corner,  Block  1771,  Lot  33, 
Borough  of  Manhattan,  F.D.  order  3149-3,  re-  Sprinkler 
System. 


883-63-A — B.M. — 298  East  2nd  Street,  north  side,  193 
feet  west  of  Avenue  D,  Block  372,  Lot  52,  Borough  of 
Manhattan,  Alt.  526-63,  re-  change  in  use,  parking. 


884-63-BZ — B.B. — 712-722  Brighton  Beach  Avenue  3200 
Coney  Island  Avenue,  southwest  corner  of  Brighton 
Beach  Avenue,  Block  7284  (Old)  8692  (new),  Lot  2419 
(old  19  (new),  Borough  of  Brooklyn,  Alt.  2204-63,  re¬ 
change  of  use. 


885-63-A — B.B. — 712-722  Brighton  Beach  Avenue,  3200 
Coney  Island  Avenue,  south  west  corner  of  Brighton 
Beach  Avenue,  Block  7284  (old)  8692  (new),  Lot  2419 
(old)  19  (new),  Borough  of  Brooklyn,  Alt.  2204-63  re¬ 
change  of  use. 


Restored  to  Docket 

1010-57-BZ — B.B. — 133-135  Schenectady  Avenue,  east 
east  side,  25  feet  north  of  St.  Marks  Avenue,  Block  1354, 
Lot  2,  Borough  of  Brooklyn,  Alt.  3975-57,  reopened  for 
consdieration  as  to  extension  of  term  of  variance,  re¬ 
parking  and  storage  of  motor  vehicles — residence  use 
district. 


297-34-BZ — Vol.  Ill — B.B.  2705-2717  Nostrand  Avenue, 
east  side,  340  feet  south  of  Avenue  M,  Block  7666,  Lots 
24  and  25,  Borough  of  Brooklyn,  Alt.  Applic.  2368-52, 
reopened  for  consideration  as  to  extension  of  term  of 
variance  re-  gasoline  service  station,  etc.;  parking — busi¬ 
ness  use  district. 


457-58-BZ — B.Bx. — 2330-2334  Cambreleng  Avenue,  east 
side,  274.  52  feet  south  of  East  187th  Street,  Block  3089, 
Lots  18,  19  and  20,  Borough  of  The  Bronx,  reopened 
for  consideration  as  to  extension  of  term  of  variance  re¬ 
parking  and  storage  of  motor  vehicles — residence  use 
district. 
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330-33-BZ — Vol.  V — B.Q, — 227-17  Northern  Boulevard, 
northwest  corner  of  228th  Street,  Block  6333,  Lot  7  Bay- 
side,  Borough  of  Queens,  Alt.  2517-57,  reopened  for 
consideration  as  to  extension  of  term  of  variance,  re¬ 
auto  showroom,  store,  painting  and  spraying,  etc. — local 
retail  and  residence  use  district. 


APPLICATIONS  FOR  EXTENSION  OF  TIME 
TO  PERMIT  THE  COMPLETION  OF 
CONSTRUCTION. 

( Filed  Pursuant  to  Sections  11-32  and  11-33) 

144-63-BZX — B.M. — 380  East  8th  Street  Block  377,  Lot 
22,  Alt.  1581-60,  Permit  No.  3024-63. 


145-63-BZX — B.M. — 24-26  West  40th  Street,  Block  841, 
Lots  63,  65,  Alt.  934-60,  Permit  No.  2086-60. 


146-63-BZX — B.Bx — 2389  Washington  Avenu,  Block 
2389,  Lots  33,  Alt.  1099-61,  Permit  No.  1441-63.  , 


RULES 

Arc  and  Gas  Welding  and  Oxygen 

Cutting  . Nov.  27,  1956. 

Cements,  Air  Entraining  Portland, 

Rules  for  Approval  and  Use  of..  April  12,  1955 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  . . . Mar.  15,  1955 — Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 

form  . Dec.  28,  1943 — Vol.  28,  No.  52A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  . Dec.  10,  1962. 

Concrete  Rules  (Hydrated  Lime).  Aug.  3,  1937 — Vol.  22,  No.  31 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  ...Oct.  3,  1963 — Vol.  48  No.  40 

Dry  Cleaning  Establishments,  Rules 

Covering  . Oct.  3,  1963 — Vol.  48  No.  40 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . July  20,  1962. 

Exterior  Veneering  Materials, 

Rules  for  . Mar.  11,  1952 — Vol.  37,  No.  11A 

Factory  Exit  Rules  . Feb.  22,  1955. 

Fire  Alarm  Rules  (Interior)  . May  1963. 

Fire  Drill  Rules  . Nov.  21,  1963 — Vol.  48,  No.  47 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc..  Rules  for  Testing  of  Jan.  31,  1963 — Vol.  48,  No.  5 

Hatchway  Protection  . June  5,  1928 — Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.280  of  The  Labor 

Law)  . May  25,  1961— Vol.  46,  No.  21 

Insulating  Fibre  Board  Rules  ....  Mar.  25,  1952 — Vol.  37,  No.  13A 

Oil  Burner  Rules  . . . June  1,  1962. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of .  May  27,  1954. 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  .  Mar.  20,  1960. 

Procedure,  Rules  of  . Jan.  17,  1963 — Vol.  48,  No.  3 

Smoking  in  Factories,  Rules  for..  Oct.  24,  1963 — Vol.  48,  No.  43 

Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc . May  2,  1963 — Vol.  48,  No.  18 

Sprinkler,  Rules  . . . June  29.  1937 — Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  ..  Sept.  3,  1946 — Vol.  31,  No.  36 

DESIGNATIONS:  B. — Department  of  Buildings;  B.B. — Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan:  B.Q. — Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings,  Richmond;  B.Bx. — Department  of  Build 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department, 


NOVEMBER  26,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  26,  1963,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 


649-63-BZ 

APPLICANT — Harry  Atkin  and  Associates  for  Estate 
of  Irene  Keough,  owner;  Edward  Smith,  lessee. 

SUBJECT — Application  August  20,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district, 
the  change  in  use  of  an  existing  building  from  a  non 
storage  garage  to  an  automotive  service  station  with 
accessory  uses  including  minor  repairs. 

PREMISES  AFFECTED— 6071  Broadway,  west  side, 
255.26  feet  north  of  246th  Street,  Block  3415,  Lot 
1221,  Borough  of  The  Bronx. 


667-63-BZ 

APPLICANT — Edwin  Storch  for  Henry  G.  Zielinski, 
owner. 

SUBJECT — Application  August  26,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  Rl-2  district, 
the  erection  of  a  two  story  and  cellar  one  family 
dwelling  that  exceeds  the  permitted  floor  area  ratio, 
has  less  than  the  required  open  space  and  encroaches 
on  the  required  front  and  side  yards. 

PREMISES  AFFECTED— 252-15  Horace  Harding 
Expressway,  north  side,  6.88  feet  west  of  253rd  Street, 
Block  8254,  Lot  37,  Bayside,  Borough  of  Queens. 


714-63-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Seymour 
Rapaport,  owner. 

SUBJECT — Application  September  17,  1963  — -  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R5  district, 
the  erection  of  a  two  story  and  basement  one  family 
dwelling  that  encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED— 786  Schenectady  Avenue, 
west  side,  160  feet  north  of  Linden  Boulevard,  Block 
4867,  Lot  22,  Borough  of  Brooklyn. 


753-63-BZ 

APPLICANT— William  A.  O’Leary  for  Dept.  Public 
Works,  City  of  New  York,  owner. 

SUBJECT — Application  September  27,  1963  — -  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R7-2  district, 
the  erection  of  a  sewage  pumping  station  that  en¬ 
croaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 184  Avenue  D,  east  side,  20 
feet  south  of  East  13th  Street  Extended,  Block  367, 
Lot  25,  Borough  of  Manhattan. 


566-63-BZ  ’ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Wil¬ 
liam  E.  Kleinhenz,  owner. 

SUBJECT — Application  July  9,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  and 
72-21  of  the  Zoning  Resolution,  to  permit  i  na  C2-2 
and  R3-2  district,  the  enlargement  and  extension  in 
area  of  an  existing  automotive  service  establishment 
previously  granted  by  the  Board. 

PREMISES  AFFECTED— 205-01  to  205-19  (205-11 
official)  Northern  Boulevard  north  side,  from  205th 
Street  to  Clear  View  Expressway,  43-10  to  43-46 
Clearview  Expressway,  43-27  to  43-35  205th  Street, 
Block  6269,  Lot  20  (formerly  20  and  part  of  9)  Bay- 
side,  Borough  of  Queens. 

Laid  over  from  October  8,  1963  to  October  29,  1963, 
for  continued  hearing;  then  to  November  26,  1963,  for 
continued  hearing  at  the  request  of  the  applicant. 
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520-63-BZ 

APPLICANT — Haus  and  Breslin  for  James  Forlano 
and  Frank  Aguele,  owners. 

SUBJECT — Application,  June  21,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-01  (b)  of 
the  Zoning  Resolution,  to  permit  the  erection  of  a 
one  story  and  cellar  building  for  use  as  restaurant, 
and  greenhouse  with  outdoor  sales  and  with  acces¬ 
sory  signs,  and  the  building  encroaches  on  the  required 
front  and  side  yards. 

PREMISES  AFFECTED— 2455-2465  Linden  Blvd.  and 
800-802  Logan  Street,  northwest  corner,  Block  4480, 
Lot  28,  Borough  of  Brooklyn. 

Hearing  closed — Laid  over  from  September  10,  1963  to 
September  24,  1963,  for  inspection  and  decision,  then 
to  October  29,  1963,  for  decision;  applicant  to  amend 
application;  then  to  November  26,  1963,  for  continued 
hearing. 


529-57-BZ 

APPLICANT — Burke  and  Groh  for  C.B.S.  Trading 
Corp.,  owner. 

SUBJECT — Application  reopened  October  8,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  April  8,  1963 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a  re¬ 
sidence  and  local  retail  use  district,  the  use  of  the 
plot  for  the  sale  and  display  of  used  cars  dealt  in  by 
the  Chevrolet  Agency  on  the  adjoining  lot  to  the  east 
and  permitting  the  maintenance  of  lights  and  sign 
around  the  perimeter  of  the  sales  car  lot. 

PREMISES  AFFECTED — 234-04  Northern  Boule¬ 
vard,  southeast  corner  of  234th  Street,  Block  8167, 
Lots  286  and  293,  Douglaston,  Borough  of  Queens, 
Laid  over  from  November  6,  1963,  to  November  26, 
1963,  for  restudy  by  the  applicant  and  for  continued 
hearing. 


176-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Salvatore 
Lucia,  owner. 

SUBJECT — Application  February  28,  1963 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution  to  permit  in  a  R4  district  the 
extension  of  the  accessory  parking  area  into  the  resi¬ 
dence  district  with  business  signs  on  the  existing  one 
story  building. 

PREMISES  AFFECTED— 909  East  233rd  Street, 
northwest  corner  of  Digney  Avenue,  Block  5002,  Lot 
35,  Borough  of  the  Bronx. 

Laid  over  from  Nov.  13,  1963  to  November  26,  1963, 
for  inspection  and  possible  decision  and  continued 
hearing  and  possible  decision;  applicant  to  submit 
statement. 


72-41-BZ 

APPLICANT — Gerald  E.  Dwyer  for  New  York  Central 
System,  owner. 

SUBJECT — Application  reopened  October  29,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  April  29,  1963  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  partly 
in  a  business  use  and  partly  in  a  restricted  retail  use 
district,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 275  feet  west  of  Lexington 
Avenue  and  344  feet  4  inches  east  of  Vanderbilt  Ave¬ 


nue,  between  East  45  and  East  46th  Streets,  Block 
1300,  Lot  6,  Borough  of  Manhattan. 


93-57-BZ 

APPLICANT — Ludwig  P.  Bono  for  Jennie  Minieri, 
owner. 

SUBJECT — Application  reopened  October  29,  1963 

for  consideration  as  to  extension  of  term  of  variance, 
expired  May  6,  1963  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  parking  and  storage  of  motor 
vehicles  of  the  pleasure  car  type  only. 

PREMISES  AFFECTED — 2316  Beaumont  Avenue, 
east  side,  315  feet  north  of  East  183rd  Street,  Block 
3103,  Lot  14,  Borough  of  The  Bronx. 


923-57-BZ 

APPLICANT — Ludwig  P.  Bono  for  Westchester 
Square  Associated,  owner. 

SUBJECT — Application  reopened  October  29,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  June  24,  1963  —  decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  parking  for  more  than  five 
motor  vehicles,  restricted  to  doctors  and  attendants 
at  the  hospital  and  for  visitors  and  patients  of  the 
hospital,  no  fee  to  be  charged. 

PREMISES  AFFECTED— 2449-2451  St.  Raymond 
Avenue,  1601-1649  Seddon  Street,  northwest  corner 
and  2446-2448  Dorsey  Avenue,  Block  3992,  Lots  32, 
37  and  40,  Borough  of  The  Bronx. 


269-37-BZ 

APPLICANT — William  J.  Kalt  for  Auguste  Widmaier, 
owner. 

SUBJECT — Application  reopened  October  29,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  September  17,  1963 — decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7i  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 1325  Webster  Avenue,  west 
side,  197  feet  north  of  East  169th  Street,  Block  2887, 
Lot  177,  Borough  of  The  Bronx. 


The  following  cases  were  laid  over  from  previous 

public  hearings  for  reasons  published  in  the  MINUTES 

of  such  hearings. 

223-63-BZ  - 

APPLICANT — Leonard  F.  Rothkrug  for  Charles  Mot- 
tola,  Lincolndale  Homes,  Inc.,  Mario  Avallone  and 
Frank  Calabro,  owners. 

SUBJECT — Application  March  13,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  and  Cl-3  dis¬ 
trict,  the  relocation  and  reconstruction  of  an  automo¬ 
tive  service  station  with  accessory  uses  including  auto¬ 
matic  car  washing. 

PREMISES  AFFECTED— 3217  White  Plains  Road, 
northwest  corner  of  Burke  Avenue,  Block  4594,  Lots 
42,  44,  46  and  48,  Borough  of  The  Bronx. 

Hearing  Closed. — Laid  over  from  July  23,  1963  to  Sep¬ 
tember  17,  1963,  for  decision  at  the  request  of  the 
applicant;  then  to  October  8,  1963,  for  applicant  to 
submit  revised  drawings  and  for  decision;  then  to  Oc¬ 
tober  22,  1963,  for  applicant  to  submit  revised  draw- 
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ings;  then  to  November  26,  1963,  for  decision  at  re¬ 
quest  of  applicant. 

MAX  H.  FOLEY,  Chairman 


665-63-BZ 

APPLICANT— George  Fuchs  for  Board  of  Education, 
City  of  New  York,  owner. 

SUBJECT — Application  August  26,  1963 — decision  of 
the  Borough  Superintendent,  under  Section  73-19  of 
the  Zoning  Resolution,  to  permit  in  a  Ml-2  district, 
the  erection  of  a  three  story  and  basement  public 
school. 

PREMISES  AFFECTED — 209-227  York  Street,  north 
side,  from  Navy  Street  to  Front  Street,  88-104  Navy 
Street,  254-270  Front  Street,  Block  44  Lot  1,  Block 
56,  Lots  24,32,33,  part  of  3,  and  Block  57  All  Lots, 
Borough  of  Brooklyn.  (P.S.  307) 

Hearing  closed— Laid  over  from  November  13,  1963  to 
November  26,  1963,  for  decision;  applicant  to  submit 
statement. 


687-63-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Fred  Stein 
bruck,  owner. 

SUBJECT — Application  September  6,  1963 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R6  district, 
the  maintenance  of  a  parking  lot  for  a  temporary 
term  of  three  years  to  be  used  while  the  World’s 
Fair  is  in  progress. 

PREMISES  AFFECTED— 52-02  111th  Street,  south 
west  corner  of  52nd  Avenue,  Block  2008,  Lots  37,  38, 
40,  and  41,  Corona,  Borough  of  Queens. 

Hearing  closed — Laid  over  from  November  13,  1963  to 
November  26,  1963,  for  inspection  and  decision;  amen¬ 
ded  plan  to  be  submitted. 


701-63-BZ 

APPLICANT — J.  A.  Daidone  for  Daidone  and  With- 
erow  for  Edmund  A  Guggenheim,  owner;  Spartan 
Holding  Corporation  (under  contract  to  purchase), 
lessee. 

SUBJECT — Application  September  11,  1963 — decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R8  district, 
the  change  in  occupancy  in  an  existing  three  story 
building  from  private  garage  for  not  more  than  five 
cars  and  dwellings,  to  photographer’s  Studio,  acces¬ 
sory  office  and  two  dwellings. 

PREMISES  AFFECTED— 121  East  83rd  Street,  north 
side,  143  feet  10  2/3  inches  west  of  Lexington  Ave¬ 
nue,  Block  1512,  Lot  11,  Borough  of  Manhattan. 

Hearing  closed — Laid  over  from  November  13,  1963  to 
November  26,  1963,  for  inspection  and  decision. 


574-63-BZ 

APPLICANT — Haus  and  Bresin  for  A.  A.  Becker  and 
N.  Milton  Rothstein,  owners;  Sun  Oil  Company, 
lessee. 

SUBJECT — Application  July  11,  1963 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  & 

73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-3 
district,  the  erection  and  maintenance  of  an  automotive 
service  station  with  accessory  use  for  a  temporary 
term  of  twenty  years. 

PREMISES  AFFECTED— 769-785  Rockaway  Avenue, 
218-228  Riverdale  Avenue,  southeast  corner.  Block 
3603,  Lot  23,  Borough  of  Brooklyn. 


Hearing  closed— Laid  over  from  October  29,  1963  to 
November  13,  1963,  for  decision;  the  Board  of  Educa¬ 
tion  will  furnish  information  on  the  proposed  school 
in  the  next  block;  property  has  been  inspected;  then 
to  November  26,  1963,  for  adidtional  information  and 
decision. 

MAX  H.  FOLEY,  Chairman. 


NOVEMBER  26,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  November  26,  1963,  at  2  o'clock  at  80 

Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 

following  matters: 

1025-62-A 

APPLICANT — Schaefer  and  Atkin  for  Kappa  Chi 
House  Corporation,  owner. 

SUBJECT — Application  November  8,  1962  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
frame  structure  —  fraternity  meeting  rooms,  means 
of  egress  etc. 

PREMISES  AFFECTED— 158-27  79th  Avenue,  north 
side,  140  feet  west  of  160th  Street,  Block  6830,  Lot  34, 
Flushing,  Borough  of  Queens. 

993-61-A 

APPLICANT— Patrick  D.  Concagh  for  Rolfe’s  Chop 
House,  Incorporated,  owner. 

SUBJECT  Application  June  27,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system,  enclose  sub-cellar  stairs. 

PREMISES  AFFECTED— 90  Fulton  Street,  south 
side,  102,25  feet  west  of  Gold  Street,  Block  77,  Lot 
23,  Borough  of  Manhattan. 


1064-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Max  B. 
Cane,  owner. 

SUBJECT  Application  July  3,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner — re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 712  Broadway,  east  side, 
173  feet  4  inches  north  of  Fourth  Street,  Block- 545, 
Lot  8,  Borough  of  Manhattan. 


9 17-62- A 

APPLICANT — Jacob  Fisher  and  Donald  D.  Fisher  for 
Max  Cane  of  712  Broadway  Company,  owner. 

SUBJECT— Application  September  28,  1962 — Appeal 

from  a  decision  of  the  Borough  Superintendent  re¬ 
egress,  use  of  wire  glass. 

PREMISES  AFFECTED — 712  Broadway,  east  side, 
173  feet  4Y2  inches  north  of  4th  Street,  Block  545, 
Lot  8,  Borough  of  Manhattan. 


1081-61-A 

APPLICANT — William  S.  Shary  for  Dewey  Carver, 
owner. 

SUBJECT — Application  July  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 98  North  Moore  Street, 
south  side,  97  feet  west  of  Washington  Street,  Block 
185,  Lot  16,  Borough  of  Manhattan. 


1082-61-A 

APPLICANT — William  S.  Shary  for  Dewey  Carver, 
owner. 
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SUBJECT— Application  July  11,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 52  Harrison  Street  north 
side,  53  feet  west  of  Washington  Street,  Block  183, 
Lot  20,  Borough  of  Manhattan. 


1083-61-A 

APPLICANT— William  S.  Shary  for  Dewey  Carver, 
owner. 

SUBJECT — Application  July  11,  1961— Appeal  from  an 
order  and  a  decision  of  Fire  Commissioner  re-sprink- 
ler  system. 

PREMISES  AFFECTED— 56  Harrison  Street,  north 
side,  95  feet  west  of  Washington  Street,  Block  183, 
Lot’ 22,  Borough  of  Manhattan. 


1167-61-A 

APPLICANT— Florence  Weinfeld,  owner. 

SUBJECT— Application  July  19,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 


sprinkler  system. 

PREMISES  AFFECTED— 37 
side,  78.9  feet  west  of  Gold 
29,  Borough  of  Manhattan. 


Spruce  Street,  north 
Street,  Block  103,  Lot 


1198-61-A 

APPLICANT— Larry  Meltzer  for  Fisher  Press  Build¬ 
ing,  owner. 

SUBJECT— Application  July  24,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 195-197  Chrystie  Street, 
west  side,  100  feet  south  of  Stanton  Street,  Block  426, 
Lot  29,  Borough  of  Manhattan. 


1244-61-A 

APPLICANT— Lama,  Proskauer  and  Prober  for  S.  H. 
LeBell  and  Company,  owner. 

SUBJECT— Application  August  1,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 85  Franklin  Street,  south 
side,  143  feet  8  inches  east  of  Church  Street,  Block 
174,  Lot  22,  Borough  of  Manhattan. 


1290-61-A 

APPLICANT— Max  Siegel  Associates  for  Stanshoe 
Realty  Corporation,  owner;  Javeline  Shoe  Company, 
Hal  R.  Weiner  Shoe,  Company,  lessees. 

SUBJECT— Application  July  27,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 148  Duane  Street,  south 
side,  42  feet,  4  inches  east  of  West  Broadway,  Block 
146,’  Lot  14,  Borough  of  Manhattan. 


1321-61-A 

APPLICANT — Noah  N.  Sherman  for  Rector  Church¬ 
wardens  and  Vestrymen  of  St.  Georges  Church,  own¬ 
ers;  Manhattan  Marine  and  Electric  Co.,  Incorporated, 
lessee. 

SUBJECT— Application  August  11,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


PREMISES  AFFECTED — 116  Chambers  Street,  south 
side,  99  feet  11  inches  west  of  Church  Street,  Block 
136,’ Lot  24,  Borough  of  Manhattan. 


1323-61-A 

APPLICANT— New  York  Twine  Corporation,  lessee 
for  A.  C.  Zucker,  owner. 

SUBJECT— Application  August  14,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 9  North  Moore  Street,  north 
side,  69  feet  west  of  West  Broadway,  Block  190,  Lot 
48,  Borough  of  Manhattan. 


1113-62-A 

APPLICANT— Leonard  F.  Rothkrug  for  Louise  M.  and 
Clement  S.  Patti,  owner. 

SUBJECT— Application  December  13,  1962  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re 
Class  4  bldg,  wood  frame,  extension  of  commercial  use. 

PREMISES  AFFECTED— 3935  White  Plains  Road, 
west  side,  78.21  feet  north  of  East  223rd  Street,  Block 
4825,  Lot  7,  Borough  of  the  Bronx. 


14-63-A 

APPLICANT— Samuel  Kaplan  for  Handy  Button  Ma¬ 
chine  Works,  owner. 

SUBJECT— Application  January  7,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
infra-red  drying  ovens. 

PREMISES  AFFECTED— 45-26  to  45-44  51st  Street, 
west  side,  188  feet  north  of  47th  Avenue,  Block  2283, 
Lot  54,  Woodside,  Borough  of  Queens. 


59-63-A 

APPLICANT— Samuel  Rosenblum  for  Morbruk  Com¬ 
pany  Incorporated,  owner. 

SUBJECT— Application  January  17,  1963  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  elevator  operator. 

PREMISES  AFFECTED— 29-33  West  36th  Street, 
north  side,  426  feet  west  of  5th  Avenue,  Block  838, 
Lot  24,  Borough  of  Manhattan. 


83-63-A 

APPLICANT— Samuel  Rosenblum  for  Carryl  S.  Was- 
serman,  owner. 

SUBJECT— Application  January  22,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
Quick  Response  Service-elevators. 

PREMISES  AFFECTED— 253-255  West  27th  Street, 
north  side,  159  feet  east  of  8th  Avenue,  Block  777, 
Lot  12,  Borough  of  Manhattan. 


674-63-A 

APPLICANT— Gabriel  Nathan  for  Dr.  Martin  B.  Kap¬ 
lan  and  Dr.  Herbert  Gordon,  owners. 

SUBJECT — Application  September  3,  1963  —  appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
frame  building  for  non-residential  use. 

PREMISES  AFFECTED— 332  Beach  63rd  Street,  and 
6211  Beach  Channel  Drive,  southeast  corner,  Block 
15907,  Lot  60,  Arverne,  Borough  of  Queens. 


1296-61-A 

APPLICANT— Edward  J.  Hurley  &  Hughes  for  John 
Chatillon  and  Sons,  owners. 
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SUBJECT — Application  August  9,  1961 — Appeal  from 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 48  Franklin  Street,  north 
side,  100  feet  west  of  Lafayette  Street,  Block  172,  Lot 
27,  Borough  of  Manhattan. 


1310-61-A 

APPLICANT — 728  Lexington  Leasing  Corporation, 
owner;  Waldorf  System  Incorporated,  lessee. 

SUBJECT — Application  August  10,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 155  West  19th  Street,  north 
side,  149.3  feet  east  of  Seventh  Avenue,  Block  795, 
Lot  10,  Borough  of  Manhattan. 


1210-61-A 

APPLICANT — Samuel  Rosenblum  for  Times  Square 
Realty  Corporation,  owner. 

SUBJECT — Application  July  27,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 28  West  32nd  Street,  south 
side,  400  feet  west  of  Fifth  Avenue,  Block  833,  Lot  60, 
Borough  of  Manhattan. 


1338-61-A 

APPLICANT — Thomas  Zarras,  lessee  for  226  Wash¬ 
ington  Street  Realty  Corporation,  owner. 

SUBJECT — Application  August  15,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 226  Washington  Street, 
west  side,  25  feet  north  of  Barclay  Streets,  Block  128, 
Lot  50-4,  Borough  of  Manhattan. 


1357-61-A 

APPLLICANT — 8-10  White  Street  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  August  17,  1961  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 10  White  Street,  north  side, 
60  feet  east  of  West  Broadway,  Block  191,  Lot  10, 
Borough  of  Manhattan. 


1366-61-A 

APPLICANT — A.  L.  Seiden  for  Bexon  Realty  Corp* 
oration,  owner. 

SUBJECT — Application  August  24,  1961  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 256-258  Mott  Street,  east 
side,  180  feet  %  inch  north  of  Prince  Street,  Block 
508,  Lot  6,  Borough  of  Manhattan. 


1370-61-A 

APPLICANT — Charles  M.  Spindler  for  R  &  J  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  filed  August  22,  1961 — Appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  Sprinkler  System. 

PREMISES  AFFECTED— 182-190  Smith  Street  and  324- 
328  Warren  Street,  south  west  corner,  Block  396,  Lots 
35,  36,  38  and  39,  Borough  of  Brooklyn. 


1371-61-A 

APPLICANT — Hartley  S.  Rowe,  owner. 

SUBJECT — Application  filed  August  24,  1961.  Appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  Sprinkler  system. 

PREMISES  AFFECTED — 45  Great  Jones  Street,  south 
side,  75  feet  west  of  the  Bowery,  Block  530,  Lot  29,  Bor¬ 
ough  of  Manhattan. 


1374-61-A 

APPLICANT — Clinton  Brown  for  Zenna  Textile  Corpora¬ 
tion,  owner. 

SUBJECT — Application  filed  August  18,  1961.  Appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  Sprinkler  System. 

PREMISES  AFFECTED— 76-78  Leonard  Street,  south 
side,  139  feet  4%  inches  east  of  Church  Street,  Block 
173,  Lot  18,  Borough  of  Manhattan. 


1375-61-A 

APPLICANT — Clinton  Brown  for  80  Leonard  Street  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  25,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 80-82  Leonard  Street,  south 
side,  175  feet  11  inches  east  of  Church  Street,  Block  173, 
Lot  20,  Borough  of  Manhattan. 


1377-61-A 

APPLICANT — Noah  N.  Sherman  for  Mrs.  Rae  S.  Gold¬ 
berg,  owner. 

SUBJECT — Application  August  25,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 59  Walker  Street,  south  side, 
127.9  feet  west  of  Broadway,  Block  193,  Lot  38,  Borough 
of  Manhattan. 


1379-61-A 

APPLICANT — Michael  D.  Schwartz  for  Broadway — 207 
Corporation,  owner. 

SUBJECT — Application  August  29,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 597-609  West  207th  Street, 
4940-4946  Broadway,  northeast  corner,  Block  2236,  Lot 
1,  Borough  of  Manhattan. 


1521-61-A 

APPLICANT — Edwin  Storch  for  Louis  Kohn,  owner. 

SUBJECT — Application  September  27,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED — 357  Canal  Street,  north  west 
corner  of  Wooster  Street,  Block  228,  Lot  1,  Borough  of 
Manhattan. 


1758-61-A 

APPLICANT — Edwin  Storch  for  Frank  Materese,  owner. 

SUBJECT — Application  November  30,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 452  Rodney  Street,  northeast 
corner  of  Ainslie  Street,  Block  2371,  Lot  1,  Borough  of 
Brooklyn. 


1284 


CALENDAR 


4-63-A 

APPLICANT— Leonard  F.  Rothkrug  for  Louis  Spector, 
owner. 

SUBJECT— Application  January  3,  1963— Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  variance 
of  Section  56,  subd  5 — increase  of  rooms  and  families  and 
Section  171,  subd  2— area,  extension  and  Review  of 
Decision  of  the  Borough  Superintendent  re-  Zoning  Mat 
ter. 

PREMISES  AFFECTED— 3821  Nautilus  Avenue,  north 
side,  180  feet  west  of  Sea  Gate  Avenue,  Block  7002,  Lot 
48,  Borough  of  Brooklyn. 


126-63-A 

APPLICANT— Lama,  Proskauer  and  Prober  for  Mary  Al¬ 
ton  Incorporated,  owner. 

SUBJECT— Application  February  13,  1963— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 180  Lafayette  Street,  west  side, 
169  feet  6%  inches  south  of  Broome  Street,  Block  473, 
Lot  43,  Borough  of  Manhattan. 


127-63-A 

APPLICANT— Lama,  Proskauer  and  Prober  for  42nd  Ave¬ 
nue  Bayside  Corporation,  owner. 

SUBJECT— Application  February.  13,  1963— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  reclassifica¬ 
tion  of  existing  building. 

PREMISES  AFFECTED— 212-01  to  212-25  42nd  Avenue, 
north  side,  42.27  feet  west  of  41st  Road,  Block  6227,  Lot 
330,  Bayside,  Borough  of  Queens. 


580-63-A 

APPLICANT — Mervin  Alembik  for  Statler-Hilton  Hotel, 
owner. 

SUBJECT— Application  July  18,  1963— Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent — Fireproof  wood. 

PREMISES  AFFECTED— 401-415  Seventh  Avenue,  east 
side,  from  West  32nd  street  to  Wr.  33rd  Street,  137-167 
West  32nd  Street,  Block  808,  Lot  1,  Borough  of  Manhat¬ 
tan. 


774-63-A 

APPLICANT— Leonard  F.  Rothkrug  for  New  York  Uni¬ 
versity  College  of  Engineering,  owner. 

SUBJECT— Application  October  4,  1963— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  super¬ 
sonic  wind  tunnel — compressor. 

PREMISES  AFFECTED— West  180th  Street,  north  side, 
intersection  of  University  and  Sedgwick  Avenue,  N.  Y. 
University  ( Guggenheimer  Bldg.)  ;  Block  3222,  Lot  62, 
Borough  of  the  Bronx. 

MAX  H.  FOLEY,  Chairman. 


DECEMBER  3,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  3,  1963,  at  2  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

681-60-SM 

APPLICANT— Formigli  Corporation,  owner  —  precast, 
vrestressed  concrete  slab. 


1729-61-SA 

APPLICANT— Mammoth  Industries,  Inc.,  owner— air 
conditioning  units. 


245-62-SM 

APPLICANT— Eastern  Schokcrete  Corporation,  owner 
— exterior  panel  wall. 


319-62-SC 

APPLICANT— J.K.  Hovind  for  National  Gypsum  Com¬ 
pany,  owner  —  incombustible  acoustical  tile. 


756-62-SM 

APPLICANT — H.  K.  Hovind  for  National  Gypsum 
Company,  owner — incombustible  gypsum  backer  board. 


934-62-SM 

APPLICANT — L.  Farber  Company,  owner  —  wall  and 
floor  covering. 


976-62-SA 

APPLICANT— Cardox,  Division  of  Chemestron  Cor¬ 
poration  , owner — CO2  system. 


1031-62-SM 

APPLICANT — Coast  Line  Steel  Products,  Inc.,  owner 
a  IV2  hour  fire  resistive  opening  protective  assembly. 


1059-62-SM 

APPLICANT— The  Flintkote  Company,  owner  —  a 
sprayed-on  roofing  material. 


196-63-SM 

APPLICANT— Murray  Corporation  of  America,  Eljar 
Plumbingware  Division,  owner  ballcock  for  water 
closet  tanks. 


339-63-SM 

APPLICANT— H.  K.  Hovind  for  National  Gypsum 
Company,  owner  —  combustible  insulation  below 
250°F. 


410-63-SM 

APPLICANT — The  Brewda  Company  for  J.  P.  Spen¬ 
cer  Corporation,  owner  —  coin-operated  dry  cleaner. 


535-63-SM 

APPLICANT — Matrad  Corporation  for  Lava  Limited, 
owner  —  pumice,  aggregate  for  concrete. 


578-63-SM 

APPLICANT— H.  Perrine  for  Johns-Manvil.le  Sales 
Corporation,  owner  —  incombustible  acousticle  tile. 


677-63-SM 

APPLICANT— B.  J.  Gilroy  for  Universal  Builders 
Supply  Company,  Inc.,  owner— plastic  chair  for  sup¬ 
port  of  reinforcing  steel. 

MAX  H.  FOLEY,  Chairman. 


DECEMBER  10,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  bearing 
Tuesday  morning,  December  10,  1963,  at  10  o  clock,  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

1910-61-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Hold  Rite 
Notions  Company,  owner;  Strauss  Stores,  lessee. 
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SUBJECT — Application  December  14,  1961  —  decision 
of  the  Borough  Superintendent,  under  Sections  7e  and 
7 A  of  tre  Zoning  Resolution,  to  permit  in  a  business 
use  district,  the  addition  of  accessory  minor  auto  re¬ 
pairs  and  welding  to  existing  use  of  sales  and  service 
of  auto  accessories  with  entrances  within  75  feet  of  a 
residence  district  for  a  term  of  fifteen  years. 

PREMISES  AFF7CTED — 1756-1766  86th  Street,  south¬ 
east  corner  of  Bay  17th  Street,  Block  6368,  Lot  29, 
Borough  of  Brooklyn. 

Laid  over  from  September  24  1963  to  Decmeber  10,  for 
hearing  at  request  of  applicant. 


693-63-BZ 

APPLICANT — Samuel  Rosenblum  for  Andros  Realty 
Corporation,  owner. 

SUBJECT — Application  September  9,  1963 — Decision  of 
the  Borough  Superintendent,  under  Sectoin  60  (3)  of 
the  Multiple  Dwelling  Law,  to  perimt  in  a  C5-3  and 
C6-6  district,  in  a  19  story  and  penthouse  multiple 
dwelling,  the  use  of  transcient  parking  for  the  unused 
and  surplus  spaces  in  the  required  accessory  garage 

extending  into  the  C5  district. 

PREMISES  AFFECTED — 1380  to  1398  Avenue  of  the 
Americas,  east  side,  from  West  56th  Street  to  West 
57th  Street,  63-71  West  56th  Street  and  58-68  West 
57th  Street,  Block  1272,  Lots  1,  71  and  104,  Borough 
of  Manhattan. 


694-63-A 

APPLICANT — Samuel  Rosenblum  for  Andros  Realty 
Corporation,  owner. 

SUBJECT — Application  September  9,  1963 — Filed  pur¬ 
suant  to  Section  60  of  the  Multiple  Dwelling  Law  — 
Transient  parking. 

PREMISES  AFFECTED — 1380-1398  Avenue  of  the 
Americas,  east  side,  -from  West  56th  Street  to  West 
57th  Street,  63-71  West  56th  Street  and  58-68  West 
57th  Street,  Block  1272,  Lots  1,  71  and  104,  Borough 
of  Manhattan. 


791-63-BZ 

APPLICANT — Henry  Nordheim  for  Joseph  Cetrone, 
owner. 

SUBJECT — Application  October  11,  1963 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R4  district,  the 
maintenance  of  a  three  family  dwelling  with  less  than 
the  required  accessory  parking  spaces. 

PREMISES  AFFECTED — 3963  Duryea  Avenue,  west 
side,  175  feet  south  of  Strang  Avenue,  Block  4962, 
Lot  44,  Borough  of  the  Bronx. 


792-63-A 

APPLICANT — Henry  Nordheim  for  Joseph  Cetrone, 
owner. 

SUBJECT — Application  October  11,  1963 — Filed  pursu¬ 
ant  to  Section  310  of  the  Multiple  Dwelling  Law  for 
variance  of  Section  56  and  193  of  the  Multiple  Dwell¬ 
ing  Law  re-  frame  building,  yard,  etc. 

PREMISES  AFFECTED — 3963  Duryea  Avenue,  west 
side,  175  feet  south  of  Strang  Avenue,  Block  4962,  Lot 
44,  Borough  of  the  Bronx. 

797-63-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Dale 
Management  Corporation,  owner. 

SUBJECT — Application  October  7,  1963 — decision  of 


the  Borough  Superintendent,  under  Section  72-21  and 
73-42  of  the  Zoning  Resolution,  to  permit  in  a  Ml-1 
and  R6  district,  the  erection  of  a  one  story  extension 
to  an  existing  one  story  building  used  for  the  manu¬ 
facture  of  electric  stores  extending  into  the  R6  dis¬ 
trict  that  will  exceed  the  FAR,  OSR  encroaches  on 
the  required  rear  yard  in  the  R6  district. 

PREMISES  AFFECTED — 1918-1928  Atlantic  Avenue, 
56-58  Buffalo  Avenue,  southwest  corner,  Block  1338’ 
Lot  38  (tentative)  Borough  of  Brooklyn. 


815-63-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Lena  Profita 
owner;  R  and  A  Superette,  lessee. 

SUBJECT  Application  October  12,  1963 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  and 
73-63  of  the  Zoning  Resolution,  to  permit  in  a  C2-5 
district,  the  erection  of  a  one  story  and  cellar  enlarge¬ 
ment  to  an  existing  five  -story  building  occupied  as  a 
store  on  the  first  floor  with  dwellings  above  the  en¬ 
largement  increases  the  degree  of  non-compliance  and 
exceeds  the  permitted  floor  area  ratio. 

•P^I^ISES  AFFECTED — 51  First  Avenue,  west  side, 
48  feet  1  inch  north  of  East  3rd  Street,  Block  445, 
Lot  36,  Borough  of  Manhattan. 


1010-57-BZ 

APPLICANT — William  E.  Kelley  for  Sestilia  Policano, 
owner. 

SUBJECT — Application  reopened  November  13,  1963 
for  consideration  as  to  extension  of  term  of  variance 
expired  October  15,  1963  —  decision  of  the  Borough 
Superintendent  previously  granted  on  condition,  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 133-135  Schenectady  Ave¬ 
rse,  east  side,  25  feet  north  of  St.  Marks  Avenue, 
Block  1354,  Lot  2,  Borough  of  Brooklyn. 


297-34-BZ — Vol.  Ill 

APPLICANT  Halpern  and  Hurley  for  Anne  -Cosden, 
owner. 

SUBJECT — Application  reopened  November  13,  1963 
for  consideration  as  to  extension  of  term  of  variance 
expired  January  12,  1964  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition  under 
Sections  7c,  7 f,  7h,  7i  and  21  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  the  extension  in 
area  of  premises  and  change  in  occupancy  to  gasoline 
service  station,  lubritorium,  non  automatic  car  wash, 
motor  vehicle  repairs,  storage  and  sale  of  accessories; 
and  the  parking  of  more  than  five  motor  vehicles 
awaiting  service. 

PREMISES  AFFECTED — 2705-2717  Nostrand  Ave¬ 
nue,  east  side,  340  feet  south  of  Avenue  M,  Block 
7666,  Lots  24  and  25,  Borough  of  Brooklyn. 


457-58-BZ 

APPLICANT — Sidjac'k  Realty  Corp.  owner. 

SUBJECT — Application  reopened  November  13,  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expires  November  18,  1963  —  decision  of  the  Borough 
Superintendent,  previously  granted  in  a  residence  use 
district,  the  parking  and  storage  of  motor  vehicles 
limited  to  the  pleasure  car  type  only. 

PREMISES  AFFECTED — 2330-2334  Cambreleng  Ave¬ 
nue,  east  side,  274.52  feet  south  of  East  187th  Street, 
Block  3089,  Lots  18,  19  and  20,  Borough  of  The  Bronx. 
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330-33-BZ — Vol.  V 

APPLICANT— Ziegler,  Gill,,  Clabby  and  Regan  for 
City  of  New  York,  Department  of  Real  Estate,  owner; 
George  DeCombo,  lessee. 

SUBJECT— Application  reopened  November  13,  _  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expires  November  18  1963  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Sections  7e  and  7h  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  local  retail  and  residence  use  districts,  the 
erection  of  a  one  story  extension  and  extend  the  pre¬ 
sent  use  of  auto  showroom,  store,  office,  storage  of 
auto  parts,  motor  vehicles  repairs,  gasoline  pump  for 
owner’s  use  only,  body  and  fender  work,  incidental 
painting  and  spraying,  wheel  alignment,  brake  testing, 
welding,  parking,  and  storage  of  cars. 

PREMISES  AFFECTED— 227-17  Northern  Boulevard, 
northwest  corner  of  228th  Street,  Block  6333,  Lot 
7,  Bayside,  Borough  of  Queens. 


DECEMBER  10,  1963,  12  NOON 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday,  December  10,  1963,  at  12  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York  13,  N.  Y.,  on  the  following 
applications  for  extension  of  time  to  permit  the  comple¬ 
tion  of  construction,  filed  pursuant  to  Sections  11-32  and 
11-33. 

50-63-BZX — B.M. — 48  West  55th  Street,  Block  1270, 
Lot  6OV2,  Alt.  2290-61,  Permit  No.  2645-63. 


51-63-BZX — B.Bx. — 2273  Virgil  Place,  Block  3615,  Lot 
1,  Alt.  1094-61,  Permit  No.  1366-63. 


52  63-BZX— -B.Bx.— 222  East  146th  Street,  Block  2335, 
Lot  16,  Alt.  941-60,  Permit  No.  3370-62. 


53-63-BZX — B.M. — 452  Fort  Washington  Avenue,  Block 
2176,  Lot  100,  Alt.  1597-59,  Permit  No.  914. 


63-63-BZX— B.B.— 717  Avenue  L,  Block  6533,  Lot  49, 
Alt.  2556-61,  Permit  No.  3229-62. 


64-63-BZX — B.B. — 139  Banker  Street,  Block  2642,  Lot 
52,  Alt.  32-53,  Permit  No.  1046-55,  1633-63. 


65-63-BZX— B.B.— 429  3rd  Avenue,  Block  997,  Lot  1, 
Alt.  1637-61,  Permit  No.  5064-63. 


67-63-BZX — B.B. — 165  8th  Street,  Block  997,  Lot  1, 
Alt  .1638-61,  Permit  No.  5065-63. 


68-63-BZX— B.B. — 431-439  3rd  Avenue,  Block  997,  Lot 
1,  Alt.  1639-61,  Permit  No.  5063-63. 


69-63-BZX— B.B.— 1761-1765  Bushwick  Avenue,  Block 
3483,  Lot  6,  Alt.  1608-61,  Permit  No.  2219-62. 


70-63-BZX— B.B. — 426-432  Wythe  Avenue,  Block  2469, 
Lot  16,  Alt.  3652-61,  Permit  No,  2889-62. 

MAX  H.  FOLEY,  Chairman. 


DECEMBER  10,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday,  December  10,  1963,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York  13,  N.Y.,  on  the  following 
matters : 

1419-61-A 

APPLICANT— Arnold  W.  Lederer  for  Ferbush  Realty 
Company,  owner. 

SUBJECT— Application  filed  August  31,  1961— Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  Sprink¬ 
ler  System. 

PREMISES  AFFECTED— 8-12-14  Forrest  Street, 

south  side,  98  feet  west  of  Bushwick  Avenue,  Block 
3145,  Lot  12,  Borough  of  Brooklyn. 


54-63-BZX — B.M. — 229  East  53rd  Street,  Block  1327, 
Lot  13,  Alt.  1797-60,  Permit  No.  4728. 


55-63-BZX— B.M.— 1269-71  1st  Avenue,  Block  1443, 
Lots  25  and  26,  Alt.  No.  1873-61,  Permit  No.  1993. 


56-63-BZX — B.M. — 3  East  78th  Street,  Block  1393,  Lot 
7,  Alt.  No.  2426-61,  Permit  No.  2764. 


57-63-BZX— B.B.— 771-773  Hick  Street,  Block  539,  Lot 
6,  7,  10,  Alt.  4033-61,  Permit  No.  1389-62. 


58-63-BZX — B.M. — 121  Norfolk  Street,  Block  353,  Lot 
27,  Alt.  2307-61,  Permit  No.  3560-62. 


59-63-BZX — B.M. — 9'0-94-Hamilton  Place,  Block  2073, 
Lot  20,  Alt.  1829-61,  Permit  No.  402-62. 


60-63-BZX — B.M. — 57  Thompson  Street,  Block  489,  Lot 
37,  Alt.  1759-58,  Permit  No.  1083-58. 


61-63-BZX— B.B.— 101-111  53rd  Street,  Block  804,  Lots 
1,  68,  Alt.  632-61,  Permit  No.  4992-63. 


62-63-BZX — B.B. — 192  Roebling  Street,  Block  2394,  Lot 
25,  Alt.  1662-58,  Permit  No.  6466-61. 


1425-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Dave  Rich, 
owner. 

SUBJECT— Application  filed  September  13,  1961— Ap¬ 
peal  from  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  Sprinkler  System. 

PREMISES  AFFECTED— 291  Church  Street,  west 
side,  100  feet  south  of  Walker  Street,  Block  193,  Lot 
19,  Borough  of  Manhattan. 


1430-61-A 

APPLICANT— A.  L.  Seiden  for  Edith  O.  Tunison  and 
Helen  D.  Van  Ripper,  owners. 

SUBJECT — Application  filed  September  15.,  1961 — Ap¬ 
peal  from  an  order  and  decision  of  the  Fire  Commis¬ 
sioner,  re-  Sprinkler  System. 

PREMISES  AFFECTED— 341-345  West  37th  Street, 
north  side,  275  feet  west  of  Sixth  Avenue,  Block  761, 
Lot  12,  Borough  of  Manhattan. 


1455-61-A 

APPLICANT — Goldwater  and  Flynn,  for  Samuel  L. 
Kuhn,  owner. 

SUBJECT— Application  September  8,  1961— Appeal 

from  an  order  of  the  Fire  Commissioner,  re-  sprinkler 
,  system. 
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PREMISES  AFFECTED — 417  East  East  75th  Street, 
north  side,  277.1  feet  east  of  First  Avenue  Block  1470 
hot  11,  Borough  of  Manhattan. 


1471-61-A 

APPLICANT— Seymour  A.  Mitteldorf,  for  All-Contin¬ 
ent  Corp.,  owner;  Electra-Craft  Appliance  Co.,  lessee. 

SUBJECT— Application  September  21,  1961— Appeal 
rom  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 348  West  42nd  Street,  south 
side  i 75  feet  east  of  Ninth  Avenue,  Block  1032,  Lot 
57,  Borough  of  Manhattan. 


1473-61-A 

APPLICANT — Joseph  Schecter,  for  Vika  Properties 
Inc.,  owner. 

SUBJECT— Application  September  22,  1961— Appeal 
from  an  order  and  a  decision  of  the  ire  Commissioner, 
re-  sprinkler  system. 

AFFECTED — 187  Bowery,  east  side,  50 
feet,  4  /2  inches  north  of  Delancey  Street,  Block  425, 
Lot  3,  Borough  of  Manhattan. 


1475-61-A 

APPLICANT— 20  Catherine  Street,  Inc.,  owner;  Mu¬ 
tual  Kitchen  Equipment  Co.,  Inc.,  lessee. 

SUBJECT— Application  September  14,  1961— Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  sprinkler  system. 

AFFEPED— 20  Catherine  Street,  west 
?7Q  T  Pi’  ^inches  south  of  East  Broadway,  Block 
279,  Lot  56,  Borough  of  Manhattan. 


1479-61-A 

APPLICANT— Robert  Teichman,  for  Willmarie  Hold¬ 
ing  Corp.,  owner. 

SUBJECT— Application  September  25,  1961— Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  EFFECTED — 109-113  West  Broadway 

t  1  IP  „Rcadc  Slrce*.  southeast  corner.  Block  146 
Lot  11,  Borough  of  Manhattan.  ’ 


1483-61-A 

A A?IRIPNT~Lama’  Proskauer  and  Prober,  for  Louis 
M.  Butler,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
lire  Commissioner,  re-  sprinkler  system 

PREMISES  AFFECTED-2309-2311  Third  Avenue 
east  side,  49  feet,  11  inches  north  of  East  125th  Street’ 
Block  1790,  Lots  3  and  4,  Borough  of  Manhattan. 


1721-61-A 

APPLICANT— Arnold  W.  Lederer  for  Jerome  and 
Jos.  Vitarelli,  owner. 

SUBJECT— Application  November  14,  1961— Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

P^MI1SJ?  AFFECTED — 444  Water  Street,  north 
side  126.5  feet  east  of  Market  Slip,  Block  249,  Lot 
50,  Borough  of  Manhattan. 


1722-61-A 

A?r4LiPNT—Arnold  W-  Lederer  lor  Jerome  and  Jos. 
Vitarelli,  owners.  J 

SUBJECT— Application  November  14,  1961— Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
ie-  sprinkler  system. 

PREMISES  AFFECTED — 442  Water  Street,  north 
side  100.5  feet  east  of  Market  Slip,  Block,  249,  Lot 
49,  Borough  of  Manhattan. 


1723-61-A 

APPLICANT— Arnold  W.  Lederer  for  Joseph  and 
Jerome  Vitarelli,  owners. 

SUBJECT— Application  November  14,  1961,  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

P^uMI,fLS«AFFECTED-446  Water  Street,  north 
side,  151.5  feet  east  of  Pike  Street,  Block  249,  Lot  51, 
Borough  of  Manhattan. 


1055-62-A 

APPLICANT — Monroe  Schlessinger  for  Ad-Print  Com¬ 
pany,  owner. 

SUBJECT— Application  November  28;  1962— Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  drying  oven. 

pREMISES  AFFECTED— 40-24  22nd  Street,  west 
side  215.85  feet  south  of  40th  Avenue,  Block  410,  Lot 
35,  Long  Island  City,  Borough  of  Queens. 


454-63-A 

APPLICANT-Clinton  Brown  for  Jacob  A.  Fine  and 
.Nathan  Seril,  owners. 

SUBJECT— Application  May  27,  1963— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  3rd  Class 
construction — use  of  5th  floor. 

PREMISES  AFFECTED— 10  West  46th  Street,  south 
side  200  feet  west  of  Fifth  Avenue,  Block  126T,  Lot 
46,  Borough  of  Manhattan. 


789-63-A 

CasakL  and  Nowell  for  Anna  Laetitia 

Pecci  Blunt,  owner;  The  Everett  School,  lessee. 

SUBJECT— Application  October  10,  1963— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class  3 
construction-extension  of  school. 

PR5MJ?F?  AFFECTED — 41  East  75th  Street,  north 
side  145  feet  east  of  Madison  Avenue,  Block  1390,  Lot 
27,  Borough  of  Manhattan. 


845-63-A 

A  PaklCrit  T~ f^\TlhamvB'i  D'  Harris  Jr-  for  Dept.  of 
Parks  City  of  New  York,  owner;  Metropolitan  Ski 

blopes,  Incorporated,  lessee. 

SUBJECT— Application  October  30,  1963— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  ski- 
Lodge-erection  of,  use  of  material. 

PREMISES  AFFECTED — South  East  sectio  nof  Van- 
Cortlanat  Park  Golf  Course,  1500  feet  north  of  Nill- 
man  Avenue,  Block  3422,  Lot  1,  Borough  of  the  Bronx. 

MAX  H.  FOLEY,  Chairman. 
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REGULAR  MEETING 

WEDNESDAY  MORNING  NOVEMBER  13, 1963, 10  A.M. 

Present :  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker  and  Commissioner  Klein. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  October  29,  1963,  were 
approved  as  printed  in  the  Bulletin  of  November  7,  1963, 
Vol.  48,  No.  45. 

176-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Salvatore  Lucia, 


for  Edmund  A.  Guggenheim,  owner ;  Spartan  Holding 
Corporation  (under  contract  to  purchase),  lessee. 

SUBJECT— Application  September  11,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R8  district,  the  change 
•in  occupancy  in  an  existing  three  story  building  from 
private  garage  for  not  more  than  five  cars  and  dwellings, 
to  photographer’s  studio,  accessory  office  and  two  dwell¬ 
ings. 

PREMISES  AFFECTED— 121  East  83rd  Street,  north 
side,  143  feet  10  2/3  inches  west  of  Lexington  Avenue, 
Block  1512,  Lot  11,  Borough  of  Manhattan. 


owner. 

SUBJECT — Application  February  28,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  exten¬ 
sion  of  the  accessory  parking  area  with  business  signs  on 
the  existing  one  story  building  into  the  residence  district. 

PREMISES  AFFECTED— 909  East  233rd  Street,  north¬ 
west  corner  of  Digney  Avenue,  Block  5002,  Lot  35,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Robert  J.  Crinnion  and  Salvatore  Lucia. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1963, 
at  10  A.M.  for  inspection,  continued  hearing  and  possible 
decision;  applicant  to  submit  statement. 


574-63-BZ 

APPLICANT — Haus  and  Bresin  for  A.  A.  Becker  and  N. 

Milton  Rothstein,  owners ;  Sun  Oil  Company,  lessee. 
SUBJECT — Application  July  11,  1963  —  decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses  for  a  temporary  term  of  twenty  years. 
PREMISES  AFFECTED— 769-785  Rockaway  Avenue, 
218-228  Riverdale  Avenue,  southeast  corner,  Block  3603, 
Lot  23,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Joseph  C.  Haus. 

For  Opposition:  None. 

For  Administration :  John  J.  Saunders,  Bd.  of  Education, 
Franklin  H.  Senior,  Dept,  of  Parks. 

ACTION  OF  BOARD— Laid  over  to  November  26,  1963, 
at  10  A.M.  for  additional  information  and  decision;  hear¬ 
ing  closed. 


687-63-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Fred  Steinbruck, 
owner. 

SUBJECT — Application  September  6,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  main¬ 
tenance  of  a  parking  lot  for  a  temporary  term  of  three 
years  to  be  used  while  the  World’s  Fair  is  in  progress. 

PREMISES  AFFECTED — 52-02  11th  Street,  southwest 
corner  of  52nd  Avenue,  Block  2008,  Lots  37,  38,  40,  and 
41,  Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

For  Administration:  Franklin  H.  Senior,  Dept,  of  Parks. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1963, 
at  10  A.M.  for  inspection  and  decision ;  amended  plan  to 
be  submitted ;  hearing  closed. 


701-63-BZ 

APPLICANT — J.A.  Daidone  for  Daidone  and  Witherow 


APPEARANCES— 

For  Applicant :  A.  J.  Daidone  and  Stephen  Weinrib. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  t9  November  26,  1963, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


665-63-BZ 

APPLICANT— George  Fuchs  for  Board  of  Education,  City 
of  New  York,  owner. 

SUBJECT— Application  August  26,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml -2  district,  the  erection 
of  a  three  story  and  basement  public  school. 

PREMISES  AFFECTED— 209-227  York  Street,  north 
side,  from  Navy  Street  to  Front  Street,  88-104  Navy 
Street,  254-270  Front  Street,  Block  44  Lot  1,  Block  56, 
Lots  24,  32,  33  and  part  of  Lot  3,  and  Block  57,  all  Lots, 
Borough  of  Brooklyn.  Public  School  307. 

APPEARANCES—  T 

For  Applicant:  George  Fuchs,  Fred  Petragha  and  John  J. 

Saunders. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  November  26,  1963, 
at  10  A.M.  for  decision;  applicant  to  submit  statement; 
hearing  closed. 


666-63-A 

APPLICANT — George  Fuchs  for  Board  of  Education  of 
the  City  of  New  York,  owner. 

SUBJECT— Application  August  26,  1963  —  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  legal  street. 
PREMISES  AFFECTED— 209-227  York  Street,  north 
side,  from  Navy  Street  to  Front  Street,  88-104  Navy 
Street,  254-270  Front  Street,  Block  44,  Lot  1,  Block  56, 
Lots  24,  32,  33,  and  part  of  3,  Block  57,  all  Lots,  Borough 
of  Brooklyn.  Public  School  307. 

APPEARANCES—  „  .  _  . 

For  Applicant:  George  Fuchs  Fred  Petragha  and  John 

J.  Saunders. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE—  .  .  _ 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  - - - - - ? 

AKcAnf-  Virp  C!li  airman  Kleinert  .... — . .  * 


551-37-BZ— Vol.  II 

APPLICANT— Haus  and  Bresin  for  Hamax  Holding 
Corp.,  owner. 

SUBJECT— Application  reopened  October  IS,  1963  for 
consideration  as  to  extension  of  time  to  complete,  expire 
October  31,  1963  —  decision  of  the  Borough  Superinten¬ 
dent  previously  granted  on  condition,  under  Sections  7e 
and  7i  of  the  Zoning  Resolution,  permitting  in  a  local 
retail  and  residence  use  district,  the  extension  of  the  yard 
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area  of  the  station,  and  increase  the  size  of  the  accessory 
building  and  permitting  the  additional  uses  of  lubrication, 
accessory  non-automatic  car  wash,  minor  auto  repairs 
with  hand  tools  only  and  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 233-02  Northern  Boulevard, 
southeast  corner  of  233rd  Street,  Block  8166,  Lot  20, 
Laurelton,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  C,  Haus. 

For  Opposition :  None. 

ACTION  OF  BOARD — Time  extended  to  complete  the 
work. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 


Commissioner  Klein  _  3 

Negative:  Commissioner  Fox  _  1 


Absent:  Vice  Chairman  Kleiner t  . . . .  1 

THE  RESOLUTION— 

Whereas,  on  October  31,  1961,  this  application  Volume 
II  was  granted  by  the  Board  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  extension  of  the  time  within  which  to  obtain 
permits  and  complete  the  work,  which  expired  on  October 
31,  1962 ;  and 

Whereas,  this  application  was  reopened  on  October  15, 
1963  and  set  for  hearing  on  November  13,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
and  two  publications  in  the  bulletin;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  November  13,  1963,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  2,  1963,  acting  on  Alt.  Applic.  530-61,  reads : 

“1.  Proposed  extension  of  application  for  additional 
year  is  contrary  to  Board  Resolution  under  Cal. 
#551-37-BZ,  Vol.  II.  Refer  same  to  the  Board  of 
Standards  &  Appeals  for  their  determination.” 

and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  31,  1961 
only  as  to  the  time  to  obtain  permits  and  complete  the 
work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“that  permit  shall  be  obtained,  work  completed  and  a 
Certificate  of  Occupancy  obtained  within  one  year  from 
the  date  of  this  Resolution. 


861-48-BZ— Vol.  I 

APPLICANT — Buckley  and  Kisseloff,  Esqs.  for  Oncrest 
Realties,  Inc.,  owner. 

SUBJECT— Application  reopened  October  15,  1963  for 
consideration  as  to  extension  of  term  of  variance,  expired 
October  15,  1963  —  decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Section  7h  of 
the  Zoning  Resolution,  permitting  in  a  residence  use  dis¬ 
trict,  the  parking  of  more  than  five  motor  vehicles  for 
customers  and  patrons  of  Alexander’s  Department  Store; 
no  fee  to  be  charged. 

PREMISES  AFFECTED — 2519-2525  Creston  Avenue 
and  62  East  191st  Street,  southwest  corner,  Block  3175, 
Lots  26  and  36,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Samuel  S.  Kisseloff. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 


Negative :  _ 0 

Absent:  Vice  Chairman  Kleinert  . . . .  1 


THE  RESOLUTION— 

Whereas,  on  December  7,  1948,  this  application  was 
granted  by  the  Board  on  certain  conditions ;  and 
_  Whereas,  this  application  was  reopened  from  time  to 
time  to  extend  the  term  of  variance  and  last  extended  for 
a  term  of  five  years  on  October  15,  1958;  and 
Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  Section  11-411  of  the  Amend¬ 
ed  Zoning  Resolution  as  to  extension  of  the  term  of  vari¬ 
ance,  which  expired  on  October  15,  1963;  and 

Whereas,  this  application  was  reopened  on  October  15, 
1963  and  set  for  hearing  on  November  13,  1963  at  10 
A.M.,  requiring  a  new  decision  of  the  Borough  Superin¬ 
tendent,  photographs,  and  two  publications  in  the  Bulletin; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  13,  1963,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  13,  1963,  acting  on  Alt.  Applic.  704-48, 
reads : 

“1  Request  for  renewal  of  use,  previously  granted  by 
the  B.S.A.,  must  be  referred  to  the  B.S.A.  for  fur¬ 
ther  reconsiderations,  as  per  section  11-411  of  Z.R.” 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  7,  1948 
as  amended  through  October  15,  1958  only  as  to  the  term 
of  the  variance,  so  that  as  amended  it  shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit.  ,  .  .  ;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained.” 

115-58-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Robert  Ahders, 
owner. 

SUBJECT — Application  reopened  October  15,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expires 
October  21,  1963  —  decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Section  7h  of 
the  Zoning  Resolution,  permitting  in  a  local  retail  use  dis¬ 
trict,  the  premises  to  be  used  for  the  parking  and  storage 
of  motor  vehicles  of  the  pleasure  car  type  only. 

PREMISES  AFFECTED — 1061  Ogden  Avenue,  west  side, 
70  feet  north  of  West  165th  Street,  Block  2526,  Lot  32, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Robert  J.  Crinnion. 

For  Opposition :  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 


Negative  :  - ... - - - -  0 

Absent:  Vice  Chairman  Kleinert  _ _ _ _ _  1 

THE  RESOLUTION— 


Whereas,  on  October  21,  1958,  this  application  was 
granted  by  the  Board  on  certain  conditions;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term  of 
variance,  which  expired  on  October  21,  1963;  and 

Whereas,  this  application  was  reopened  on  October  15, 
1963  and  set  for  hearing  on  November  13,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs,  and  two  publications  in  the  Bulletin;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  13,  1963,  after  due  notice  by  publication  in 
the  Bulletin;  and 
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Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  22,  1963,  acting  on  Alt.  Applic.  193-60,  reads : 

“2. — Proposed  extension  of  term  of  variance,  beyond 
Oct.  21,  1963  for  a  public  parking  lot  for  more  than 
5  motor  vehicles  (use  group  8)  non-conforming  in 
a  Cl-4  district  as  per  section  32.00  Zoning  Resolu¬ 
tion,  is  contrary  to  B.S.  &  A.  Cal.  No.  115-58-BZ 
(C.  of  O.  32996/62)  and  must  be  referred  to  the 
Board  of  Standards  and  Appeals  for  its  considera¬ 
tion  as  required  by  Section  11-411  of  the  Zoning 
Resolution.” 
and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  21,  1958 
as  amended  through  November  15,  1960  only  as  to  the  term 
of  the  variance,  so  that  as  amended  it  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit.  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained.” 


391-58-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Bernard 
Benson,  owner. 

SUBJECT — Application  reopened  October  15,  1963  —  deci¬ 
sion  of  the  Borough  Superintendent,  previously  granted 
on  condition,  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  retail  and  residence  use  district,  the  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 1312-1318  Taylor  Avenue,  east 
side,  97.27  feet  north  of  Westchester  Avenue,  Block  3878, 
Lots  12,  13,  14  and  15  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalatti. 

For  Opposition  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  .  4 

Negative:  .  0 

Absent:  Vice  Chairman  Kleinert  . 1 

THE  RESOLUTION— 


Whereas,  on  December  9,  1958,  this  application  was 
granted  by  the  Board  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term  of 
variance,  which  expires  on  December  15,  1963 ;  and 
Whereas,  this  application  was  reopened  on  October  15, 
1963  and  set  for  hearing  on  November  13,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs,  and  two  publications  in  the  Bulletin ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  November  13,  1963,  after  due  notice  by  publication  in 
the  Bulletin  ;and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  26,  1963,  acting  on  Alt.  Applic.  342-58,  reads: 

“2-1)  Proposed  extension  of  the  term  of  variance  con¬ 
trary  to  Bd.  of  S.  A.  Cal.  #391-58-BZ  and  is 
referred  to  Bd.  of  S.  A.  for  consideration  per  par. 
11-34  (a, 4)  Zoning  Resolution.” 

and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  9,  1958 
only  as  to  the  term  of  the  variance,  so  that  as  amended  it 
shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 


amended  resolution,  to  permit.  .  ,  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  .in  all  respects ;  and  that  a  Certificate  of 
Occupancy  shall  be  obtained.” 


647-63-BZ 

APPLICANT — Samuel  Rosenblum  for  Forest  Star  Realty 
Corporation,  owner. 

SUBJECT — Application  August  20,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-1  and  R4  district,  the 
erection  of  an  accessory  parking  facility  for  a  supermarket 
into  the  R  4  district. 

PREMISES  ASFECTED — 1815  Forest  Avenue,  north  side, 
100  feet  west  of  Morningstar  Road,  Block  1180,  Lot  6, 
New  Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition:  Joseph  P.  Czuiak. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker  and 


Commissioner  Klein  . - .  3 

Negative:  Commissioner  Fox  . .  1 

.  Absent:  Vice  Chairman  Kleinert  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  October  29,  1963,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  13,  1963  for  decision; 
applicant  is  to  revise  drawing;  hearing  closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  9,  1963  acting  on  N.B.  Applic.  No.  1690-63, 
reads : 

“1.  Number  of  parking  spaces  inadequate. 

2.  Property  .is  divided  by  a  zoning  district  boundary. 
Distance  from  Forest  Ave.  to  Westbrook  Ave., 
(next  street  northerly)  is  309.10'.  Area  south  of  this 
boundary  is  located  in  a  Cl-1  Zone.  Area  north  of 
this  boundary  is  situated  in  an  R-4  Zone.  Accessory 
parking  from  the  Cl-1  Zone  not  permitted  in  the 
R-4  Zone,  except  as  stated  in  Section  77-11  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 
Whereas,  this  Board  has  made  the  findings  required 
under  Section  72-21  of  this  Zoning  Resolution;  and 
Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship, 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  a  Cl-1  and  an  R4 
district,  the  extension  of  accessory  parking  facilities  for  a 
super-market  into  the  R-4  district,  on  condition  that  the 
work  be  done  in  accordance  with  drawings  filed  with  this 
application,  dated  October  20,  1963,  one  sheet;  and  No¬ 
vember  4,  1963,  one  sheet,  revised ;  and  on  the  further  con¬ 
dition  that  the  parking  lot  be  screened  in  accordance  with 
the  provisions  of  Section  25-77  of  the  Zoning  Resolution, 
and  that  the  parking  space  be  paved  with  clean  cinders  or 
gravel,  treated  with  a  binder  and  rolled  to  proper  grade; 
that  all  other  laws,  rules  and  regulations  applicable  shall 
be  complied  with ;  and  that  permit  be  obtained,  work  done, 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  Resolution. 
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654-63-BZ  REGULAR  MEETING 

APPLICANT— Albert  Melniker  for  Dombar  Company,  WEDNESDAY  AFTERNOON,  NOVEMBER  13,  1963,  2  P.M. 
Incorporated,  owner. 


SUBJECT — Application  August  21,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
maintenance  of  an  accessory  parking  facility,  to  a  bank 
presently  under  construction. 

PREMISES  AFFECTED — 3938  Richmond  Avenue,  south 
side,  214.72  feet  west  of  Oakdale  Street,  Block  5323,  Lot 
6,  Eltingville,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker,  Barney  Taronto  and 
Domenic  Vigliotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  .  4 


Negative:  .  0 

Absent :  Vice  Chairman  Kleinert  . . .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  October  29,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  November  13,  1963  for  continued  hear¬ 
ing;  applicant  to  obtain  new  decision  from  Borough  Super¬ 
intendent;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  15,  1963  acting  on  N.B.  Applic.  No.  1551-61, 
reads : 

“1.  Amendment  as  proposed,  to  increase  the  degree  of 
non-compliance,  is  contrary  to  Sect.  1 1-31- (b)  of 
the  Zoning  Resolution  and  cannot  be  considered  a 
“modification”. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions,  and 

Whereas,  the  Board  has  made  the  findings  required  under 
Section  72-21  of  the  Zoning  Resolution,  and 
Whereas,  the  Board  found  that  the  applicant  had  substan¬ 
tiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is 
therefore  entitled  to  relief  on  the  grounds  of  practical  dif¬ 
ficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  and  Section  666  of  the  City 
Charter  to  permit  in  an  R3-2  district,  the  creation  and 
maintenance  of  an  accessory  parking  facility  to  a  bank 
presently  under  construction,  on  condition  that  work  con¬ 
form  to  drawings  filed  with  this  application  dated  August 
21,  1963,  one  sheet;  October  14,  1963,  one  sheet;  and  No¬ 
vember  12,  1963,  one  sheet; 

and  on  the  further  condition  that  the  parking  space  be 
paved  with  clean  cinders  or  gravel  treated  with  a  binder, 
and  rolled  to  proper  grade ; 

that  the  property  may  be  used  in  non-banking  hours  by 
members  of  the  church  located  at  Block  5234,  Lot  81 ;  that 
the  fence  along  Lindale  Avenue  be  a  brick  wall,  two  feet, 
six  inches  high  with  iron  pickets  three  feet  high  on  top  of 
it;  that  the  openings  in  the  fence  be  closed,  when  not  .in 
use,  with  chains ;  that  the  planting  area  along  the  fence  be 
not  less  than  four  feet  wide ;  that  the  lights  be  so  located 
and  directed  that  they  will  not  shine  into  the  adjoining  pro¬ 
perties  ;  and  that  permit  be  obtained,  work  done  and  a 
Certificate  of  Occupancy  be  obtained  within  one  year  from 
tTSe  date  of  this  resolution. 


Adjourned  11  :20  A.M. 

James  P.  Mulroy,  Secretary 


Present:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker  and  Commissioner  Klein. 

863-61-A 

APPLICANT — Raphael,  Seales  and  Vischi  for  Mary  Weis- 
berg,  owner. 

SUBJECT — Application  June  9,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 460  Broome  Street,  north  side, 
75  feet  west  of  Mercer  Street,  Block  485,  Lot  37,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Z.  Searles  and  Jerome  Weisberg. 
For  Administration:  Lieut  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  . . .  4 

Negative:  . . . .  0 

Absent:  Vice  Chairman  Kleinert  . „ .  1 

THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  December  8,  1960  on  Order  No.  463878,  reads : 

“1.  Install  an  approved  wet  automatic  sprinkler  system 
throughout  the  building  having  at  least  one  source 
of  water  supply,  arranged  and  equipped  as  per  Chap¬ 
ter  26 — 1336.0  Adm.  Code — Ch.  19.161.0  Adm.  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  condition. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  December  8,  1960,  acting  on  Order  No. 
463878,  Objection  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  conform  to  drawings  filed  with  this  ap¬ 
peal  dated  June  9,  1961,  3  sheets;  on  further  condition  that 
a  non-automatic  sprinkler  system  shall  be  installed  in  the 
cellar;  that  a  thermostatic  fire  alarm  system  with  central 
office  connection  shall  be  installed  throughout  the  building; 
and  that  there  shall  be  no  manufacturing  in  the  building. 


943-61-A 

APPLICANT — F.  G.  I.  Realty  Corporation,  owner;  Arthur 
Stern,  lessee. 

SUBJECT — Application  June  16,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 118  Forsyth  Street,  east  side, 
100  feet  north  of  Broome  Street,  Block  419,  Lot  45,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harry  H.  Gogbel  and  Arthur  Stern. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker  and  Commissioner  Klein  . .  4 

Absent :  Vice  Chairman  Kleinert  . . . .  1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  December  6,  1960  on  violation  Order  No. 
478961,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  system 
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in  cellar  having  at  least  one  source  of  water  supply. 
Ch.  19-161.0  Adm.  Code.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  due  to  the  contents  of  the  cellar, 
the  poor  housekeeping  and  the  inaccessibility  for  fire¬ 
fighting. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com- 
missoner,  dated  December  22,  1960  and  May  18,  1961,  acting 
on  Oorder  No.  5807-0,  Objection  No.  1,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


998-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Robert  N. 
Steffens,  owner. 

SUBJECT— Application  June  26,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 35-41  Park  Place,  north  side, 
27  feet  west  of  Church  Street,  Block  126,  Lots  4-6,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  George  P.  Monaghan. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  -  4 


Negative  - - - - -  0 

Absent:  Vice  Chairman  Kleinert  — . .  1 

THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  31,  1961  and  June  6,  1961  on  Violation 
Order  #489279,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
in  the  cellar  and  sub-cellar. 

Chapter  C19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  31,  1961  and  June  6,  1961,  acting 
on  Violation  Order  #489279,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  June  26,  1961,  3 
sheets;  on  further  condition  that  a  non-automatic  sprinkler 
system  shall  be  installed  in  the  cellar  and  sub-cellar ;  and 
that  a  thermostatic  fire  alarm  system  with  central  office 
connection  shall  be  installed  throughout  the  building. 


1024-61-A 

APPLICANT — Edward  J.  Hurley  for  Herbert  W.  Brund- 
age,  owner. 

SUBJECT — Application  for  consideration — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissoner — re-  sprink¬ 
ler  system ;  previously  granted  on  condition. 

PREMISES  AFFECTED— 192-194  Front  Street,  north 
side,  56  feet  1  inch  west  of  Fulton  Street,  Block  74,  Lots 
24  and  25,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Frank  Farinella. 

ACTION  OF  BOARD1 — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  -  4 

Negative  _ _ _ _ _ ~ — -  0 

Absent:  Vice  Chairman  Kleinert  -  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  26,  1963,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  26,  1963, 
by  adding  thereto: 

“that  the  second  floor  may  be  occupied  by  12  persons; 
and  that  minor  changes  in  arrangement  of  the  parti¬ 
tions  shall  be  permitted  substantially  as  shown  on  re¬ 
vised  drawing  of  proposed  conditions  marked  ‘Re¬ 
ceived  October  11,  1963,”  one  sheet,  on  condition  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects”.  (Fire  Dept. 
Viol.  Order  No.  494,911) 


1039-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Regina  A. 
Caldwell,  owner. 

SUBJECT — Application  June  30,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 273  Canal  Street,  north  side, 
100  feet  east  of  Broadway,  Block  209,  Lot  34,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  George  P.  Monghan. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker  and 

Commissioner  Klein  . 3 

Negative:  Commissioner  Fox  - 1 

Absent:  Vice  Chairman  Kleinert  _  1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  23,  1961  and  June  7,  1961  on  Violation 
Order  No.  498640,  reads : 

“1.  Provide  an  approved  automatic  sprlnkier  system 
throughout  building. 

C19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
undr  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  23,  1961  and  June  7,  1961,  acting 
on  Violation  Order  #498640,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  June  30,  1961,  1  sheet; 
on  further  condition  that  a  non-automatic  sprinkler  system 
shall  be  installed  in  the  cellar,  and  that  a  thermostatic  fire 
alarm  system  with  central  office  connection  shall  be  in¬ 
stalled  throughout  the  building. 


1147-61-A 

APPLICANT — William  S.  Shary  for  Dewey  Carver,  own¬ 
er. 

SUBJECT — Application  July  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 104  North  Moore  Street,  south 
side,  56  feet  8  inches  east  of  West  Street,  Block  185, 
Lot  13,  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  William  S.  Shary. 

For  Administrations :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 

Negative  _ _ _  0 

Absent:  Vice  Chairman  Kleinert  _  1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  30,  1961  and  June  23,  1961  on  Viola¬ 
tion  Order  No.  490661,  reads : 

“1.  Provide  an  approved  automatic  dry  sprinkler  sys¬ 
tem  throughout  the  entire  building. 

Chapter  C19-161.0  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  30,  1961  and  June  23,  1961,  acting  on 
Violation  Order  # 490661,  Objection  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  meet  the  requirements 
of  the  resolution  adopted  by  the  Board  under  Calendar 
Number  442-39-A ;  on  further  condition  that  the  building 
shall  conform  to  drawings  filed  with  this  appeal  dated 
July  11,  1963,  5  sheets;  that  the  existing  non-automatic 
sprinkler  system  shall  be  maintained  in  good  condition, 
and  that  the  present  thermostatic  fire  alarm  system  shall  be 
maintained  and  provided  with  a  central  office  connection. 


1149-61-A 

APPLICANT  Harry  Soled  for  Mary  Goldstein,  owner. 
SUBJECT — Application  July  13,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 124  East  Broadway,  north  side, 
55  feet  8  inches  east  of  Pike  Street,  Block  283,  Lot  53, 
Borough  of  Manhataan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 

Negative  _ _ ......ZZZI  0 

Absent:  Vice  Chairman  Kleinert  _ _  "  1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner^  dated  January  25,  1961  and  June  14,  1961  on  Viola¬ 
tion  Order  No.  487627,  reads : 

“1.  Provide  approved  automatic  sprinkler  system 
througout  entire  building.” 

and 


Whereas  the  premises  were  inspected  by  a  committee 
ot  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  order  and  decision  of  the  Fire  Co 
imssioner,  dated  January  25,  1961  and  June  14,  1961,  acti 
on  Violation  Order  #487627,  Objection  No.  1,  be  and 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
granted  on  condition  that  the  building  shall  conform 
drawings  filed  with  this  appeal  dated  July  13,  1961,  5  sheei 
and  on  further  condition  that  a  thermostatic  fire  alarm  s^ 

T  TthZe-?Kal  office  connection  shall  be  installed  throug 
out  the  building.  e 


1178-61-A 

APPLICANT — Henry  Sandig  for  Sherwatt  Equipment 
and  Manufacturing  Company  Incorporated,  owner. 
SUBJECT — Application  July  14,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 47  Murray  Street,  north  side, 
125  feet  %  inch  west  of  Church  Street,  Block  133,  Lot 
8,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Henry  Sandig. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  .  4 

Negative  _ _ _  0 

Absent:  Vice  Chairman  Kleinert  _ _  1 

THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  6,  1961  and  July  18,  1961  on  Viola¬ 
tion  Order  #484795,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  C19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  6,  1961  and  July  18,  1961,  acting 
on  Violation  Order  #484795,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  August  2,  1963,  9 
sheets  and  August  8,  1963,  9  sheets;  on  further  condition 
that  the  present  perforated  pipe  system  shall  be  maintained 
in  good  condition  in  the  cellar  and  subcellar;  and  that  a 
thermostatic  fire  alarm  system  with  central  office  connec¬ 
tion  shall  be  installed  throughout  the  building. 


161-62-A 

APPLICANT — Max  Zucker  for  406  Properties,  Incor¬ 
porated,  owner;  Square  Fur  Dressers  Corporation, 
lessee. 

SUBJECT — Application  February  6,  1962 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
combustible  fibres. 


PREMISES  AFFECTED— 416  West  31st  Street,  south 
side,  125  feet  West  of  9th  Avenue,  Block  728,  Lot  42, 
Borough  of  Manhattan. 


APPEARANCES— 


For  Applicant :  Stanley  Zucker  and  William  Silver. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com- 

missionerBecker  and  Commissioner  Klein  _  4 

Negative  _ _ _  0 

Absent:  Vice  Chairman  Kleinert  . . .  1 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  July  25,  1961  and  January  10,  1962  on  Order 
No.  2719-1,  reads  : 

“3.  Reduce  quantity  of  combustible  fibres  to  1  ton 
loose  (sawdust) 

REASON: — One  permit  already  issued  for  this 
building.” 
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and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  under 
certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  July  25,  1961  and  January  10,  1962,  acting 
on  Order  No.  2719-1,  Objection  No.  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  appeal  dated  February  6,  1962,  4  sheets;  with  the 
provision  that  one  hundred  80-pound  bags  of  sawdust  may 
be  kept  on  the  easterly  half  of  the  11th  floor  of  this  build¬ 
ing  during  the  months  of  November,  December  and  Janu¬ 
ary,  and  for  the  remaining  months  of  the  year  the  amount 
of  sawdust  in  that  part  of  the  building  shall  not  exceed  one 
ton ;  that  this  is  in  addition  to  the  provision  for  one  ton 
already  granted  to  another  tenant  in  the  building;  and  that 
the  central  office  connection  of  the  sprinkler  system  in  the 
building  shall  be  maintained. 


539-62-A 

APPLICANT — 85  Flatbush  Avenue  Corporation,  owner. 
SUBJECT — Application  June  11,  1962 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 
PREMISES  AFFECTED — 300  Broadway,  west  side,  50.9 
feet  south  of  Duane  Street,  Block  154,  Lot  6,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  R.  Frunzi. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  - - - - — ~ —  0 

Negative:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker  and  Commissioner  Klein  . .  4 

Absent :  Vice  Chairman  Kleinert  . . .  1 

THE  RESOLUTON— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  18,  1962  on  Alt.  Applic.  121-62,  reads: 

“2.  Provide  two  means  of  egress  to  comply  with  Sec. 
270  of  the  State  Labor  Law.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  due  to  the  factory  occupancy. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  May  18,  1962,  acting  on  Alt.  Applic.  121-62,  Ob¬ 
jection  No.  2,  be  and  it  hereby  is  affirmed  and  that  the  ap¬ 
peal  be  and  it  hereby  is  denied. 


1057-62-A 

APPLICANT — John  M.  McCord,  Jr.  of  Carter,  Ledyard 
and  Milburn  for  adjoining  Property  owners:  Kinney- 
East  50th  Street  Garage  Corporation;  lessee. 

OWNERS  OF  PREMISES — Prudential  Insurance  Com¬ 
pany  of  America. 

SUBJECT — Application  November  29,  1962 — Review  of  a 
Decision  of  the  Borough  Superintendent  re-  zoning  mat¬ 
ter,  and  refusal  to  recoke  Certificate  of  Occupancy. 

PREMISES  AFFECTED— 138-146  East  50th  Street,  south 
side,  200  feet  east  of  3rd  Avenue,  Block  1304,  Lot  45, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  H.  McChord,  Jr. 

For  Opposition:  Samuel  Lindenbaum. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . . . .  0 

Negative:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 


sioner  Becker  and  Commissioner  Klein  -  4 

Absent :  Vice  Chairman  Kleinert  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  30,  1962,  reads : 

“The  building,  in  question,  is  an  open  type  parking  gar¬ 
age  with  parking  in  the  cellar,  1st  through  5th  floors 
and  roof. 

Section  12-10  of  the  amended  Zoning  Resolution  de¬ 
fines  a  public  parking  parage  as  a  building  or  other 
structure  which  provides  parking  or  storage  for  motor 
vehicles  and  is  not  accessory  to  a  use  on  the  same  or 
another  zoning  lot 

Section  32-412  states  that  all  uses  outlined  in  groups 
permitted  in  a  commercial  district  shall  be  located  with¬ 
in  completely  enclosed  buildings. 

Section  12-10  also  defines  the  term,  ‘completely  en¬ 
closed  building’  and  specifically  states  ‘However,  a 
public  parking  garage,  or  a  building  containing  acces¬ 
sory  off-street  parking  spaces  which  has  less  than  50% 
of  its  outer  wall  space  open,  shall  be  considered  a  com¬ 
pletely  enclosed  building.’ 

There  is  nothing  in  the  Zoning  Resolution  which  speci¬ 
fically  prohibits  the  parking  of  cars  on  the  roof  of  a 
building. 

Section  36-56  states  ‘in  all  districts  as  indicated,  all 
open  off-street  parking  areas  with  10  spaces  or  more, 
which  are  located  on  zoning  lots  adjacent  to  the  bound¬ 
ary  of  a  Residence  District  either  at  natural  grade  or 
on  a  roof,  shall  be  screened  from  all  adjoining  zoning 
lots  in  Residence  Districts.’ 

This  would  infer  that  parking  is  permitted  on  the  roof. 
Section  C26-257.1  Open  Type  Parking  Garage  Struc¬ 
ture,  subdivision  (g  4)  states  ‘when  the  floor  or  roof 
deck  is  constructed  of  steel  and  is  used  for  parking 

. ’  This  also  would  infer  that  parking  is 

permitted  on  the  roof. 

In  so  far  as  the  number  of  cars,  the  capacity  of  the 
garage  may  be  in  excess  of  150  cars.  The  Zoning  Re¬ 
solution  does  not  provide  a  measurement  of  garage 
capacity.  The  application  has  been  filed  and  approved 
for  a  capacity  of  150  cars  and  until  such  time  that 
more  than  150  cars  are  parked,  this  department  cannot 
revoke  the  approval.” 
and 

Whereas,  the  Board  has  considered  this  case  and  studied 
the  briefs  submitted  by  the  applicant  and  the  objectants, 
Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  30,  1962,  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


695-63-A 

APPLICANT — Harry  M.  Prince  for  Third  Avenue  Leas¬ 
ing  Company,  &  Jack  Markman,  owner;  Schlossman’s 
Incorporated,  lessee. 

SUBJECT — Application  September  9,  1963 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner — re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 2966-2970  Third  Avenue,  east 
side,  from  East  153rd  Street  to  Bergen  Avenue,  and  482- 
492  East  153rd  Street,  Block  2362,  Lots  52  and  53,  Bor¬ 
ough  of  the  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  M.  Prince  and  Richard  Steel. 
For  Opposition:  Milton  Brause. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  _ _ _ _ _ _ _ _ 0 
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Negative:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker  and  Commissioner  Klein _  4 

Absent:  Vice  Chairman  Kleinert  _ _  1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  July  23,  1961  and  August  27,  1963  on  Order 
No.  2895-3,  reads: 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  cellars  having  at  least  one  source  of 
water  supply,  arranged  and  equipped  as  per  Chapter 
26-1372.3b. 

Chapt.  19.161.0a  Adm.  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  due  to  the  contents  of  the  cellars 
and  the  inaccessibility  of  the  cellars  for  fire-fighting. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  July  23,  1961  and  August  27,  1963,  acting 
on  Order  No.  2895-3,  Objection  No.  1,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 
The  Board  affirms  its  decision  that  this  appeal  was  received 
in  time  for  consideration  and  decision  by  the  Board. 


45-63-A 

APPLICANT — Philip  P.  Agusta  for  76  Crown  Realty  Cor¬ 
poration,  owner;  Blue  Ribbon  Shoe  and  Novelty  Com¬ 
pany,  lessee. 

SUBJECT — Application  January  10,  1963 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  storage  room 
for  paints. 

PREMISES  AFFTCTED — 76-86  Crown  Street,  south 
side,  100  feet  east  of  Franklin  Avenue,  Block  1294,  Lot 
15,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Philip  P.  Agusta. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com- 
missionerBecker  and  Commissioner  Klein  _  4 


Negative  _ 0 

Absent:  Vice-Chairman  Kleinert  _ _ _  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  3,  1963  on  B.N.  Applic.  1540-61,  reads: 

“1.  The  proposed  storage  room  for  paints  in  basement 
does  not  comply  with  Rule  4.2.1  &  Rule  6.1.3  of 
Spray  Rules  of  Board  of  Standards  and  Appeals. 

a)  3'0"  x  r-0"  FPSC  door. 

b)  Required  window  with  lower  half  louvered,  etc.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  January  3,  1963  acting  on  B.N.  Application  1540- 
61  Objection  No.  lb.  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  the  build¬ 
ing  conform  to  drawings  filed  with  this  application,  dated 
January  10,  1963,  2  sheets ;  and  on  further  condition  that  the 
exhaust  vent  be  equipped  with  an  explosion  proof  fan,  and 
that  the  fan  is  to  be  operated  at  all  times  when  the  room 
is  in  use;  and  on  further  condition  that  Item  la  be  com¬ 
plied  with. 


1390-61-A 

APPLICANT — Samuel  Rosenblum  for  835  America  Cor¬ 
poration,  owner. 


SUBJECT — Application  filed  August  31,  1961 — Appeal 
from  a  decision  of  the  Fire  Commissioner,  —  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 103-105  West  29th  Street, 
north  side,  72  feet  west  of  Avenue  of  the  Americas,  Block 
805,  Lot  52,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com- 

missionerBecker  and  Commissioner  Klein  -  4 

Negative  - ; -  0 

Absent:  Vice-Chairman  Kleinert  - - 1 


10-62-A 

APPLICANT — Landsman  and  Soffin,  owner;  Sunnyside 
Progressive  School,  lessee. 

SUBJECT — Application  January  5,  1962 — Appeal  from  a 
decision  re  an  order  of  the  Fire  Commissioner,  re-  ap¬ 
proved  wet  automatic  sprinkler  system. 

PREMISES  AFFECTED— 43-42  47th  Street,  south  side, 
45  feet  north  of  Queens  Boulevard,  Block  141,  Lot  47, 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE: 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com- 

missionerBecker  and  Commissioner  Klein  -  4 

Negative  - - - - -  9 

Absent:  Vice-Chairman  Kleinert  — - -  1 


188-62-A 

APPLICANT — Max  M.  Lome  for  Greater  Bayside  Citi¬ 
zens  Assn.  Inc.  and  Adjacent  Property  Owners;  Benja¬ 
min  Williams,  Felix  and  Gloria  Kowalski. 

OWNER  OF  PREMISES — Andrew  J.  Presto. 

SUBJECT— Application  February  20,  1962— Appeal  from 
a  decision  of  The  Borough  Superintendent  re-  revoca¬ 
tions  of  permits. 

PREMISES  AFFECTED— 213-02  Northern  Boulevard, 
southwest  corner  of  Bell  Boulevard,  Block  7313,  Lots 
19,  23,  27  and  39,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Max  M.  Lome. 

ACTION  OF  BOARD' — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com- 

missionerBecker  and  Commissioner  Klein  _  4 

Negative  _  0 

Absent:  Vice-Chairman  Kleinert  _  1 


343-63-A 

APPLICANT — Arnold  W.  Lederer  for  Best  Winding 
Company,  owner. 

SUBJECT — Application  April  18,  1963 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress  etc. 

PREMISES  AFFECTED— 1001-1003  Broadway,  east  side, 
66  feet,  4  2/3  inches,  south  of  Ditmers  Street,  Block 
3194,  Lot  516,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 
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ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE—  .  .  _  _ 

Affirmative  Chairman  Foley,  Commissioner  box,  Com¬ 
missioner  Becker  and  Commissioner  Klein  . . •—  4 

Negative :  . - - - - - - - . . . .  ’ 

Absent :  Vice  Chairman  Kleinert  .  1 


PREMISES  AFFECTED— 98  North  Moore  Street,  south 
side,  97  feet  west  of  Washington  Street,  Block  185,  Lot 
16,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  William  S.  Shary.  _ 

For  Administration:  Lieut.  John  P.  Manfredi,  hire  Dept. 
ACTION  OF  BOARD— Laid  over  to  November  26,  1963, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 


990-61-A 

APPLICANT— Charles  M.  Spindler  for  The  Regent  Nurs¬ 
ing  Home,  owner. 

SUBJECT— Application  June  14,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 84-24  116th  Street,  west  side, 
180  feet  south  of  84th  Avenue,  Block  9215,  Lot  19,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  . .  4 

Negative:  . — - - -  0 

Absent :  Vice  Chairman  Kleinert  . —  1 


892-61-A 

APPLICANT — Daub  and  Daub  for  Fischer  and  Sons 
Incorporated,  owner. 

SUBJECT— Application  June  6,  1961— Appeal  from  on 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 149-51  Front  Street,  150-52, 
Maiden  Lane,  southeast  corner,  Block  37,  Lot  33,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sidney  Daub. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  without  date  for  deci¬ 
sion;  applicant  to  inform  Board  when  building  is  to  be 
occupied;  hearing  previously  closed. 


1064-61 -A 

APPLICANT— Monaghan  and  Mattingly  for  Max  B.  Cane, 
owner. 

SUBJECT— Application  July  3,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 712  Broadway,  east  side,  173 
feet  4  inches  north  of  Fourth  Street,  Block  545,  Lot  8, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  George  P.  Monaghan  and  Donald  D. 
Fisher. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  November  26,  1963, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 


1081-61-A 

APPLICANT— William  S.  Shary  for  Dewey  Carver, 
owner. 

SUBJECT— Application  July  11,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


1082-61-A 

APPLICANT— William  S.  Shary  for  Dewey  Carver, 
owner. 

SUBJECT— Application  July  11,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 52  Harrison  Street,  north  side, 
53  feet  west  of  Washington  Street,  Block  183,  Lot  20, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  S.  Shary.  _ 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  November  26,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1083-61-A 

APPLICANT— William  S.  Shary  for  Dewey  Carver, 
owner. 

SUBJECT— Application  July  11,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 56  Harrison  Street,  north  side, 
95  feet  west  of  Washington  Street,  Block  183,  Lot  22, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  William  S.  Shary.  _ 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  November  26,  1963, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 


1167-61-A 

APPLICANT — Florence  Weinfeld,  owner. 

SUBJECT— Application  July  19,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 37  Spruce  Street,  north  side, 
78.9  feet  west  of  Gold  Street,  Block  103,  Lot  29,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  A.  Bertram  Roth. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  November  26,  1963, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 


1198-61-A 

APPLICANT— Larry  Meltzer  for  Fisher  Press  Building, 
owner. 

SUBJECT— Application  July  24,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 195-197  Christie  Street,  west 
side,  100  feet  south  of  Stanton  Street,  Block  426,  Lot  29, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  November  26,  1963, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 
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1244-61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  S.  H. 
LeBell  and  Company,  owner. 

SUBJECT — Application  August  1,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 85  Franklin  Street,  south  side, 
143  feet  8  inches  east  of  Church  Street,  Block  174,  Lot 
22,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1963, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 


1290-61-A 

APPLICANT— Max  Siegel  Associates  for  Stanshoe  Real¬ 
ty  Corporation,  owner;  Javeline  Shoe  Company,  Hal  R. 
Weiner  Shoe,  Company,  lessees. 

SUBJECT — Application  July  27,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 148  Duane  Street,  south  side, 
42  feet,  4  .inches  east  of  West  Broadway,  Block  146,  Lot 
14,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  November  26,  1963, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 


1296-61-A 

APPLICANT — Edward  J.  Hurley  &  Hughes  for  John 
Chatillon  and  Sons,  owners. 

SUBJECT — Application  August  9,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 48  Franklin  Street,  north  side, 
100  feet  west  of  Lafayette  Street,  Block  172,  Lot  27,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1963, 
at  2  P.M.  for  hearing  and  for  inspection  and  decision; 
applicant  to  be  notified  to  be  present. 


1310-61-A 

APPLICANT — 728  Lexington  Leasing  Corporation,  owner ; 

Wallorf  System  Incorporated,  lessee. 

SUBJECT — Application  August  10,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 155  West  19th  Street,  north 
side,  149.3  feet  east  of  Seventh  Avenue,  Block  795,  Lot 
10,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  November  26,  1963, 
at  2  P.M.  for  hearing  and  for  inspection  and  decision; 
applicant  to  be  notified  to  be  present. 


1321-61-A 

APPLICANT — Noah  N.  Sherman  for  Rector  Church¬ 
wardens  and  Vestrymen  of  St.  Georges  Church,  owners; 
Manhattan  Marine  and  Electric  Co.,  Incorporated,  lessee. 


SUBJECT— Application  August  11,  1961 
order  and  a  decision  of  the  Fire 
sprinkler  system. 


—  Appeal  from  an 
Commissioner  re- 


a  oo  r  *  if  •  ,  U~ 116  Chambers  Street,  south 

?ldt%a9Rfeet  H  Yest  of  Church  Street,  Block  136, 

Lot  24,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Noah  M.  Sherman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

?0ARP— Laid  over  to  November  26,  1963, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 


1323-61-A 


New  ^ork  Twine  Corporation,  lessee  for 
Zucker,  owner. 

SUBJECT— Application  August  14,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 


•7  7n  r  «u.u.  ivxuure  oireet,  nortt 

side,  69  feet  west  of  West  Broadway,  Block  190,  Lot  48 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  Leonard  Samansky  and  James  A.  Bar¬ 
rett. 


For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


917-62-A 

APPLICANT  Jacob  Fisher  and  Donald  D.  Fisher  for 
712  Broadway  Company  owner. 

SUBJECT — Application  September  28,  1962  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re-  egress, 
use  of  wire  glass. 

PREMISES  AFFECTED — 712  Broadway,  east  side,  173 
feet  4%  inches  north  of  4th  Street,  Block  545,  Lot  8, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Donald  D.  Fisher. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1113-62-A 

APPLICANT — Leonard  F.  Rothkrug  for  Louise  M.  and 
Clement  S.  Patti,  owner. 

SUBJECT — Application  December  13,  1962  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  —  re-  Class  4 
bldg,  wood  frame,  extension  of  commercial  use. 

PREMISES  AFFECTED — 3935  White  Plains  Road,  west 
side,  78.21  feet  north  of  East  223rd  Street,  Block  4825, 
Lot  7,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1963, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 


14-63-A 

APPLICANT — Samuel  Kaplan  for  Handy  Button  Machine 
Works,  owner. 

SUBJECT — Application  January  7,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
infra-red  drying  ovens. 

PREMISES  AFFECTED— 45-26  to  45-44  51st  Street, 
west  side,  188  feet  north  of  47th  Avenue,  Block  2283, 
Lot  54,  Woodside,  Borough  of  Queens. 
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APPEARANCES—  ,  . 

For  Applicant :  Samuel  Kaplan  and  Lenard  Baritz. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  November  26,  1963, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 


59-63-A 

APPLICANT — Samuel  Rosenblum  for  Morbruk  Company 
Incorporated  owner. 

SUBJECT— Application  January  17,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
elevator  operator. 

PREMISES  AFFECTED— 29-33  West  36th  Street,  north 
side,  426  feet  west  of  5th  Avenue,  Block  838,  Lot  24, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  November  26,  1963, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 


83-63-A 

APPLICANT— Samuel  Rosenblum  for  Carryl  S.  Wasser- 
man,  owner. 

SUBJECT— Application  January  22,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
Quick  Response  Service-elevators. 

PREMISES  AFFECTED— 253-255  West  27th  Street, 
north  side,  159  feet  east  of  8th  Avenue,  Block  777,  Lot  12, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  November  26,  1963, 
at  2  P.M.  Inspection  and  possible  decision,  awaiting  opin¬ 
ion  from  Fire  Department. 


475-63-A 

APPLICANT— William  J.  and  Margaret  Fleming,  Ad¬ 
joining  property  owners. 

OWNER  OF  PREMISES— Long  Island  Railroad  Com¬ 
pany. 

SUBJECT— Anplication  June  6,  1963— Review  of  deci¬ 
sion  of  the  Borough  Superintendent  re-  zoning  mattei. 

PREMISES  AFFECTED— 118-17  Union  Turnpike,  west 
side,  75.31  feet  north  of  Burns  Street,  Block  3334,  Lot 
151,  Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  F.  Fitzsimons. 

For  Opposition:  James  J.  Hurley  and  Aaron  Halpern. 

ACTION  OF  BOARD— Laid  over  to  November  19  1963, 
at  2  P.M.  for  complete  vote  and  decision;  hearing  pre¬ 
viously  closed. 


615-63-A 

APPLICANT — Max  M.  Lome  for  Max  R.  Brunschwig, 
Susanne  Brill,  Siegfried  and  Edith  Rosenberger,  ad¬ 
joining  property  owners. 

OWNER  OF  PREMISES— Adson  Industries  Incorporated. 

SUBJECT — Application  August  6,  1963 — Review  of  a 
decision  of  the  Borough  Superintendent  re-  request  to 
revoke  Permit  #4093,  N.B.  1580/61. 

PREMISES  AFFECTED— 118-18  Union  Turnpike,  south 
side,  82.4  feet  west  of  Austin  Street,  Block  3335,  Lot  23, 
Kew  Gardens,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Max  M.  Lome. 

For  Opposition:  James  J.  Hurley  and  Aaron  Halpern. 
ACTION  OF  BOARD— Laid  over  to  November  19,  1963, 
at  2  P.M.  for  complete  vote  and  decision;  hearing  pre¬ 
viously  closed. 


674-63-A 

APPLICANT— Gabriel  Nathan  for  Dr.  Martin  B.  Kaplan 
and  Dr.  Herbert  Gordon,  owner. 

SUBJECT— Application  September  3,  1963  —  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  frame  build¬ 
ing  for  non-residential  use. 

PREMISES  AFFECTED— 332  Beach  63rd  Street,  and 
6211  Beach  Channel  Drive,  southeast  corner,  Block  15907, 
Lot  60,  Arverne,  Borough  of  Queens. 

APPEARANCES—  _ 

For  Applicant :  Gabriel  Nathan. 

ACTION  OF  BOARD— Laid  over  to  November  26,  1963, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 


993-61-A 

APPLICANT— Patrick  D.  Concagh  for  Rolfe’s  Chop 
House,  Incorporated,  owner. 

SUBJECT— Application  June  27,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system,  enclose  sub-cellar  stairs. 

PREMISES  AFFECTED— 90  Fulton  Street,  south  side, 
102,25  feet  west  of  Gold  Street,  Block  77,  Lot  23,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Patrick  D.  Concagh. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  November  26,  1963, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 


855-25-BZ — Vol.  Ill 

APPLICANT— Lama,  Proskauer  and  Prober  for  Gulf  Oil 
Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  October  30, 
1963— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7a  of  the  Zoning  Re¬ 
solution,  permitting  in  a  local  retail  use  district,  the  re¬ 
construction  of  an  existing  gasoline  service  station  and 
the  extension  of  the  uses  to  include  lubritorium,  office, 
minor  auto  repairs  with  hand  tools  only,  and  the  parking 
and  storage  of  cars  awaiting  service. 

PREMISES— 6778  to  6782  (  6782  official)  Hylan  Boulevard, 
southeast  corner  of  Page  Avenue,  Block  7734,  Lots  13 
and  19,  Tottenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein - 4 

Negative:  - 0 

Absent:  Vice  Chairman  Kleinert - 1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  November  8,  1961,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  October  30,  1962;  and 
Whereas,  the  resolution  was  amended  on'  January  22, 
1963 ;  and 
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Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  8,  1961, 
as  amended  through  January  22,  1963,  only  as  to  the  time 
to  obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution ; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained”. 
(N.B.  1459/61) 


192-53-BZ — Vol.  Ill 

APPLICANT — Frederick  W.  Kosting  for  Gulf  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  16, 
1963 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7e  and  21  of  the 
Zoning  Resolution,  permitting  in  a  residence  district,  the 
relocation  and  reduction  in  area  of  the  accessory  building 
and  the  number  of  pump  islands  to  a  gasoline  service 
station,  previously  granted  by  the  Board,  with  accessory 
uses  of  lubrication,  car  wash,  minor  auto  repairs  and  the 
parking  and  storage  of  motor  vehicles  awaiting  service. 
PREMISES  AFFECTED— 1102-1110  Metcalf  Avenue  and 
1661-1669  Watson  Avenue,  northeast  corner,  Block  3747, 
Lot  88,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  - . 4 

Negative :  _  0 

Absent:  Vice  Chairman  Kleinert _  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  16,  1962,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  Ocotober  16,  1962, 
only  as  to  the  time  to  complete  the  work  and  obtain  a  Cer¬ 
tificate  of  Occupancy,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work  shall 
be  completed  and  a  Certificate  of  Occupancy  obtained 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion”.  (N.B.  994/56) 


770-58-BZ— Vol.  II 

APPLICANT — Lama,  Proskauer  and  Prober  for  Drake 
Bakeries,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November 
7,  1963 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  7c,  7  A  and  21 
of  the  Zoning  Resolution,  permitting  in  a  unrestricted 
business  and  residence  use,  B  area  district,  at  an  existing 
six  story  building  occupied  as  a  bakery,  the  erection  of 
a  two  story  extension  for  use  as  shipping  area,  loading  and 
unloading,  garage  for  4  trucks  with  offices  on  the  second 
floor,  the  proposed  extension  with  offices  on  the  second 
floor,  the  proposed  extension  exceeds  the  permitted  area 
coverage  and  provides  business  entrances  within  75  feet 
of  the  residence  use  district. 

PREMISES  AFFECTED — 69-91  Clinton  Avenue  south¬ 


east  corner,  from  Waverly  Avenue  to  Park  Avenue,  66- 
84  Waverly  Avenue  and  226-246  Park  Avenue,  Block 
1888,  Lot  34,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein _ 4 

Negative :  - 0 

Absent :  Vice  Chairman  Kleinert _  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  November  14,  1961,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  November  7,  1962;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  14,  1961, 
as  amended  on  November  7,  1962,  only  as  to  the  time  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution ; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained”. 
(Alt.  1603/61) 


1892-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  L.  G.  E.  Realty 
Corporation,  owner;  Vinocur  Floor  Coverings,  lessee. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  24, 
1963 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  21  of  the  Zoning  Re¬ 
solution,  permitting  in  a  business  use,  C  area  district, 
the  extension  of  an  existing  one  story  building  to  occupy 
more  than  the  permitted  area. 

PREMISES  AFFECTED— 1750-1762  McDonald  Avenue, 
west  side,  262  feet  8%  inches  north  of  65th  Street,  Block 
6607,  Lots  26,  28  and  30,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein _ 4 

Negative:  _  0 

Absent :  Vice  Chairman  Kleinert _  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  24,  1962,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  February  5, 
1963;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  24,  1962,  as 
amended  on  February  5,  1963,  only  as  to  the  time  to  com¬ 
plete  the  work  and  obtain  a  Certificate  of  Occupancy,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (Alt.  2012/61) 
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1154-62-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Bernard  J. 
Aaron,  Sylvia  Aaron,  Samuel  Lemberg  and  Nathan  S. 
Goldstein,  owners. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R7-1 
district,  the  erection  of  a  one  story  extension  to  an  exist¬ 
ing  floor  covering  warehouse  to  occupy  an  adjoining  lot. 
PREMISES  AFFECTED— 344-352  Clarkson  Avenue, 
south  side,  231  feet  west  of  New  York  Avenue,  Block 
4837,  Lot  33  (formerly  34),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox  and 


Commissioner  Becker  . 3 

Negative:  Commissioner  Klein  -  1 

Absent:  Vice  Chairman  Kleinert  -  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  12,  1963,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  12,  1963, 
by  adding  thereto: 

“that  the  door  openings  in  the  east  wall  of  the  exten¬ 
sion  may  be  arranged  substantially  as  shown  on  revised 
drawing  of  proposed  conditions  marked  ‘Received  Octo¬ 
ber  8,  1963”,  one  sheet,  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects”.  (Alt.  1533/62) 


330-33-BZ — Vol.  V 

APPLICANT— Ziegler,  Gill,  Clabby  and  Regan  for  George 
De  Combo,  lessee;  City  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance — which  will  expire  No¬ 
vember  18,  1963 — decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Sections  7e  and 
7h  of  the  Zoning  Resolution,  permitting  in  a  local  retail 
and  residence  use  district,  the  erection  of  a  one  story 
extension  and  extend  the  present  use  of  auto  showroom 
and  store  to  include  office,  storage  of  auto  parts,  motor 
vehicle  repairs,  gasoline  pump  for  owner’s  use  only,  body 
and  fender  work,  incidental  painting  and  spraying,  wheel 
alignment,  brake  testing,  welding,  parking  and  storage 
of  cars  awaiting  service,  for  a  stated  term  of  15  years. 

PREMISES  AFFECTED— 227-17  Northern  Boulevard, 
northwest  corner  of  228th  Street,  Block  6333,  Lot  7,  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Mel  Kreines. 

For  Administration:  Franklin  H.  Senior,  Park  Dept. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  December  10,  1963,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulle¬ 
tin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 

Negative :  _  0 

Absent :  Vice  Chairman  Kleinert _  1 


297-34-BZ— Vol.  Ill 

APPLICANT— Halpern  and  Hurley  for  Anne  Cosden, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition,  under 
Sections  7c,  7f,  7h,  7i  and  21  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  the  extension  in 
area  of  premises  and  change  in  occupancy  from  auto¬ 
laundry,  grease  pits  and  office  to  gasoline  service  sta¬ 
tion,  lubr  itorium,  car  wash  (non-automatic),  motor 
vehicle  repairs,  storage  and  sale  of  accessories  and  office 
and  the  parking  of  more  than  five  motor  vehicles  waiting 
to  be  serviced. 

PREMISES  AFFECTED— 2705-2717  Nostrand  Avenue, 
east  side,  340  feet  south  of  Avenue  M.  Block  7666,  Lots 
24  and  25,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Aaron  Halpern. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  December  10,  1963  at  10  A.M.,  to  consider  ex¬ 
tension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulle¬ 
tin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker  and  Commissioner  Klein  -  4 

Negative:  . .  0 


Absent:  Vice  Chairman  Kleinert -  1 


1010-57-BZ 

APPLICANT — William  E.  Kelly  for  Sestilia  Policano, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  October  15, 
1963 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 133-135  Schenectady  Avenue, 
east  side,  25  feet  north  of  St.  Marks  Avenue,  Block  1354, 
Lot  2,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sheila  Silverman. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  December  10,  1963  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulle¬ 
tin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein  _  4 


N  egative :  . . .  0 

Absent:  Vice  Chairman  Kleinert . .  1 


457-58-B  Z 

APPLICANT — Harry  Kobrin  for  Sidjack  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  will  expire  Novem¬ 
ber  18,  1963 — decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  dis¬ 
trict,  the  use  of  a  vacant  plot  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2330-2334  Cambreleng  Ave- 
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nue,  east  side,  274.52  feet  south  of  East  187th  Street, 
Block  3089,  Lots  18,  19  and  20,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Harry  Kobrin. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  December  10,  1963,  10  A.M.,  to  consider  ex¬ 
tension  of  the  term  of  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Klein _ _ _  4 

Negative:  . q 

Absent :  Vice  Chairman  Kleinert _ _ _ 1 


Adjourned  3:45  P.M. 

James  P.  Mulroy,  Secretary 


RULES 


Fire  Drill  Rules,  Adopted  by  the  Board  of  Standards  and  Appeals,  October  5,  1923 

(593-23-SR)  MALE  SEARCHER 

DEFINITION  OF  “FIRE  DRILL” 

The  method  and  practice  of  the  systematic  and  orderly  .  . 

vacating  of  a  building  by  its  occupants  in  case  of  emer¬ 
gency,  panic  or  fire  in  the  least  possible  time— by  the  FEMALE  SEARCHER 

nearest  safe  means  of  exit— and  the  use  of  fire  appliances 
which  shall  be  provided  for  the  extinguishing  or  retard¬ 
ing  of  fire  and  the  safeguarding  of  human  life. 

Rule  1. 

In  all  buildings  as  defined  in  Article  1,  Section  10  of 
the  Labor  Law  in  which  fire  drills  are  required  pursuant 
to  Section  279  thereof  and  in  any  other  building  in  which 
such  drills  are  required  by  the  Fire  Commissioner  pur¬ 
suant  to  the  power  conferred  in  section  491  of  the  New 
York  City  Charter,  it  shall  be  the  duty  of  the  owners, 
lessees  or  tenants  to  conduct  fire  drills  monthly  and  at 
such  other  times  as  the  Fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the 
owner  or  tenants  shall  appoint  from  among  their  em¬ 
ployees  such  responsible  and  dependable  persons,  male 
or  female,  who  shall  efficiently  perform  the  duties  of 
the  various  positions  of  the  fire  drill  organization  as 
specified  on  the  accompanying  chart. 

It  shall  be  the  duty  of  the  owner  or  tenant  to  enter  in 
the  blank  spaces  provided  for  that  purpose  in  said  chart 
the  names  of  persons  so  selected  and  post  said  chart  and 
copies  of  the  rules  in  a  conspicuous  place. 

FIRE  DRILL  ORGANIZATION 

Premises  . 

Name  of  concern  . 

Building  No . Story . 


STREET  ALARM  BOX  RUNNER 

FIRE  BRIGADE 


EXIT  GUARDS 
Exit . 


FOREMAN  OR  PERSON  IN  CHARGE 
Regular  Substitute 


WATCHMAN 


Squad  Monitors 


Squad  No.  1 


it 


“  2. 


it 


“  3 


t< 

ti 


u 

a 


4 

5. 


<( 


it 


6. 
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Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  enforce 
and  have  full  charge  of  the  “Fire  Drill”  in  every  fact°jy 
on  each  floor.  Each  day  before  work  is  begun  he  shall 
see  that  extinguishers,  fire  hose,  fire  buckets,  etc.,  are  in 
readiness  for  use,  exit  doors  are  unlocked,  aisles  are  tree 
from  obstruction,  that  stairways,  halls,  etc.,  are  properly 
lighted,  and  shall  remedy  any  dangerous  condition  found 
to  exist.  Immediately  after  work  is  commenced  he  shall 
check  up  the  Fire  Drill  Organization  list  and  note  if  the 
regularly  assigned  persons  are  present;  if  any  are  tound 
to  be  absent,  he  shall  assign  other  employees  (if  prac¬ 
ticable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc. 

He  shall  be  familiar  with  the  operation  and  location  of 
the  interior  alarm  signal  box  on  his  floor. 

He  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintendent 
or  other  person  in  charge  of  the  building  and  advise  him 
of  the  fact.  The  (Floor  Captain’s)  Foremans  orders  are 
final  as  to  the  carrying  out  of  the  fire  drill  on  his  particular 

floor. 


Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  a ipparatus  an d  sha 11  en^™r 
to  extinguish,  or  at  least  hold  m  check  until  arnva 
of  the  Fire  Department,  any  fire  that  may  occur.  When  it 
is  necessary  for  the  fire  brigade  to  respond  to  different 
floors  in  the  building  they  shall  not  use  the  stairways  or 
fire  escapes  while  the  occupants  are  escaping  from  the 
premises. 


Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all  exit 
doors  leading  to  fire  escapes,  stairways,  and  other  means 
of  escape  immediately  upon  the  sounding  of  the  alarm. 
There  shall  be  two  guards  for  each  exit,  if  practicable , 
one  to  stand  in  the  hallway  holding  back  the  door  and  the 
other  directly  inside  on  the  floor.  They  are  to  keep  the 
exit  doors  open  and  direct  the  movements  of  the  persons 
using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  station. 
Then  close  their  doors  and  pass  out  of  the  bin  'ding.  Upon 
signal  for  the  occupants  to  return,  EXIT  GUARDS  shall 
take  their  designated  stations  and  remain  there  until  all 
havo  returned  to  their  respective  floors. 


Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windows 
are  closed  so  as  to  prevent  the  spread  of  lhe 

WATCHMEN  shall  be  the  only  persons  permitted  to  re¬ 
main  on  the  floor  during  the  progress  of  a  fire  drill  and 
do  so  at  their  own  risk.  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  In  special 
cases,  however,  extra  watchmen  may  be  assigned  by  con¬ 
sent  in  writing  from  Fire  Commissioner. 


Rule  4.  Duties  of  Searchers. 

The  MALE  AND  FEMALE  SEARCHERS  shall  search 
all  toilets,  dressing  rooms  and  emergency  rooms  used  and 
frequented  by  their  sex  and  all  other  portions  of  the  floor 
and  order  all  persons,  except  those  authorized  to  remain,  to 
leave  the  premises.  They  are  to  take  care  of  and  assist 
all  persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediately  after 
the  last  squad  leaves. 


Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  no 
more  than  thirty  to  each  squad.  They  shall  see  that  all 
aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  respec¬ 
tive  squads  to  the  exit  assigned,  and  then  march  up  or 
down  the  stairs  or  to  other  exits  as  directed  by  the  EXii 
GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interfer¬ 
ence  with  fire  apparatus.  When  the  proper  signal  is  given 
they  shall  return  to  their  respective  floors  at  head  of  their 
squads. 

MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 
manner. 


Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET- ALARM-BOX-RUNNER  shall  be  famil¬ 
iar  with  the  location  of  the  nearest  city  fire  alarm  box  and 
know  how  it  is  operated. 

In  ordinary  practice  fire  drills  the  STREET-ALARM- 
BOX-RUNNER  shall  report  to  the  Foreman  for  orders, 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  of  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET- 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm  box 
and  send  in  the  fire  alarm. 


Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  month 
at  varied  hours  of  the  day,  and  all  of  the  occupants  shall 
participate  therein  simultaneously.  Such  drills  shall  con¬ 
duct  all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems  are 
installed  as  permitted  under  Rule  10.1  of  the  interior  fire 
alarm  rules  of  the  Board  of  Standards,  and  Appeals,  the 
fire  drill  conducted  each  month  shall  include  all  of  the 
persons  on  the  premises  engaged  at  work  for  a  factory, 
and  drills  shall  be  conducted  at  least  twice,  each  year  in 
which  all  of  the  persons  on  the  premises  shall  participate 
simultaneously. 
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Rule  10.  Duties  of  Owner. 

It  shall  be  the  duty  of  the,  OWNER,  LESSEE  OR 
TENANT  OF  THE  BUILDING  or  his  authorized  agent 
or  their  representatives  to  personally  observe  that  the 
“Fire  Drill’’  is  held  simultaneously  on  every  floor  of  the 
building  and  the  participation  therein  of  every  occupant  of 
such  building.  Any  FIRE  DRILL  in  which  all  of  the 
occupants  do  not  participate  shall  not  be  considered  as  com¬ 
plying  with  the  LAW,  except  as  otherwise  provided  in 
these  rules. 

The  person  or  persons  representing  the  OWNERS, 
LESSEE  OR  TENANT,  who  supervises  the  FIRE  DRILL 
at  the  building  shall  submit  to  an  examination  by  the 
Division  of  Fire  Prevention  as  to  their  experience  and 
general  fitness  for  such  duties,  and  shall  be  so  certified  in 
writing  by  the  FIRE  COMMISSIONER. 

It  shall  be  the  duty  of  the  ENGINEER,  SUPERIN¬ 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  build¬ 
ing  having  an  interior  fire  alarm  system  to  test  such  system 
daily,  immedately  after  the  beginning  of  business,  and  to 
see  that  all  apparatus  operated  by  springs,  requiring  wind¬ 
ing  are  rewound  after  each  alarm  and  kept  in  normal  con¬ 
dition  for  operation. 


Rule  11.  Duties  of  Engineer. 

Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs,  etc.,  being 


made,  the  PERSON  IN  CHARGE  OF  BUILDING  will 
first  notify  all  Foremen  of  the  several  floors  of  the  in¬ 
tended  test  and  likewise  notify  them  when  the  repairs,  etc. 
are  completed.  This  precaution  is  taken  to  prevent  con¬ 
fusion  and  excitement,  also  misunderstanding  of  the  alarm 
signals. 

It  shall  also  be  the  duty  of  the  PERSON  IN  CHARGE 
OF  BUILDING  to  sound  the  interior  alarm  system  at 
irregular  intervals,  but  not  less  than  once  each  calendar 
month,  for  the  purpose  of  holding  practice  fire  drills.  He 
shall  keep  on  the  premises  a  record  of  such  drills,  show¬ 
ing  the  date  when  held  and  the  required  time  for  all 
occupants  to  reach  the  street  or  a  point  of  safety  outside 
the  building. 

The  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of  the 
“Fire  Drill’’  Organization  and  its  purport. 


Rule  12.  Registration. 

The  name  and  address  of  every  person,  corporation  or 
co-partnership,  that  will  under  professional  service,  carry 
on  the  trade,  business  or  calling  of  establishing,  main¬ 
taining  or  supervising  the  “Fire  Drill”  shall  be  registered 
in  the  Fire  Department,  which  Department  shall,  upon 
evidence  of  fitness,  grant  a  certificate  to  that  effect. 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each — add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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COURT  DECISION 

On  April  6,  1962,  Order  to  Show  Cause  was  served  on  the  Board 
by  Benza  &  Reiss,  attorneys  for  petitioners,  Raymond  Ruiz,  Angel 
Ruiz  and  Miguel  Ruiz,  oilers,  seeking  a  review  of  the  Board’s  de¬ 
termination  on  March  6,  1962,  dismissing  their  application  for  lack 
of  jurisdiction  by  the  Board  under  Sections  7e  and  7A  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  local  retail  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium,  minor 
vehicle  repairs,  car  wash  and  accessory  storage  with  show  windows 
within  75  feet  of  a  residence  use  district;  Calendar  Number  1512- 
61-BZ  ;  Premises  905-909  Castle  Hill  Avenue,  2169-2175  Story  Avenue, 
northwest  corner,  Block  3687,  Lot  43,  Borough  of  The  Bronx. 

At  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  Nathan  ren¬ 
dered  the  following  decision : 

“Motion  for  leave  to  appear  as  amicus  curiae  is  granted.  The 
fact  that  it  appears  that  the  applicant  will  support  petitioners’ 
position  in  this  proceeding  is  no  indication  of  a  partisan  atti¬ 
tude  which  in  some  circumstances  might  be  a  ground  for  deny¬ 
ing  the  relief  sought.  Settle  order.” 

(N.  Y.  Law  Jouinel,  October  22,  1962,  page  17). 

At  Supreme  Court,  Special  Term,  Part  I.,  Mr.  Justice  Conlon 
ruled : 

“The  court,  after  reviewing  this  matter,  believes  that  the  city 
planning  commission,  by  enactment  of  the  zoning  resolution, 
which  seeks  to  deprive  the  respondent  board  of  its  duty  to  hear 
and  determine  the  application  for  a  variance  in  this  matter, 
was  exceeding  its  authority. 

The  city  charter  imposed  such  duty  on  the  board  of  standards 
and  appeals  which  the  city  planning  commission  could  not 
abrogate  by  its  resolution.  Nor  should  the  petitioners  be  de¬ 
prived  of  the  right  to  this  application  by  such  procedure. 
Accordingly,  the  petition  is  granted.  Section  11-341  (e)  of  the 
resolution  is  held  to  be  invalid  and  the  matter  is  remitted  to 
the  board  of  standards  and  appeals  for  a  determination  on  the 
merits.  The  motion  to  vacate  the  petition  is  denied.” 

(N.  Y.  Law  Journal,  September  9,  1963,  page  14). 

At  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  Conlon 
rendered  the  following  decision : 

“Motion  for  leave  to  reargue  or  in  the  alternative  for  leave  to 
appeal  to  the  Appellate  Division  is  in  all  respects  denied.  The 
respondents  have  failed  to  show  that  the  court  overlooked  any 
decision  or  principle  of  law  which  would  have  controlling  effect 
or  misapprehended  the  facts.  With  respect  to  the  branch  of  the 
motion  seeking  leave  to  appeal,  section  5513(c)  of  the  CPLR 
requires  that  such  application  be  made  within  thirty  days  after 
service  of  a  copy  of  the  order  with  written  notice  of  its  entry. 
Accordingly,  the  motion  is  untimely  and  the  court  is  without 
power  to  grant  the  relief.” 

(N.  Y.  Law  Journal,  November  20,  1963,  page  15) 


vember  19,  1963,  Affecting  Calendar  Numbers,  440-39- 
SM,  448-40-SM,  685-56-SM,  686-56-SM,  841-56-SA, 
655-57-SA,  575-58-SA,  635-59-SM,  318-60-SM,  843-60- 
SA,  21-61-SM,  689-61-SA,  1702-61-SA,  5-62-SA,  303- 
62-SA,  460-62-SM,  806-62-SM,  832-62-SA,  910-62-SA, 
981-62-SM,  982-62-SM,  983-62-SM,  984-62-SM,  1002- 
62-SM,  1050-62-SM  11-63-SA,  12-63-SA,  93-63-SA, 

314-63-SA,  489-63-SM,  769-63-SM,  781-63-SM,  499-63- 
SM,  35-60-SA,  248-62-SM,  102-63-SM,  645-63-SM, 

709-63-SA,  1152-61-A,  1211-61-A,  1035-62-A,  1147-62- 
A,  47-63-A,  330-63-A— Vol.  II,  475-63-A,  615-63-A, 
642-63-A,  911-62-A,  1027-61-A,  1140-61-A,  1220-61-A, 
1203-61-A,  1330-61-A,  1331-61-A,  1343-61-A,  1344-61- 
A,  1346-61-A,  1347-61-A,  1348-61-A,  1352-61-A,  1356- 

61- A,  835-62-A,  836-62-A,  1129-62-A,  1137-62-A,  1141- 

62- A,  61-63-A,  74-63-A,  82-63-A,  238-63-A. 

Fire  Drill  Rules. 
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New  Cases  filed  up  to  November  19,  1963 
Cal.No.  Dept.  Premises  affected 

886-63-A — F.D. — 529  Flushing  Avenue  north  side,  70  feet 
8  inches  west  of  Lee  Avenue,  Block  2263,  Lot  55,  Bor¬ 
ough  of  Brooklyn,  F.D.  order  5156-3,  re-  sprinkler  sys¬ 
tem. 


887-63-A — F.D. — 3770  to  3818  Nostrand  Avenue,  south¬ 
west  corner  of  Avenue  Y,  Block  7445,  Lot  1,  Borough  of 
Brooklyn,  F.D.  order  1852-3  re-  sprinkler  system. 


888-63- A — F.D. — 3820  to  3846  Nostrand  Avenue,  west 
side,  335  inches  south  of  Avenue  Y.  Block  7445,  Lot  1, 
Borough  of  Brooklyn,  F.D.  order  1852-3,  re-  sprinkler 
system. 


889-63-BZ — B.M. — 210-212  East  65th  Street,  south  side, 
180  feet  East  of  3rd  Avenue,  Block  1419,  Lot  1,  Borough 
of  Manhattan,  Alt.  756-63  re-  commercial  parking  R-8 
district. 


890-63-BZ— B.M.— 181-195  East  71st  Street  and  1230- 
1248  Third  Avenue,  northwest  corner,  180-190  East  72nd 
Street,  Block  1406,  Lot  41,  Borough  of  Manhattan,  Alt. 
1201-63,  re-  transient  parking  Multiple  Dwelling,  R-8, 
R-10,  and  Cl-9  district. 


891-63-BZ — B.B. — 57  Nixon  Court,  north  side,  123  feet 
and  1  inch  west  of  Ocean  Parkway  and  Murdock  Court, 
Block  7238,  Lot  114,  Borough  of  Brooklyn,  N.B.  431-63, 
re-  accessory  use  of  apartment  house. 


892-63-A — F.D. — Burma  Shave,  manufactured  by  Burma- 
Yita  Company,  division  of  Philip  Morris  Inc. — F.D.  Di¬ 
rective  7-3,  Review  of  regulations  covering  pressurized 
products. 


893-63-R — B.Bx — 4225  Peters  Place,  west  side,  212.03 
feet  south  of  East  234th  Street,  Block  3395,  Lot  42,  Bor¬ 
ough  of  the  Bronx,  Alt.  200-63,  re-  change  in  use. 


894-63-A — F.D. — 180  East  125th  Street,  south  side,  264 
feet  east  of  Lexington  Avenue,  Block  1773,  Lot  43,  Bor¬ 
ough  of  Manhattan,  F.D.  Order  2866-3,  re-  sprinkler 
system. 


895-63- A — F.D . — Reddi  Clean  and  Reddi  Foam,  manu¬ 
factured  by  Reddi  Products,  F.D.  Directive  7-63,  Review 
of  regulations  covering  pressurized  products. 


896-63-A — F.D. — Foaming  Shaving,  Adorn  Hair  Spray 
and  White  Rain  Hair  Spray,  manufactured  by  the  Gil¬ 
lette  Company,  F.D.  Directive  7-63, — Review  of  regula¬ 
tions  covering  pressurized  products. 


897-63-A — F.D. — Colgate  Palmolive  various  pressurized 
products,  manufactured  by  Colgate-Palmolive  Company, 
F.D.  Directive  7-63, — Review  of  F.D.  regulations  cover¬ 
ing  pressurized  products. 


898-63-A — F.D. — Galler’s  various  Insect  Killer,  All  Glass 
Cleaner  and  3  Way  Air  Sanitizer,  manufactured  by 
Reefer-Galler  Incorporated,  F.D.  Directive  7-63, — Re¬ 
view  of  regulations  covering  pressurized  products. 


899-63-A — F.D. — Frostex  Aerosol,  Moth-Gas  Moth- 


proofer,  manufactured  by  the  Lewy  Chemical  Co.,  Inc. 
F.D.  Directive  7-63.  Review  of  F.D.  regulations  cover¬ 
ing  pressurized  products. 


900-63- A — F.D. — Galco  Ant  &  Roach  Killer,  Galco-Aero 
Sprmay  Mothproofer,  Mothine  Cedarized  Spray,  Twin- 
■secticide  and  Regal  Air  Sanitizer,  manufactured  by  Gal- 
ree  Products  Company,  F.D.  Directive  7-63 — Review  of 
F.D.  regulations  covering  pressurized  products. 


901-63-A — F.D. — Various  products  manufactured  by 
American  Home  Products  Corporation,  F.D.  Directive 
7.63,— Review  of  F.D.  regulations  covering  pressurized 
products. 


902- 63-A — F.D. — Various  products  manufactured  by  Les- 
toil  Products  Incorporated,  F.D.  Directive  7-63, — Review 
of  F.D.  regulations  covering  pressurized  products. 
_ 

903- 63-A — F.D. — Various  products  manufactured  by  Lehn 
&  Fink  Products  Corporation,  F.D.  Directive  7-63, — Re¬ 
view  of  F.D.  regulations  covering  pressurized  products. 


904-63-A— F.D. — Various  products  manufactured  by 
Avon  Products,  Incorporated,  F.D.  Directive  7-63, — Re¬ 
view  of  F.D.  regulations  covering  pressurized  products. 


905-63-A — F.D. — Various  products  manufactured  by  John 
H.  Breck,  Incorporated,  F.D.  Directive  7-63, — Review 
of  F.D.  regulations  covering  pressurized  products. 


906-63-A — F.D. — Various  products  manufactured  by 
Powr-Pak  Industries,  Incorporated,  F.D.  Directive  7-63, 
— Review  of  F.D.  regulations  covering  pressurized  pro¬ 
ducts. 


907-63-A — F.D. — Various  products  manufactured  by  The 
Noxzema  Chemical  Company,  F.D.  Directive  7-63,  Re¬ 
view  of  F.D.  regulations  covering  pressurized  products. 


908-63- A — F.D. — Various  products  manufactured  by  The 
Mennen  Company,  F.D.  Directive  7-63, — Review  of  F.D. 
regulations  covering  pressurized  products. 


909-63-A — F.D. — Various  products  manufactured  by  Ar- 
Rex  Products  Company,  F.D.  Directive  7-63, — Review  of 
F.D.  regulations  covering  pressurized  products. 


910-63-A — F.D.  Various  products  manufactured  by  Avon 
Products,  Inc.,  F.D.  Directive  7-63 — Review  of  F.D. 
regulations  covering  pressurized  products. 


911-63-A — F.D. — Various  products  manufactured  by  S.C. 
Johnson  &  Son  Inc.,  F.D.  Directive  7-63 — Review  of 
F.D.  regulations  covering  pressurized  products. 


912-63-A — F.D. — Various  products  manufactured  by 
Carron  Corporation,  F.D.  Directive  7-63 — Review  of 
F.D.  regulations  covering  pressurized  products. 


913-63-A — F.D. — Various  products  manufactured  by 
Chesebrough-Pond’s  Inc.,  F.D.  Directive  7-63 — Review 
of  F.D.  regulations  covering  pressurized  products. 


914-63-A — F.D. — Various  products  manufactured  by 
Clairol,  Inc.,  F.D.  Directive  7-63 — Review  of  F.D.  re¬ 
gulations  covering  pressurized  products. 
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9 15-63- A — F.D. — Various  products  manufactured  by- 
Dana  Perfume  Corp.,  F.D.  Directive  7-63 — Review  of 
F.D.  regulations  covering  pressurized  products. 


916-63-A — F.D. — Various  products  manufactured  by 
Fluid  Chemical  Company,  Inc.  Directive  7-63 — Review 
of  F.D.  regulations  covering  pressurized  products. 


917-63-A — F.D. — Various  products  manufactured  by  Fa- 
berge,  Inc.,  F.D.  Directive  7-63 — Review  of  F.D.  regula¬ 
tions  covering  pressurized  products. 


918-63-A — F.D. — Various  products  manufactured  by 
Germaine  Monteil  Cosmetiques  Corp.,  F.D.  Directive 
7-63 — Review  of  F.D.  regulations  covering  pressurized 
products. 


919-63-A — F.D. — Various  products  manufactured  by 
Guerlain,  Inc.,  F.D.  Directive  7-63 — Review  of  F.D.  re¬ 
gulations  covering  pressurized  products. 


920-63-A — F.D. — Various  products  manufactured  by 
Helene  Curtis  Industries,  Inc.,  F.D.  Directive  7-63 — 
Review  of  F.D.  regulations  covering  pressurized  products. 


921-63-A — F.D. — Various  products  manufactured  by  He¬ 
lena  Rubenstein  Inc.,  F.D.  Directive  7-63 — Review  of 
F.D.  regulations  covering  pressurized  products. 


922-63- A — F.D. — Various  products  manufactured  by 
Houparco,  Inc.  F.D.  Directive  7-63 — Review  of  F.D.  re¬ 
gulations  covering  pressurized  products. 


923-63-A — F.D. — Various  products  manufactured  by  J. 
Warren  Kane,  Inc.  F.D.  Directive  7-63 — Review  of  F.D. 
regulations  covering  pressurized  products. 


924-63-A — F.D. — Various  products  manufactured  by 
Mary  Chess  Inc.,  F.D.  Directive  7-63 — Review  of  F.D. 
regulations  covering  pressurized  products. 


925-63-A — F.D. — Various  products  manufactured  by 
MEM  Company,  F.D.  Directive  7-63 — Review  of  F.D. 
regulations  covering  pressurized  products. 


926-63-A — F.D. — Various  products  manufactured  by 
Parfums  Marcel  Rochas,  Inc.  F.D.  Directive  7-63 — Re¬ 
view  of  F.D.  regulations  covering  pressurized  products. 


927-63-A — F.D. — Various  products  manufactured  by  Rev¬ 
lon,  Inc.  F.D.  Directive  7-63 — Review  of  F.D.  regula¬ 
tions  covering  pressurized  products. 


928-63-A — F.D. — Various  products  manufactured  by  Ray- 
ette,  Inc.,  F.D.  Directive  7-63 — Review  of  F.D.  regula¬ 
tions  covering  pressurized  products. 


929-63-A — F.D. — Various  products  manufactured  by 
Shulton,  Inc.  F.D.  Directive  7-63 — Review  of  F.D.  regu¬ 
lations  covering  pressurized  products. 


930-63-A — F.D. — Various  products  manufactured  by  Rob¬ 
bins-North  America,  Inc.,  F.D.  Directive  7-63 — Review  of 
F.D.  regulations  covering  pressurized  products. 


931-63-A — F.D. — Various  products  manufactured  by 


Yardley  of  London,  Inc.  F.D.  Directive  7-63 — Review 
of  F.D.  regulations  covering  pressurized  products. 


932-63-A — F.D. — Various  products  manufactured  by  Sy¬ 
bil  Ives  Ltd.  F.D.  Directive  7-63 — Review  of  F.D.  regu¬ 
lations  covering  pressurized  products. 


933-63-A — F.D. — Various  products  manufactured  by  Na¬ 
tional  Laboratories  Sales  Corp.,  F.D.  Directive  7-63 — 
Review  of  F.D.  regulations  covering  pressurized  pro¬ 
ducts. 


934-63-A — F.D. — Various  products  manufactured  by  Do¬ 
rothy  Gray,  Ltd.  F.D.  Directive  7-63 — Review  of  regu¬ 
lations  covering  pressurized  products. 


935-63-A — F.D. — Various  products  manufactured  by 
Warner-Lambert  Pharmaceutical  Company,  Inc.,  F.D. 
Directive  7-63 — Review  of  F.D.  regulations  covering 
pressurized  products. 


936-63-A — F.D. — Various  products  manufactured  by 
Richard  Hudnut,  F.D.  Directive  7-63 — Review  of  F.D. 
regulations  covering  pressurized  products. 


937-63-A — F.D. — Various  products  manufactured  by 
Parfums  Ciro,  Inc.,  F.D.  Directive  7-63 — Review  of  F.D. 
regulations  covering  pressurized  products. 


938-63-A — F.D. — Various  products  manufactured  by 
Chanel,  Inc.,  F.D.  Directive  7-63 — Review  of  F.D.  regu¬ 
lations  covering  pressurized  products. 


939-63-A — F.D. — Various  products  manufactured  by  Co- 
ty,  Inc.,  F.D.  Directive  7-63 — Review  of  F.D.  regulations 
pressurized  products. 


940-63-A — F.D. — Various  products  manufactured  by 
Simoniz  Company,  F.D.  Directive  7-63 — Review  of 
F.D.  regulations  covering  pressurized  products. 


941-63-A — F.D. — Various  products  manufactured  by 
Lehn  and  Fink  Products,  F.D.  Directive  7-63 — Review  of 
F.D.  regulations  covering  pressurized  products. 


942-63-A — F.D. — Various  products  manufactured  by 
American  Can  Company,  F.D.  Directive  7-63 — Review  of 
F.D.  regulations  covering  pressurized  products. 


943-63- A — F.D. — Various  products  manufactured  by 
Lehn  and  Fink  Products,  F.D.  Directive  7-63 — Review 
of  F.D.  regulations  covering  pressurized  products. 


944-63-BZ — B.Q. — 30-15  Newton  Avenue,  and  28-12  31st 
Street,  northwest  corner,  Block  598,  Lot  70,  Astoria, 
Borough  of  Queens,  Alt.  1837-63,  re-  proposed  addition 
to  public  garage.  R6  district. 


945-63-A — B.M. — 97  5th  Avenue  and  1  East  17th  Street, 
northeast  corner,  Block  846,  Lot  1,  Borough  of  Manhat¬ 
tan,  Alt.  947-62,  re-  egress. 


946-63-BZ — B.O. — 173-15  Horace  Harding  Expressway, 
northwest  corner  of  174th  Street,  Block  6887,  Lot  74, 
Flushing,  Borough  of  Queens,  ES  422-63,  re-  signs  on 
tower,  R-2  district. 
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947-63-A — F.D.— 771  McDonald  Avenue,^  east  side,  80 
feet  south  of  Ditmas  Avenue,  Block  539a,  Lot  91,  Bor¬ 
ough  of  Brooklyn,  F.D.  Order  4511-3,  re-  sprinkler  sys¬ 
tem. 


948-63-A— B.Bx— 1544-1558  Westchester  Avenue,  south¬ 
west  corner  of  Ward  Avenue,  Block  3741,  Lot  41,  Bor¬ 
ough  of  The  Bronx,  Misc.  519-63,  re-  water  service  for 
sprinkler  system. 


949-63-A— F.D.  Schick  Shaving  Cream,  manufactured  by 
Eversharp,  Inc.  Directice  7-63— Review  of  F.D.  regula¬ 
tions  covering  pressurized  products. 


950-63-BZ— B.Bx— 1820-1822  Westchester  Avenue,  south¬ 
east  corner  of  Taylor  Avenue,  Block  3765,  Lots  32  and 
37,  Borough  of  The  Bronx,  Alt.  308-63,  re-  accessory 
parking  for  funeral  establishment,  C2-2  in  R5  district. 


Restored  to  Docket 

463-57-BZ — B.Q. — 94-21  83rd  Street,  east  side,  100.16 
feet  north  of  95th  Avenue,  and  94-16  84th  Street,  Block 
9014,  Lot  13,  Ozone  Park,  Borough  of  Queens,  Alt.  125- 
57,  reopened  for  consideration  as  to  extension  of  term 
of  variance,  re-  parking  and  storage  of  more  than  5 
motor  vehicles — residence  use  district. 


457-56-BZ — B.B. — 152-154  India  Street,  south  side,  150 
feet  east  of  Manhattan  Avenue,  Block  2541,  Lots  12  and 
13,  Borough  of  Brooklyn,  Alt.  1433-56,  reopened  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  re-  park¬ 
ing  of  motor  vehicles,  loading  and  unloading,  etc.  — 
residence  use  district. 


337-63-BZ — Vol.  II — B.M. — 670  10th  Avenue,  northeast 
corner  of  West  47th  Street,  Block  1057,  Lot  1,  Borough 
of  Manhattan,  N.B.  24-63,  re-  automotive  service  station, 
lubritorium,  car  washing,  minor  motor  vehicle  repairs, 
parking  lot,  etc. — C2-7  district. 


Applications  For  Extension  of  Time  To  Permit  The 
Completion  of  Construction. 

( Filed  Pursuant  to  Sections  11-32  and  11-33) 

147-63-BZX — B.Bx — 1413  Fulton  Avenue  Block  2926, 
Lot  23,  Alt.  398-61,  Permit  No.  1440-63. 


148-63-BZX — B.Bx — 998  Fox  Street,  Block  2724,  Lot 
22,  Alt.  403-61,  Permit  No.  1439-63. 


149-63-BZX — B.M. — 26  St.  Mark’s  Place,  Block  463,  Lot 
22,  Alt.  1824-60,  Permit  No.  743-63. 


Arc  and  Gas  Welding  and  Oxygen 

Cutting  . .  •  •  •  Nov. 

Cements,  Air  Entraining  Portland, 

Rules  for  Approval  and  Use  of..  April 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  . .  Mar. 

Certificate  of  Occupancy,  approved 

form  . . . •••••  Dec. 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  . .  Dec. 

Concrete  Rules  (Hydrated  Lime).  Aug. 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  . . .  Oct. 
Dry  Cleaning  Establishments,  Rules 

Covering  ...... . ;  •  Oct. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . . . Ju*y 

Exterior  Veneering  Materials, 

Rules  for  . M*r- 

Factory  Exit  Rules  . ieb. 

Fire  Alarm  Rules  (Interior)  . May 

Fire  Drill  Rules  .  Nov. 

Fire  Resistive,  Flameproof.  Ma¬ 
terials,  etc.,  Rules  for  Testing  of  Jan. 

Hatchway  Protection  . June 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec. 280  of  The  Labor 

Law)  . May 

Insulating  Fibre  Board  Rules  ....  Mar. 

Oil  Burner  Rules  . . .  June 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . May 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  . Mar. 

Procedure,  Rules  of  . Jan. 

Smoking  in  Factories,  Rules  for..  Oct. 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc . May 

Sprinkler,  Rules  . June 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  . .  Sept 


27,  1956. 

12,  1955 

15,  1955— Vol.  40,  No.  11 

28,  1943' — Vol.  28,  No.  52A 

10,  1962. 

3,  1937 — Vol.  22,  No.  31 
3,  1963 — Vol.  48  No.  40 
3,  1963 — Vol.  48  No.  40 


20,  1962. 

11,  1952— Vol.  37,  No.  11 A 
22,  1955. 

1963. 

28,  1963 — Vol.  48,  No.  48 

31,  1963 — Vol.  48,  No.  5 
5,  1928— Vol.  13,  No.  23 


25,  1961— Vol.  46,  No.  21 
25,  1952— Vol.  37,  No.  13A 
1,  1962. 

27,  1954. 


20,  1960. 

17.  1963 — Vol.  48,  No.  3 
24,  1963 — Vol.  48,  No.  43 

2,  1963— Vol.  48,  No.  18 
29,  1937 — Vol.  22,  No.  2tf 

3,  1946— Vol.  31,  No.  36 


DESIGNATIONS:  B. — Department  of  Buildings;  B.B.— Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan:  B.Q. — Department  of  Buildings,  Queens;  B.K.— 
Department  of  Buildings,  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D.— Health  Department;  F.D.— Fire  Department, 


DECEMBER  3,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  3,  1963,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

483-63-BZ 

APPLICANT— Albert  Melniker  for  Anthony  N.  Curro, 
owner. 

SUBJECT— Application  June  7,  1963— decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-1 
district,  the  reconstruction  and  rehabilitation  of  an 
existing  automotive  service  station  with  accessory 
uses. 

PREMISES  AFFECTED— 2200  Hylan  Boulevard,  6 
Zwicky  Avenue,  southeast  corner,  Block  3692,  Lot 
10,  Grant  City,  Borough  of  Richmond. 


150-63-BZX— B.Bx— 837  Beck  Street,  Block  2710,  Lot 
62,  Alt.  272-59,  Permit  No.  2680-63. 


151-63-BZX — B.M. — 407  East  81st  Street,  Block  1561, 
Lot  7,  Alt.  99-60,  Permit  No.  545-62. 


152-63-BZX — B.Q. — 38-17  99th  Street,  Block  1765,  Lot 
28,  Alt.  1803-61,  Permit  No.  3513-62. 


705-63-BZ 

APPLICANT— Crinnion  and  Crinnion  for  John  Spivey, 
owner. 

SUBJECT— Application  September  12,  1963— decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R4  district, 
the  erection  of  a  two  story,  one  family  dwelling  that 
encroaches  on  the  required  front  yard  and  with  a 
covered  porch  within  the  front  yard. 
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PREMISES  AFFECTED — 4348  Barnes  Avenue,  south¬ 
east  corner  of  Boyd  Avenue,  Block  5049,  Lot  50, 
Borough  of  The  Bronx. 


759-63-BZ 

APPLICANT — Burke  and  Groh  for  Clark  Carpet 
Cleaning  Company,  owner  Greenway  Holding  Cor¬ 
poration,  lessee. 

SUBJECT — Application  September  26,  1963 — decision 
of  the  Borough  Superintendent,  under  Sections  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and 
R3-2  district,  the  erection  of  a  ten  story  multiple 
dwelling  that  encroaches  on  the  required  front  yard, 
rear  yard  and  rear  setback,  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio  and  lot  area  per  room,  exceeds  the  permitted 
height  and  width  of  street  walls  with  balconies  in  the 
front  yard  and  less  than  the  required  distance  between 
windows. 

PREMISES  AFFECTED — 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lot  1 
and  11,  Bayside,  Borough  of  Queens. 


760-63- A 

APPLICANT — Burke  and  Groh  for  Clark  Carpet 
Cleaning  Company,  owner;  Greenway  Holding  Cor¬ 
poration,  lessee. 

SUBJECT — Application  September  26,  1963  —  Filed 
pursuant  to  Section  310  of  the  Multiple  Dwelling  Law 
for  variation  of  Section  4 (31a)  and  Section  26  (5a) 
of  the  Multiple  Dwelling  Law  re  heights  and  yard 
and  Review  of  Decision  of  the  Borough  Superintend¬ 
ent — Zoning  Matter. 

PREMISES  AFFECTED — 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lot  1 
and  11,  Bayside,  Borough  of  Queens. 


764-63-BZ 

APPLICANT — Max  Siegel  Associates  for  Diridge  In¬ 
corporated,  owner;  Garage  lessee  —  Harmart  Garage 
Incorporated. 

SUBJECT — Application  October  1,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  60  (3) 
of  the  Multiple  Dwelling  Law,  to  permit  in  a  C5-2 
and  R8  district,  the  addition  of  transient  parking  lim¬ 
ited  to  the  unused  and  surplus  tenants  spaces  in  an 
existing  multiple  dwelling  accessory  garage  for  a  term 
of  fifteen  years. 

PREMISES  AFFECTED— 222  East  58th  Street,  south 
side,  250  feet  east  of  Third  Avenue,  211-225  East  57th 
Street,  Block  1331,  Lot  7,  Borough  of  Manhattan. 


765-63- A 

APPLICANT — Max  Siegel  Associates  for  Diridge  In¬ 
corporated,  owner;  Garage  lessee;  Harmart  Garage 
Incorporated. 

SUBJECT — Application  October  1,  1963  —  Filed  pur¬ 
suant  to  Section  60  of  the  Multiple  Dwelling  Law  re¬ 
transient  parking. 

PREMISES  AFFECTED— 222  East  58th  Street,  south 
side,  250  feet  east  of  Third  Avenue,  211-225  East  57th 
Street,  Block  1331,  Lot  7,  Borough  of  Manhattan. 


The  following  cases  were  laid  over  from  previous 
public  hearing  for  reasons  published  in  the  MINUTES 
of  such  hearings. 

248-58-BZ 

APPLICANT — Harry  Atkin  and  Associates  for  Max 
Donner,  owner. 


SUBJECT— -Application  reopened  November  6,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  October  15,  1963 — decision  of  the  Borough  Su¬ 
perintendent,  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  maintenance  of  a  used  car 
lot  and  sales  office. 

PREMISES  AFFECTED — 1885  Bruckner  Boulevard, 
northeast  corner  of  Underhill  Avenue,  Block  3732, 
Lots  9  and  15,  Borough  of  The  Bronx. 


234-36-BZ — Vol.  II 

APPLICANT — Noah  N.  Sherman  for  Trubuhs  Realty 
Company,  Inc.,  owner. 

SUBJECT— Applicant  reopened  November  6,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  June  24,  1963 — decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7e  of  the  Zoning  Resolution,  permitting  in  a  re¬ 
tail-1  _  district,  the  change  in  occupancy  from  garage 
(previously  granted  by  the  Board  for  more  than  five 
motor  vehicles  and  stores)  to  garage  for  more  than 
five  motor  vehicles,  used  car  sales  and  storage,  stores 
and  dance  school. 

PREMISES  AFFECTED — 1690-1698  Broadway  and 

203-209  West  53rd  Street,  northeast  corner,  Block  1025, 
Lot  25,  Borough  of  Manhattan. 


783-55-BZ 

APPLICANT — Edward  J.  Hurley  for  Managements 
Audits,  Inc.,  owners. 

SUBJECT — Application  reopened  November  6,  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  July  8,  1963 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7e  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  change  of  use  of  the  present 
four  story,  one  family  residence,  to  offices  in  the  base¬ 
ment,  first  and  second  floors  and  the  third  and  fourth 
floors  as  a  duplex  apartment. 

PREMISES  AFFECTED — 125  East  38th  Street  and 
314  Lexington  Avenue,  northwest  corner,  Block  894, 
Lot  17,  Borough  of  Manhattan.  „ 


490-52-BZ  Vol.  I 

APPLICANT — Leonard  F.  Rothkrug  for  Old  Colony 
Trust  Co.,  owner. 

SUBJECT — Application  reopened  November  6,  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  November  25,  1962 — decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  and  local  retail  use  district,  the  parking 
of  patrons’  and  employees’  cars  without  fee  and  for 
the  unloading  of  merchanidse,  in  conjunction  with  a 
supermarket. 

PREMISES  AFFECTED — 155-15  Aguilar  Avenue, 
north  side,  246.26  feet  west  of  72nd  Avenue,  Block 
6793,  Lot  380,  Flushing,  Borough  of  Queens. 


1884-61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  427 
Ralph  Avenue  Realty  Corp.,  owner. 

SUBJECT — Applicant  reopened  November  6,  1963  for 
consideration  as  to  extension  of  time  to  complete,  ex¬ 
pired  July  24,  1963 — decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Sec¬ 
tion  21  of  the  Zoning  Resolution,  permitting  in  a  re¬ 
sidence  use  district,  the  maintenance  of  a  parking  lot 
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for  the  parking  and  storage  of  more  than  five  motor 

PREMISES  AFFECTED— 1815-1817  Bergen  Street, 
north  side,  100  feet  east  of  Ralph  Avenue,  Block  1445, 
Lots  67  and  68,  Borough  of  Brooklyn. 


Hearing  closed— Laid  over  from  November  19,  1963  to 
December  3,  1963,  for  inspection  and  decision,  applica¬ 
tion  submit  data  under  Section  72-21. 


1876-61-BZ  ^  ,  a  j 

APPLICANT— Andrew  Di  Camillo  for  Endy  Anderson, 

SUBTECT — Application  reopened  November  6,  1963  for 
consideration  as  to  extension  of  time  to  complete,  ex¬ 
pired  June  12,  1963 — decision  of  the  Borough  Superin¬ 
tendent  previously  granted  on  condition,  under  Sec¬ 
tion  21  of  the  Zoning  Resolution,  permitting  in  a 
manufacturing  use  district,  the  erection  of  a  one  story 
extension  to  an  existing  building  for  use  as J^toryJ 
for  the  manufacture  of  plastic  products,  the  proposed 
structure  exceeding  the  permitted  area  coverage. 

PREMISES  AFFECTED— 419-425  89th  Street,  north 
side  207  feet  4%  inches  west  of  5th  Avenue,  Block 
6065,  Lots  43  and  44,  Borough  of  Brooklyn. 


689-63-BZ  .  T_  _ 

APPLICANT — Albert  Melniker  for  Alvin  H.  Baron, 

SUBJECT— Application  August  26  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21 L  of 
the  Zoning  Resolution,  to  permit  in  a  R3-1  district, 
the  maintenance  of  an  off  street  loading  area  an^  cus¬ 
tomer  and  employee  parking  facility  for  an  existing 
commercial  use  on  the  adjoining  lot. 

PREMIISES  AFFECTED— 1490  Clove  Road,  south¬ 
west  corner  of  Tiogas  Street,  Block  661,  Lot  1,  Sunny 
side,  Borough  of  Richmond. 

Hearing  closed — Laid  over  from  Nov.  6,  1963  to  Decem¬ 
ber  3,  /963  for  inspection  and  decision. 


722-63-BZ 

APPLICANT — Arthur  I.  Singer  for  123  West  79th 
Street  Realty  Corp.,  owner;  Circle  Manhattan  Medi¬ 
cal  Group,  lessee.  ,  .  . 

SUBJECT— Application  September  18,  1963  —  decision 
of  the  Borough  Superintendent,  under  Sections  72-21 
and  73-62  of  the  Zoning  Resolution,  to  permit  in  a 
R10  district,  in  an  existing  five  story  budding  the 
extension  of  the  medical  center  use  to  include  the 
third,  fourth  and  fifth  floors. 

PREMISES  AFFECTED— 123  West  79th  Street, 

P^orth  side,  200  feet  west  of  Columbus  Avenue,  Block 
1210,  Lot  24,  Borough  of  Manhattan. 

Hearing  closed— Laid  over  from  November  19,  1963  to 
December  3,  1963,  for  inspection  and  decision;  appli¬ 
cant  to  submit  data  required  under  Section 


723-63-A 

APPLICANT — Arthur  I.  Singer  for  123  West  79th 
Street  Realty  Corp.,  owner;  Circle  Manhattan  Medi¬ 
cal  Group,  lessee.  . 

SUBJECT— Application  September  18,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 

Change  of  use. 

PREMISES  AFFECTED— 123  West  79th  Street, 
1  north  side,  200  feet  west  of  Columbus  Avenue,  Block 
1210,  Lot  24,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman. 


597-63-BZ 

APPLICANT — W.  Fontaine  Jones  for  Doriann  Hold¬ 
ing  Corporation,  owner. 

SUBJECT— Application  July  24,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  in  an 
existing  6  story  and  cellar  building,  the  change  in 
occupancy  of  the  cellar  and  first  floor  from  storage 
and  commercial  studio  to  theatre  with  accessory  uses. 

PREMISES  AFFECTED— 227-229  West  13th  Street, 
north  side,  2645  feet  east  of  Greenwich  Avenue,  Block 
618,  Lots  53  and  54,  Borough  of  Manhattan. 

Hearing  closed — Laid  over  to  November  19,  1963,  for 
applicant  to  send  out  twenty  day  notices;  to  December 
3,  1963  for  inspection  and  decision;  applicant  to  submit 
data  under  Section  72-21. 


DECEMBER  3,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  3,  1963,  at  2  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

835-62-A 

APPLICANT— Goldberg  and  Scutaro  for  Esther  Sacher, 
owner.  .  , 

SUBJECT— Application  August  30,  1962T"Rev,|W„;n„ 

Decision  of  the  Borough  Superintendent  re— Zoning 

PREMISES  AFFECT  ED  1 1 34  E^t  58th  Street,  west 
side,  208  feet  north  of  Avenue  K,  Block  7805,  Lot  /i, 
Borough  of  Brooklyn. 


611-63-BZ  t>  , 

APPLICANT — Herbst  and  Rusciano  for  Trebuhs  Real- 
ty  Company,  Incorporated  owner;  Pelican  Produc¬ 
tions,  lessee. 

SUBJECT— Application  August  1,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R  9  district  the 
change  in  occupancy  of  an  existing  two  story  and 
cellar  building  from  apartment  and  studio  store  to 
radio  and  television  studio  with  accessory  storage. 

PREMISES  AFFECTED— 1283  Fifth  Avenue south¬ 
east  corner,  of  East  110th  Street,  Block  1615,  Lots 
4  and  69,  Borough  of  Manhattan. 


836-62-A  TT  . , 

APPLICANT — Goldberg  and  Scutaro  for  Harry  Abram¬ 
son,  owner.  .  . 

SUBJECT— Application  August  30,  1962— Reviewed 

Decision  of  the  Borough  Superintendent  re— Zoning 
Matter.  ,  _  .  . 

PREMISES  AFFECTED-I091  East  58th  Strert  «rt 

side,  576  feet  north  of  Avenue  K,  Block  7806,  Lot  33, 
Borough  of  Brooklyn. 


1203-61-A  „  ,  .  _ 

APPLICANT — Hodges  Reavis,  McGrath  and  Downe> 
for  Country  Leasing  Corp.,  owner. 

SUBJECT— Application  July  25,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re 
sprinkler  system. 
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PREMISES  AFFECTED— 3849  (3797-3849)  Nostrand 
Avenue,  east  side,  from  Avenue  Y  to  Avenue  Z,  Block 
7446,  Lot  1,  Borough  of  Brooklyn. 


1220-61- A 

APPLICANT — Abraham  Grossman  for  419  West  13th 
Street  Corporation,  owner. 

SUBJECT — Application  July  21,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 419  West  13th  Street, 
north  side,  123  feet  east  of  Washington  Street,  Block 
646,  Lot  56,  Borough  of  Manhattan. 


1330-61-A 

APPLICANT — Daub  and  Daub  for  130  West  23rd 
Street  Corporation,  owner. 

SUBJECT — Application  August  10,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 130  West  23rd  Street,  south 
side,  300  ft.  west  of  Avenue  of  the  Americas,  Block 
798,  Lot  60,  Borough  of  Manhattan. 


1331-61-A 

APPLICANT — Sidney  Z.  Searles  —  Raphael,  Searles 
and  Vischi  for  81  Green  Street  Corporation,  owner. 

SUBJECT — Application  August  9,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 81  Greene  Street,  west 
side,  51  feet  south  of  Spring  Street,  Block  486,  Lot 
19,  Borough  of  Manhattan. 


1343-61-A 

APPLICANT — Irwin  Emerman  for  Chelsea  23rd  Street 
Corporation,  owner. 

SUBJECT — Application  August  14,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 216-230  West  23rd  Street, 
south  side,  200  feet  west  of  7th  Avenue,  Block  772, 
Lot  64,  Borough  of  Manhattan. 


1344-61-A 

APPLICANT — Cyril  S.  Kimball  for  Foster  D.  Snell 
Research  Incorporated,  owner. 

SUBJECT — Application  August  14,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 29  West  15th  Street,  north 
side,  495  feet  east  of  6th  Avenue,  Block  817,  Lot  25, 
Borough  of  Manhattan. 


1346-61-A 

APPLICANT — Longman  and  Martinez,  lessee  for  Ha- 
zeltine,  Mabell  and  Alice  Longman,  owners. 

SUBJECT — Application  August  16,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 46  Roebling  Street,  north¬ 
west  corner  of  North  9th  Street,  Block  2306,  Lot  18, 
Borough  of  Brokolyn. 


1347-61-A 

APPLICANT— Arthur  Paul  Hess  for  306  Broadway 
Corporation,  owner. 

SUBJECT — Application  August  16,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 306  Broadway  and  87 
Duane  Street,  northeast  corner,  Block  156,  Lot  1,  Bor¬ 
ough  of  Manhattan. 


1348-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Plymouth 
Cordage  Company,  owner. 

SUBJECT — Application  August  16,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 12-14  Greene  Street,  east 
side,  250  feet  north  of  Canal  Street,  Block  230,  Lot 
14,  Borough  of  Manhattan. 


1352-61-A 

APPLICANT — Roe  and  Kramer  for  270  Water  Street, 
Incorporated,  owner. 

SUBJECT — Application  August  18,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 270  Water  Street,  north 
side,  103  feet  %  inch  west  of  Dover  Street,  Block  106, 
Lot.  5,  Borough  of  Manhattan. 


1356-61-A 

APPLICANT— Levy,  Murphy  and  Stolz  for  Towers 
Stores,  Incorporated,  owner. 

SUBJECT — Application  August  17,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 542-546  West  22nd  Street, 
south  side,  200  feet  east  of  11th  Avenue,  Block  693, 
Lot  56,  Borough  of  Manhattan. 


61-63-A 

APPLICANT — Abraham  Grossman  for  135  Grant 
Street  Corporation,  owner. 

SUBJECT — Application  January  18,  1963 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system  and  Appeal  from  a  decision  of  the 
Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 135  Grand  Street,  south 
side,  25  feet  east  of  Crosby  Street,  Block  233,  Lot  9, 
Borough  of  Manhattan. 


74-63-A 

APPLICANT — Samuel  Rosenblum  for  Murray  Pro¬ 
perties,  Incorporated,  owner. 

SUBJECT — Application  January  23,  1963— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
elevator  response  service. 

PREMISES  AFFECTED— 39-41  West  32nd  Street, 
north  side,  181  feet  10  inches  east  of  Broadway,  Block 
834,  Lot  19,  Borough  of  Manhattan. 


82-63-A 

APPLICANT — Samuel  Rosenblum  for  E.  A.  Kimmel 
and  G.  M.  Jaffin,  Under  long  term  lease;  Hammacher 
Schlemmer,  lessee. 
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SUBJECT— Application  January  25,  1963— Appeal  from 
orders  and  decision  of  the  F: ire  Commissioner  re- 
Watchman  Service,  Fire  proof  self  closing  door,  en¬ 
close  stairway  and  fire  retarding  material. 

PREMISES  AFFECTED— 145-147  57th  Street  north 
side,  100  feet  east  of  Lexington  Avenue,  Block  1312, 
Lot  24,  Borough  of  Manhattan. 

842-61-A 

APPLICANT — G.  and  W.  Realty  Company,  owner, 
Walter  Yokel  and  Company,  Inc.,  lessee. 

SUBJECT — Application  June  6,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 10  Greene  Street  south 
side,  122  feet  east  of  Canal  Street,  Block  230,  Lot  13, 
Borough  of  Manhattan. 

1389-61-A  ,  _  ,  . 

APPLICANT — Samuel  Rosenblum  for  Brookside  Real¬ 
ty  Company,  owner.  . 

SUBJECT — Application  filed  August  31,  1961  Appea 
froma  decision  oi  the  Fire  Comm.ss.oner,  re-  Spr.nk- 

ler  system.  .  .  . 

PRFMISES  AFFECTED— 326  Seventh  Avenue,  west 
side  49  feet,  2  inches  north  of  West  28th  Street,  Bloc 
778,’ Lot  38,  Borough  of  Manhattan. 

1394-61-A  „  ,  _  ..  „ 

APPLICANT— Stanley  Zorin  for  Starle  Corporation, 

SUBJECT— Application  filed  August  31,  1961  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  Sprink¬ 
ler  System.  „  . 

PREMISES  AFFECTED— -144  Park  Row |  north  side 
68  feet,  5  %  inches  west  of  Pearl  Street  Block  15U,  Lot 
43,  Borough  of  Manhattan. 

1399- 61-A  .  ,  ,  „  ,  t 

APPLICANT — Monaghan  and  Mattingly  for  He  e  J. 

Young,  owner. 

ctjbTECT — Application  filed  August  18,  1961  P 

peal  from  a  decision  of  the  Fire  Commissioner,  e- 

Sprinkler  System. 

PREMISES  AFFECTED-— 42  Whrt*St«et  north  srde, 
50  feet  west  of  Sixth  Avenue,  Block  193,  Lot  , 
Borough  of  Manhattan. 

1400- 61-A  .  ,  *  .Q  j..  t~. • 

APPLICANT — Monaghan  and  Mattingly  for  48-52  Di¬ 
vision  Street  Corp.,  owner. 

SUBJECT— Application  August  4  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system.  .  .  ., 

T.r>T7TvfTCTrc;  AFFFCTED — 48  Division  Street,  north- 
comer  of  Chrjstte  Street,  Block  289.  Lot  52, 
Borough  of  Manhattan. 


APPLICANT — Monaghan  and  Mattingly  for  48-52  Di¬ 
vision  Street  Corporation  owner. 

SUB TECT— Application  August  4,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system.  .  .  .  ,, 

AFFECTED — 50  Division  Street,  north 
PPiM  I  feet  east  of  Chrystie  Street,  Block  289  Lot 
52,  Borough  of  Manhattan. 


1420-61-A 

APPLICANT— Monaghan  and  Mattingly  for  48-52  Di¬ 
vision  Street  Corporation  owner. 

SUBJECT— Application  filed  August  4,  1961  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  sprinkler  system. 

PREMISES  AFFECTED — 52  Division  Street  north 
side,  50  feet  east  of  Chrystie  Street,  Block  289,  Lot 
Lot  52  Borough  of  Manhattan. 


1405-61-A  . 

APPLICANT— William  Silver  for  International  Lea¬ 
ther  Company  Incorporated,  owner. 

SUBJECT— Application  September  6,  1961  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 57  Beekman  Street  south 
side,  50  ft.  east  of  Gold  St.,  87  Ann  Street  Block  93, 
Lot’ 34,  Borough  of  Manhattan. 

141 1- 61- A  „  T 

APPLICANT — D.  K.  Hawkins  Coal  Company,  Incor¬ 
porated,  owner. 

SUB  TECT— Application  filed  September  7,  1961  —  Ap¬ 
peal  from  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  system. 

PREMISE  SAFFECTED-72  Greenfield  Avenue  south 

side,  639  feet  west  of  Bay  Street,  Block  2841,  Lot  45, 
Stapleton  Borough  of  Richmond. 

1412- 61-A 

APPLICANT— Samuel  Rosenblum  for  Times  Square 
Realty  Corporation  owner. 

SUBJECT — Application  filed  September  7,  1961  Ap¬ 
peal  from  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED — 150  West  36th  Street,  south 
side,  200  feet  east  of  Seventh  Avenue,  Block  811,  Lot 
60,  Borough  of  Manhattan. 

1417-61-A  T  .  _  . 

APPLICANT— Mario  La  Rossa  for  Jacob  Palgon, 
owner. 

SUBJECT — Application  filed  September  11,  1961  Ap¬ 
peal  from  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED — 2252  Newbold  Avenue, 

south  side,  240  feet  west  of  Havemeyer  Street,  Block 
3822,  Lot  31,  Borough  of  The  Bronx. 


57-63-A  ,  „  ,  _ 

ApPUCANT — Herman  Kron  for  Merberg  Realty  Cor¬ 
poration,  owner. 

SUB  TECT— Application  January  6,  1963— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
provide  an  approved  uniform  watchman  service  etc. 

PREMISES  AFFECTED— 28-30  West  22nd  Street, 
south  side,  395.6  feet  west  of  Avenue  of  the  Americas, 
Block  823  Lot  59,  Borough  of  Manhattan. 


91-63-A 

APPLICANT — Joseph  Werb  for  Moses  Gorsman,  own¬ 


er. 

SUBJECT— Application  January  31,  1963— Filed  pursu¬ 
ant  to  Section  36  Art  3  of  the  General  City  Law  re¬ 
building  not  fronting  legal  street. 
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PREMISES  AFFECTED — 37  Raymond  Place,  east 
side,  62.05  feet  north  of  Dissoway  PI.,  Block  226,  Lot 
65,  West  Brighton,  Borough  of  Richmond. 


118-63-A 

APPLICANT — Etra  and  Etra  for  Star  Corrugated  Box 
Company,  Incorporated,  owner. 

SUBJECT — Application  February  7,  1963 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  smoking  per¬ 
mit. 

PREMISES  AFFECTED— 55-11  to  55-25  Grand  Ave¬ 
nue,  north  side,  259.20  feet  west  of  Old  Flushing  Road, 
Block  2610.  Lot  336,  Maspeth,  Borough  of  Queens. 


412-63-A 

APPLICANT — National  Puff  Company,  owner. 

SUBJECT — Application  May  15,  1963 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of 
Combustible  Mixture  known  as  Glamour  Girl  Pink 
Pads  in  polyethelene  containers,  in  New  York  City, 
containers  not  in  conformity  with  Administrative  Code 
requirements. 


460-63-A 

APPLICANT — Flenry  Nordheim  for  2830  Concourse 
Corporation,  owner. 

SUBJECT — Application  May  31,  1963 — Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  34,  sub  IB  (6)  of  the  Multiple  Dwell¬ 
ing  Law — cellar  apartment. 

PREMISES  AFFECTED— 2830  Grand  Concourse, 
northeast  corner  of  East  197th  Street,  Block  3304,  Lot 
146,  Borough  of  the  Bronx. 


741-63-A 

APPLICANT — Max  M.  Lome  for  behalf  of  2nd  Beech 
Hills  Corporation,  and  Miriam  K.  Steier. 

OWNER  OF  PREMISES — Banner  Holding  Corpora¬ 
tion  c/o  Dreyer  and  Taub. 

SUBJECT — Application  September  24,  1963 — Revocation 
of  Permit  re-N.B.  9049  Permit  4662/63. 

PREMISES  AFFECTED— 242-02  61st  Avenue,  south¬ 
east  corner  of  241st  Street.  Block  8291,  Lot  100,  Doug- 
laston,  Borough  of  Queens. 

MAX  H.  FOLEY,  Chairman. 


DECEMBER  17,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  December  17,  1963,  at  10  o’clock  at  80 
Lafayette  Street  9th  floor,  New  York  13,  N.  Y.,  on  the 
ollowing  matters : 

563-63-BZ 

APPLICANT — James  Whitford,  Jr.  for  New  Dorp 
Baptist  Church,  owner. 

SUBJECT — Application  August  23,  1963  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-21, 
73-452,  73-641,  of  the  Zoning  Resolution,  to  permit, 
the  erection  of  a  two  story  and  basement  enlarge¬ 
ment  to  an  existing  church  that  will  exceed  the  per¬ 
mitted  floor  area  ratio,  encroaches  on  the  required  side 
and  rear  yards,  penetrate  the  sky  exposure  plane  and 
without  the  required  parking. 

PREMISES  AFFECTED— 46  Tenth  Street,  northeast 
corner  of  Rose  Avenue,  Block  4220,  Lot  27,  New 
Dorp,  Borough  of  Richmond. 


Laid  over  from  November  19,  1963  to  December  17, 
1963,  for  hearing;  applicant  is  to  send  out  twenty  day 
notices  and  submit  proof  of  service. 


801-63-BZ 

APPLICANT — Albert  Melniker  for  Bartolomeo  Taranto, 
owner. 

SUBJECT — Application  October  2,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  on  a  plot 
previously  granted  by  the  Board  for  use  as  a  refreshment 
stand,  the  erection  of  a  one  story  building  for  use  as  retail 
stores  with  accessory  open  parking. 

PREMISES  AFFECTED — 2407  Richmond  Avenue,  north¬ 
east  corner  of  Richmond  Hill  Road,  Block  2380,  Lot  1, 
New  Springville,  Borough  of  Richmond. 


802-63-A 

APPLICANT — Albert  Melniker  for  Bartolomeo  Taranto, 
owner. 

SUBJECT — Application  October  3,  1963  —  Filed  pursuant 
to  Section  35,  Art  3  of  the  General  City  Law  re-  Curb 
Cut  in  bed  of  mapped  street. 

PREMISES  AFFECTED — 2407  Richmond  Avenue,  north¬ 
east  corner  of  Richmond  Hill  Road,  Block  2380,  Lot  1, 
New  Springville,  Borough  of  Richmond. 


813-63-BZ 

APPLICANT — Max  Siegel  Associates  for  711  West  End 
Company,  long  term  lesee.  Harry  Lutz,  garage  lessee. 

SUBJECT — Application  October  15,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law  to  permit  in  a  R  8  and  R10  dis¬ 
trict  for  a  term  of  fifteen  years,  the  use  of  transient  park¬ 
ing  for  the  unused  and  surplus  tenants  spaces  within  an 
existing  multiple  dwelling  accessory  garage. 

PREMISES  AFFECTED— 699-717  West  End  Avenue, 
west  side,  from  West  94th  Street  to  West  95th  Street, 
Block  1253,  Lot  21,  Borough  of  Manhattan. 


814-63-A 

APPLICANT — Max  Siegel  Associates  for  711  West  End 
Company,  long  term  lessee;  Harry  Lutz  Garage,  Les¬ 
see. 

SUBJECT — Application  October  15,  1963  —  Filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  transient 
parking. 

PREMISES  AFFECTED— 699-717  West  End  Avenue, 
west  side,  from  West  94th  Street  to  West  95th  Street, 
Block  1253,  Lot  21,  Borough  of  Manhattan. 


819- 63-BZ 

APPLICANT — Berman  and  Lachover  for  350  East  52nd 
Street  Corporation,  owner;  Beda  Parking  Corporation, 
lessee. 

SUBJECT — Application  October  23,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  a  Cl -5  and  R8  dis¬ 
trict,  the  use  of  transient  parking  for  the  excess  tenants 
spaces  within  an  existing  multiple  dwelling  accessory 
garage. 

PREMISES  AFFECTED— 344-352  East  52nd  Street,  939- 
943  First  Avenue,  southwest  corner,  Block  1344,  Lot  30, 
Borough  of  Manhattan. 

820- 63-A 

APPLICANT — Berman  and  Lachover  for  350  East  52nd 
Street  Corporation  owner ;  Beda  Parking  Corporation, 
lessee. 
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SUBJECT— Application  October  23,  1963  —  Filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law,  re-  transient 
parking. 

PREMISES  AFFECTED — 344-352  East  52nd  Street ,  939- 
943  First  Avenue,  southwest  corner,  Block  1344,  Lot  3U, 
Borough  of  Manhattan. 


828-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Consolidated 
Edison  Company  owner;  Hercules  Powder  Company,  les¬ 
see. 

SUBJECT— Application  October  24,  1963  —  decision  of 
the  Commissioner  of  Marine  and  Aviation,  under  Section 
73- 29  of  the  Zoning  Resolution,  to  permit  in  a  M3  dis¬ 
trict,  the  storage  of  dynamite  for  use  by  the  construction 
industry. 

PREMISES  AFFECTED— South  side  of  Hunt’s  Point 
Avenue,  2,170  feet  east  of  East  Bay  Avenue,  Block 
2780,  Lot  82,  Borough  of  The  Bronx. 


545-63-A 

APPLICANT— Everett  F.  Diehl  for  Hercules  Powder 
Company  Inc.  lessee. 

OWNER  OF  PREMISES— Consolidated  Edison  Com¬ 
pany  of  New  York,  Inc. 

SUBJECT— Application  July  3,  1963— Review  of  a  de¬ 
cision  of  the  Commissioner  of  Marine  and  Aviation 
construct  a  barricade  for  dynamite  magazines. 

PREMISES  AFFECTED— South  side  of  Hunt’s  Point 
Avenue,  2,170  feet  east  of  East  Bay  Avenue,  Block 
2780,  Lot  82,  Borough  of  The  Bronx. 


463-57-BZ 

APPLICANT— Larry  Meltzer  for  82-01  Rockaway 
Boulevard  Realty  Co.,  owner. 

SUBJECT— Application  reopened  November  19,  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  June  10,  1963 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  parking  and  storage  of 
motor  vehicles  without  any  fees  charged,  limited  to 
patrons  and  employees  of  the  nearby  factory  and  on 
Sundays  limited  to  the  parishioners  of  the  nearby 
Church. 

PREMISES  AFFECTED— 94-21  83rd  Street,  east  side, 
100.16  feet  north  of  95th  Avenue  and  94-16  84th  Street, 
Block  9014,  Lot  13,  Ozone  Park,  Borough  of  Queens. 


457-56-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Jacob  Blei 
and  Kate  Trachtman,  owners. 

SUBJECT — Application  reopened  November  19,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  December  4,  1961 — edicision  of  the.  Borough 
Superintendent,  previously  granted  on  condition,  under 
Sections  7e  and  7h  of  the  Zoning  Resolution,  permitting 
the  premises  to  be  occupied  for  the  loading  and  un¬ 
loading  of  material  manufactured  in  the  adjoining 
building  on  Lot  10  and  for  parking  and  storage  of 
motor  vehicles. 

PREMISES  AFFECTED— 152-154  India  Street,  south 
side,  150  feet  east  of  Manhattan  Avenue,  Block  2541, 
Lots  12  and  13,  Borough  of  Brooklyn. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 


1737-61-BZ 

APPLICANT— Albert  Melniker  for  Alfred  Mimaci, 
owner. 

SUBJECT — Application  November  21,  1961 — decision 
of  the  Borough  Superintendent,  under  Section  7e  of 
the  Zoning  Resolution,  to  permit  in  a  local  retail  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station  with  accessory  uses. 

PREMISES  AFFECTED— 6800  Hylan  Boulevard,  670 
Page  Avenue,  southwest  corner,  Block  7780,  Lot  68, 
Tottenville,  Borough  of  Richmond. 

Hearing  closed— Laid  over  from  July  2,  1963,  to  Sep¬ 
tember  24,  1963,  for  determination  as  to  Board  s  juris¬ 
diction  and  possible  decision;  then  to  .  November  19, 
1963  for  further  consideration  and  decision;  applicant 
to  submit  additional  information;  then  to  December 
17,  1963,  for  inspection  and  decision;  applicant  to  sub¬ 
mit  statement. 


1861-61-BZ 

APPLICANT— Albert  Melniker  for  Harbor  View  In¬ 
corporated,  owner. 

SUBJECT — Application  December  12,  1961  —  decision 
of  the  Zoning  Resolution,  to  permit  in  a  residence  use, 
E-2  district,  the  erection  of  a  six  story  multiple 
dwelling. 

PREMISES  AFFECTED— 2  Sherman  Avenue,  1 
Hendrick’s  Avenue,  northwest  corner,  Block  28,  Eot 
157,  New  Brighton,  Borough  of  Richmond. 

Hearing  closed — Laid  over  from.  July  2,  1963,  to  Sep* 
tember  24,  1963,  for  determination  as  to  Board  s  juris¬ 
diction  and  possible  decision;  applicant  to  submit 
statement;  then  to  November  19,  1963,  for  decision; 
applicant  to  submit  statements;  then  to  December  17, 
for  inspection  and  decision;  applicant  to  submit  addi¬ 
tional  data. 


1864-61-BZ 

APPLICANT — Albert  Melniker  for  Sharove  Developers, 
Incorporated,  owner. 

SUBJECT — Application  December  12,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  business  and  retail 
use  district,  the  erection  and  ma.intena.nce  of  a  gasoline 
service  station,  lubritorium,  minor  motor  repairs  with 
hand  tools,  sale  of  accessories  and  the  the  parking  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 2540  Richmond  Terrace,  1 
Winant  Street,  southeast  corner,  Block  1149,  Lot  36, 
Mariners  Harbor,  Borough  of  Richmond. 

Hearing  closed — Laid  over  from  July  2,  1963,  to  Septem¬ 
ber  24,  1963,  for  inspection  and  decision;  then  to  Octo¬ 
ber  15,  1963,  for  decision;  applicant  to  submit  additional 
data;  then  to  October  29,  1963,  for  decision;  appli¬ 
cant  to  be  notified  to  be  present;  then  to  November 
19,  1963,  for  decision;  applicant  to  submit  additional 
data;  then  to  December  17,  1963,  for  inspection  and 
decision;  applicant  to  submit  additional  data. 

MAX  H.  FOLEY,  Chairman. 


DECEMBER  17,  1963,  12  NOON 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  Afternoon,  December  17,  1963,  at  12  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  applications  for  extension  of  time  to  permit 
the  completion  of  construction,  filed  pursuant  to  Sec- 
tions  11-32  and  11-33. 
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74-63-BZX — iB.M. — 450-452  West  S8th  Street,  Block  1067, 
Lots  52,  53  54,  Alt.  1849-61,  Permit  No.  1143-63. 


26-63-BZX — B.M.  538  West  47th  Street.  Block  1075,  Lot 
51.  Alt.  884-60  Permit  No.  2372-62. 


5-63-BZX — B.B.  260-268  Bond  Street.  Block  416,  Lots 
40  and  41.  Alt.  3933-61.  Permit  No.  327-63. 


16-63-BZX— B.M.— 18-20  Wooster  Street.  Block  229, 
Lots  15  and  16.  Alt.  1676-61.  Permit  No.  1489-62. 


24-63-BZX — B.M. — 521  East  119th  Street.  Block  1816, 
Lot  13.  Alt.  302-61  Permit  No.  1866-62. 


71-63-BZX — B.B. — 235  Bay  35th  Street,  Block  6890,  Lot 
16,  Alt.  1809,  Permit  No.  2832-62. 


72-63-BZX— B.B.— 338-352  Meserole  Street,  Block  3056, 
Lot  35,  Alt.  2239-61,  Permit  No.  1962-63. 


73-63-BZX — B.M. — 290  West  12th  Street,  Block  624,  Lot 
44,  Alt.  1708-61,  Permit  No.  2812-62. 


75-63-BZX — B.M. — 44  West  56th  Street,  Block  1271,  Lot 
62,  Alt.  1640-60,  Permit  No.  1486-61. 


76-63-BZX — B.Bx. — 1 134  College  Avenue,  Block  2434, 
Lot  12,  Alt.  717-61.  Permit  No.  1053-63. 


77-63-BZX — B.M. — 344  West  72nd  Street,  Block  1183, 
Lot  53,  Alt.  1254-59,  Permit  No.  1477-63. 


78-63-BZX — B.B. — 200  Tillary  Street,  Block  2050,  Lot 
104  Alt.  2856-59,  Permit  No.  4499-60. 


79-63-BZX — B.B. — 202  Tillary  Street,  Block  2050,  Lot 
100,  Alt.  2857-59,  Permit  No.  4500-60. 


80-63-BZX — B.B. — 11  Schermerhorn  Street,  Block  268, 
Lot  15,  Alt.  1433-61,  Permit  No.  32-63. 


81-63-BZX — B.B. — 1000-1002  Flatbush  Avenue,  Block 
5125,  Lot  18,  Alt.  1544-57,  Permit  No.  1890-61. 


82-63-BZX — B.B. — 2360-2420  Bedford  Avenue,  Block 
5133,  Lot  14,  Alt.  3237-61,  Permit  No.  2789-63,  2790-63. 


84-63-BZX— B.B.— 405-409  East  53rd  Street,  Block  4725, 
Lot  63,  Alt.  3627-60,  Permit  No.  4555-63. 


85-63-BZX — B.M. — 430  East  89th  Street,  Block  1568, 
Lot  35,  Alt.  1901-61,  Permit  No.  3581-62. 


86-63-BZX — B.Q. — 18-13  Flushing  Avenue,  Block  3410, 
Lot  190,  Alt.  807-61,  Permit  No.  3581-62. 


87-63-BZX — B.M. — 58  West  128th  Street,  Block  1725, 
Lot  63,  Alts.  1927-60,  Permit  No.  3579. 


88-63-BZX — B.M. — 409  West  148th  Street,  Block  2063, 
Lot  26,  Alt.  2158-61,  Permit  No.  3580. 


89-63-BZX — B.M. — 1986  Lexington  Avenue,  Block  1770, 
Lot  17,  Alt.  1581-61,  Permit  No.  2766-62. 

MAX  H.  FOLEY,  Chairman. 


DECEMBER  17,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  17,  1963,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters : 

1140-61-A 

APPLICANT — Joseph  Lau  for  National  Board  ut 
Young  Men’s  Christian  Association,  owner. 

SUBJECT — Application  July  14,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 56  Reade  Street,  North  side, 
98  feet  10  inches  west  of  Broadway,  Block  150,  Lot  1, 
Borough  of  Manhattan. 


682-61 -A — Vol.  II 

APPLICANT — Peter  H.  Brandt  for  Michael  I.  Schaffer, 
owner. 

SUBJECT — Application  reopened  October  22,  1963  as  Vol¬ 
ume  II — Appeal  from  an  order  and  a  decision  of  the  Fire 
Commissioner,  re-  Elevator  readiness. 

PREMISES  AFFECTED — 110  Fulton  Street,  south  east 
corner  of  Dutch  Street,  Block  78,  Lot  19,  Borough  of 
Manhattan. 


1470-61-A— Vol.  II 

APPLICANT — Harry  Atkin  for  Beredan  Corporation, 
owner. 

SUBJECT — Application  reopened  October  15,  1963  as 
Volume  II — Appeal  from  an  order  and  a  decision  of  the 
Fire  Commissioner,  re-  Sprinkler  System. 

PREMISES  AFFECTED — 45  Lispenard  Street,  north  side, 
175.2  feet  east  of  Church  Street,  Block  210,  Lot  26,  Bor¬ 
ough  of  Manhattan. 


759-62-A— Vol.  II 

APPLICANT — Abraham  Grossman  for  Gussie  Weingarten 
and  Sol  Berkowitz,  owners. 

SUBJECT — Application  reopened  September  17,  1963  as 
Volume  II — Appeal  from  a  decision  of  the  Borough  Sup¬ 
erintendent,  re-  Cellar  Apartment. 

PREMISES  AFFECTED— 327  West  22nd  Street,  north 
side,  345  feet  west  of  Eighth  Avenue,  Block  746,  Lot  22, 
Borough  of  Manhattan. 


1504-61-A 

APPLICANT — H.  E.  Horwood  for  Harry  Noren  owner. 

SUBJECT — Application  September  28,  1961  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner, 
re-  Sprinkler  System. 

PREMISES  AFFECTED— 1151  3rd  Avenue  and  201  East 
67th  Street,  north  east  corner,  Block  1422,  Lot  1,  Bor¬ 
ough  of  Manhattan. 


1511-61-A 

APPLICANT — Jacob  Jancourtz,  Reuben  Jancourtz,  Nathan 
Goldman  and  Rose  Blacksin,  owners ;  Hercules  Rack 
Company,  Incorporated,  lessee. 

SUBJECT — Application  September  29,  1961  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED— 538  West  29th  Street,  south 
side,  249.6  feet  east  of  11th  Avenue,  Block  700,  Lot  55, 
Borough  of  Manhattan. 
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1524-61-A 

APPLICANT— Lama  Proskauer  and  Prober  for  Louis  M. 
Butler  and  Harry  J.  Butler  owners. 

SUBJECT— Application  October  3,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 2416  Amsterdam  Avenue,  south 
west  corner  of  West  180th  Street,  Block  2152,  Lot  46, 
Borough  of  Manhattan. 


289-62-A 

APPLICANT— Elliott  Saltzman  for  Trump  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  March  27,  1962— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 291-293  7th  Avenue,  east  side, 
68  feet  1  inch  south  of  West  27th  Street,  Block  802,  Lot 
5,  Borough  of  Manhattan. 


29-63-A 

APPLICANT— Benjamin  Saltzman  for  Adele  T.  Becker, 
owner. 

SUBJECT— Application  January  9,  1963— Revocation  of 
Certificate  of  Occupancy  No.  32906-1962. 

PREMISES  AFFECTED— 5230  Blackstone  Avenue,  east 
side,  152  feet  north  of  West  252nd  Street,  Block  3424, 
Lot  165,  Borough  of  the  Bronx. 


239-63-A 

APPLICANT— Albert  Melniker  for  Joseph  Darconte,  own¬ 
er. 

SUBJECT— Application  March  21,  1963— Filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  building  not 
facing  legal  street. 

PREMISES  AFFECTED— 114  Hillcrest  Terrace,  north 
side,  362.76  feet  east  of  Clove  Road,  Block  3065,  Lot  18, 
Grasmere,  Borough  of  Richmond. 


240-63-A 

APPLICANT— Albert  Melniker  for  Joseph  Darconte, 
owner. 

SUBJECT— Application  March  21,  1963— Filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 118  Hillcrest  Terrace,  north 
side,  322.76  feet  east  of  Clove  Road,  Block  3065,  Lot  17, 
Grasmere,  Borough  of  Richmond. 


847-63-A 

APPLICANT— Harry  A.  Yarish  for  Emily  Conant, 
owner. 

SUBJECT— Application  October  30,  1963— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  live  loads. 

PREMISES  AFFECTED— 1120-1122  Flatbush  Avenue, 
west  side,  287  feet,  11  inches  south  of  Cortelyou  Road, 
Block  5164,  Lot  22,  Borough  of  Brooklyn. 

MAX  H.  FOLEY,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  NOVEMBER  19,  1963,  10  A.M. 

Present:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan. 

The  minutes  of  the  regular  meetings  of  the  Board 
held  on  Wednesday  morning  and  afternoon,  November 
6,  1963,  were  approved  as  printed  in  the  Bulletin  of 
November  14,  1963,  Vol.  48,  No.  46. 

529-40-BZ — Vol.  II 

APPLICANT— Charles  M.  Spindler  for  Sun  Oil  Com¬ 
pany  and  Elvira  DeFalco,  owners. 

SUBJECT— Application  reopened  January  9,  1962  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent,  under 
Section  7a  of  the  Zoning  Resolution,  to  permit  in  a  busi¬ 
ness  use  district,  the  reconstruction  and  extension  in  area 
of  an  existing  gasoline  service  station  with  accessory  uses 
of  lubrication,  non-automatic  car  washing,  office  sale  of 
accessories  minor  repairs  with  hand  tools  only,  safety 
inspection  station  and  the  parking  and  storage  of  motor 
vehicles  with  a  ground  sign. 

PREMISES  AFFECTED— 1788-1804  Eastern  Parkway 
and  2131-2139  Bergen  Street,  northeast  corner,  Block 
1449  Lots  43  and  47  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  10,  1964,  at 
10  A.M.  because  of  the  Board’s  present  lack  of  jurisdiction. 


857-47-BZ— Vol.  II 

APPLICANT— Lama,  Proskauer  and  Prober  for  Miled 
Properties,  Incorporated,  owner ;  Socony  Mobil  Oil  Com¬ 
pany,  lessee. 

SUBJECT— Application  reopened  October  3,  1961  as  Vol¬ 
ume  II— decision  of  the  Borough  Superintendent  under 
Section  7a  of  the  Zoning  Resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  reconstruction  and  extension  in  area 
of  an  existing  gasoline  service  station  to  provide  lubrica¬ 
tion,  minor  auto  repairs,  car  washing,  store,  utility  room, 
parking  storage  of  more  than  five  motor  vehicles  on  the 
open  area  with  a  business  sign  and  ground  sign. 

PREMISES  AFFECTED— 2173  Grand  Concourse  west 
side,  108.73  feet  north  of  East  181st  Street,  Block  3162, 
Lots  40,  41  and  43,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  10,  1964,  at 
10  A.M.  because  of  the  Board’s  present  lack  of  jurisdiction. 


1555-61-A 

APPLICANT— Lama,  Proskauer  and  Prober  for  Miled 
Properties,  Incorporated,  owner ;  Mobil  Oil  Company, 
lessee. 

SUBJECT— Application  filed  July  25,  1961— appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  Gasoline 
Tanks. 

PREMISES  AFFECTED— 2173  Grand  Concourse,  west 
side,  180.73  feet  north  of  East  181st  Street,  Block  3162, 
Lots  40,  41  and  43,  Borough  of  The  Bronx. 
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APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1964,  at 
10  A.M.  because  of  the  Board’s  present  lack  of  jurisdiction. 


215-61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Gizella 
Brandwein,  owner. 

SUBJECT — Application  February  24,  1961 — decision  of 
the  Borough  Superintendent,  under  Sections  7e  and  21  of 
the  Zoning  Resolution,  to  permit  in  a  residence  use,  B 
area  district,  for  erection  of  a  one  story  building,  the 
entire  plot  which  is  in  excess  as  bowling  alley,  bar,  res¬ 
taurant,  kitchen,  snack  bar,  locker  rooms  meeting  rooms 
storage  room  and  accessory  rooms,  with  business  signs, 
for  a  term  of  twenty-five  (25)  years. 

PREMISES  AFFECTED — 1740-1752  (1750  official)  Sedg¬ 
wick  Avenue  east  side  221-16  feet  north  of  West  176th 
Street,  Block  2880,  Lot  158,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  Frank  E.  Lammers. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1964,  at 
10  A.M.  because  of  the  Board’s  present  lack  of  jurisdiction. 


321-61-BZ — VoL  II 

APPLICANT — Crinnion  and  Crinnion  for  Berg  Locma- 
jian  owner. 

SUBJECT — Application  reopened  October  17,  1961  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent,  under 
Section  7h  of  the  Zoning  Resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  maintenance  of  a  parking  lot  for 
the  parking  and  storage  of  more  than  five  motor  vehicles 
for  a  temporary  term  of  five  years. 

PREMISES  AFFECTED — 3317-3319  Perry  Avenue,  west 
side,  450  feet  north  of  Holt  Place,  Block  3343,  Lot  136, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Berg  Locmajian. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1964,  at 
10  A.M.  because  of  the  Board’s  present  lack  of  jurisdiction. 


1442-61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Kinney 
Motors,  Incorporated,  owner. 

SUBJECT — Application  September  15,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  7i  of  the 
Zoning  Resolution,  to  permit  in  a  business  use  district  on 
a  plot  presently  occupied  for  the  sale  and  display  of  new 
and  used  cars,  the  erection  of  a  one  story  building  for 
the  accessory  servicing  and  repair  of  the  owners’  cars 
with  hand  tools  only,  with  lubritorium,  storage  room  and 
office. 

PREMISES  AFFECTED— 2204-2216  Coney  Island  Ave¬ 
nue,  923-937  Avenue  S,  northwest  corner,  Block  6685, 
Lots  49  and  53,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  10,  1964,  at 
10  A.M.  because  of  the  Board’s  present  lack  of  jurisdiction. 


1447-61-BZ 

APPLICANT — Burke  and  Groh  for  Jamaica  169th  Street 
Corporation,  owner. 

SUBJECT — Application  September  19,  1961  —  decision  of 
the  Borough  Superintendent,  under  Sections  7e  and  21  of 


the  Zoning  Resolution,  to  permit  in  a  residence  use  C 
area  district  on  a  plot  presently  occupied  with  a  frame 
dwelling,  the  erection  of  a  one  story  building  for  use  as  a 
warehouse  and  office  with  parking  and  unloading  area,  the 
proposed  building  exceeds  the  permitted  area  coverage 
and  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 170-10  93rd  Avenue,  south 
side,  75.06  feet  east  of  170th  Street,  Block  10219,  Lot  3, 
Jamaica  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1964,  at 
10  A.M.  because  of  the  Board’s  present  lack  of  jurisdiction. 


1567-61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Harold 
Hyman,  owner. 

SUBJECT — Application  September  26,  1961— decision  of 
the  Borough  Superintendent,  under  Section  7e  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use  district, 
the  change  in  occupancy  of  an  existing  3  story  building 
from  public  garage  to  the  manufacture  of  flashlights  and 
batteries,  office,  storage  and  loading  and  unloading  with 
a  business  sign  for  a  temporary  term  of  twenty  (20) 
years. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1964,  at 
10  A.M.  because  of  the  Board’s  present  lack  of  jurisdiction. 


1568-61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Har¬ 
old  Hyman,  owner. 

SUBJECT— Application  September  26,  1961— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  egress,  steel 
stairs,  etc. 

PREMISES  AFFECTED — 520-530  West  135th  Street, 
south  side,  115  feet  east  of  Broadway,  Block  1988,  Lot 
53,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1964,  at 
10  A.M.  because  of  the  Board’s  present  lack  of  jurisdic¬ 
tion. 


1674-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  and  Herbst  and 
Rusciano  for  Nicholas  and  Elvira  Salatino,  owner;  Sun 
Oil  Company  Incorporated,  lessee. 

SUBJECT — Application  November  10,  1961 — decision  of 
the  Borough  Superintendent,  under  Sections  7e,  7A  and 
21  of  the  Zoning  Resolution,  to  permit  in  a  local  retail 
use,  C  area  district,  the  erection  and  maintenance  of  a 
gasoline  service  station  with  accessory  minor  auto  repairs, 
non-automatic  car  wash,  lubritorium,  office,  sale  of  acces¬ 
sories,  signs  and  show  windows  within  75  feet  of  a  resi¬ 
dence  district  without  the  required  rear  yard  for  a  tem¬ 
porary  term  of  15  years. 

PREMISES  AFFECTED — 6502-6506  14th  Avenue,  south¬ 
west  corner  of  65th  Street,  Block  5754,  Lots  38  and  40, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition  None. 

ACTION  OF  BOARD— Laid  over  to  March  10,  1964,  at 
10  A.M.  because  of  the  Board’s  present  lack  of  jurisdiction. 
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1686-61-BZ  ^  ..  _ 

APPLICANT— James  S.  Mclnerny  for  Fregold  Realty 
Corporation,  owner.  .  . 

SUBJECT— Application  November  13,  1961— decision  of 
^  theJ  Borough  Superintendent,  under  Section  7c  of  the 
Zoning  Resolution,  to  permit  in  a  business  and  residence 
use  district,  the  maintenance  of  a  parking  lot  accesso  y 
to  an  existing  supermarket  with  night  parking  for  local 

residents.  _  ,, 

PRFMTSES  AFFECTED— 940  East  181st  Street,  south 
side  170  feet  west  of  Vyse  Avenue,  931  to  941  East  180th 
Street,  Block  3128,  Lot  35,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  James  S.  Mclnerny. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1965, 
at  10  A.M.  for  inspection  and  decision;  hearing  previous¬ 
ly  closed. 

1737-61-BZ 

APPLICANT — Albert  Melniker  for  Alfred  Miniaci,  owner. 
SUBJECT— Application  November  21,  1961— decision  of 
the  Borough  Superintendent,  under  Section  7e  of  the 
Zoning  Resolution,  to  permit  in  a  local  retail  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  statio 
with  accessory  uses.  n 

PREMISES  AFFECTED  6800  Hylan  Boulevard  670 
Page  Avenue,  southwest  corner,  Block  7780,  Lot  08, 
Tottenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  December  17,  1963, 
at  10  A.M.  for  inspection  and  decision;  applicant  to  sud- 
mit  statement ;  hearing  previously  closed. 

1857-61-BZ  .  _  "d  u 

APPLICANT — Carl  H.  Salminen  for  Joseph  La  Barbera, 

SUBJECT— Application  December  12,  _1961-<lecision  of  the 
Borough  Superintendent,  under  Section  21  of  the  Zoning 
Resolution,  to  permit  in  a  residence  use,  G-l  area  district, 
the  change  in  occupancy  from  a  one  family  dwelling  to  a 
two  family  dwelling,  the  existing  open  terrace  encroaches 
on  the  required  15  foot  setback. 

PREMISES  AFFECTED-227-50  Murdock  Avenue,  south 
side,  160  feet  west  of  Cross  Island  Parkway,  Block  11248, 
Lot  7,  Queens  Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  Nelson. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  10,  1964  at 
10  A.M.  because  of  the  Board’s  present  lack  of  jurisdiction. 

1861-61-BZ 

APPLICANT— Albert  Melniker  for  Harbor  View  incor¬ 
porated,  owner.  .  .  , 

SUB  TECT— Application  December  12,  1961  —  decision  of 
the'  Zoning  Resolution,  to  permit  in  a  residence  use,  E- 
district,  the  erection  of  a  six  story  multiple  dwelling. 
PREMISES  AFFECTED  2  Sherman  Avenue  !  Hen¬ 
drick’s  Avenue,  northwest  corner,  Block  28,  Lot  157,  JNew 
Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Opposition:  John  J.  Turvey. 

ACTION  OF  BOARD— Laid  over  to  December  17,  1965, 
at  10  A  M.  for  inspection  and  decision ;  applicant  to  sub¬ 
mit  additional  data;  hearing  previously  closed. 


1864-61-BZ 

APPLICANT — Albert  Melniker  for  Sharove  Developers, 
Incorporated,  owner.  .  . 

SUBJECT— Application  December  12,  1961— decision  of 

the  Borough  Superintendent,  _  under  ,Sectlon  2  “  “ 

Zoning  Resolution,  to  permit  in  a  business  and  retail  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  minor  motor  repairs  with  hand  tools, 
sale  of  accessories  and  the  parking  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED  2540  Richmond  Terrace,  1  W.- 
nant  Street,  southeast  corner,  Block  1149,  Lot  36,  Mar 
iners  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Opposition:  None.  _  in~ 

ACTION  OF  BOARD— Laid  over  to  December  17,  1965, 
at  10  A.M.  for  inspection  and  decision;  applicant  to  sub¬ 
mit  additional  data ;  hearing  previously  closed. 


1881-61-BZ 

APPLICANT — John  J.  Lynch  and  James  J.  Lyons,  Jr.  for 
P.B.G.  Realty  Incorporated,  owner. 

SUB  TECT— Application  December  14,  1961— decision  of 

the  Borough  Superintendent  under  Section  21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  residence  use,  E  area  aw 
trict  the  erection  of  a  six  story  and  basement  mult  p 
dwelling  that  exceeds  the  permitted  area  coverage  and 
floor  area  ratio  and  encroaches  on  the  required  setbacks. 

PREMISES  AFFECTED— 761-763  A^r  .^9  f  ' 
2313  Wallace  Avenue,  northwest  corner,  Block  4548  Rots 
1  and  4,  Borough  of  The  Bronx. 

APPEARANCES—  , 

For  Applicant:  John  J.  Lynch  and  James  J.  Lyons,  Jr. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  10,  1964,  at 
10  A.M.  because  of  the  Board’s  present  lack  of  jurisdiction. 


1920-61-BZ 

APPLICANT— Kenneth  W.  Milnes  for  Thomas  A.  Wet- 
lesen  , owner ;  purchaser  under  contract ;  New  York  Tele¬ 
phone  Co.,  lessee.  .  .  , 

SUBJECT— Application  December  14,  1961— decision  of 
the  Borough  Superintendent,  under  Section  7e  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  residence  use  district,  the 
erection  of  a  one  story  building  and  maintenance  garage 
with  equipment  storage  and  with  parking  and  loading  and 
unloading  in  the  open  area. 

PREMISES  AFFECTED — 311  Brielle  Avenue  west  side, 
682  feet  south  of  Bradley  Avenue,  Block  1975,  Lot  221, 
Willowbrook,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Kenneth  W.  Milnes. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  10,  .1964,  at 
10  A.M.  because  of  the  Board’s  present  lack  of  jurisdiction. 


1945-61-BZ 

APPLICANT — Burke  and  Groh  for  George  Caro,  owner. 

SUBJECT— Application  December  14,  1961— decision  of 
the  Borough  Superintendent,  under  Section  21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  residence  use  G-l  area  dis¬ 
trict,  the  conversion  of  an  existing  building  from  a  one 
family  to  a  two  family  dwelling. 

PREMISES  AFFECTED— 220-27  100th  Avenue,  north 
side  200  feet  east  of  220th  Street,  Block  10785,  Lots  56 
and  58,  Queens  Village,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant :  Robert  T.  Groh. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1964,  at 
10  A.M.  because  of  the  Board’s  present  lack  of  jurisdiction. 


597-63-BZ 

APPLICANT— W.  Fontaine  Jones  for  Doriann  Holding 
Corporation,  owner. 

SUBJECT— Application  July  24,  1963— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R6  district,  in  an  existing  6 
story  and  cellar  building,  the  change  in  occupancy  of  the 
cellar  and  first  floor  from  storage  and  commercial  studio 
to  theatre  with  accessory  uses. 

PREMISES  AFFECTED— 227-229  West  13th  Street, 
north  side,  264.5  feet  east  of  Greenwich  Avenue,  Block 
618,  Lots  53  and  54,  Borough  of  Manhattan. 
APPEARANCES — 

For  Applicant:  W.  Fontaine  Jones,  Henrietta  Stoner  and 
Jack  Karp. 

For  Opposition:  Elsa  Steiner,  Moira  J.  Johnston,  Irene 
Cappelletti,  Francis  Cahill,  J.  C.  Weare,  J.  Whitney 
Goodwin  and  Anne  Barclay. 

\CTION  OF  BOARD — Laid  over  to  December  3,  1963, 
at  10  A.M.  for  inspection  and  decision;  applicant  to  sub¬ 
mit  data  under  Section  72-21;  hearing  closed. 


511-63-BZ 


\PPLICANT — Herbst  and  Rusciano  for  Trebuhs  Realty 
Company,  Incorporated,  owner ;  Pelican  Productions, 
lessee. 


SUBJECT— Application  August  1,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
mg  Resolution,  to  permit  in  an  R  9  district,  the  change 
in  occupancy  of  an  existing  two  story  and  cellar  building 
from  apartment  and  studio  store,  to  radio  and  television 
studio  with  accessory  storage. 

•  REMISES  AFFECTED — 1283  Fifth  Avenue,  southeast 
corner,  of  East  110th  Street,  Block  1615,  Lots  4  and  69 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  George  Rusciano  and  Thomas  J.  Dunford. 
lor  Opposition:  None. 


BOARD — Laid  over  to  December  3,  1963  at 
10  A.M.  for  inspection  and  decision;  applicant  to  submit 
data  under  Section  72-21 ;  hearing  closed. 


'18-63-BZ 

APPLICANT— Robert  L.  Bien  for  Doris  K.  Carver  and 
Samuel  Ades,  owners. 

iURJECT  Application  August  8,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit,  in  a  C6-4  district,  the  erection 
ot  a  16  story  office  building  that  exceeds  the  permitted 
floor  area  ratio  and  the  mechanical  equipment  penthouse 
penetrates  the  sky  exposure  plane. 

— D0-118  Church  Street  and  33- 
41  Park  Place,  northeast  corner,  Block  126,  Lots  2  and 
A  Borough  of  Manhattan. 

APPEARANCES— 

Applicant :  Robert  L.  Bien  and  Morris  Brody, 
hor  Opposition:  None. 

iCTION  OF  BOARD— Laid  over  to  November  26,  1963, 
at  1U  A.M.  for  decision;  applicant  to  submit  additional 
data;  hearing  previously  closed. 


663-63-BZ 

A£?LI(rANT-James  Whitford,  Jr.  for  New  Dorp  Baptist 
Church,  owner. 

SUBJECT  Application  August  23,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21,  73-452  and 
73-641  of  the  Zoning  Resolution,  to  permit  the  erection 
of  a  two  story,  and  basement  enlargement  to  an  existing 
church  that  will  exceed  the  permitted  floor  area  ratio 
encroach  on  the  required  side  and  rear  yards,  penetrate 
the  sky  exposure  plane  and  without  the  required  parking. 

PREMISES  AFbECTED — 46  Tenth  Street,  northeast  cor¬ 
ner  of  Rose  Avenue,  Block  4220,  Lot  27,  New  Dorp, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  J.  Whitford. 

For  Opposition:  None. 

.ACTION  OF  BOARD— Laid  over  to  December  17,  1963 
at  10  A.M.  for  hearing.  Applicant  is  to  send  out  twenty 
day  notices  and  submit  proof  of  service. 


722-63-BZ 

APPLICANT-Arthur  I.  Singer  for  123  West  79th  Street 
le~Jeey  C°rP'’  °Wner;  Circle  Manhattan  Medical  Group, 

SVuBJ£CT~ApPlication  September  18,  1963— decision  of 
the  Borough  Superintendent,  under  Section  72-21  and  73- 
62  of  the  Zoning  Resolution,  to  permit  in  an  R10  district 
in  an  existing  five  story  building,  the  extension  of  the 
medical  center  use  to  include  the  third,  fourth  and  fifth 
floors. 

PREMISES  AFFECTED— 123  West  79th  Street,  north 
side,  200  feet  west  of  Columbus  Avenue,  Block  1210  Lot 
24,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Arthur  I.  Singer. 

For  Opposition:  None. 

ACJi?Ia  tv9Fx  B9ARD— Laid  over  to  December  3,  1963, 
at  10  A.M.  for  inspection  and  decision;  applicant  to  sub¬ 
mit  data  required  under  Section  72-21 ;  hearing  closed 


723-63-A 

A?P9JC^NT—Arthur  L  Singer  for  123  West  79th  Street 
lessee"  C°rP'’  owner;  Circle  Manhattan  Medical  Group, 

SUBJECT— Application  September  18,  1963— Appeal  from 
useC1S1°n  °f  thC  Borough  Superintendent  re-  Change  of 

PR5MI9a??  AFFECTED  123  West  79th  Street,  north 
side  200  feet  west  of  Columbus  Avenue,  Block  1210,  Lot 
24,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Arthur  I.  Singer. 

A0-PIPN  OF  BOARD— Laid  over  to  December  3,  1963,  at 

uuv-  ,°T  JnsPectl°n  and  decision;  applicant  to  submit 
additional  data;  hearing  closed. 


1575-61-BZ 

APPLICANT— De  Rose  and  Cavalieri  for  Charlotte  Park¬ 
ing  Corporation,  owner. 

SUBJECT— A-pplication  October  17,  1961— decision  of  the 
Borough  Superintendent,  under  Section  7h  of  the  Zoning 
Kesolution  to  permit .  in  a  residence  use  district,  the 
maintenance  of  a  parking  lot  for  the  parking  and  storage 
ot  more  than  five  motor  vehicles  for  a  temporary  term  of 
ten  years. 

PREMISES  AFFECTED— 831  Brady  Avenue,  north  side, 
50  feet  west  of  Mulmer  Avenue,  Block  4297,  Lots  3  and 
5,  Borough  of  The  Bronx. 
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appearances— 

For  Applicant:  George  J.  Cavalieri. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  request 
of  the  applicant. 

THE  VOTE—  .  .  „  rntn 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commission¬ 
er  Nolan  — - -  fj 

Negative :  - 


1939-61-BZ 

APPLICANT— Burloc  of  Staten  Island  Incorporated 

owner.  .  ,  . 

SUB TECT— Application  December  14,  1961— decision  of  the 
Borough  Superintendent,  under  Section  7c  of  the  Zoning 
Resolution,  to  permit  in  a  restricted  retail  and  residence 
use  district,  the  erection  of  a  one  story  building  for  use 
as  retail  stores  including  a  dry  cleaning  establishment. 
PREMISES  AFFECTED— 2397-2413  Hylan  Boulevard, 
north  side,  from  Burbank  Avenue  to  Locust  Ave.,  Block 
3646  Lots  1,  58  and  60  New  Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Dismissed  because  of  lack  of  pro¬ 
secution  on  the  part  of  the  applicant. 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commission¬ 
er  Nolan  -  ^ 

Negative :  - - - - - 


regulation  of  the  zoning  resolution  in  that  it  pierces  the 
sky  exposure  plane  provided  in  Section  33-432  thereof. 

The  proposal  is  contrary  to  the  provisions  of  the  resolu¬ 
tion  of  the  Board  of  Standards  and  Appeals  adopted  under 
Calendar  No.  1024-62-BZ  on  February  5,  1963  m  that  the 
proposed  building  will  exceed  the  height  permitted  by  said 
resolution.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions,  and 
Whereas,  the  Board  has  made  the  findings  required  under 
Section  72-21  of  the  Zoning  Resolution,  and 
Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  d9es 
hereby  make  a  variation  in  the  application  of.  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  of  the  Zoning  Resolution,  to 
permit  in  C5-3  district,  the  erection  of  a  six  story  enlarge¬ 
ment  to  an  existing  five  story  building  previously  granted 
by  the  Board  that  will  penetrate  the  sky  exposure  plane 
and  initial  setback  on  condition  the  building  conforms  to 
drawings  filed  with  this  application  dated  August  16,  1963, 
17  sheets;  October  16,  1963,  2  sheets;  November  4,  1963,  1 
sheet;  and  November  14,  1963,  10  sheets;  on  further  con¬ 
dition  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with,  and  that  permit  be  obtained,,  work  done, 
and  a  Certificate  of  Occupany  obtained  within  one  year 
from  the  date  of  this  Resolution. 


1024-62-BZ— Vol.  II 

APPLICANT— Reavis  and  McGrath  for  Trade,  Fifth 
Realty  Corporation. 

SUBJECT— Application  reopened  July  23,  1963  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent,,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
C5-3  district,  the  erection  of  a  six  story  enlargement  to 
an  existing  five  story  building  previously  granted  by  the 
Board  that  will  penetrate  the  sky  exposure  plane  and 
initial  setback. 

PREMISES  AFFECTED— 592-594  Fifth  Avenue,  and  2-6 
West  48th  Street,  south  west  corner,  Block  1263,  Lot  41, 
Borough  of  Manhattan. 

APPEARANCES—  ,  .  . 

For  Applicant:  R.  S.  Hardy,  Alvin  Hausman,  Edward 
Gettinger  and  Harry  Posner. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  .  .  _  ~ 

Affirmative:  Chairman  Foley,  Commissioner  Box,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commission- 


224-63-BZ 

APPLICANT— 333  West  46th  Street  Corporation,  owner. 

SUBJECT— Application  March  12,  1963— decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-5  district,  the  en¬ 
largement  in  area  of  an  existing  parking  lot  previously 
granted  by  the  Board. 

PREMISES  A FF ECTED — 327-339  West  46th  Street, 
north  side,  321  feet  west  of  Eighth  Avenue,  Block  1037, 
Lots  15,  16  and  18,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Niles  Schwartz. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  .  .  _  ^ 

Affirmative:  Chairman  Foley,  Commissioner  Box,. Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commission¬ 
Negative:  -  - — - *  ' 


er  Nolan  „ 
Negative : 


THE  RESOLUTION—  . 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  22,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  6,  1963,  for  continued 
hearing;  applicant  to  submit  revised  drawings  and  state¬ 
ment  as  to  findings;  then  to  November  19,  1963  for  further 
study  by  the  applicant  and  for  continued  hearing. 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  24,  1963  acting  on  Alt.  Applic.  No.  1025-63, 
reads : 

“The  alteration  of  the  existing  building  and  the  increase 
in  the  height  thereof  to  11  stories  is  contrary  to  the  bulk 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  applicant 
on  September  24,  1963  after  due  notice  by  publication  in  th. 
Bulletin;  laid  over  to  November  6,  1963  at  applicants  re 
quest ;  applicant  to  send  out  twenty  day  notices ;  then .  t( 
November  19,  1963  for  inspection  and  decision;  hearini 
closed ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  March  12,  1963  acting  on  Alt.  Applic.  No.  657-6^ 
reads : 

“1  Proposed  extension  of  parking  lot  for  less  than  10 
cars  located  in  Cl-5  use  district  is  contrary  to  Se< 
32-17  of  the  Amended  Zoning  Resolution  and  con 
trary  to  Board  of  Standards  Cal.  #738-55-BZ. 

and  . 

Whereas,  the  premises  and  surrounding  area  were.  ir 
spected  by  a  committee  of  the  Board,  and  the  committc 
has  recommended  granting  under  certain  condition ;  and 
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Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
11-412  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  Section  11-412, 
to  permit  in  a  Cl-5,  district,  the  enlargement  in  area  of  an 
existing  parking  lot,  previously  granted  by  the  Board,  on 
condition  that  the  lot  shall  conform  to  drawings  filed  with 
this  application  dated  March  12,  1963,  1  sheet;  May  IS, 
1963,  1  sheet  and  May  23,  1963,  1  sheet;  on  further  condi¬ 
tion  that  proper  bumpers  shall  be  installed  along  the  east 
and  west  lot  lines;  that  the  fence  in  the  rear  of  the  lot 
shall  be  either  replaced  or  repaired  to  the  satisfaction  of 
the  Borough  Superintendent;  that  a  binder  shall  be  applied 
to  the  paved  surface  of  the  lot  and  the  surface  shall  be 
rolled  to  proper  grade ;  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with;  and  that  permit  shall  be 
obtained,  work  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  resolution. 


610-63-BZ 

APPLICANT — Herbst  and  Rusciano  for  Cong,  Anshe, 
Ames  of  Williamsbridge,  Incorporated,  owner. 

SUBJECT — Application  August  1,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R  5  district,  the  erection 
of  a  one  story  community  facility  building  that  encroaches 
on  the  required  side  yards. 

PREMISES  AFFECTED — 727  East  222nd  Street,  north 
side,  230.80  feet  east  of  White  Plains  Road,  Block  4836, 
Lots  32  and  33,  Borough  of  the  Bronx. 
APPEARANCES— 

For  Applicant:  George  Rusciano  and  Rabbi  Norman 
Lobel. 

For  Opposition :  Carlo  Pesslaux,  Lonni  Rimoore  and  Syl¬ 
vester  Saunders. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commission¬ 


er  Nolan  _  S 

Negative:  _  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  19,  1963  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  30,  1963  acting  on  N.  B.  Applic.  No.  215-63, 
reads : 

“1.  Proposed  building  used  for  community  facility  use 
located  in  an  R5  district,  without  two  side  yards  of 
eight  (8)  feet  minimum  width  each  is  contrary  to 
Section  24-35  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions,  and 

Whereas,  the  Board  has  made  the  findings  required  under 
Section  72-21  of  the  Zoning  Resolution,  and 

Whereas,  the  Board  found"  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  of  the  Zoning  Resolution,  to 


permit  in  an  R-5  district,  the  erection  of  a  one  story 
community  facility  building  that  encroaches  on  the  required 
side  yards  on  condition  the  building  conform  to  drawings 
filed  with  this  application  dated  August  1,  1963,  5  sheets 
and  October  9,  1963,  1  sheet;  on  further  condition  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied 
with,  and  that  permit  obtained,  work  done,  and  a  Certifi¬ 
cate  of  Occupancy  obtained  within  one  year  from  the  date 
of  this  Resolution. 


690-63-BZ 

APPLICANT — Lama  Proskauer  and  Prober  for  Mothers 
Trading  Corporation,  owner. 

SUBJECT — Application  August  23,  1963 — Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit,  in  an  R6  district,  the  change 
in  occupancy  from  parking  lot,  dwelling  and  two  car  gar¬ 
age,  to  a  supermarket  with  accessory  loading  and  unload¬ 
ing  and  parking. 

PREMISES  AFFECTED— 567-583  Amboy  Street  and  31- 
47  Hegeman  Avenue,  north  east  corner,  and  982-984  Hop- 
kinson  Avenue,  Block  3622,  Lots  5,  6,  9,  10,  11  and  56, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commission- 

Negative:  _ _ _ _  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  6,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  19,  1963  for  inspection 
and  decision ;  hearing  closed ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  24,  1963  acting  on  N.  B.  Applic.  No.  627-63, 
reads : 

“1.  Proposed  construction  of  bldg,  with  occupancy  of 
supermarket,  food  preparation,  refrigeration  and 
storage,  and  locker  rooms,  and  accessory  loading 
and  unloading  and  accessory  parking  of -patrons 
cars  is  not  permissible  in  an  R-6  district.  Sect.  22-00, 
Z.  R. 

2.  Referred  to  Bd.  of  St.  and  Appeals  for  determina¬ 
tion  of  bulk  requirements.  Sect.  11-111,  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions, 
and 

Whereas,  the  Board  has  made  the  findings  required 
under  Section  72-21  of  the  Zoning  Resolution,  and 
Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby _  is 
granted  under  Section  72-21,  to  permit  in  an  R-6  district, 
the  change  in  occupancy  from  parking  lot,  dwelling  and 
two-car  garage,  to  a  supermarket  with  accessory  loading 
and  unloading  and  parking,  on  condition  that  the  work 
shall  conform  to  drawings  filed  with  this  application  dated 
August  23,  1963,  6  sheets ;  on  further  condition  that  there 
shall  be  no  opening  or  curb  cut  on  Hopkinson  Avenue; 
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that  a  2  foot  6  inch  high  brick  wall  with  a  3  foot,  iron 
picket  fence  on  top  shall  be  contructed  along  Hopkinson 
Avenue  with  a  hedge  behind  it ;  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with ;  and  that  per¬ 
mit  shall  be  obtained,  work  completed  and  a  Certificate  of 
Occupancy  obtained  within  one  year  from  the  date  of  this 
resolution. 


691-63-BZ 

APPLICANT— Burke  and  Groh  for  Harry  D.  O’Connor, 
Sylvester  D.  O’Connor  owners  and  Dennis  S.  O'Connor, 
Funeral  Home,  lessee. 

SUBJECT— Application  August  22,  1963— Decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  X  R4  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  funeral  estab¬ 
lishment  previously  granted  by  the  Board. 

PREMISES  AFFECTED— 91-05  Beach  Channel  Drive, 
south  west  corner  from  Beach  91st  Street  to  Beach  92nd 
Street,  Block  16125,  Lots  26  and  64,  Bell  Harbor,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Robert  T.  Groh. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,.  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ _ — - - - -  5 

Negative :  - - - - -  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  6,  1963,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  November  19,  1963  for  inspection  and 
decision  ;  hearing  closed ;  and 

Whereas,  the  decision  of  the  Borough.  Superintendent, 
dated  August  22,  1963,  acting  on  Alt.  Applic.  808-63,  reads : 
“1.  Proposed  enlargement  and  extension  to  an  existing 
use  of  Funeral  Establishment  (use  group  7)  in  an 
R-4  District  is  contrary  to  section  22-00  of  the  Zon¬ 
ing  Resolution. 

2.  Proposed  enlargement  and  extension  of  Funeral  Es¬ 
tablishment  is  contrary  to  Board  of  Standards  and 
Appeals  variance  granted  under  Cal.  #640-58-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 
Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 

11-412  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  Section  11-412, 
to  permit  in  an  R4  district,  the  erection  of  a  one-story  en¬ 
largement  to  an  existing  funeral  establishment  previously 
granted  by  the  Board,  on  condition  that  the  work  shall  con¬ 
form  to  drawings  filed  with  this  application  dated  August 
22,  1963,  4  sheets ;  on  further  condition  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with ;  and  that 
permit  shall  be  obtained,  work  completed  and  a  Certificate 
of  Occupancy  obtained  within  one  year  from  the  date  of 
this  resolution. 


Adjourned  11:45  A.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  NOVEMBER  19,  1963,  12  Noon 

Present:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commission¬ 
er  Nolan. 

1-63-BZX — B.Bx.  1984-1986  Crotona  Avenue,  Block  3092, 
Lots  11  and  13  Alt.  1179-61.  Permit  No.  1116-63. 


2-63-BZX— B.Bx.  956-964  University  Avenue,  Block  2523, 
Lot  103  Alt.  1211-61.  Permit  No.  1749-63. 


3-63-BZX — B.M.  218-238  East  20th  Street,  and  223-235 
East  19th  Street,  Block  900,  Lots  16,  17,  18  and  22.  Alt. 
1571-61.  Permit  Nos.  1905-62-  and  3292-62. 


4-63-BZX — B.Q.  81-11  to  81-19  37th  Avenue  and  35-60 
82nd  Street,  Block  1281,  Lots  38  and  43,  Alt.  2519-61 
Permit  No.  2683-63. 


7-63-BZX— B.M.  461-463  West  131  Street,  Block  1970, 
Lots  36,  37,  39,  42,  47  and  74.  Alt.  1166-59,  Permit  No. 

1758-63. 


8-63-BZX— B.M.  2970  Broadway,  Block  1973,  Lot  1, 
Alt.  1590-61.  Permit  No.  3242-62. 


10-63-BZX— B.M.  61% -63  East  125th  Street.  Block  1750, 
Lot  26.  Alt.  1889-61.  Permit  No.  2471-62. 


11-63-BZX — B.B.  121  Grand  Street.  Block  2379,  Lot  295. 
Alt.  3697-61.  Permit  Nos.  5159-63,  3193-63. 


12-62-BZX— B.M.  50  Morton  Street,  Block  583,  Lot  19. 
Alt.  1452-61.  Permit  No.  2620-61. 


13-63-BZX— B.B.  2215  Lafayette  Avenue.  Block  1929, 
Lot  49,  Alt.  2293-61  Permit  No.  4000-63. 


120-63-BZX— B.M.— 166-172  West  58th  Street,  Block 
1010,  Lots  57,  58,  58V2,  59,  Alt.  882-61,  Permit  No. 
1853-61. 


CAL.  NOS.  1-63-BZX,  2-63-BZX,  3-63-BZX,  4-63-BZX, 
7-63-BZX,  8-63-BZX,  10-63-BZX,  ll-63r-BZX,  12-63- 
R7Y  snH  17Q-fi3-RZX. 


ACTION  OF  BOARD— Time  to  complete  construction  ex¬ 
tended. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan 


5 


N  egative  .  0 


THE  RESOLUTION— 

Whereas,  the  above  applications  for  extension  of 
time  to  permit  the  completion  of  construction  were  duly 
filed  under  the  provisions  of  Section  11-32  of  the  Zoning 
Resolution;  and 

Whereas,  in  each  of  these  cases  the  Board  found  that,  on 
the  date  the  building  permit  lapsed,  a  substantial  portion 
of  construction  had  been  completed  and  substantial  expen¬ 
ditures  in  connection  with  such  construction  had  been  made. 


Resolved,  that  the  time  within  which  to  complete  construc¬ 
tion  be  and  it  hereby  is  extended  for  a  term  of  three  months 
from  the  date  of  this  resolution. 
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1486-61-A 

APPLICANT— Estate  of  Wilhelmina  C.  Siegert,  owner. 
SUBJECT — Application  September  27,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED— 144  Pearl  Street,  east  side, 
82.8  feet  south  of  Wall  Street,  Block  31,  Lot  18,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Hermina  Ratner. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan _  5 

Negative:  - - - 0 


1601-61-A 

APPLICANT — Estate  of  Kate  Kheel,  owner. 

SUBJECT — Application  October  24,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 121  West  21st  Street,  north 
side,  244  feet,  1  inch  west  of  6th  Avenue,  Block  797, 
Lot  28,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Albert  Quinn. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan _  5 

Negative :  _  0 


1602-61-A 

APPLICANT — Estate  of  Kate  Kheel,  owner. 

SUBJECT — Application  October  24,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 123  West  21st  Street,  north 
side,  262  feet,  8  inches  west  of  6th  Avenue,  Block  797, 
Lot  27,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Albert  Quinn. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan _  5 

Negative:  .  0 


1603-61-A 

APPLICANT — Estate  of  Kate  Kheel,  owner. 

SUBJECT — Application  October  24,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 125  West  21st  Street,  north 
side,  281  feet,  3  inches  west  of  6th  Avenue,  Block  797, 
Lot  26,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Albert  Quinn. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan _ _ _ _ _ —  5 

Negative  .  0 


1604-61-A 

APPLICANT — Estate  of  Kate  Kheel,  owner. 

SUBJECT— Application  October  24,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 127  West  21st  Street,  north 
side,  300  feet  west  of  6th  Avenue,  Block  79 7,  Lot  25, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Albert  Quinn. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan . .  5 

Negative:  -  0 


1605-61-A 

APPLICANT— Estate  of  Kate  Kheel,  owner. 

SUBJECT— Application  October  24,  1961— Appeal  from  jar| 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 129  West  21st  Street,  north 
side,  320  feet  west  of  6th  Avenue,  Block  797,  Lot  24, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Albert  Quinn. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan . — - -  5 

Negative:  . — - - 0 


429-29-BZ-Vol.  II 

APPLICANT— Irwin  Emerman  for  4801  Kings  Highway 
Corporation,  owner;  Texaco  Incorporated,  lessee. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  November 
20,  1963 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Sections  7c  and  21 
of  the  Zoning  Resolution,  permitting  in  a  business  and 
residence  use  district,  the  reconstruction  and  extension 
of  an  existing  gasoline  service  station,  lubritorium,  sales 
and  storage  and  accessory  uses,  the  proposed  work  will 
provide  an  additional  gas  pump  and  relocate  the  curb 
cuts. 

PREMISES  AFFECTED— 4801-4809  Kings  Highway, 
northwest  corner  of  Avenue  H,  Block  7732,  Lot  8,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Irwin  Emerman. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Nolan  -  4 

Negative  :  Commissioner  Klein _ _ _  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 


1324 


MINUTES 


November  21,  1961,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  November  20,  1962;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  21,  1961, 
as  amended  on  November  20,  1962,  only  as  to  the  time  to 
complete  the  work  and  obtain  a  Certificate  of  Occupancy, 
so  that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (Alt.  1481/61) 


754-53-BZ-Vol.  Ill 

APPLICANT— Joseph  B.  Lynch  for  Humble  Oil  and  Re¬ 
fining  Company,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  October  23, 
1963— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  73-1  lg  of  the  Zoning 
Resolution,  permitting  in  a  C2-2  district,  the  enlargement 
in  area  to  provide  additional  curb  cuts  and  the  erection 
of  two  additional  bays  to  an  existing  gasoline  service  sta¬ 
tion  building  and  maintain  the  conjunctive  uses  of  lubri¬ 
cation,  non-automatic  car  washing,  minor  auto  repairs 
with  hand  tools  only  and  the  parking  of  cars  awaiting  ser¬ 
vice. 

PREMISES  AFFECTED— 76-31  to  76-45  164th  Street, 
east  side,  from  77th  Avenue  to  76th  Road,  entire  block 
front,  Block  6969,  Lots  1  and  9,  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan . — . . . . —  5 

N egative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  23,  1962,  on  certain  onditions;  and 

Whereas,  the  applicant  request  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  23,  1962, 
only  as  to  the  time  to  complete  the  work  and  obtain  a  Certi¬ 
ficate  of  Occupancy,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  ((Alt.  1683/61) 


1002-55-BZ-Vol.  II 

APPLICANT — Lama,  Proskauer  and  Prober  for  Abraham 
Rosenberg,  Rebecca  Rosenberg,  Sylvia  Rosenberg,  Shir¬ 
ley  Firkser,  Marion  Friedman  and  Ruth  Gold,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  14, 
1963 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f,  7e  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence 
use  district,  the  erection  and  maintenance  of  a  gasoline 


service  station,  lubritorium,  minor  auto  repairs,  car  wash¬ 
ing,  office  and  sales,  storage  and  parking  of  cars  waiting 
to  be  serviced. 

PREMISES  AFFECTED — 113-14  to  ^1 13-20  Rockaway 
Boulevard  (113-16  official)  and  114-24  to  114-30  114th 
Street,  southwest  corner,  Block  11705,  Lots  36,  3/,  38,  3y 
and  40,  Jamaica,  Borough  of  Queens. 

For  Applicant:  Janies  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE—  „  .  .  „  ~ 

Affirmative:  Chairman  Foley,  Commissioner  box,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan - —  ~ 

Negative :  . . . . . . " 

THE  RESOLUTION—  j  . 

Whereas,  this  application  was  granted  by  the  -board  as 
Vol.  II,  on  September  22,  959,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  November  14,  1962;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  22, 
1959,  as  amended  through  November  14,  1962,  only  as  to 
the  time  to  obtain  permits  and  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained  . 


215-57-BZ— Vol.  II 

APPLICANT— Leonard  F.  Rothkrug  for  Harry  Sweedler, 


owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  obtain  approval  of  drawing  and  Cer¬ 
tificate  of  Occupancy  which  expired  December  12,  1962- 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7i  and  21  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  change  in  occupancy  from  storage  of  masonry  shing¬ 
les  to  a  motor  vehicle  repair  shop  (no  collision  repairs) 
with  accessory  touch-up  painting  and  spraying,  for  a 
temporary  term  of  ten  years. 

PREMISES  AFFECTED— 1603  Coney  Island  Avenue, 
east  side,  103  feet  8  inches  north  of  Locust  Avenue,  Block 
6731,  Lot  70.  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
obtain  Certificate  of  Occupancy  extended. 


THE  VOTE—  .  .  _ 

Affirmative:  Chairman  Foley,  Commissioner  box,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan 


Negative:  .  ® 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  12,  1961,  on  certain  conditions;  and  _ 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  a  Certificate  of  Occupancy. 

Resolved,  that  the  Board  of  Standards  and  appeals  does 
hereby  amend  the  resolution  adopted  on  December  12,  1961, 
only  as  to  the  time  to  obtain  a  Certificate  of  Occupancy,  so 
so  that  as  amended  this  portion  of  the  resolution  shall 
read : 


“that  in  view  of  statement  by  _  the  applicant  that  the 
building  is  being  used  as  permitted  by  the  Board,  the 
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required  approval  shall  be  secured  from  the  Depart¬ 
ment  of  Buildings  and  a  Certificate  of  Occupancy  shall 
be  obtained  within  one  year  from  the  date  of  this 
amended  resolution”.  (Alt.  3192/59) 


281-60-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Socony 
Mobil  Oil  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  9, 
1963 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7 a  of  the  Zoning  Re¬ 
solution,  permitting  in  a  retail  and  residence  use  district, 
the  removal  of  an  existing  two  story  building  occupied 
as  gasoline  service  station,  retail  stores  and  offices  and  the 
erection  of  a  one  story  building  and  extension  of  the 
gasoline  service  station  and  accessory  uses  to  occupy  the 
entire  premises. 

PREMISES  AFFECTED — 2040-2046  8th  Avenue  and  244- 
252  West  111th  Street,  southeast  corner,  2042  Freder¬ 
ick  Douglas  Circle  and  243  Cathedral  Parkway,  Block 
1826,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan _ _ _  5 

Negative :  _ 0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  27,  1960,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  9,  162;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  27,  1960, 
as  amended  through  October  9,  1962,  only  as  to  the  time  to 
complete  the  work  and  obtain  a  Certificate  of  Occupancy, 
“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.  B.  205/59) 


842-60-BZ 

APPLICANT — Morton  S.  Cahn  for  Anthony  Ciasullo, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  25, 
1962 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
erection  of  a  one  story  Class  3  building  for  uses  as  a 
storage  warehouse. 

PREMISES  AFFECTED— 104-26  and  104-28  45th  Ave¬ 
nue,  south  side,  250  feet  east  of  104th  Street,  Block  1989, 
Lots  10  and  12,  Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan _ ___ _ _  5 

Negative:  _  o 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  25,  1961,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  25,  1961, 
only  as  to  the  time  to  complete  the  work  and  obtain  a  Cer¬ 
tificate  of  Occupancy,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 


“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  2212/60) 


630-61-BZ 

APPLICANT — Morton  S.  Cahn  for  Curt  Blank,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  23, 
1963 — decision  of  the  Borough  Superintendent;  previous¬ 
ly  granted  on  condition,  under  Sections  21  and  7A  of  the 
Zoning  Resolution,  permitting  in  a  local  retail  use,  D  area 
district,  the  erection  of  a  one  story  store  building  occupy¬ 
ing  more  than  the  permitted  area  coverage  in  a  D  area 
district,  with  show  wnndows  within  75  feet  of  a  residence 
use  district. 

PREMISES  AFFECTED— 122-17  to  122-25  New  York 
Boulevard,  northeast  corner  of  Baisley  Boulevard,  Block 
12380,  Lot  14,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Morton  S.  Cahn. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ _ 5 

Negative:  _ _ _ 0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  10,  1961,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  October  23,  1962;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  Ocotber  10,  1961, 
as  amended  on  October  23,  1962,  only  as  to  the  time  to  com¬ 
plete  the  work  and  obtain  a  Certificate  of  Occupancy  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.  B.  581/61) 


1080-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Fleetgrand  Real¬ 
ty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition,  under 
Section  21  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  Class  1%  height  district,  the  erection  of  a 
nine  story  multiple  dwelling  that  exceeds  the  permitted 
height. 
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PREMISES  AFFECTED— 579-581  West  215th  Street, 
north  side  100  feet  %  inches  west  of  Seaman  Avenue, 
244  Seaman  Avenue,  Block  2250,  Lots  84  and  88,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES—  ^  f1 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

rp  T  T  jpj'  Q  'J' 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . " . .  ^ 

Negative :  . . - . — - - - 

T  V^iSeas?  ffiiJapphcation  was  granted  by  the  Board  on 
November  28,  1961,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  December  11,  1962;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  28, 
1961,  as  amended  on  December  11,  1962,  only  as  to  the  time 
to  complete  the  work  and  obtain  a  Certificate  of  Occu¬ 
pancy,  so  that  as  amended  this  portion  of  the  resolution 

shall  read:  ,  _ 

“that  in  view  of  statement  by  the.  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Cerificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.  B.  85/60) 


obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  nermit  shall  be  obtained  and  work  completed  with- 
SS  one  y“ar  from  the  date  this  amended  resolute; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained  . 
(N.  B.  2635/61) 


1207-61-BZ 

APPLICANT — John  F.  Fitzsimons  for  Melville  Hall, 
owner.  . 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  November 
20  1963 — decision  of  the  Borough  Superintendent  ,  previ¬ 
ously  granted  on  condition,  under  Sections  7a  and  7 A  of 
the  Zoning  Resolution,  permitting  in  a  retail  and  resid¬ 
ence  use  district,  the  reconstruction  of  an  existing  gasoline 
service  station  with  accessory  uses,  of  lubritorium,  minor 
repairs,  car  washing  non-automatic,  office,  storage  and 
sale  of  accessories,  parking  and  storage  of  more  than  five 
cars  awaiting  service  with  a  ground  sign  and  business  en¬ 
trances  and  curb  cuts  within  75  feet  of  a  residence  use 
district. 

PREMISES  AFFECTED — 112-36  New  York  Boulevard 
162-25  112th  Road,  northwest  corner,  Block  14183,  Dot 
42,  (formerly  42  and  44),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE—  .  .  „ 

Affirmative:  Chairman  Foley,  Commissioner  box,  Com¬ 
missioner  Becker  and  Commissioner  Nolan  -  4 

Negative:  Commissioner  Klein - - - 1 

THE  RESOLUTION—  J  t  _  , 

Whereas,  this  application  was  granted  by  the  Board  on 
November  28,  1961,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  November  20,  1962 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  28.,  1961, 
as  amended  on  November  20,  1962,  only  as  to  the  time  to 


1685-61-BZ  „  I, 

APPLICANT — Charles  M.  Spindler  for  Albert  Rollman, 

owner.  .  .  .  , 

SUBTECT — Application  for  consideration— reopening  f 
b  amendment  of  resolution— decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Sec¬ 
tion  7a  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  reconstruction  of  an  existing  gaso¬ 
line  service  station,  lubritorium,  office  and  sales,  minor 
auto  repairs  and  the  parking  of  cars  in  the  open  area. 
PREMISES  AFFECTED  — 4147  East  177th  Street, 
(Throggs  Neck  Expressway),  northeast  corner  of  Wiss 
man  Avenue,  Block  5518,  Lot  28,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE—  „  .  .  rnm 

Affirmative:  Chairman  Foley,  Commissioner  Box,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . . .  .  q 

Negative:  . 

THE  RESOLUTION—  ,  +,  nn. 

Whereas,  this  application  was  granted  by  the  Board  on 
November  20,  1962,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  40,  iyt)4, 
by  adding  thereto: 

“that  the  accessory  building  may  be  redesigned  and  con¬ 
structed  substantially  as  shown  on.  revised  drawings i  of 
proposed  conditions  marked  ‘Received  October  4,  1963. 
1  sheet  and  ‘Received  November  14,  1963,  1  sheet, 
on  condition  that  other  than  as  herein  amended  the  re¬ 
solution  above  cited  shall  be  complied  with  in  all  re¬ 
spects”.  (N.  B.  895/61) 


1942-61-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  644  East  14th 
Street  Corporation,  owner ;  Strauss  Stores,  lessee. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  obtain  approval  of  drawings  and 
Certificate  of  Occupancy  which  expired  October  y,.  iyo3 
—decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Re¬ 
solution,  permitting  in  a  restricted  retail  and  local  retail 
use  district,  in  an  existing  one  story  building  occupied 
as  a  store  for  retail  sales  and  installation  of  auto  acces¬ 
sories,  the  extension  of  the  uses  to  include  accessory 
welding  for  the  installation  of  tail  pipes  and  mufflers. 

PREMISES  AF FECTED — 644-652  East  14th  Street,  221- 
229  Avenue  C,  southwest  corner,  Block  396,  Lot  29,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
extend  Certificate  of  Occupancy  extended. 

THE  VOTE-  ^  ,  _  .  .  r* 

Affirmative:  Chairman  Foley,  Commissioner  box,  com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis- 
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sioner  Nolan  _ _ 5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  9,  1962,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  a  certificate  of  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  9,  1962, 
only  as  to  the  time  to  obtain  a  Certificate  of  Occupancy,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  in  view  of  statement  by  the  applicant  that  the 
building  is  being  used  as  permitted  by  the  Board,  the 
required  approval  shall  be  secured  from  the  Depart¬ 
ment  of  Buddings  and  a  Certificate  of  Occupancy  shall 
be  obtained  within  one  year  from  the  date  of  this 
amended  resolution”.  (Alt.  204/61) 


457-56-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Jacob  Blei  and 
Kate  Trachtman,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December 
4,  1961 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  7h  and  7e  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  dis¬ 
trict,  the  proposed  parking  of  motor  vehicles,  accessory 
and  consumer  parking,  accessory  loading  and  unloading  in 
conjunction  with  adjoining  factory. 

PREMISES  AFFECTED — 152-154  India  Street,  south 
side,  150  feet  east  of  Manhattan  Avenue,  Block  2541,  Lots 
12  and  13,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  December  17,  163,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulle¬ 
tin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  . . . . . . .  5 

Negative:  _ 0 


463-57-BZ 

APPLICANT — Larry  Meltzer  for  82-01  Rockaway  Boule¬ 
vard  Realty  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  10, 
1963 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles 
for  patrons  and  employees  of  the  factory. 

PREMISES  AFFTECTED— 94-21  83rd  Street,  east  side, 
100.16  feet  north  of  95th  Avenue,  and  94-16  84th  Street, 
Block  9014,  Lot  13,  Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  December  17,  1963,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulle¬ 
tin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . . . .  5 

Negative:  _  q 


337-63-BZ-Vol.  II 


APPLICANT — Leonard  F.  Rothkrug  for  Monar  Proper¬ 
ties,  Inc.  and  Harold  Block,  owners;  owner  under  con¬ 
tract,  Texaco,  Inc. 

SUBJECT — Application  for  consideration — reopening  as 
Vol.  II  subject  to  regular  procedure — decision  of  the  Bor¬ 
ough  Superintendent;  previously  denied,  under  Sections 
73-211  and  73-212  of  the  Zoning  Resolution,  permitting 
in  a  C2-7  district,  the  erection  and  maintenance  of  an 
automotive  service  station  with  accessory  uses  and  with 
vehicular  entrances  and  show  windows,  within  75  feet  of 
the  residence  district  and  a  projecting  sign. 

PREMISES  AFFECTED — 670-684  10th  Avenue,  east 
side  from  West  47th  Street  to  West  48th  Street,  465 
West  47th  Street,  452  West  48th  Street,  Block  1057,  Lots 

I,  5  and  60,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Applicationed  reopened  as  Vol. 

II,  subject  to  the  regular  procedure. 

THE  VOTE— 


Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis- 
. .  5 


sioner  Nolan 


Negative : 


0 


Adjourned:  12:25  P.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON  NOVEMBER  19,  1963,  2  P.M. 

Present :  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker,  Commissioner  Klein  and  Commissioner  Nolan. 

440-39-SM 

APPLICANT — Wm.  W.  Bainbridge  for  United  States 
Gypsum  Company,  owner. 

APPEARANCES— 

For  Applicant :  William  W.  Bainbridge. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . . .  5 

Negative:  _ _ _  q 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
440-39-SM— Amendment  to  resolution  as  to  additional  shin¬ 
gles.  William  W.  Bainbridge  for  the  United  States  Gypsum 
Company  requested  by  letter  that  the  resolution  adopted  May 
23,  1939,  and  amended  through  January  26,  1960,  under 
Calendar .  Number  440-39-SM  be  reopened  and  amended  to 
approve  increased  weights  for  previously  approved  products. 

USE:  Asphalt  saturated  and  coated  roll  roofing  and  shin¬ 
gles  for  weatherproofing  roofs. 

DESCRIPTION :  The  materials  are  asphalt  sheet  roofing 
and  shingles.  The  following  are  the  revised  weights.  There 
is  no  change  in  the  design  from  products  of  the  same  name 
previously  approved  except  that  the  weight  has  been  in¬ 
creased. 
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Nobility  Mark  1  Strip  Shingles 
Giant  Strip  Shingles 
Giant  Sealco  Strip  Shingles 
Sealco  Shingles 
12"  Square  Butt  Shingles 
Imperial  Lock  Shingles 
11-1/3"  Hexagon  Shingles 
D.C.  Grip  Lock  Shingles 
S.C.  Grip  Lock  Shingles 
Hip  and  Ridge  Shingles 
Arro  Lock  Shingles 
Adamant  Roll  Roofing 
Starter  Strips — 9" 

Starter  Strips — 18" 

19"  Selvage  Edge  (%  sq.  rls.) 


300  lbs.  per  square 

265  lbs.  per  square 

265  lbs.  per  square 

235  lbs.  per  square 

235  and  300  lbs.  per  square 

235  lbs.  per  square 

195  lbs.  per  square 

250  lbs.  per  square 

180  lbs.  per  square 

253  lbs.  per  square 

145  lbs.  per  square 

90  lbs.  per  roll 

22  lbs.  per  roll 

44  lbs.  per  roll 

55  lbs.  per  roll. 

The  material  successfully 


INSPECTION  AND  TEST: 
met  the  requirements  of  Sections  C26-605.0  through.  L2o- 
608.0  Administrative  Building  Code  as  to  roof  covering  at 
the  Underwriter’s  Laboratory. 


Copies  of  the  test  reports  are  in  the  file. 
RECOMMENDATION :  On  the  basis  of  data  submitted 
and  tests  conducted,  the  Committee  on  Test  recommends 
that  the  resolution  adopted  under  Calendar  Number  440-39- 
SM  on  May  23,  1939  and  amended  through  January  26, 
1960  be  reopened  and  amended  so  as  to  include  the  new  in¬ 
creased  weights  of  products  previously  approved,  as  listed 
above,  on  condition  that  all  previous  requirements  of  the 
resolution  adopted  under  Calendar  Number  440-39-SM  are 
complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 


John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


448-40- SM 

APPLICANT— H.  H.  Robertson  Company,  owner. 

APPEARANCES— 

For  Applicant:  John  D.  Hegeman. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE—  .  .  _ 

Affirmative:  Chairman  Foley,  Commissioner  box,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan - - 

Negative:  .  ® 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
448-40-SM— Amendment  to  resolution  as  to  additional  fire 
resistive  floor  and/or  roof  construction. 

H.  H.  Robertson  Co.,  Pittsburgh,  Penna.,  requested  that  the 
resolution  adopted  July  9,  1940  and  amended  at  various 
times  through  July  24,  1962,  under  Calendar  Number  448- 
40-SM,  be  reopened  and  amended  so  as  to  include  an  addi¬ 
tional  fire  resistive  floor  and/or  roof  construction. 

USE:  Three  hour  fire  resistive  floor  and/or  roof  construc¬ 
tion. 

DESCRIPTION :  The  system  consists  of  an  assembly  com¬ 
posed  of  concrete  floor,  a  blend  system  of  nominal  3"  deep 
fluted  and  cellular  steel  floor  units,  trench  headers  and  a 
steel  beam,  protected  with  a  fireproofing  applied  directly  to 
the  beam  and  the  underside  of  the  floor  units.  The  fluted 
units  consist  of  No.  16  gauge  steel  and  are  24  wide  forming 
a  section  consisting  of  three  flutes.  The  cellular  units  are 


of  two  types,  one  a  nominal  12"  and  the  other  a  24  wide. 
The  12"  wide  unit  consists  of  a  fluted  top  element  of  16 
gauge  spot  welded  to  a  flat  bottomed  element  of  16  gauge 
steel. 

The  trench  headers  are  2W  deep  and  are  constructed  of  14 
gauge  U-shaped  painted  steel  bottom  with  a  %  Jhick  cover 
plate  and  extruded  aluminum  edge  screeds  3/16  thick. 

The  larger  size  header  is  compartmentized  by  means  of  ad¬ 
justable  “Z”  dividers  attached  with  sheet  metal  screws  and 
tack  welded  into  place.  The  construction  is  as  follows:  The 
floor  units  are  first  installed  so  that  there  is  an  edge  bearing 
of  approximately  3".  The  trench  headers  are  then  installed, 
running  pependicular  to  the  regular  floor  units.  There  are 
cut-outs  in  the  lower  plate  of  these  headers.  Concrete  is 
then  poured  over  the  floor  units,  after  the  header  is  installed 
with  cover  plate,  to  a  depth  of  2%  over  the  top  plane  of 
the  cellular  units  and  level  with  the  top  plane  of  the  header. 
The  fireproofing,  which  is  a  comentitious  mixture  of  vermi- 
culite,  is  then  applied  to  the  steel  deck  and  steel  beam  in  the 
following  thickness; 

Flat  plate  &  fluted  (side  &  bottom  section)— %" 
Fluted  (top)  section  —  J” 

Beam  (all  surfaces)  — 

Under  trench  headers,  including  6"  extra  on  each  end  so 
that  for  an  18"  wide  header  the  fireproofing  would  extend 
15"  on  either  side  of  the  center  line  of  the  header.— 1%" 

The  construction  is  in  conformity  with  the  Dwg.  R  4374-12 
and  R  2689,  which  is  on  file  and  is  part  of  the  record. 
INSPECTION  AND  TEST:  A  floor  construction  as  here¬ 
in  described  was  tested  at  the  Underwriters  Laboratories  in 
accordance  with  the  requirements  of  C26-588.0  through  C26- 
590.0  and  C26-609.0  Administrative  Code  and  successfully 
met  the  requirements  of  a  three  hour  fire  resistive  floor  and / 
or  roof  construction.  The  complete  report  is  on  file  and  is 
part  of  the  record. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  9,  1940  and  amended 
at  various  times  through  July  24,  1962  under  Calendar  Num¬ 
ber  448-40-SM  be  reopened  and  amended  so  as  to  include 
the  construction  as  herein  described,  and  in  conformity  with 
Dwgs.  R  4374-12,  R  2689,  which  are  on  file  and  are  part  of 
the  record,  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  July  9,  1940  and  amended  at  various  times 
through  July  24,  1962  under  Calendar  Number  448-40-SM 
be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


685-56-SM 

APPLICANT— Bestwall  Certain-teed  Sales  Corporation, 


owner. 


APPEARANCES—  . 

For  Applicant:  Chester  F.  Abbey  and  V.  J.  Lipmcki. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE—  .  .  „ 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan - ■ - ^ 

N  egative  . 0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
685-56-SM — Amendment  to  resolution  as  to  additional  gyp¬ 
sum  product. 

Bestwall  Certain-teed  Sales  Corp.,  Ardmore,  Pa.,  requested 
that  the  resolution  adopted  March  4,  1958,  and  amended 
through  June  6,  1961,  under  Calendar  Number  685-56-SM 
be  reopened  and  amended  so  as  to  include  an  additional 
gypsum  product. 

USE:  Hard  coat  plaster  for  decorative  finish. 
DESCRIPTION :  The  material  is  a  high  strength  gypsum, 
regular  calcined  gypsum,  lime,  fine  sand  and  additives  that 
have  a  bearing  on  the  setting  time  and  workability. 

The  material  is  applied  to  a  maximum  thickness  of  3/32" 
and  has  a  compressive  strength  of  approximately  2500  p.s.i. 
INSPECTION  AND  TEST:  The  applicant  has  submitted 
reports  of  tests  conducted  by  Pittsburgh  Testing  Labora¬ 
tory  to  show  compliance  with  F.H.A.  requirements. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  4,  1958,  and 
amended  through  June  6,  1961,  under  Calendar  Number 
685-56-SM  be  reopened  and  amended  so  as  to  include  the 
material  known  as  Bestwall  Dens-Cote  for  voluntary  use 
in  New  York  City  as  a  smooth  finish  plaster  coat  on  con¬ 
dition  that  the  requirements  of  the  resolution  adopted  March 
4,  1958  and  amended  through  June  6,  1961  under  Calendar 
Number  685-56-SM  are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


686-56-SM 

APPLICANT — Bestwall  Certain-teed  Sales  Corporation, 
owner. 

APPEARANCES— 

For  Applicant :  Chester  E.  Abbey  and  V.  J.  Lipnicki. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis- 

Negative:  _ 0 

THE  RESOLUTION 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
686-56-SM — Amendment  to  resolution  as  to  use  of  Dens- 
Cote  plaster  with  Bestwall  Gypsum  Lath. 

Bestwall  Certain-teed  Sales  Corp.,  Ardmore,  Pa.,  re¬ 
quested  that  the  resolution  adopted  March  4,  1958,  and 
amended  through  November  20,  1962,  under  Calendar  Num¬ 
ber  686-56-SM  be  reopened  and  amended  so  as  to  permit 
the  use  of  the  material  Dens-Cote  to  be  used  on  the  lath  ap¬ 
proved  under  this  application. 

USE:  Lath  used  as  gypsum  plaster  base. 

DESCRIPTION :  There  has  been  no  change  in  the  lath. 
The  material  Dens-Cote  was  approved  November  19,  1962, 
under  Calendar  Number  685-56-SM  and  is  to  be  applied 
to  the  lath  purely  as  a  finish  and  is  applied  to  a  thickness  of 
not  greater  than  3/32". 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  4,  1958  and 


amended  through  November  20,  1962,  under  Calendar  Num¬ 
ber  686-56-SM  be  reopened  and  amended  so  as  to  permit 
the  use  of  Dens-Cote  as  a  hard  finish  coat  on  the  approved 
lath  on  condition  that  the  material  Dens-Cote  shall  not  be 
used  in  lieu  of  a  required  scratch  or  brown  coat  nor  shall 
its  use  be  construed  as  adding  to  the  fire  resistive  ratings 
previously  granted  on  further  condition  that  the  require¬ 
ments  of  the  resolution  adopted  March  4,  1958  and  amended 
through  November  20,  1962,  under  Calendar  Number  686- 
56-SM  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


841-56-SA 

APPLICANT — American-Standard  Plumbing  and  Heat¬ 
ing  Division,  owner. 

APPEARANCES— 

For  Applicant:  George  D.  Campbell. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker,  Com¬ 


missioner  Klein  and  Commissioner  Nolan _ 4 

Negative:  Commissioner  Fox _ 1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
841-56-SA — Amendment  to  resolution  as  to  additional  trade 
name. 

American-Standard  Plumbing  and  Heating  Division,  re¬ 
quested  that  the  resolution  adopted  March  19,  1957,  and 
amended  at  various  times  through  March  5,  1963  under 
Calendar  Number  841-56-SA  be  reopened  and  amended  so 
as  to  permit  the  approved  oil  burner  to  be  marketed  under 
an  additional  trade  name. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  19,  1957,  and 
amended  at  various  times  through  March  5,  1963  under 
Calendar  Number  841-56-SA  be  reopened  and  amended  so 
as  to  permit  the  approved  American  Standards  Oil  Burner 
Model  DH  to  be  marketed  by  Sears  Roebuck  &  Co.,  under 
the  trade  name  Homart  Model  493.74225  on  condition  that 
the  requirements  of  the  resolution  adopted  March  19,  1957 
and  amended  at  various  times  through  March  5,  1963,  under 
Calendar  Number  841-56-SA  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


655-57-SA 

APPLICANT — Grieve-Hendry  Company,  owner. 

APPEARANCES— 

For  Applicant:  R.  L.  Faber. 
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ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . . . .  5 

Negative:  - -  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
655-57-SA — Grieve-Hendry  Co.,  Chicago,  Illinois,  filed  for 
approval  of  the  appliance  known  as  Grieve-Hendry  Oven 
under  the  provisions  of  the  Paint  Spraying  Rules  of  the 
Board.  The  application  was  subject  for  dismissal  but  was 
removed  from  the  dismissal  list  at  the  request  of  the  appli¬ 
cant. 

USE:  Gas  or  electric  heated  paint  bake  oven  (recirculating 
type). 

DESCRIPTION :  Both  the  gas  and  electric  ovens  are  con¬ 
structed  of  incombustible  walls,  roof  and  floor. 

The  electric  dryer  has  heating  elements  of  either  Ni- 
chrome  or  Iconel  sheathed  tubular  elements.  Th  control 
panel  consists  of  temperature  controller,  motor  starter  and 
heating  element  contactors  —  electrically  interlocked  to 
shut  off  heaters  if  power  to  the  blower  is  interrupted  and 
to  permit  operation  of  the  blower  without  heat,  high-low 
heat  switch.  The  oven  is  also  equipped  with  an  automatic 
door  switch  which  automatically  turns  off  the  heat  and 
blower  when  the  door  is  opened.  A  purge  timer  with  door 
interlock  to  prove  oven  door  is  open  during  the  purge  period. 

The  gas  oven  has  the  same  control  panel  as  the  electric 
oven.  The  heater  used  is  an  Eclipse  Burner,  100%  protected 
with  Factory  Mutual  approved  Minneapolis-Honeywell  elec¬ 
tronic  combustion  control  devices  to  insure  safety.  Push 
button  electric  ignition  is  provided  for  ease  of  operation. 
The  gas  fired  oven  has  the  other  features  that  are  on  the 
electric  heated  ovens,  such  as  the  automatic  door,  switch, 
purge  timer  etc. 

INSPECTION  AND  TEST:  Both  types  of  ovens  were 
inspected  by  Assistant  Engineer  John  A.  Darts.  The  ovens 
were  operated  through  their  entire  range  and  it  was  noted 
that  the  controls  functioned  as  required. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Grieve- 
Hendry  Oven,  Gas  fired  or  Electrically  heated  for  use  in 
New  York  City  on  condition  that  the  installation  shall  com¬ 
ply  with  the  requirements  of  the  Rules  of  the  Board  adop¬ 
ted  under  Calendar  Number  353-30-SR  and  further  that 
all  ovens  bear  a  plate  or  label,  permanently  affixed,  reading, 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  655-57-SA”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


575-58-SA 

APPLICANT— Cook  Machinery  Company,  Inc.,  owner. 

APPEARANCES— 

For  Applicant :  F.  S.  Jackman. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - - - —  5 

Negative:  . . .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
575-58-SA — Amendment  to  resolution  as  to  additional  model 
of  gas  fired  clothes  dryer. 

Cook  Machinery  Co.,  Inc.,  requested  that  the  resolution 
adopted  November  18,  1958,  and  amended  February  21,  1961, 
under  Calendar  Number  575-58-SA  be  reopened  and  amen¬ 
ded  so  as  to  include  additional  Cook  “Tripl-Dri”  Model  222 
gas  fired  clothes  dryer.  Also,  Model  C  222  under  the  trade 
name  ALDRYER. 

USE:  Appliance  for  drying  washed  fabrics  by  the  applica¬ 
tion  of  heat. 

DESCRIPTION:  The  requested  Cook  “Tripl-Dri”  Model 
222  and  the  ALDRYER  Model  C  222  are  basically  the  same 
as  the  previously  approved  Models  37M30  and  37S30.  The 
only  difference  is  in  the  width,  height,  decreased  basket  size 
and  gas  input  of  95,000  BTU. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  18,  1958  and 
amended  February  21,  1961  under  Calendar  Number  575- 
58-SA,  be  reopened  and  amended  so  as  to  include  the  Cook 
“Tripl-Dri”  Model  222  and  ALDRYER  Model  C  222  gas 
fired  clothes  dryer,  on  condition  that  the  requirements  of 
the  resolution  adopted  November  18,  1958  and  amended 
February  21,  1961  under  Calendar  Number.  575-58-SA  be 
complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 
Thomas  W.  Farricker, 
Asst.  Architect 

Committee  on  Test. 

Resolved,  that  the  Board  of,  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


635-59-SM 

APPLICANT — Alarm  Lock  Corporation,  owner. 

APPEARANCES— 

For  Applicant :  Howard  Deutscher  and  Abe  Deutscher. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ _ — - - 5 

Negative:  - - - -  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
635-59-SM — Amendment  to  resolution  as  to  reference  to 
Labor  Law. 

Alarm  Lock  Corp.,  New  York,  requested  that  the  resolu¬ 
tion  adopted  May  24,  1960  and  amended  April  2,  1963,  un¬ 
der  Calendar  Number  635-59-SM  be  reopened  and  amended 
so  as  to  permit  the  device  to  be  used  without  the  restriction 
of  Section  272  Par.  3  of  the  State  Labor  Law. 

USE:  Emergency  lock  for  exit  door. 

DESCRIPTION :  The  device  is  the  same  as  that  approved 
April  2,  1963,  under  Calendar  Number  635-59-SM. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  wording  of  Section  272  Par.  3  of  the  State 
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Labor  Law  permits  the  use  of  the  Model  22-B  on  doors  as 
the  model  permits  the  door  to  be  opened  from  both  sides. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


318-60-SM 

APPLICANT — Salvatore  DeYorgi  for  Goodman  Cinder 
Block  Plant,  owner. 

APPEARANCES— 

For  Applicant:  Joseph  Platzker. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  . . .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
318-60-SM — Salvatore  DeYorgi  for  Goodman  Cinder  Block 
Plant,  Honesdale,  Penna.,  requested  by  letter  that  the  reso¬ 
lution  adopted  July  19,  1960  under  Calendar  Number  318- 
60-SM,  be  reopened  and  amended  so  as  to  include  additional 
size  of  masonry  units. 

USE:  Cinder  Block  used  in  masonry  construction. 
DESCRIPTION :  The  units  are  made  of  the  same  design 
mix  and  on  the  same  equipment  as  the  previously  approved 
units. 

INSPECTION  AND  TEST :  Samples  of  the  units  were 
tested  at  Manhattan  College  in  accordance  with  the  require¬ 
ments  of  the  Masonry  Rules  of  the  Board  and  all  units  com¬ 
plied  with  the  requirements.  The  complete  report  is  on  file 
with  and  is  part  of  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  19,  1960,  under 
Calendar  Number  318-60-SM  be  reopened  and  amended 
so  as  to  include  the  following  size  masonry  units :  solid 
cinder,  4"  x  9"  x  18"  and  6"  x  9"  x  18"  on  condition  that 
the  requirements  of  the  resolution  adopted  July  19,  1960 
under  Calendar  Number  318-60-SM  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 
John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik. 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


843-60-SA 

APPLICANT — General  Electric  Company,  owner. 

APPEARANCES— 

For  Applicant:  Joseph  Kenel. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker,  Com¬ 
missioner  Klein  and  Commissioner  Nolan _  4 

Negative:  Commissioner  Fox _ _  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
843-60-SA — Amendment  to  resolution  as  to  additional  mod¬ 
els  of  clothes  washing  machine. 

General  Electric  Co.,  New  York,  requested  that  the  reso¬ 
lution  adopted  May  22,  1962,  and  amended  through  April 
30,  1963,  under  Calendar  Number  843-60-SA,  be  reopened 
and  amended  so  as  to  include  additional  models  of  automatic 
washers. 

USE:  Automatic  clothes  washing  machines  having  a  capa¬ 
city  of  12  lbs. 

DESCRIPTION :  The  requested  models  are  basically  the 
same  as  the  presently  approved  WC  models,  differing  only 
as  to  styling,  trim,  location  and  design  of  timer  and  coin 
chute  enclosure.  There  has  been  no  change  in  the  water 
supply  or  air  gap  feature  from  the  presently  approved 
models. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  22,  1962,  and  amend¬ 
ed  through  April  30,  1963,  under  Calendar  Number  843-60- 
SA,  be  reopened  and  amended  so  as  to  include  the  additional 
models  of  automatic  washers,  namely  Models  WC570x, 
WC674x,  and  WC 677x,  on  condition  that  the  requirements 
of  the  resolution  adopted  May  22,  1962  and  amended  through 
April  30,  1963,  under  Calendar  Number  843-60-SA  are 
complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


21-61-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 
APPEARANCES— 

For  Applicant :  M.  A.  Gensler. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ _ _  5 


Negative:  _ 

THE  RESOLUTION— 


0 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
21-61-SM — Armstrong  Cork  Company,  Inc.,  Lancaster,  Pa., 
filed  an  application  for  approval  of  the  material  known  as 
Armstrong  F/A  Roofing  Type  400,  Armstrong  Roofing 
Type  600,  and  Armstrong  Deck  Sealer  under  the  provisions 
of  C26-605.0  through  C26-608.0  Administrative  Building 
Code. 


USE:  The  materials  are  to  be  used  as  a  Synthetic  Rubber 
Roof  Covering  and  Deck  Sealer. 

DESCRIPTION :  F/A  400  Roofing  is  a  polychloroprene 
base  with  added  resins,  curing  agents,  pigments  and  solvents 
and  containing  no  oils  or  volatile  plasticizers.  It  is  applied 
in  fluid  form  as  a  roof  covering  in  thickness  ranging  from 
10  to  20  mils. 
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F/A  600  Roofing  is  a  100%  Chlorosulfonated  polyethy¬ 
lene  base  with  added  curing  agents  pigments  and  solvents 
and  containing  no  oils  or  volatile  plasticizers.  It  is  applied 
in  fluid  form  in  thickness  of  5  to  10  mils,  and  comprises  the 
weather  coat  over  the  10  to  20  mils  application  of  Arm¬ 
strong  F/A  roofing. 

Deck  Sealer  is  a  non-staining,  cold  setting  flexible  seal¬ 
ant  having  a  polychloroprene  base  with  added  plasticizers, 
curing  agents,  pigments,  and  containing  no  volatile  oils. 
It  is  applied  as  a  caulking  compound  to  prepare  imperfec¬ 
tions  or  voids  in  roof  decks  which  are  to  receive  applica¬ 
tions  of  Armstrong  F/A  400  and  F/A  600  Roofing. 

The  basic  materials  are  purchased  from  E.  I.  Dupont 
and  the  finished  product  is  produced  by  Armstrong  Cork 
Co.,  in  their  plant  at  Lancaster,  Pa.  The  materials  are  the 
same  as  approved  by  the  Board  under  Calendar  Number 
751-58-SM  under  the  name  Hypalon. 

INSPECTION  AND  TEST:  Various  types  of  construc¬ 
tion,  both  combustible  and  incombustible  covered  with  the 
materials  approved  under  Calendar  Number  751-58-SM, 
except  the  present  applications  call  the  materials  Arm¬ 
strong  F/A  Roofing  Type  400  and  Type  600  and  Deck 
Sealer,  whereas  the  tests  called  the  materials  Neoprene 
and  Hypalon,  which  were  tested  at  Manhattan  College  un¬ 
der  the  provisions  of  C26-605.0  through  C26-608.0  Admini¬ 
strative  Building  Code  and  successfully  met  the  require¬ 
ments.  The  complete  test  report  is  on  file  with  and  is  part 
of  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Armstrong 
F/A  400  Roofing,  Armstrong  F/A  600  Roofing  and  Arm¬ 
strong  Deck  Sealer  as  a  roof  covering  and  sealer,  as  hav¬ 
ing  met  the  requirements  of  C26-605.0  through  C26-608.0 
Administrative  Building  Code,  on  condition  that  each  car- 
ton  or  container  in  which  the  material  is  marketed  shall  be 
labeled,  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  21-61- 
SM”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 

James  B.  Anderson,  Jr. 
Engineer. 

Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


689-61-SA 

APPLICANT— Tangel  Material  Handling  Equipment  In¬ 
corporated,  owner. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan - 5 

Negative:  . . .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
689-61-SA— Tangel  Material  Handling  Equipment  Inc., 
Long  Island  City,  N.Y.,  filed  for  approval  of  the  appliance 
known  as  Teeco  Automated  Fire  Door  Switch  under  the 
provisions  of  C26-191.0  Administrative  Building  Code. 


USE :  Switch  to  permit  a  guillotine  type  fire  door  to  operate. 
DESCRIPTION:  The  switch  is  installed  as  part  of  an 
overhead  monorail  system.  The  switch  is  actuated  by  the 
action  of  the  fire  door  in  that  the  weight  of  the  door,  in 
closing,  automatically  releases  a  hinged  section  of  the  mono- 
rail  system  (switch  portion)  allowing  that  section  of  the 
monorail  system  to  drop  away  and  provides  clear  open  space 
for  the  fire  door  to  close  without  interference. 

The  operation  is  as  follows:  The  guillotine  type  fire  door 
drops  and  strikes  a  horizontal  leg  of  a  pivot  arm  (this  pivot 
arm  consists  of  two  sections  of  flat  steel  welded  at  right 
angles).  In  its  pivoting  action,  the  horizontal  leg  of  the  arm 
pushes  against  a  stud  which  connects  to  a  slide  bolt  which 
slides  within  the  fixed  section  of  the  monorail.  In  its  move¬ 
ment,  the  slide  bolt  withdraws  from  the  hinged  section  of 
the  monorail  and  allows  it  to  drop  out  of  the  way  of  the 
fire  door. 

INSPECTION  AND  TEST :  An  installation  was  inspected 
by  Assistant  Engineer  John  A.  Darts,  at  Mays  Department 
Store,  Brooklyn,  N.Y. 

On  repeated  tests  the  door  closed  as  required  and  it  was 
noted  that  the  design  was  such  that  the  door  could  be 
opened,  by  hand,  after  closing. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Teeco  Auto¬ 
mated  Fire  Door  Switch  for  voluntary  use  in  New  York 
City  when  used  on  a  monorail  system  in  conjunction  with 
only  a  guillotine  type  door  on  codition  that  the  switch  bear 
a  label,  permanently  affixed,  reading,  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  689-61-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standard  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  witih  the  above 
report. 


1702-61-SA 

APPLICANT — Welbilt  Corporation,  owner. 

APPEARANCES— 

For  Applicant :  L.  C.  Armitage. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker,  Com¬ 
missioner  Klein  and  Commissioner  Nolan - 4 

Negative:  Commissioner  Fox - 1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1702-61-SA — Amendment  to  resolution  as  to  additional  do¬ 
mestic  gas  ranges. 

Welbilt  Corp.,  Maspeth,  New  York,  requested  that  the 
resolution  adopted  December  12,  1961,  under  Calendar  Num¬ 
ber  1702-61-SA  be  reopened  and  amended  so  as  to  include 
additional  models  of  domestic  gas  ranges. 

USE:  Domestic  gas  ranges  used  for  cooking  purposes. 
DESCRIPTION:  The  requested  Models  1950  Series  are 
similar  to  the  previously  approved  Model  1312W  except 
for  the  following  variations : 

The  1950  Series  subcounter  units  are  flush  sides  designed 
to  fit  under  counter  top,  between  cabinet  sections,  used  in 
conjunction  with  separate  surface  units  previously  approved 
under  Calendar  Number  1702-61-SA. 


1333 


MINUTES 


MODEL  SAME  AS  1312W  EXCEPT  : 

1951  No  top  burners. 

1952  No  top  burners.  Matchless  oven  ignition  AGA. 

1953  No  top  burners.  Manual  timer,  AGA,  SPEC. 

1954  No  top  burners.  Manual  timer.  Matchless  AGA 
oven  ignition. 

1955  No  top  burners.  Manual  timer.  Oven  window. 
SPEC. 

1956  No  top  burners.  Manual  timer.  Matchless  AGA 
oven  ignition. 

1957  No  top  burners.  Oven  window,  oven  light,  SPEC, 
electric  clock  and  timer. 

1958  No  top  burners.  Oven  window,  oven  light,  AGA 
electric  clock  and  timer.  Matchless  oven  ignition. 

The  1970  Series  recessed  ovens  and  broiler  feature  integral 
top  control  burners.  This  unit  features  flush  top  and  side 
construction  designed  to  fit  between  and  contiguous  with 
counter  cabinets. 

MODEL  SAME  AS  1312W  EXCEPT : 

1971  Flush  sides  and  top.  Top  control. 

*1972  Flush  sides  and  top.  Top  control.  Matchless  oven 
ignition. 

1973  Flush  sides  and  top.  Top  control.  Manual  timer. 
SPEC. 

*1974  Flush  sides  and  top.  Top  control.  Manual  timer. 
Automatic  oven  ignition.  SPEC. 

1975  Flush  sides  and  top.  Top  control.  Manual  timer. 
Oven  window.  SPEC. 

*1976  Flush  sides  and  top.  Top  control.  Manual  timer. 
Automatic  oven  ignition.  SPEC. 

1977  Flush  sides  and  top.  Top  control.  Oven  window 
and  light.  Electric  clock  and  timer.  SPEC. 

*1978  Flush  sides  and  top,  Top  control.  Oven  window 
and  light.  Electric  clock  and  timer.  Matchless 
oven  ignition. 

•Listed :  July  1962  Directory,  page  399. 

•Listed :  July  1963  Directory,  page  391. 

The  1990  Series  units  are  identical  to  the  previously  ap¬ 
proved  Model  1111W  20  inch  ranges  except  that  main  top 
is  squared  and  chrome  framed  to  fit  flush  with  counter  top. 

MODEL  SAME  AS  1111W  EXCEPT : 

1991  Flush  top. 

1992  Flush  top.  Automatic  oven  ignition. 

SUFFIX  IDENTIFICATION  ON  ALL  MODELS 

R  —  Chrome,  C  —  Coppertone,  P  —  Pink,  T  —  Tur¬ 
quoise,  Y  —  Yellow 

ADDITIONAL  SUFFIXES  ON  1970  MODELS 

E  —  Thermal  Eye,  M  —  Simmer  Burners 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  12,  1961,  under 
Calendar  Number  1702-61-SA  be  reopened  and  amended 
so  as  to  include  the  1950  Series,  1970  Series  and  1990  Ser¬ 
ies  Domestic  Gas  Ranges  on  condition  that  the  requirements 
of  the  resolution  adopted  December  12,  1961  under  Calen¬ 
dar  Number  1702-61-SA  be  complied  with.  Further,  that 
installations  shall  comply  with  the  requirements  of  the 
Multiple  Dwelling  Law  and  that  the  appliances  bear  a 
label  permanently  affixed,  reading,  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  1702-61-SA.” 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenariic, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


5-62-SA 

APPLICANT — Pan  Industrial  Corp.,  agent  for  Dry  Clime 

Lamp  Corp.,  owner-manufacturer. 

APPEARANCES— 

For  Applicant :  Henry  Schlittner. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 

with  the  report  and  recommendation  of  Committee  on 

Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _  5 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
5-62-SA — Pan  Industrial  Corp.,  New  York  for  Dry  Clime 
Lamp  Corp.,  Greensburg,  Indiana,  filed  for  approval  of  the 
appliance  known  as  Dri-Quick  Electric  Infra  Red  Industrial 
Section,  Models  1,  2  and  4  under  the  provisions  of  C26-191.0 
Administrative  Building  Code. 

USE:  Infra-Red  Bake  oven. 

DESCRIPTION :  The  Dri-Quick  industrial  sections  are 
modular  in  design,  which  permits  the  complete  assembly  of 
panels  of  multiple  sizes  of  1014  "  x  42". 

The  outside  shell  of  each  individual  section  is  made  of 
formed  steel,  designed  with  wiring  channels  running  the 
full  length  of  each  individual  section. 

Each  section  uses  four  reflectors  (aluminum  or  stainless 
steel)  and  four  ceramic  generators  which  are  furnished  in 
500,  650,  750  or  1000  watts.  Each  individual  ceramic  genera¬ 
tor  is  mounted  on  a  steel  plate,  and  is  designed  to  be  assem¬ 
bled  through  the  wiring  channel  located  on  the  back  of  each 
through  the  wiring  channel  located  on  the  back  of  each 
individual  section.  The  ceramic  generator  is  made  up  of  an 
electrical  refractory  core  wound  with  a  resistive  coil  pro¬ 
duced  of  80%  nickel  and  20%  chrome  alloy.  The  coil  leads 
are  connected  to  two  specially  designed  nickel  chrome  butt 
connectors  projecting  from  the  rear  portion  of  the  ceramic 
core. 

The  radiant  area  of  each  individual  generator  is  22  sq. 
inches. 

In  the  oven,  the  drying  section  is  vented  to  the  outer  air 
and  there  is  no  recirculation  within  the  drying  oven. 
INSPECTION  AND  TEST:  An  oven  composed  of  the 
Dri  Quick  sections  was  inspected  by  Assistant  Engineer 
John  A.  Darts,  at  471  Broadway,  N.Y. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval,  for  voluntary  use  in  New  York  City, 
of  the  appliance  known  as  Dri  Quick  Electric  Infra-Red 
Industrial  Section  as  a  component  part  of  a  paint  drying 
oven  on  condition  that  the  oven  shall  be  so  constructed  and 
ventilated  that  there  shall  be  no  recirculating  of  air  within 
the  oven  proper ;  that  all  installations  comply  with  the  re¬ 
quirements  of  the  Paint  Spray  rules  adopted  under  Calendar 
Number  353-30-SR;  that  all  the  electrical  equipment  be 
installed  in  accordance  with  Rule  4.3.2.1  of  the  rules  adop¬ 
ted  under  Calendar  Number  353-30-SR;  that  all  plans  sub¬ 
mitted  to  the  Department  of  Buildings  showing  the  proposed 
use  of  this  appliance  shall  be  marked,  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  5-62-SA”,  and  each  oven  shall  be 
similarly  labeled  with  a  permanently  affixed  label. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report 
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303-62-SA 

APPLICANT— Adco  Company  agent  for  Armstrong  Pro¬ 
ducts  Corporation,  owner. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  box,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  -  2 

Negative:  _ _ _ _ _  ^ 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
303-62-SA— Adco  Company  for  Armstrong  Products  Corp., 
Huntington,  West  Virginia,  filed  for  approval  of  the  appli¬ 
ance  known  as  Armstrong  Hermetic  Gas  Fired  Vented  Wall 
Furnace  Models  410,  417,  425  and  435  under  the  provisions 
of  Article  12,  Chapter  26,  of  the  Administrative  Building 
Code  and  pertinent  sections  of  the  Multiple  Dwelling  Law 
and  Code. 

USE:  A  wall  mounted  gas  fired  room  heater. 
DESCRIPTION:  The  Armstrong  Hermetic  Gas  Fired 
Vented  Wall  Furnace  is  designed  so  that  no  combustion 
products  are  discharged  into  the  room  being  heated. 

The  unit  is  mounted  on  the  inside  of  an  exterior  wall  with 
the  flue  and  air  intake  ducts  installed  concentrically  through 
the  wall  so  that  all  combustion  air  is  taken  from  the  out¬ 
side  through  the  outer  duct  and  the  flue  products  are  dis¬ 
charged  outdoors  through  the  inner  duct.  A  balanced  draft 
venting  cap  is  attached  to  the  concentric  flues  outside  the 

building.  .  . 

The  combustion  chamber  and  flue  ducts  are  of  aluminized 
steel.  The  burner  is  an  atmospheric  type  made  of  cast  iron. 

The  Models  410  and  417  have  a  3"  flue  duct  diameter  and 
the  Models  425  and  435  a  4"  flue  duct  diameter. 

The  heat  input  for  the  Model  410  is  10,000  BTU  per 
hour;  for  the  Model  417,  17500  BTU  per  hour;  for  the 
Model  425,  25,000  BTU  per  hour;  and  for  the  Model  435, 
35,000  BTU  per  hour. 

When  the  suffix  S6  is  used  in  the  model  designation  it 
indicates  a  Honeywell  safety  pilot  is  used;  ST4  shows 
Honeywell  safety  pilot  and  built  in  thermostat;  ST5  shows 
Honeywell  safety  pilot  and  wall  thermostat. 

INSPECTION  AND  TEST:  All  data  submitted  was  ex¬ 
amined  by  Assistant  Engineer  George  F.  Sklenarik. 

These  heaters  were  tested  and  approved  by  the  American 
Gas  Association. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Armstrong 
Hermetic  Gas  Fired  Vented  Wall  Furnace  Models  410,  417, 
425  and  435  with  suffix  S6,  ST4  or  ST5  for  use  in  New 
York  City  when  installed  in  accordance  with  this  report 
and  the  provisions  of  Article  12,  Chapter  26,  Administrative 
Building  Code  and,  in  addition,  when  installed  in  multiple 
dwellings  in  accordance  with  the  pertinent  sections  of  the 
Multiple  Dwelling  Law  and  Code  provided  that  each  heater 
shall  bear  a  label,  permanently  affixed,  reading,  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Calendar  Number  303-62-SA”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  .that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


460-62-SM 

APPLICANT — Zonolite  Company,  owner. 

APPEARANCES— 

For  Applicant :  Gerald  R.  Caplan. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker,  Com¬ 
missioner  Klein  and  Commissioner  Nolan  -  4 

Negative:  Commissioner  Fox  - -  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

460-62-SM— Zonolite  Company,  Chicago,  Illinois,  filed  for 
approval  of  the  material  known  as  Zonolite  Insulating  Con¬ 
crete  under  the  provisions  of  C26-588.0  through  C26-590.0, 
C26-628.0  and  619.0.  Administrative  Building  Code. 

USE:  Incombustible  roof  fill  for  use  over  an  incombustible 
structural  roof. 

DESCRIPTION :  The  insulating  concrete  consists  of  Zono¬ 
lite  Vermiculite  (approved  under  Calendar  Number  581-48- 
SM),  cement  and  water  mixed  in  the  proportion  of  1  part 
of  cement  to  6  parts  of  vermiculite  by  volume,  and  sufficient 
water  to  make  a  workable  mix.  The  compressive  strength 
of  this  mix  is  in  the  125  to  200  p.s.i. 

INSPECTION  AND  TEST:  The  insulating  concrete  was 
tested  at  the  Underwriters’  Laboratories  in  conjunction  with 
a  structural  steel  deck. 

Two  systems  were  tested  and  shall  be  designated  as  I  and 
II: 

System  I— consists  of  a  steel  deck  similar  to  Cofar  or 
Tufcor  as  manufactured  by  Granco  Steel  Products  Com¬ 
pany  (approved  by  the  Board)  with  a  topping  of  Zonolite 
Insulating  Concrete  poured  to  a  depth  of  2  above  the  top 
plane  of  the  deck  and  the  under  side  of  the  deck  protected 
by  %"  Vermiculite  acoustical  plastic,  as  shown  in  Dwg. 
R3414-13.  This  construction  successfully  met  the  require¬ 
ments  of  a  two  hour  fire  resistive  floor  construction. 

System  II— consists  of  cellular  roof  deck  units  with  a 
topping  of  IV2"  of  reinforced  vermiculite  concrete  poured 
over  the  top  plane  of  the  cellular  units.  The  under-side  of 
the  deck  is  unprotected.  A  steel  beam,  used  as  the  support¬ 
ing  member  for  the  deck,  was  protected  by  %"  of  vermicu¬ 
lite  plaster  applied  to  metal  lath  that  cages  the  beam.  The 
construction  is  in  accordance  with  Dwg.  R2773  which  is  on 
file  with  and  part  of  the  record.  This  construction  success¬ 
fully  met  the  requirements  of  a  1  Y2  hour  fire  resistive  floor 
and/or  roof  construction. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Zonolite  In¬ 
sulating  Concrete  as  an  insulating  fill,  not  to  be  considered 
as  a  structural  component  of  the  deck,  and  further  the  ma¬ 
terial  may  be  used  in  conjunction  with  deck  as  herein  de¬ 
scribed  under  Systems  I  and  II  as  a  two-hour  fire  resistive 
floor  and/or  roof  and  a  one  and  one-half  hour  fire  resistive 
floor  and/or  roof  construction  respectively.  The  Committee 
further  recommends  that  the  construction  may  be  used  in 
Class  II  structures  as  a  fire  resistive  floor  and/or  roof  con¬ 
struction  under  the  provisions  of  C26-619.0  Administrative 
Building  Code  and  also  may  be  used  in  Class  I  structures 
when  the  system  is  protected  by  means  of  an  approved 
three-hour  ceiling  as  permitted  under  C26-619.0  Administra¬ 
tive  Building  Code.  The  Committee  further  recommends 
that  all  plans  submitted  to  the  Department  of  Buildings 
showing  the  proposed  use  of  this  construction  shall  be  lab¬ 
eled  “Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Calendar  Number  460-62-SM”, 
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and  further  that  all  bags  in  which  the  material  is  marketed 
shall  be  similarly  marked. 

(Sgd.)  William  A.  Nolan, 

Director 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


806-62-SM 

APPLICANT — Bird  and  Son,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  James  W.  Jackson. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . . . .  5 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
806-62-SM — Bird  and  Son  Inc.,  Walpole,  Mass.,  filed  for 
approval  of  the  material  known  as  Bird  Nepolon  N  and 
Nepolon  H  Synthetic  Rubber  Roof  Coating  under  the  pro¬ 
visions  of  C26-605.0  through  C26-608.0  Administrative  Build¬ 
ing  Code. 

USE:  Roof  covering. 

DESCRIPTION :  The  material  Nepolon  N  is  a  synthetic 
rubber  known  as  neoprene  in  solvent  solution  with  curing 
agents,  resins  and  pigments  and  is  applied  wet  to  yield  a 
covering  of  10-20  mils  in  thickness. 

Nepolon  H  is  also  synthetic  rubber  and  chemically  it  is 
chlorosulphonated  polyethylene  in  solvent  solution  with  cur¬ 
ing  agents,  resins  and  pigments  and  is  applied  to  a  thickness 
of  5-10  mils  over  the  10-20  mils  of  Nepolon  N. 

The  material  Nepolon  H  is  the  same  material  as  approved 
by  the  Board  under  Calendar  Number  751-58-SM  under  the 
name  Hypalon. 

INSPECTION  AND  TEST :  Various  types  of  roof  con¬ 
struction,  both  combustible  and  incombustible  covered  with 
the  materials  approved  under  Calendar  Number  751-58-SM, 
except  that  the  present  applications  calls  the  materials 
Nepolon  N  and  Nepolon  H  whereas  the  tests  called  the 
materials  Neoprene  and  Hypalon,  were  tested  at  Manhattan 
College  under  the  provisions  of  C26-605.0  through  C26-608.0 
Administrative  Building  Code,  and  successfully  met  the 
requirements. 

The  complete  report  is  on  file  with  and  is  part  of  the 
record. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Bird  Nepolon 
N  and  Nepolon  H  Synthetic  Rubber  Roof  Coating  for  vol¬ 
untary  use  in  New  York  City  as  a  roof  covering  as  having 
met  the  requirements  of  C26-605.0  through  C26-608.0  Ad¬ 
ministrative  Building  Code  on  condition  that  each  carton 
or  container  in  which  the  material  is  marketed  shall  be 
labeled,  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  806- 
62-SM”. 


(Sgd.)  William  A.  Nolan, 

Director. 


John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


832-62-SA 

APPLICANT — Eoconomics  Lab  Incorporated,  owner. 
APPEARANCES— 

For  Applicant :  M.  De  Polo. 

ACTION  OF  BOARD — -Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  . . . .  S 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
832-62-SA — Economics  Lab  Inc.,  St.  Paul,  Minn.,  filed  for 
approval  of  the  appliance  known  as  Mikro-Spray,  Models 
B,  C  and  E,  under  the  provisions  of  the  Submerged  Inlet 
Rules  of  the  Board. 

USE:  Appliance  to  inject  a  controlled  quantity  of  liquid 
detergent. 

DESCRIPTION :  The  appliance  consists  of  a  modified 
venturi  type  pressure  differential  unit  installed  in  a  vacuum 
protected  water  line.  A  small  quantity  of  water  is  by-passed 
through  the  high  pressure  port  of  the  venturi  into  the  top 
of  the  detergent  reservoir.  The  water  forms  a  layer  on  top 
of  the  detergent  in  this  reservoir.  Incoming  water  displaces 
the  liquid  detergent  in  the  reservoir,  forcing  it  through  the 
low  pressure  port  of  the  venturi  and  through  a  metering 
valve  before  it  is  mixed  with  the  water  flowing  through 
the  water  line.  A  hose  and  nozzle  are  attached  downstream 
from  the  venturi  unit  and  the  detergent  solution  is  then 
sprayed  by  this  means. 

All  three  models  operate  in  the  above  manner.  The  differ¬ 
ence  in  the  models  consists  only  in  the  arrangement  of  com¬ 
ponents  and  the  amount  of  accessory  equipment  used. 
Model  B — A  portable  unit  with  the  venturi,  a  remote  48  oz. 
reservoir,  hose  reel  and  hose,  all  mounted  in  a  cabinet 
mounted  on  casters. 

Model  C— -A  permanently  mounted  wall  unit  consisting  of 
the  venturi,  a  remote  48  oz.  reservoir  and  hose  hanger. 
Model  E — A  permanently  mounted  wall  unit  consisting  of 
the  venturi  mounted  on  a  small  cabinet  which  houses  an  8 
oz.  reservoir,  attached  directly  to  the  venturi. 

INSPECTION  AND  TEST — Details  of  construction  were 
inspected  by  test  engineer  J.  A.  Darts. 

RECOMMENDATION'  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Mikro-Spray, 
Models  B,  C  and  E,  for  voluntary  use  in  New  York  City 
under  the  provisions  of  C26-191.0  Administrative  Building 
Code,  as  a  rinse  injector  on  condition  that  the  device  be 
protected  by  an  approved  vacuum  breaker  and  check  valve 
installed  in  accordance  with  the  requirements  of  the  Sub¬ 
merged  Inlet  Rules  of  the  Board,  and  further  that  the  ap¬ 
pliance  bear  a  label  permanently  affixed  reading  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  No.  832-62-SA”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 
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910-62-SA 

APPLICANT— Johnson  Furnace  Company,  owner. 

APPEARANCES— 

For  Applicant :  Robert  Crombie. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE—  . 

Affirmative :  Chairman  Foley, .  Commissioner  Fox,  Com- 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  -  5 

Negative:  -  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
910-62-SA— Johnson  Furnace  Co.,  owner-manufacturer,  Bel¬ 
levue,  Ohio,  filed  for  approval  of  the  appliance  known  as 
Airease  Gas  Fired  Unit  Heater,  Models  KMS-65,  KMS-80, 
KMS-100,  KMS-130,  KMS-160,  KMS-200,  KMS-260  and 
KMS-320 ;  also  to  be  marked  for  the  Adams  Manufactur¬ 
ing  Co.,  Cleveland,  Ohio,  under  the  trade  name  Adams 
Speedflame,  Models  AU-65,  AU-85,  AU-100,  AU-130,  AU- 
160,  AU-200,  AU-260  and  AU-320  for  use  in  New  York 
City  under  the  provisions  of  Article  12,  Chapter  26,  Ad¬ 
ministrative  Building  Code. 

USE:  Gas  fired  unit  heater  for  commercial  and  industrial 

use. 

DESCRIPTION :  The  gas  fired  unit  heater  is  designed  for 
suspended  mounting.  The  unit  consists  of  a  21  gauge  steel 
casing  with  double  baked  enamel  finish.  There  are  two 
louver  assemblies  either  of  which  can  be  easily  interchanged 
with  bottom  panels  for  downward  discharge.  The  individual 
heating  sections  are  electrically  welded  18  gauge  cold  rolled 
steel  or  aluminized  steel.  The  multiple  sections  are  joined  to 
a  common  flue  collector  and  burner  compartment.  The  cast 
iron  burners  are  shell  moulded  and  have  a  stainless  steel 
burner  ribbon  insert.  There  are  individual  burners  for  each 
heat  exchanger  section. 

The  draft  diverter  is  totally  enclosed  and  has  a  top  outlet 
for  flue  connection.  Mounted  on  top  of  casing  is  a  totally 
enclosed  motor  with  a  propeller  fan  and  fan  guard.  Open¬ 
ings  are  provided  in  casing  on  rear  of  top  for  wiring  on  left 
side  and  gas  piping  on  right  side.  The  units  are  completely 
wired  and  assembled  at  the  factory.  Only  gas,  electric  and 
flue  connection  is  required  to  put  units  into  operation.  On 
the  gas  line  enclosed  in  casing  is  a  combination  gas  valve 
(choice  of  120  volt  or  24  volt  controls)  and  a  manifold. 
Within  the  casing  is  the  fan  switch,  limit  switch  and  junc¬ 
tion  box. 

The  controls  are  as  follows :  A  standard  24  volt  gas  control, 
with  100%  gas  shutoff  if  pilot  extinguishes.  A  standing 
pilot:  Each  unit  has  an  automatic  limit  control  to  prevent 
overheating  of  unit,  due  to  fan  failure  or  other  abnormal 
causes.  An  automatic  fan  control  to  start  and  stop  fan, 
depending  on  temperature  of  heated  air.  The  unit  capacities 
are  obtained  by  varying  the  number  of  heat  exchangers  and 
burner  sections. 

The  Johnson  and  Adams  gas  fired  unit  heaters  have  been 
AGA  approved  for  installation  with  clearance  to  combusti¬ 
ble  material  as  follows;  rear,  sides  and  bottom — 6";  casing 
top  12";  also  AGA  approved  for  installation  in  hangars  or 
garages  with  minimum  distance  of  8'  between  floor  and  bot¬ 
tom  of  heat  exchanger. 

INSPECTION  AND  TEST:  Details  of  construction  were 
examined  by  Asst.  Architect  T.W.  Farricker. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Airease  Gas 
fired  Unit  Heater,  Models  KMS-65,  KMS80,  KMS-100, 
KMS-130,  KMS-160,  KMS-200,  KMS-260  and  KMS-320; 
also  to  be  marked  for  the  Adams  Manufacturing  Co.,  Cleve¬ 
land,  Ohio,  under  the  trade  name  Adams  Speedflame,  Mod¬ 
els  AU-65,  AU-85,  AU-100,  AU-130,  AU-160,  AU-200,  AU- 


260,  and  AU-320  for  use  in  New  York  City,  when  installed 
in  accordance  with  Article  12,  Chapter  26,  Administrative 
Building  Code,  on  condition  that  each  unit  shall  be  installed 
so  that  its  base  is  at  8'-0"  above  the  floor  level,  and  a  40-40 
mesh  bronze  screen  shall  entirely  cover  the  combustion  air 
intake  and  further,  that  the  appliance  bear  a  label  or  plate, 
permanently  affixed,  reading,  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 

Cal.  No.  910-62-SA.”  A  XT 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

Thomas  W.  Farr'cker, 
Asst.  Architect. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


981-62-SM 

APPLICANT— Beskote  Division  Metropolitan  Roofing 
Supplies  Company  Incorporated,  owner ;  F rank  J .  Coote, 
agent. 

APPEARANCES—  ,  T  _ 

For  Applicant:  Geo.  J.  Cavalieri  and  Frank  J.  Coote. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE—  .  .  _ 

Affirmative:  Chairman  Foley,  Commissioner  t ox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - 5 

Negative :  _ ® 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

981-62-SM— Beskote  Division  Metropolitan  Roolng  Sup¬ 
plies  Co.,  Inc.,  Bronx,  New  York,  filed  for  approval  of 
the  material  known  as  Beskote  Plastic  Flashing  under  the 
provisions  of  C26-191.0  Administrative  Building  Code. 
USE:  Flashing  material. 

DESCRIPTION:  The  material  is  a  non  reinforced  poly 
vinyl  plastic  material  composed  of  elastomeric  substances 
which  have  been  reduced  to  a  thermoplastic  state  and  then 
extruded  into  a  continuous  sheet.  The  product  is  furnished 
in  two  gauges,  10  gauge  weighing  11  ozs.  per  sq.  yd.  and 
20  gauge  weighing  22  ozs.  per  sq.  yd. 

INSPECTION  AND  TEST:  Samples  of  the  material 
were  inspected  by  Assistant  Engineer  John  A.  Darts.  The 
applicant  has  also  submitted  reports  of  tests  conducted  by 
Konstandt  Laboratories  to  show  compliance  with  F.H.A. 
“Test  Procedure  for  Built-in  Flashing  Material”  and  Fed¬ 
eral  Specification  CCC-T-191B.  The  material  successfully 
met  all  requirements. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Beskote  Plas¬ 
tic  Flashing  for  voluntary  use  in  New  York  City  as  a 
flashing  material  under  the  provisions  of  C26-191.0  Admini¬ 
strative  Building  Code  on  condition  that  all  cartons  or 
wrappers  in  which  the  material  is  marketed  shall  be  labeled, 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  981-62-SM”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


982-62-SM 

APPLICANT — Beskote  Division  Metropolitan  Roofing 
Supplies  Company,  Incorporated. 

APPEARANCES— 

For  Applicant:  Geo.  J.  Cavalieri  and  Frank  J.  Coote. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _  5 

Negative:  _  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

982-62-SM — Beskote  Division  Metropolitan  Roofing  Sup¬ 
plies  Co.,  Inc.,  Bronx,  New  York,  filed  for  approval  of  the 
material  known  as  Beskote  Copper-Asphalt  Flashing  under 
the  provisions  of  C26-191.0  Administrative  Building  Code. 

U  SE :  Flashing  material. 

DESCRIPTION :  The  material  consists  of  copper  core 
(2,  3,  5  or  7  ozs.  per  sq.  ft.)  protected  on  both  sides  with 
an  asphaltic  coating.  The  minimum  weight  of  the  coating 
is  6  oz.  per  sq.  ft. 

INSPECTION  AND  TEST:  Samples  of  the  material 
were  inspected  by  Assistant  Engineer  J.  A.  Darts. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Beskote  Cop¬ 
per-Asphalt  Flashing  for  voluntary  use  in  New  York  City 
as  a  flashing  material  under  the  provisions  of  C26-191.0 
Administrative  Building  Code  on  condition  that  the  cartons 
or  wrappers  in  which  the  material  is  marketed  shall  be 
labeled,  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  982-62- 
SM”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenariic, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


983-62-SM 

APPLICANT — Beskote  Division,  Metropolitan  Roofing 
Supplies  Company,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Geo.  J.  Cavalieri  and  Frank  J.  Coote. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan _ 5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

983-62-SM — Beskote  Division  Metropolitan  Roofing  Sup¬ 
plies  Co.,  Inc.,  Bronx,  New  York,  filed  for  approval  of  the 
material  known  as  Beskote  Copper-Fabric  Flashing  under 
the  provisions  of  C26-191.0  Administrative  Building  Code. 


USE:  Flashing  material. 

DESCRIPTION :  The  material  consists  of  five  plies,  the 
first  ply  consist  of  asphalt  saturated  cotton  fabric  which  is 
bonded  to  the  second  ply  which  is  a  ductile  mastic  which  is 
bonded  to  a  copper  sheet  (2,  3,  5  or  7  ozs.  per  sq.  ft.). 
The  fourth  and  fifth  plies  are  the  same  as  the  second  and 
first  plies. 

INSPECTION  AND  TEST :  Samples  of  the  material  were 
inspected  by  Assistant  Engineer  John  A.  Darts. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Beskote  Cop¬ 
per-Fabric  Flashing  for  voluntary  use  in  New  York  City  as 
a  flashing  material  under  the  provisions  of  C26-191.0  Ad¬ 
ministrative  Building  Code  on  condition  that  all  cartons  or 
wrappers  in  which  the  material  is  marketed  shall  be  labeled, 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  983-62-SM”. 

(Sgd.)  William  A.  Nolan, 

Director. 
John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenariic, 

Assistant  Engineer. 
Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

984-62-SM 

APPLICANT — Beskote  Division  Metropolitan  Roofing 
Supplies  Company,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant :  Geofl  J.  Cavalieri  and  Frank  J.  Coote. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

984-62-SM — Beskote  Division  Metropolitan  Roofing  Sup¬ 
plies  Co.,  Inc.,  Bronx,  New  York,  filed  for  approval  of  the 
material  known  as  Beskote  Copper-Paper  Flashing  under 
the  provisions  of  C26-191.0  Administrative  Building  Code. 
USE:  Flashing  material. 

DESCRIPTION :  The  material  is  either  single  or  double 
bonded.  The  single  bonded  flashing  consists  of  a  copper 
sheet  (1,  2  or  3  ozs.  per  sq.  ft.)  which  is  asphalt  bonded 
on  one  side  to  a  heavyweight  waterproofed  crepe  paper. 

The  double  bonded  flashing  consists  of  a  copper  sheet 
(1,  2,  3  or  5  ozs.  per  sq.  ft.)  which  is  asphalt  bonded  on 
two  faces  to  heavy  asphalt  saturated  crepe  paper. 
INSPECTION  AND  TEST :  Samples  of  the  material  were 
inspected  by  Assistant  Engineer  John  A.  Darts. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Beskote  Cop¬ 
per-Paper  Flashing  for  voluntary  use  in  New  York  City 
as  a  flashing  material  under  the  provisions  of  C26-191.0 
Administrative  Building  Code  on  condition  that  all  cartons 
or  wrappers  in  which  the  material  is  marketed  shall  be  lab¬ 
eled,  “Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Calendar  Number  984-62-SM”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1002-62-SM 

APPLICANT— Brown  and  Grist,  Incorporated,  owner; 
Asco  Window  Corp,  agent. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - - - -  5 

N  egative :  .  ^ 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1002-62-SM— Brown  and  Grist  Inc.,  Newport  News,  Vir¬ 
ginia,  filed  for  approval  of  the  material  known  as  B  &  G 
Windows,  Type  W  and  AM  under  the  provisions  of  C26- 
650.0  Administrative  Building  Code. 

USE:  An  aluminum  window. 

DESCRIPTION  :  The  Type  W  window  is  an  awning  type 
window  adaptable  to  various  combinations  of  fixed  and 
operating  vents.  The  operating  vents  are  made  to  open  out¬ 
wardly  but  a  hopper  type  window  is  available  in  which  the 
lowest  vent  opens  inwardly. 

The  window  frame  members  and  vent  sections  are  made 
of  6063T6  extruded  aluminum  alloy  with  tensile  strength 
of  22000  p.s.i.  and  with  melting  point  over  1100°F.  Frame 
members  are  2%  inches  deep  by  %  inch  thick.  Vent  mem¬ 
bers  are  1  3/32  inches  deep,  hopper  vent  members  are 
1  11/32  inches  deep.  The  meeting  rail  between  each  vent  is 
mortise  and  tenon  and  securely  riveted  to  the  jamb  frame 
member  becoming  part  of  the  window  frame.  Windows  are 
weather-stripped  with  extruded  vinyl  stripping  recessed  into 
the  covers  and  meeting  rails. 

The  windows  are  manually  operated  and  hardware  is  de¬ 
signed  so  that  the  vents  remain  in  any  desired  open  position 
—up  to  70°— without  applied  friction.  Applied  manual  pres¬ 
sure  to  the  bottom  vent  is  transmitted  to  two  specially  de¬ 
signed  non-ferrous  operating  bars  with  aluminum  slide  pins 
fitted  into  stainless  steel  tracks  thereby  causing  the  upper 
vents  to  operate  in  unison  with  the  bottom  vent.  A  push 
button  lock  is  located  in  the  sill. 

The  Type  AM  windows  are  similar  to  the  Type  W  but 
are  made  with  aluminum  tracks  and  have  stainless  steel 
slide  pins.  They  also  have  larger  individual  vents  than  the 
Type  W  window  and  the  frame  members  are  3V. 2  inches 
deep  and  %  inch  thick  while  vent  members  are  2%  inches 
deep  and  %  inch  thick. 

INSPECTION  AND  TEST:  A  Type  W  window  was 
tested  at  Pittsburgh  Testing  Laboratories  for  wind  infiltra¬ 
tion  and  load  deflection. 

The  infiltration  tests  conducted  at  equivalent  wind  velocities 
of  25  mph  and  50  mph  with  results  of  .056  and  .128  cfm 
per  foot  of  crack  perimeter  respectively. 

A  20  pound  load  test  for  horizontal  deflection  registered 
.164  inch.  A  15  pound  uniform  load  test  produced  a  deflec¬ 
tion  of  .083  inch. 

There  was  no  failure  of  the  hardware  when  tested  at  a  load 
equivalent  to  a  wind  velocity  of  50  mph. 

The  window  met  the  requirements  of  the  Aluminum  Win¬ 
dow  Manufacturers  Association,  Specification  A-A2. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  B  and  G 
Windows,  Type  W  and  Type  AM  for  use  in  New  York 


City  under  the  provisions  of  C26-650.0  Administrative  Build¬ 
ing  Code  on  condition  that  the  windpw  shall  not  be  in¬ 
stalled  in  locations  wherein  a  fire  resistive  window  is  re¬ 
quired.  Each  window  shall  bear  a  label,  permanently  affixed, 
reading  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  No.  1002-62-SM.” 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1050-62-SM 

APPLICANT— Afco  Products  Incorporated,  owner;  Bur¬ 
ton  Goldstein,  Agent. 

APPEARANCES— 

For  Applicant:  S.  M.  Friedberg. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . . —  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1050-62-SM — Afco  Products  Inc.,  Cambridge,  Mass.,  filed 
for  approval  of  the  material  known  as  Afco  Copper  Fabric 
Flashing ;  Cop-A-Cote,  Cop-A-Bond,  Cop-A-Bond  Duplex. 
Cop-A-Lead  Bond  and  Cop-A-Lead  Duplex  under  the  pro¬ 
visions  of  C26-191.0  Administrative  Building  Code. 

USE:  Flashing  material. 

DESCRIPTION :  1.  Copper-Fabric 

AFCO  COPPER  FABRIC  FLASHING:  A  full  sheet  of 
copper  bonded  to  and  between  layers  of  asphalt  impregnated 
cotton  fabric  by  means  of  an  asphalt  mastic  and  is  crimped 
with  crosswise  parallel  grooves.  The  copper  core  is  a  full 
sheet  of  copper  ranging  in  weight  from  2  to  7  ozs.  per 
square  foot. 

The  bonding  asphalt  mastic  is  made  from  selected  asphalts 
and  suitable  vehicle  with  mechanically  incorporated  asbestos 
fibres  to  provide  a  tough  elastic  bond. 

The  impregnated  cotton  fabric  is  a  coarsely  woven  cotton 
fabric  thoroughly  impregnated  with  a  highly  specialized 
asphalt. 

The  entire  combination  is  crimped  under  pressure  and  cross¬ 
wise  parallel  grooves  are  formed  which  facilitate  drainage. 

2.  Copper-Coated 

COP-A-COTE:  A  sheet  of  copper  coated  on  both  sides 
with  a  flexible  rubbery  asphalt  compound. 

The  copper  core  is  a  full  sheet  of  copper  ranging  in  weight 
from  2  to  7  ozs.  per  square  foot. 

The  asphalt  coating  is  a  bituminous  compound  so  formu¬ 
lated  to  produce  a  waterproof  coating  which  is  acid  and 
alkali  proof  and  also  flexible  and  rubbery  like.  The  com¬ 
pound  is  applied  only  in  the  manufacturer’s  plant. 

3.  Copper-Paper 

COP-A-BOND :  A  sheet  of  copper  bonded  on  one  side  by 
asphalt  to  a  waterproofed  creped  Kraft  paper. 

The  copper  facing  is  a  full  sheet  of  copper  ranging  in  weight 
from  1  to  3  ozs.  per  square  foot. 
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The  copper  is  combined  to  the  paper  with  asphalt  under 
heat  and  pressure. 

The  paper  backing  is  a  waterproof  creped  Kraft  paper. 
COP-A-BOND  DUPLEX :  A  sheet  of  copper  bonded  to 
and  between  two  layers  of  waterproofed  creped  Kraft  paper. 
The  copper  core  is  a  full  sheet  of  copper  ranging  in  weight 
from  1  to  5  ozs.  per  square  foot. 

The  copper  core  is  combined  to  the  covering  with  asphalt 
under  heat  and  pressure. 

The  covering  is  a  waterproof  creped  Kraft  paper. 

4.  Copper  and  Lead — Paper 

COP-A-LEAD  BOND :  A  multi-ply  lamination  of  copper 
and  lead  bonded  to  a  reinforced  waterproof  creped  paper 
backing. 

The  copper  facing  is  a  full  sheet  of  copper  which  is  bonded 
by  asphalt  to  a  full  sheet  of  lead.  The  thickness  of  the  com¬ 
bined  sheets  of  metal  range  from  .002  to  .010  inches. 

The  metal  lamination  is  combined  to  the  covering  with  as¬ 
phalt  under  heat  and  pressure. 

The  covering  is  a  waterproofed  creped  Kraft  paper  which 
is  reinforced  with  an  interspersing  of  fiberglass. 
COP-A-LEAD  DUPLEX:  A  multiply  lamination  of  cop¬ 
per  and  lead  covered  on  both  sides  with  a  reinforced  water¬ 
proof  creped  Kraft  paper. 

The  metal  core  is  a  full  sheet  of  copper  which  is  bonded  by 
asphalt  to  a  full  sheet  of  lead.  The  thickness  of  the  combined 
sheets  of  metal  ranges  from  .002  to  .010  inches. 

The  metal  core  is  combined  to  the  covering  with  asphalt 
under  heat  and  pressure. 

The  covering  is  a  waterproofed  creped  Kraft  paper  which 
is  reinforced  with  an  interspersing  of  fiberglass. 
INSPECTION  AND  TEST:  Samples  of  the  material 
were  examined  by  Asst.  Engr.  J.  A.  Darts. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Afco  Copper 
Fabric  Flashing ;  Cop-A-Cote,  Cop-A-Bond,  Cop-A-Bond 
Duplex,  Cop-A-Lead  Bond  and  Cop-A-Lead  Duplex  for 
voluntary  use  in  New  York  City  as  a  flashing  material  on 
condition  that  all  cartons  or  wrappers  in  which  the  material 
is  marketed  shall  be  labeled  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  1050-62-SM”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenariic, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


11-63-SA 

APPLICANT— Federal  Boiler  Company,  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant :  Edward  King. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  _  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ _ - - -  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
11-63-SA — Federal  Boiler  Co.,  Inc.,  Midland  Park,  New 


Jersey,  filed  for  approval  of  the  apliance  known  as  Federal 
Boiler  TC  Series,  under  the  provision  sof  Article  12,  Chap¬ 
ter  26,  Administrative  Building  Code. 

USE :  Gas  fired  cast  iron  hot  water  boiler. 

DESCRIPTION :  The  boiler  is  intended  for  use  in  domes¬ 
tic  and/or  commercial  installation  and  consists  of  the  fol¬ 
lowing  assemblies :  Cast  iron  block  assembly,  base  assem¬ 
bly,  supply  assembly,  return  assembly,  jacket  and  gas  bur¬ 
ner  assembly. 

The  boiler  is  constructed  of  cast  iron  in  accordance  with 
A.S.M.E.  Specifications  and  the  jacket  is  of  steel.  The  bur¬ 
ner  assembly  consists  of  a  draft  divertor,  diaphragm  auto¬ 
matic  manifold  gas  valve  (consists  of  gas  valve,  gas  pres¬ 
sure  regulator,  A  cock  and  B  cock)  aluminum  pilot  tubing, 
pilot  burner,  thermocouple,  cast  iron  raised  port  burner 
mounted  on  a  cast  iron  venturi,  gas  manifold,  high  limit 
control,  thermostat  and  a  steel  base.  The  supply  assembly 
consists  of  air  skimmer  and  a  %"  relief  valve  piped  to  the 
boiler.  The  return  assembly  has  the  circulator  piped  to  the 
boiler. 

INSPECTION  AND  TEST :  Details  of  construction  were 
examined  by  Assistant  Engineer  John  A.  Darts.  The  ap¬ 
pliance  has  been  approved  by  the  American  Gas  Associa¬ 
tion.  The  numbers  in  the  series  refer  to  B.T.U.  input  in 
thousands. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Federal  Boiler 
TC  Series,  TC  54  to  TC-160  (gas  fired)  for  use  in  New 
York  City  when  installed  in  accordance  with  the  require¬ 
ments  of  Article  12,  Chapter  12,  Chapter  26  Administrative 
Building  Code  on  condition  that  the  boiler  bear  a  label, 
permanently  affixed,  reading,  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  11-63-SA”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenariic, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


12-63-SA 

APPLICANT — Federal  Boiler  Co.,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant :  Edward  King. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - - - - -  5 

Negative:  . . . 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
12-63-SA — Federal  Boiler  Co.  Inc.,  Midland  Park,  New 
Jersey,  filed  an  application  for  approval  of  the  appliance 
known  as  Federal  Boiler  GFS  series  under  the  provisions 
of  Article  12,  Chapter  26,  Administrative  Building  Code. 

USE:  Gas  fired  hot  water  boiler. 

DESCRIPTION:  The  appliance,  a  gas  fired  hot  water 
boiler,  is  intended  for  residential  and/or  commercial  in¬ 
stallation.  , 

The  appliance  consists  of  the  following  assemblies;  boiler, 
boiler  trim,  jacket  and  gas  burner  assembly. 
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The  boiler  is  constructed  of  steel  plate  in  accordance  with 
A.S.M.E.  Specifications  mounted  on  a  dry  steel  base.  The 
jacket  is  of  sheet  steel.  The  burner  assembly  includes  a 
draft  diverter,  “A”  cock,  “B”  cock,  aluminum  pilot  tubing, 
thermostat  and  limit  control.  The  burner  itself  is  a  single 
port  upshot  type  with  a  flame  spreader.  The  gas  valve  is  a 
manifold  diaphram:  automatic  type  (consists  of  main  gas 
valve  and  pressure  regulator). 

INSPECTION  AND  TEST :  Details  of  construction  were 
examined  by  Asst.  Engr.  J.  A.  Darts.  The  numbers  of  the 
series  refer  to  BTU  input  ranging  from  105,000  to  250,000 
BTU/hr.  The  requested  series  have  been  approved  by  the 
American  Gas  Association. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Federal 
Boiler  GFS  Series  (gas  fired).  The  GFS  Series  range  from 
GFS-10  through  GFS-25  and  have  a  BTU/hr.  range  of 
from  105,000  to  250,000  on  condition  that  all  installation 
comply  with  the  requirements  of  Article  12,  Chapter  26, 
Administrative  Building  Code  and  that  each  unit  bear  a 
label  permanently  affixed  reading  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  12-63-SA. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


93-63-SA 

APPLICANT — Siemon  Manufacturing  Company,  owner; 
Robert  K.  Ramey,  agent. 

APPEARANCES— 

For  Applicant:  Robert  Ramey. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ _ _  5 

Negative:  _ _  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
93-63-SA — Siemon  Manufacturing  Company,  Grandview, 
Missouri,  filed  for  approval  of  the  appliance  known  as 
Power  Flame  Oil  Burner,  Models  Cl-0,  C2-0  and  C3-0, 
under  the  provisions  of  C26-191.0,  Article  12,  Chapter  26, 
Administrative  Building  Code  and  The  Oil  Burner  Rules  of 
the  Board. 

USE :  Oil  burner. 

DESCRIPTION :  The  C  Series  Oil  Burner  is  a  conversion 
oil  burner  designed  for  pedestal  or  flange  mounting  to 
boilers  or  warm  air  furnaces  and  are  suitable  for  numbers 
1  or  2  fuel  oil. 

The  series  designation  namely  1,  2  or  3,  designate  the 
capacity  in  GPH  ranging  from  2.5  to  30  depending  on  the 
model. 

Standard  equipment  consists  of  motor,  blower,  protec- 
torelay,  2  stage  fuel  unit,  photocell,  oil  valve,  transformer 
and  oil  ignition  and  nozzle  assembly. 

In  case  of  flame  failure,  one  attempt  to  relight  is  made 
automatically  and  if  fire  is  not  established  within  15  to  30 
seconds,  the  valve  closes,  oil  ignition  is  shut  off  and  the 
motor  stops  and  manual  reset  of  the  electronic  relay  is  re¬ 
quired. 


The  burners  have  been  approved  by  the  Underwriters’ 
Laboratories. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Power  Flame 
Oil  Burner,  Models  Cl-0,  C2-0  and  C3-0  for  use  in  New 
York  City  when  installed  in  accordance  with  the  require¬ 
ments  of  Article  12,  Chapter  26,  Administrative  Building 
Code  and  the  Oil  Burner  Rules  of  the  Board,  on  condition 
that  the  appliance  bear  a  label,  permanently  affixed,  reading 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  93-63-SA”. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts. 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

314-63-SA 

APPLICANT — Reuben  Lisson  for  Old  Dominion  Iron  and 
Steel  Corporation,  owner. 

APPEARANCES— 

J  For  Applicant:  Reuben  Lisson. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  _  4 

Negative :  Commissioner  Fox  _  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
314-63-SA — R.  Lisson  for  Old  Dominion  Iron  and  Steel 
Corp.,  Richmond,  Va.,  filed  for  approval  of  the  appliance 
known  as  ODIS  Straight  Tube  Fuel  Oil  Heater,  Type  ST 
under  the  provisions  of  the  Oil  Burner  Rules  of  the  Board. 
USE:  To  preheat  # 6  fuel  oil. 

DESCRIPTION :  The  heater  consists  of  a  steel  shell  con¬ 
taining  steel  tube  sheets  with  steel  tubes  expanded  at  both 
ends  into  the  tube  sheets.  Extensio  nof  both  ends  of  the  shell 
past  the  tube  sheets  act  as  oil  channels  to  receive  the  oil 
inlet  and  outlet  connections  and  in  case  of  heaters  with  even 
number  of  passes,  to  act  as  reversing  chambers. 

The  preheater  is  so  designed  that  the  steam  is  in  the  shell 
and  the  oil  is  in  the  tubes. 

INSPECTION  AND  TEST :  Details  of  construction  were 
examined  by  Assistant  Engineer  John  A.  Darts.  All  pre¬ 
heaters  are  built  in  accordance  with  A.S.M.E.  Code  require¬ 
ments,  and  all  preheaters  are  tested  to  150%  of  design 
pressure. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  ODIS 
Straight  Tube  Fuel  Oil  Heater,  Type  ST  for  use  in  New 
York  City  when  installed  in  accordance  with  the  require¬ 
ments  of  the  Oil  Burner  Rules  of  the  Board  and  connected 
so  that  the  condensate  will  discharge  to  the  sewer,  accord¬ 
ing  to  law,  and  further  that  each  preheater  shall  bear  a 
label,  permanently  affixed,  reading,  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  314-63-SA”. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts. 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


489-63-SM 

S-  Gypsum  Company,  owner;  William 
W.  Bainbridge,  agent. 

APPEARANCES— 

For  Applicant:  Wm.  W.  Bainbridge. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  _  4 

Negative :  Commissioner  Fox  . .  .  \ 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
489-63-SM — The  United  States  Gypsum  Company,  415  Ma¬ 
dison  Avenue,  New  York,  filed  for  approval  of  the  materials 
known  as  U.S.  Gypsum  Company  Auratone  Water  Felted 
Mineral  Fiber  Acoustical  Tile  and  Board,  under  the  provi¬ 
sions  of  Sections  C26-88.0  C26-178.0  and  C26-191.0  of  the 
Administrative  Building  Code. 

USE:  Incombustible  acoustical  tile  and  board  for  noise 
control. 

DESCRIPTION :  These  products  are  made  on  a  continu¬ 
ous  production  belt  by  applying  a  mixture  of  mineral  fibers, 
water  and  an  incombustible  binder  to  a  surface  which  draws 
out  the  surplus  water  by  heavy  suction  and  compression  re¬ 
sulting  in  a  dense  felted  strong  mat.  The  mat  is  cut  to  de¬ 
sired  sizes ;  dried  and  later  worked  and  kerfed  to  sizes  sold. 

The  surface  finish  can  cover  a  large  range  including  fis¬ 
sured,  striated,  perforated,  pin  perforated,  star  perforated, 
trace  perforated,  random  perforated,  imprinted,  etc.  It  is 
easily  worked  while  still  wet. 

Thickness  will  vary  from  %"  to  2"  and  in  maximum  sizes 
of  4'  by  5'.  The  maximum  size  of  the  is  2'?0"  x  S'-O'' 
and  the  thickness  increased  to  2"  for  the  4'-0"  x  5'-0". 

INSPECTION  AND  TEST :  The  applicant  submitted 
copies  of  four  different  sets  of  tests  run  by  the  Riverbank 
Acoustical  Laboratories  of  Geneva,  Ohio,  in  which  the  in¬ 
combustibility  of  the  product  under  Federal  Specification 
SS-A-118C  and  Interim  Federal  Specification  SS-A-0018C 
was  established.  It  was  rated  incombustible. 

Samples  of  the  product  were  examined  for  strength  and 
practical^  application  by  Assistant  Engineer  John  A.  Darts 
of  the  Committee  on  Test. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  United  States 
Gypsum  Company  Auratone  Water  Felted  Mineral  Fiber 
Acoustical  Tile  and  Acoustical  Board  as  described  above 
under  the  provisions  of  Sections  C26-88.0,  C26-178.0  and 
C26-191.0  of  the  Administrative  Building  Code  as  an  in- 
:ombustible  acoustical  tile  and  board  when  applied  with  ap¬ 
proved  acoustical  adhesives  to  an  incombustible  backing 
such  as  gypsum  board,  plaster,  concrete  plaster  masonry 
ur  concrete  slab,  or  when  mechanically  supported  by  an  ap¬ 
proved  suspension  system  such  as  U.S.G.  Exposed  Zee 
Spline,  Concealed  Zee  Spline,  or  Concealed  Accessible  Zee 
Splin  suspension  or  in  any  other  approved  mechanical  sus¬ 
pension  or  grid  system  as  set  up  under  C26-461.0  providing 
:he  material  shall  not  be  used  where  a  fire  rated  tile  or 
>oard,  other  than  incombustible,  is  required  and  providing 
ill  shipping  boxes  or  cartons  shall  be  marked,  stamped, 
printed  or  labelled,  “Approved  by  the  Board  of  Standards 


and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  489-63-SM.” 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


769-63-SM 

APPLICANT — William  Eipel  for  White  Personnel-Ma¬ 
terial  Hoist  Company,  owner. 

APPEARANCES— 

For  Applicant:  William  Eipel. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _  5 

Negative:  _ _  Q 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
769-63-SM — William  Eipel  for  White  Personnel  Material 
Hoist  Company,  Inc.,  7  West  Sheffield  Avenue,  Englewood, 
New  Jersey,  filed  for  approval  of  the  material  known  as 
White.  Personnel-Material  Hoist,  Model  No.  57,  under  the 
provisions  of  C26-191.0  Administrative  Building  Code. 
USE:  Personnel  and  material  hoist. 

DESCRIPTION :  The  hoist  consists  of  a  single  worm 
geared  traction  machine  complete  with  a  two  speed  A.C. 
motor,  located  at  the  base  of  a  four  pole  steel  towar  in 
which  the  car  and  counter  weights  travel  on  steel  “T”  rails, 
and  is  suspended  by  five  %"  traction  steel  cable  roped  1 :1 
to  car,  and  2:1  to  counterweight. 

CAPACITY :  LIVE  LOAD— 3,000  lbs. 

PLATFORM  SIZE:  7'-l"  wide  by  5'-0"  front  to  back,  ir¬ 
regular  with  32.5  ft.  net  inside  area. 

CONTRACT  SPEED :  300  feet  per  minute. 

TRAVEL:  Adjustable  to  600  feet. 

CONTROL :  The  hoist  shall  receive  its  power  from  an 
A.C.  electric  motor  of  sufficient  horsepower  rating  to  raise 
the  total  weight  of  the  car  plus  the  rated  live  load  at  a  speed 
of  300  F.P.M.  The  hoist  motor  shall  receiv  eits  electric 
power  through  an  electro-magnetic  type  controller  connected 
to  a  two  speed,  two  windin  gpolyphase  A.C.  induction  mo¬ 
tor.  An  attendant  in  the  car  shall  control  starting,  stopping, 
speed  and  direction  of  the  car. 

OPERATION :  The  operating  control  shall  be  a  car  switch 
as  defined  under  Sec.  13.1.1.54.3d  of  the  N.  Y.  C.  Building 
Code,  and  shall  consist  of  a  lever  car  switch  with  a  self 
centering  handle  and  two  speed  position  in  each  direction, 
operated  by  an  attendant  in  the  car. 

SAFETY  DEVICES: 

Electrical : 

The  operating  device  in  the  car  consists  of  a  lever  car 
switch  with  a  self-centering  handle  and  two  speed  position 
in  each  direction.  It  also  contains  an  emergency  stop  switch. 

Slow  down  limits,  and  normal  terminal  stopping  devices 
shall  slow  down  and  stop  the  car  at  the  upper  and  lower 
terminal  independently  of  the  normal  operating  device.  A 
final  terminal  stopping  device  as  defined  in  Section  C26- 
806.0  of  the  N.Y.C.  Administrative  Building  Code  shall  be 
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provided.  Gate  contacts  are  provided  to  hold  the  operating 
circuit  open  while  the  car  gates  are  open. 

All  electrical  switches  and  contacts  must  maintain  con¬ 
tinuity  of  a  closed  electric  circuit  in  order  to  operate.  Two 
brakes  shall  be  provided,  equipped  with  continuous  duty, 
250  volt  D.C.  coils.  One  brake  will  be  the  normal  operating 
brake,  applied  at  each  stop.  The  other  or  emergency  brake 
shall  be  released  whenever  the  powr  is  applied  to  the  con¬ 
troller,  and  applied  only  on  opening  of  the  final  limit 
switches,  governor  switch,  mechanical  safety  switch,  emer- 
gency  stop  switch  in  the  car,  main  line  switch  or  failure 
of  power  supply. 

A  governor  mounted  on  the  top  of  the  car  is  provided, 
which  upon  over  speed,  will  trip  the  safety  mounted  on  the 
bottom  of  the  car.  Governor  will  conform  to  the  require¬ 
ments  of  the  N.Y.C.  Administrative  Code. 

Mechanical : 

Upon  tripping  of  the  governor,  due  to  overspeed,  a  flexi¬ 
ble  guide  clamp  safety,  conforming  to  the  requirements  of 
the  N.Y.C.  Administrative  Code  mounted  on  the  lower 
member  of  the  car  frame,  shall  apply  instantly,  gripping 
the  guide  rails  with  a  substantially  uniform  pressure. 

CAR  FRAME:  The  car  frame  shall  consist  of  a  safety 
plank,  upright  stiles  and  a  crosshead,  all  built  of  steel  chan¬ 
nels  calculated  to  carry  safely  all  the  normal  and  impact 
loads  imposed  upon  them.  Steel  diagonal  bracing  shall  be 
provided  to  support  the  four  corners  of  the  platform. 

PLATFORM :  The  car  platform  shall  consist  of  a  channel 
steel  or  aluminum  frame,  steel  or  aluminum  stringers,  and 
a  steel  or  aluminum  plate  floor  assembled  as  a  unit  and 
secured  to  the  safety  plank. 

ENCLOSURE:  The  car  shall  be  enclosed  with  sheets  of 
steel  or  aluminum  8'-0"  high.  The  top  shall  be  covered  with 
combination  of  steel,  wood  or  aluminum  to  meet  require¬ 
ments  of  the  code. 

A  7'- 0"  high  vertical  rising  gate  of  expanded  metal  shall 
be  provided  on  building  side  of  car  to  provide  for  access 
to  landings.  A  7  - 0”  high  vertical  sliding  gate  of,  solid  panel 
with  a  vision  panel  shall  be  provided  on  the  side  of  the  car 
away  from  the  building  for  access  to  the  car  at  street  level, 
mechanically  interlocked  so  gate  can  be  opened  when  car  is 
at  street  landing  only.  A  single  lamp  light  fixture  shall  be 
provided,  controlled  by  a  light  switch  located  in  the  .  car 
operating  panel.  An  emergency  hatchway  shall  be  piovided 
on  the  car  roof,  hinged  or  otherwise  attached  thereto.  No 
part  of  the  load  shall  project  outside  of  the  car  enclosure. 
Suitable  means  shall  be  provided  to  permit  the  car  occu¬ 
pants  to  reach  the  top  of  the  car  emergency  exit. 

HOISTING  ROPES :  The  Hoist  shall  be  provided  with 
four  or  more  %  traction  steel  cables  of  appropriate  size  to 
meet  the  code.  Hoist  ropes  are  fastene  dat  the  car  end  in 
standard  elevator  shackle  rods.  At  the  counterweight  end, 
the  cables  pass  around  a  sheave  and  are  dead  and  end 
hitched  at  the  level  of  the  overhead  counterweight  sheaves, 
by  approved  clamps.  Roping  shall  be  1 :1  to  the  car  and  2:1 
to  the  counterweight.  Excess  cable  to  remain  on  reels  out¬ 
side  the  tower  at  the  bottom  landing. 

GUIDE  RAILS:  The  hoist  shall  be  provided  with  guide 
rails  with  standard  elevator  sections  T-160  15  lbs.  for  car 
and  T-161  8  lbs.  for  the  counterweight. 

GUIDE  SHOES :  Car  shall  be  supplied  with  8"  swivel  type 
guide  shoes  with  replaceable  gibs. 

COUNTERWEIGHT:  The  counterweight  shall  be  con¬ 
structed  of  sash  iron  counterweights,  structural  steel  frame 
and  plates  and  multiplying  sheave.  A  counterweight  guard 
will  be  provided  in  the  elevator  pit. 

SHEAVES  AND  SHEAVE  BEAMS:  The  hoist  shall  be 
provided  with  sheaves  to  the  counterweight  and  to  the  car 
mounted  on  sheave  beams,  all  sized  in  accordance  with  the 


code.  One  sheave  mounted  on  the  counterweight  frame  shall 
also  be  provided.  A  platform  shall  be  provided  under  over¬ 
head  sheaves. 

BUFFERS :  Spring  buffers  with  9"  stroke  shall  be  mounted 
under  the  car  and  counterweight  in  the  pit.  Depth  of  pit 
shall  conform  with  N.Y.C.  Administrative  Code. 

COMPENSATION:  Compensation  shall  be  provided  as 
required  by  the  rise  of  the  elevators. 

COMPONENTS:  All  electrical  and  mechanical  compo¬ 
nents,  such  as  limit  switches,  gate  contacts,  etc.,  shall  be  of 
approved  types. 

WIRING:  Traveling  cables,  wiring  and  electrical  equip¬ 
ment  shall  comply  with  the  rules  of  the  Department  of 
Water  Supply,  Gas  and  Electricity. 

HOISTWAY  TOWER:  The  hoist  shall  be  installed  with¬ 
in  an  open  towar  constructed  by  Chesebro-Whitman,  of 
steel  tubes  for  vertical  and  horizontal  members,  and  with 
ample  diagonal  bracing.  The  members  of  the  tower  shall  be 
calculated  to  support  any  and  all  possible  loads  due  to  the 
hoist,  including  in  part,  loads  due  to  stopping  the  car  with 
full  live  load  by  action  of  the  car  safety  device.  The  tower 
shall  also  be  braced  at  suitable  intervals  _  to  the  building 
structure  to  hold  the  tower  in  a  plumb  vertical  position,  and 
also  to  withstand  wind  pressure.  The  hoist  shall  not  be  used 
for  personnel  when  the  wind  velocity  at  the  site  exceeds 
forty  miles  per  hour. 

The  complete  tower  shall  be  specifically  designed  for  pas¬ 
senger  hoist  operation  with  full  live  loads,  impacts  and  ec¬ 
centricities.  All  design  loads  are  to  be  in  accordance  with 
National  Elevator  Code  A-17  of  1960.  Cathead  supports  are 
to  be  calculated  for  loads  impacts  and  eccentricities.  Landing 
doors  shall  be  provided  with  mechanical  lock  of  rim  latch 
type,  non-operable  from  landing  side,  except  by  an  emer¬ 
gency  key  kept  in  possession  of  Construction  Superintendent. 

FOUNDATION :  The  hoist  tower  shall  be  supported  by, 
and  fastened  to,  a  substantial  foundation.  The  foundation 
shall  be  calculated  to  support  all  weights  and  impact  loads, 
and  shall  have  suitable  supports  to  prevent  settling. 

INSPECTION  AND  TEST:  The  installation  of  this  Per¬ 
sonnel-Material  Hoist  at  the  Chesebro-Whitman  plant  in 
Long  Island  City  was  inspected  by  Chairman  Foley  and 
Commissioner  Klein  of  the  Board  and  By  Mr.  W.  A.  Ris¬ 
ing,  Chief  Inspector  of  the  Elevator  Division  of  the  Depart¬ 
ment  of  Buildings.  The  hoist  successfully  met  the  test  for 
a  free  drop  under  full  load. 

RECOMMENDATION :  The  Committee  recommends  the 
approval  of  the  material  known  as  White  Personney-Ma- 
terial  Hoist  for  use  in  a  Chesebro-Whitman  personnel- 
material  hoist  tower  in  New  York  City  on  condition  that 
it  conforms  to  the  description  in  this  resolution  and  to  the 
following  drawings  filed  with  this  application: 

White  Personnel-Material  Hoist  Co.  Drawing  CW-1 

Chesebro-Whitman  Company,  Inc.  Drawing  CW-2 

a  ndon  further  conditions : 

1.  The  car  safety  shall  be  marked  in  accordance  with  Sec¬ 
tion  C26-994.0  “marketing  of  safeties”,  and  other  required 
information  shall  be  provided  in  accordance  with  Section 
C26-1012.0  “posting  of  Information”  of  the  N.  Y.  C.  Ad¬ 
ministrative  Code. 

2.  Drawings  and  specifications  shall  be  filed  for .  approval 
for  each  installation  with  the  Department  of  Buildings.  The 
electrical  installation  shall  be  approved  by  the  Department 
of  Water  Supply,  Gas  and  Electricity. 

3.  Periodic  hoist  inspections  shall  be  made  by  a  qualified 
person  at  least  once  a  week  and  a  log  kept  for  each  inspec¬ 
tion  made.  This  log  to  be  available  to  Department  of  Build¬ 
ings  Inspectors. 

4.  Each  installation  shall  be  inspected  and  tested  at  the 
time  that  it  is  first  ready  for  operation;  again  when  the 
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tower  has  been  raised  to  approximately  half  its  ultimate 
height,  and  again  when  raised  to  its  final  height. 

(Sgd.)  Max  H.  Foley, 

Chairman. 

Joseph  B.  Kle"n, 
Commissioner. 

William  A.  Nolan, 

Director, 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


781-63-SM 

APPLICANT — Great  Lakes  Carbon  Corporation,  agent  for 
Great  Lakes  Carbon  Corporation  of  Kentucky,  owner. 
APPEARANCES— 

For  Applicant :  Paul  Fox. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ . . . .  5 

Negative  . . . . . . .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
781-63-SM — Great  Lakes  Carbon  Corp..  of  Kentucky,  Flor¬ 
ence,  Ky.,  filed  for  approval  of  the  material  known  as 
Permalite  Roof  Insulation  Board  and  permission  to  market 
the  board  under  an  additional  trade  name  under  the  provi¬ 
sions  of  C26-88.0  and  C26-191.0  Administrative  Building 
Code. 

DESCRIPTION :  The  board  is  made  of  a  size  of  2'-0"  x 
4'-0"  x  O'-l"  in  thickness  and  weighs  0.66  lbs.  per  sq.  ft., 
and  is  made  of  approved  perlite,  mineral  binders  and  fibers. 
INSPECTION  AND  TEST :  The  board  was  inspected  by 
Assistant  Engineer  John  A.  Darts,  and  was  found  to  com¬ 
ply  with  the  requirements  of  C26-88.0  Administrative  Build¬ 
ing  Code. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Permalite 
Roof  Insulation  Board  as  manufactured  by  Great  Lakes 
Carbon  Corp.,  for  voluntary  use  in  New  York  City  as  an 
incombustible  insulation  board  as  having  met  het  require¬ 
ments  of  C26-88.0  Administrative  Building  Code  on  condi¬ 
tion  that  the  board  shall  not  be  used  as  a  structural  mem¬ 
ber,  that  it  shall  be  covered  with  an  approved  roof  covering 
and  that  all  packages  in  which  the  material  is  marketed  shall 
be  stamped,  tagged  or  labeled,  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  781-63-SM”. 

The  Committee  further  recommends  that  the  material  may 
be  marketed  by  the  Celotex  Corp.  under  the  trade  nam  of 
Celotherm  Roof  Insulation. 


(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


499-63-SM 


APPLICANT — Thermalon  Insulating  Incorporated,  owner. 
SUBJECT — Application  June  3,  1963 — Infra  Thermal  Foam 
(insulation)  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  Withdrawn. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . . .  5 

Negative:  . . . . . . . 0 


35-60-SA 

APPLICANT — H.  M.  Miller  Sales  Company  for  Mission 
Valve  and  Pump  Company,  owner. 

SUBJECT— Application  January  14,  1960 — Mission  Duo- 
Chek  Valve,  approval  of. 

APPEARANCES— 

For  Applicant :  D.  M.  Miller. 

ACTION  OF  BOARD — Laid  over  without  date. 


248-62-SM 

APPLICANT — Owens-Corning  Fiberglas  Corporation, 

owner. 

SUBJECT — Application  March  14,  1962 — Owens-Corning 
Fiberglas  Duct  System  90A  and  90B  approval  of. 
APPEARANCES— 

For  Applicant:  Bernard  F.  Filmartin  and  William  Ander¬ 
son. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1963, 
at  2  P.M. 


102-63-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner; 

John-Manville  Corporation,  agent. 

APPEARANCES— 

For  Applicant :  R.  Dickenson  and  T.  S.  Nicely. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1963, 
at  2  P.M. 


645-63-SM 

APPLICANT — Tinicum  Metal  Company,  Incorporated, 
owner. 

SUBJECT — Application  August  20,  1963  —  Tinicum  Fiber¬ 
glas  Laundry  Trays,  Single  and  double  compartment  and 
tray  in  white  enameled  cabinet,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1963, 
at  2  P.M.  Applicant  is  to  submit  sample  and  drawings. 


709-63-SA 

APPLICANT — The  Silent  Glow  Oil  Burner  Corporation, 
owner. 

SUBJECT— Application  September  13,  1963 — Silent  Glow 
Portable  Heaters  Models  ID-100,  ID-200,  1D310,  1D420 
approval  of. 

APPEARANCES— 

For  Applicant:  Walter  T.  Bell. 

ACTION  OF  BOARD — Laid  over  to  January  14,  1964, 
at  2  P.M. 


1152-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Armstrong 
Contracting  and  Supply  Corporation,  owner. 


1344 


MINUTES 


SUBJECT— Application  July  17,  1961— Appeal  from.  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 216  Plymouth  Street,  east  side, 
150  feet  south  of  Bridge  Street,  Block  31,  Lot  25,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  G.  P.  Monaghan.  . 

For  Adminstration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  .  .  ^  „ 

Affirmative:  Chairman  Foley,  Commissioner  box,  Lom- 
mmissioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  -  ~ 

Negative:  -  ^ 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  23,  1961  and  July  10,  1961  on  Order 
No.  0946-1,  reads : 

“1.  Install  an  approved  wet  automatic  sprinkler  system 
throughout  building  having  at  least  one  source,  of 
water  supply  arranged  and  equipped  as  per  Article 
16,  Chapter  26,  Administrative  Code  as  provided  in 
Chapter  19-161.0,  Admin.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  23,  1961  and  July  10,  1961,  acting 
on  Order  No.  0946-1,  Objection  No..  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  appeal  dated  July  17,  1961,  4  sheets;  on  further 
condition  that  a  non-automatic  sprinkler  system  shall  be 
•installed  in  the  cellar ;  and  that  a  thermostatic  fire  alarm 
system  with  central  office  connection  shall  be  installed 
throughout  the  building. 


1211-61-A 

APPLICANT— Peter  Pan  School  Incorporated,  owner. 
SUBJECT— Application  July  27,  1961— Appeal  from,  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 1226  Ocean  Parkway,  west 
side,  200  feet  south  of  Avenue  L,  Block  6541,  Lot  19, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  Brodsky  and  Laura  Paris. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com- 
mmissioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ _ _  5 

Negative :  _ _ _  0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  Anril  14,  1961,  June  27,  1961  and  July  27, 
1961  on  Order  No.  1811-1,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler  system 
throughout  the  building  having  at  least  one  source 
of  water  supply  arranged  and  equipped  as  per  Art. 
16,  Chapter  26  Administrative  Code  as  provided  in 
Chapter  19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  April  14,  1961,  June  27,  1961  and  July  27, 
1961,  acting  on  Order  No.  1811-1  (  Objection  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  July  27,  1961,  3  sheets; 
on  further  condition  that  a  thermostatic  fire  alarm  system 
with  central  office  connection  shall  be  installed  throughout 
the  main  building  and  in  the  accessory  building  adjacent  at 
the  northwest  corner  of  the  lot ;  and  that  portable  fire  ex¬ 
tinguishers  shall  be  supplied  in  both  buildings  to  the  satis¬ 
faction  of  the  Fire  Commissioner. 


1035-62-A 

APPLICANT— Leonard  F.  Rothkrug  for  Mae  Haussman, 
owner;  Jules  Ingerman,  lessee. 

SUBJECT— Application  November  14,  1962— Appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  Class  3 
construction  change  in  use,  second  floor,  public  building 
— stair  enclosure  wood  stairs,  skylight. 

PREMISES  AFFECTED— 1805  Church  Avenue,  north 
side,  25  feet  6  inches  east  of  East  18th  Street,  Block- 
5079,  Lot  22,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  .  _ 

Affirmative:  Chairman  Foley,  Commissioner  box,  Com- 

mmissioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . . . . . — - -  5 

Negative:  -  ® 

THE  RESOLUTION— 

Weiereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  15,  1962  on  Alt.  Applic.  1084-62,  reads : 

“1.  Propose  change  of  use  of  2  floor  from  dance  studio 
70  persons  to  meeting  room  and  dance  studio  120 
persons’  in  a  class  3  building,  3  stories  high  (public 
building)  is  contrary  to  Sec.  4.2.1  of  the  Adm.  Code. 

2.  Existing  1  hour  stair  enclosure  in  a  class  3  build¬ 
ing  used  as  a  public  building  is  contrary  to  Sec. 
6.4.1. 8.1  of  the  Adm.  Code  (3  hour  rating). 

3.  Existing  wood  stairs  less  than  3'-8”  in  width  is  con¬ 
trary  to  Sec.  6.4.1. 1  Adm.  Code  and  Sec.  270  Labor 
Law. 

4.  Existing  wood  stairs  to  be  of  incombustible  ma¬ 
terial.  Wood  stairs  contrary  to  Sec.  6.4.1.7.1  Adm. 
Code. 

5.  Provide  a  skylight  over  all  stairs  as  per  Sec.  270 
Labor  Law,  and  Rule  #6  of  the  B.S.A.  Factory 
Exit  Rules  and  as  per  Sec.  10.5.4  Adm.  Code. 

6.  Factory  building  over  2  stories  to  be  provided  with 
a  fire  alarm  system  as  per  Sec.  279  Labor  Law.  __ 

7.  The  above  premises  are  subject  to  B.S.A.  resolution 
170/44  A  Bui.  23  Vol.  XLV  under  Alt.  429/60.  C. 
of  O.  17222/60.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superin¬ 
tendent,  dated  August  15,  1962,  acting  on  Alt.  Applic.  1084- 
62  Objection  No.  1,  2,  3,  4,  5,  6  and  7,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  appeal  dated  November  14,  1962.  5  sheets; 
and  on  further  condition  that  the  occupancy  of  the  meeting 
room  and  dance  studio  on  the  second  floor  shall  be  limited 
to  70  persons. 


1345 


MINUTES 


1147-62-A 

APPLICANT — Leonard  F.  Rothkrug  for  Sergio  Favuzzo, 
owner;  Mel  Scimie,  lessee. 

SUBJECT — Application  November  27,  1962 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class  3 
building,  change  in  use. 

PREMISES  AFFECTED— 8140-8146  New  Utrecht  Ave¬ 
nue,  1728-1732  82nd  Street,  southwest  corner  and  8129- 
8133  Bay  16th  Street,  Block  6314,  Lot  12,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com- 
mmissioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  . . . . . 5 

Negative:  _  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  12,  1962  on  Alt.  Applic.  3759-60,  reads: 

“8.  Proposed  change  of  use  to  motor  vehicle  repairs, 
acetylene  welding,  lock  repairs  and  glazing,  spot 
spraying  and  body  and  fender  repairs  on  the  first 
floor  of  a  2  story  class  3  building  is  contrary  to 
section  4.2.1  of  the  Building  Code.” 
and 

WoeEREAS,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  December  12,  1962,  acting  on  Alt.  Applic.  3759- 
60  Objection  No.  8,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  filed  with  this  appeal 
dated  November  27,  1962,  4  sheets;  and  on  further  condi¬ 
tion  that  a  thermostatic  fire  alarm  system  with  central  of¬ 
fice  connection  shall  be  installed  throughout  the  building. 


47-63-A 

APPLICANT — George  Rubenfeld  for  Assuero  Monti, 
owner. 

SUBJECT — Application  January  14,  1963 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frame  build¬ 
ing,  commercial  use. 

PREMISES  AFFECTED — 94-23  46th  Avenue,  north  side, 
171.21  feet  east  of  94th  Street,  Block  1602,  Lot  79,  Elm¬ 
hurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  George  Rubenfeld  and  Alfredo  Monti. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com- 
mmissioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _  c 

Negative:  . . . Z.III . o 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  12,  1962  on  Alt.  Applic.  1521-62,  reads: 
“1.  Proposed  use  of  2  car  garage  as  accessory  to  dwlg., 
truck  .  space  for  tile  firm  and  incombustible  bldg, 
material  supplies  for  tile  firm  in  a  Residence  use 
Zone  is  contrary  to  22-10  Z.R.  (Permitted  Uses  in 
Residence  Zones). 

2.  Proposed  use  of  a  frame  building  for  commercial 
purpose  is  contrary  to  4.1.3  and  C26-248  of  B.D. 
and  A.C.  respectively.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 


the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  December  12,  1962  acting  on  Alt.  Applic.  1521-62 
Objection  Nos.  1  and  2  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  the 
building  conforms  to  drawings  filed  with  this  application 
dated  January  14,  1963,  2  sheets,  and  that  this  grant  ap¬ 
plies  only  to  the  two-car  garage  building  for  as  long  as  it 
is  occupied  by  the  present  owner. 


330-63-A-Vol.  II 

APPLICANT — Andrew  F.  Warren  for  Carbona  Products 
Company,  owner. 

SUBJECT — Application  reopened  October  8,  1963  as  Vol¬ 
ume  II — Appeal  from  an  order  of  the  Fire  Commissioner, 
re-  Packaging  of  Combustible  mixture. 
APPEARANCES— 

For  Applicant:  Andrew  F.  Warren. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com- 
mmissioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . . . .  5 

Negative:  _ _ _ _ o 

THE  RESOLUTION— 

Whereas,  the  order  of  the  Fire  Commissioner,  dated 
September  17,  1963  on  Folder  No.  122-3187,  reads: 

“Regarding  your  letter  dated  June  17,  1963,  requesting 
to  package  your  product  ‘CARBONA  DRY-CLEAN 
RUG  POWDER’,  in  one  (1)  quart,  one-half  (%) 
gallon  and  one  (1)  gallon  plastic  containers. 

This  request  is  denied  as  Chapter  19  of  the  Adminis¬ 
trative  Code  C19-62.0-b  clearly  limits  the  containers 
for  Combustible  Mixtures  to  be  made  of  glass  or  metal.” 
and 

Whereas,  the  samples  submitted  have  been  examined  by 
the  Board. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  September  17,  1963  acting  on  Folder  No.  122-3187  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  -it  hereby 
is  granted  on  condition  the  plastic  containers  be  identical 
with  the  samples  submitted  to.  the  Board ;  that  the  material 
in  the  containers  be  shipped  in  200  pound  test  corrugated 
cartons  with  separators;  and  that  the  containers  be  labeled 
in  accordance  with  the  regulations  of  the  Fire  Commissioner. 


475-63-A 

APPLICANT — William  J.  and  Margaret  Fleming,  Ad¬ 
joining  property  owners. 

OWNER  OF  PREMISES — Adson  Industries  Incorporated. 
SUBJECT — Application  June  6,  1963— Review  of  decision 
of  the  Borough  Superintendent  re-  zoning  matter. 

PREMISES  AFFECTED — 118-17  Union  Turnpike,  west 
side.  75.31  feet  north  of  Burns  Street,  Block  3334,  Lot 
151,  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  F.  Fitzsimons. 

For  Opposition:  James  J.  Hurley  and  Aaron  Halpern. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Fox  . . . .  1 

Negative:  Chairman  Foley,  Commissioner  Becker,  Com¬ 
missioner  Klein  and  Commissioner  Nolan  . . 4 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
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dated  May  28,  1963  and  August  14,  1963  on  N.  B.  Applic. 
1579-61,  reads : 

“Please  be  advised  that  the  above  application  has  been 
reviewed  and  found  to  be  in  complete  compliance  with 
the  requirements  of  this  Department. 

The  question  of  clear  ownership  in  fee  of  the  plot  was 
reviewed  by  the  Department  of  Buildings  Counsel,  and 
he  found  that  the  existence  of  the  easement  upon  the 
land  does  not  deprive  the  owner  of  any  right  to  file  the 
aforesaid  application. 

The  question  involving  height,  as  related  to  the  width 
of  Union  Turnpike,  was  also  reviewed  by  the  Commis¬ 
sioner’s  office  and  it  was  decided  that  the  width  of  the 
street  may  be  taken  as  the  distance  between  building 
lines  for  determining  the  height  of  the  proposed  struc¬ 
ture.” 

and 

Whereas,  this  appeal  has  been  discussed  by  the  Board 
and  the  statements  submitted  by  both  sides  have  been  con¬ 
sidered;  and 

Whereas,  the  Board  finds  that  the  Adson  Industries  In¬ 
corporated  had  sufficient  equity  in  the  property  to  qualify  in 
the  filing  of  plans  for  a  permit;  and 

Whereas,  the  Board  finds  that  the  question  as  to  whether 
the  Long  Island  Railroad  has  the  right  to  dispose  of  this 
property  for  the  proposed  purpose  is  not  a  question  for  ad¬ 
judication  by  this  Board;  and 

Whereas,  the  principal  question  to  be  decided  in  con¬ 
sidering  revocation  is  as  to  whether  the  Commissioner  of 
Buildings  was  correct  in  his  ruling  on  the  width  of  the 
Street  affecting  the  height  of  this  building. 

Resolved,  that  the  decisions  of  the  Borough  Superintend¬ 
ent  dated  May  28,  1963  and  August  14,  1963,  acting  on 
N.  B.  Applic.  1579-61,  and  acting  on  Permit  No.  4346,  issued 
August  2,  1963,  and  Permit  No.  5027,  issued  September  12, 
1963,  be  and  they  hereby  are  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


615-63-A 

APPLICANT— Max  M.  Lome  for  Max  R.  Brunschwig, 
Susanne  Brill,  Siegfried  and  Edtih  Rosenberger,  adjoin¬ 
ing  property  owners. 

OWNER  OF  PREMISES — Adson  Industries  Incorpor¬ 
ated. 

SUBJECT — Application  August  6,  1963 — Review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  request  to  re¬ 
voke  Permit  #4093.  N.B.  1580/61. 

PREMISES  AFFECTED— 118-18  Union  Turnpike,  south 
side,  82.4  feet  west  of  Austin  Street,  Block  3335,  Lot  23, 
Kew  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Max  M.  Lome. 

For  Opposition  :  James  J.  Hurley  and  Aaron  Halpern. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Fox  .... - - - — ~  1 

Negative :  Chairman  Foley,  Commissioner  Becker,  Com¬ 
missioner  Klein  and  Commissioner  Nolan  _  4 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  29,  1963  on  N.B.  Applic.  1580-61  and  Permit 
#4093,  reads : 

“Contents  of  your  letter  dated  July  22,  1963  have  been 
reviewed  by  this  office,  and  I  wish  to  inform  you  that 
I  have  a  report  from  the  Chief  of  the  Multiple  Dwell¬ 
ing  Section  which  indicates  that  the  above  application 
is  in  complete  compliance  with  the  Zoning  Resolution.” 
and 

Whereas,  this  appeal  has  been  considered  by  the  Board 


and  the  statements  submitted  by  both  sides  have  been  con¬ 
sidered;  and 

Whereas,  the  Board  finds  that  the  Adson  Industries  In¬ 
corporated  had  sufficient  equity  in  the  property  to  qualify 
in  the  filing  of  plans  for  a  permit;  and 

Whereas,  the  Board  finds  that  the  question  as  to  whether 
the  Long  Island  Railroad  has  the  right  to  dispose  of  this 
property  for  the  proposed  purpose  is  not  a  question  for  ad¬ 
judication  by  this  Board;  and 

Whereas,  the  Board  finds  that  the  records  indicate  that 
no  part  of  the  property  used  for  this  building  is  in  a  G-l 
area  district;  and 

Whereas,  the  principal  question  to  be  decided  in  con¬ 
sidering  revocation  is  as  to  whether  the  Commissioner  of 
Buildings  was  correct  in  his  ruling  ori  the  width  of  the 
street  affecting  the  height  of  this  building. 

Resolved,  that  the  decisions  of  the  Borough  Superintend¬ 
ent,  dated  July  29,  1963,  acting  on  N.B.  Applic.  1580-61,  and 
acting  on  Permit  No.  4093,  issued  July  19,  1963,  be  and 
they  hereby  are  affirmed  and  that  the  appeal  be  and  it 
hereby  is  denied. 


642-63-A 

APPLICANT— Daniel  S.  Ring  for  Sapolin  Paints,  In¬ 
corporated,  owner. 

SUBJECT— Application  August  19,  1963— Packaging  of 
combustible  Material  known  as  Sapolin  Color  Toner  in 
16  ounce  Polyethylene  containers,  not  in  accordance  with 
Administrative  Code  requirements. 

APPEARA.NCES — 

For  Applicant:  Daniel  S.  Ring. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com- 
mmissioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  — . . . — — - 5 

Negative:  - - - —  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  19,  1963  on  Folder  122-2247,  reads: 

“This  is  to  inform  you  that  your  Application  for  our 
approval  of  “Sapolin  Color  Toner”  in  16  ounce  Poly¬ 
ethylene  Cylinder,  must  be  denied  on  the  grounds  that 
said  container  fails  to  conform  with  Section  C19.62.0 
subdivision  b.,  of  the  Administrative  Code  of  the  City 
of  New  York.” 

and 

Whereas,  the  sample  submitted  has  been  examined  by 
the  Board. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  July  19,  1963,  acting  on  Folder  122-2247  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  the  container  used  shall  be  identical 
with  the  sample  submitted  to  the  Board;  that  these  con¬ 
tainers  shall  be  shipped  six  to  a  corrugated  cardboard  or 
fibreboard  175  pound  test  type  package ;  that  the  containers 
be  separated  by  a  top  layer  of  cardboard  with  a  hole  for 
each  container ;  and  that  these  containers  be  labeled  in  ac¬ 
cordance  with  the  regulations  of  the  Fire  Commissioner. 


91 1-62- A 

APPLICANT — Chas.  B.  Meyers  Associates  for  The  Jewish 
Hospital  of  Brooklyn,  Incorporated,  owner. 

SUBJECT — Application  September  27,  1962— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
discontinue  use  of  fibreboard  tiles. 

PREMISES  AFFECTED— 533-561  Prospect  Place,  north 
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side,  249  feet  east  of  Classon  Avenue,  Block  1156,  Lots 
1  and  21,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  W.  Erickson. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Application  withdrawn  at  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW : 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  -  5 

Negative:  _ _ _ 0 


1027-61-A 

APPLICANT — Larry  Meltzer  for  Franjuro  Corp.,  owner; 

Emerson  Labellope  Supply  Corp.,  lessee. 

SUBJECT — Application  June  29,  1961 — Appeal  from  orders 
and  a  decision  of  the  Fire  Commissioner  re-  Sprinkler 
system,  egress,  etc. 

PREMISES  AFFECTED— 276  Nostrand  Avenue,  south¬ 
west  corner  of  Kosciusko  Street,  Block  1783,  Lot  49, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  December  10,  1963, 
at  2  P.M.  for  re-inspection  and  decision;  applicant  to  ob¬ 
tain  new  Certificate  of  Occupancy;  hearing  closed. 


1140-61-A 

APPLICANT — Joseph  Lau  for  National  Board  of  Young 
Men’s  Christian  Association,  owner. 

SUBJECT — Application  July  14,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 56  Reade  Street,  north  side, 
98  feet  10  inches  west  of  Broadway,  Block  150,  Lot  1, 
Borough  of  Manhattan. 

APPEARACES— 

For  Applicant:  Martin  J.  Hyman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  December  17,  1963, 
at  2  P.M.  for  re-evaluation  by  Fire  Department. 


1220-61-A 

APPLICANT — Abraham  Grossman  for  419  West  13th 
Street  Corporation,  owner. 

SUBJECT — Application  July  21,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 419  West  13th  Street,  north 
side,  123  feet  east  of  Washington  Street,  Block  646,  Lot 
56,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1963,  at 
2  P.M.  for  inspection  and  decision;  hearing  closed. 


1203-61-A 

APPLICANT — Hodges  Reavis,  McGrath  and  Downey  for 
Country  Leasing  Corp.,  owner. 

SUBJECT — Application  July  25,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 3849  (3797-3849)  Nostrand 


Avenue,  east  side,  from  Avenue  Y  to  Avenue  Z,  Block 
7446,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

0F  BOARD— Laid  over  to  December  3,  163  at 
2  P.M.  at  request  of  applicant. 


1330-61-A 

APPLICANT— Daub  and  Daub  for  130  West  23rd  Street 
^  Corporation,  owner. 

SUBJECT— Application  August  10,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PR5MSr l  AFFECTED — 130  West  23rd  Street,  south 
side,  300  ft.  west  of  Avenue  of  the  Americas,  Block  798 
Pot  60,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sidney  Daub. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  December  3,  1963, 
at  2  f'.M.  for  inspection  and  decision;  hearing  closed. 


1331-61-A 


A  wPLu^NIi~^idney  Searles— Raphael,  Searles  and 

Vischi  for  81  Greene  Street  Corporation,  owner. 

SUBJECT— Application  August  9,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 


PREMISES  AFFECTED — 81  Greene  Street,  west  side, 
51  feet  south  of  Spring  Street,  Block  486,  Lot  19,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Z.  Searles  and  David  Satran 
For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1343-61-A 

APPLICANT — Irwin  Emerman  for  Chelsea  23rd  Street 
Corporation,  owner.  -- 

SUBJECT— Application  August  14,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 216-230  West  23rd  Street, 
south  side,  200  feet  west  of  7th  Avenue,  Block  772,  Lot 
64,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Irwin  Emerman. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  December  3,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1344-61-A 

APPLICANT — Cyril  S.  Kimball  for  Foster  D.  Snell  Re¬ 
search  Incorporated,  owner. 

SUBJECT — Application  August  14,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner,  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 29  West  15th  Street,  north 
side,  495  feet  east  of  6th  Avenue,  Block  817,  Lot  25,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  T.  Bonna. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 
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1346-61-A 

APPLICANT— Longman  and  Martinez,  lessee  for  Hazel- 
tine,  Mabell  and  Alice  Longman,  owners. 

SUBJECT— Application  August  16,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 46  Roebling  Street,  northwest 
corner  of  North  9th  Street,  Block  2306,  Lot  18,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Francis  F.  Welsh. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  December  10,  1963, 
at  2  P.  M.  for  applicant  to  fil  revised  drawings  and 
amend  the  application,  and  for  decision. 


1347-61-A 

APPLICANT— Arthur  Paul  Hess  for  306  Broadway  Cor¬ 
poration,  owner. 

SUBJECT— Application  August  16,  161— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 306  Broadway  and  87  Duane 
Street,  northeast  corner,  Block  156,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Clarence  C.  Nathan. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  December  3,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1348-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Plymouth 
Cordage  Company,  owner. 

SUBJECT— Application  August  16,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 12-14  Greene  Street,  east  side, 
250  feet  north  of  Canal  Street,  Block  230,  Lot  14,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  P.  Monaghan. 

For  Administration  :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  December  3,  1963, 
2  P.M.  for  inspection  and  decision;  hearing  closed. 


1352-61-A 

APPLICANT— Roe  and  Kramer  for  270  Water  Street,  In¬ 
corporated,  owner. 

SUBJECT — Application  August  18,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 270  Water  Street,  north  side, 
103  feet  %  inch  west  of  Dover  Street,  Block  106,  Lot  5, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Walter  M.  Schackman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1963,  at 
2  P.M.  for  inspection  and  decision;  hearing  closed. 


1356-61-A 

APPLICANT — Levy,  Murphy  and  Stolz  for  Towers 
Stores,  Incorporated,  owner. 

SUBJECT — Application  August  17,  1961 — Appeal  from  an 


order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 542-546  West  22nd  Street, 
south  side,  200  feet  east  of  11th  Avenue,  Block  693,  Lot 
56,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Maurice  Millimet. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  December  3,  1963, 
at  2  P.M.  for  hearing  at  the  request  of  the  applicant. 


835-62-A 

APPLICANT — Goldberg  and  Scutaro  for  Esther  Sacher, 
owner. 

SUBJECT— Application  August  30,  1962— Review  of  De¬ 
cision  of  the  Borough  Superintendent  re — Zoning  Matter. 

PREMISES  AFFECTED— 1134  East  58th  Street,  west 
side,  208  feet  north  of  Avenue  K,  Block  7805,  Lot  71, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Edmund  F.  Wolk. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1963,  at 
2  P.M.  at  request  of  applicant. 


836-62-A 

APPLICANT — Goldberg  and  Scutaro  for  Harry  Abram¬ 
son,  owner. 

SUBJECT — Application  August  30,  1962 — Review  of  De¬ 
cision  of  the  Borough  Superintendent  re — Zoning  Matter. 

PREMISES  AFFECTED— 1091  East  58th  Street  east 
side,  576  feet  north  of  Avenue  K,  Block  7806,  Lot  35, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Edmund  F.  Wolk. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1963, 
at  2  P.M.  at  request  of  applicant. 


1129-62-A 

APPLICANT — Samuel  Rosenblum  for  Galrow  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  December  14,  1962 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  elevator  in  readi¬ 
ness. 

PREMISES  AFFECTED— 345-351  West  35th  Street, 
north  side,  266  feet  8  inches  east  of  Ninth  Avenue,  Block 
759,  Lot  14,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1963, 
at  2  P.M.  for  letter  from  Fire  Department  and  for  deci¬ 
sion;  hearing  previously  closed. 


1137-62-A 

APPLICANT — Samuel  Rosenblum  for  Galuten  Building 
Incorporated,  owner. 

SUBJECT — Application  December  14,  1962 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re-  ele¬ 
vator  in  readiness. 

PREMISES  AFFECTED— 241-245  West  29th  Street, 
north  side,  250  feet  2%  inches  each  of  Eighth  Avenue, 
Block  779,  Lot  13,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
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ACTION  OF  BOARD — Laid  over  to  November  26,  1963, 
at  2  P.M.  for  letter  from  Fire  Department  and  for  deci¬ 
sion  ;  hearing  previously  closed. 


1141-62-A 

APPLICANT — Samuel  Rosenblum  for  Louis  Adler  Realty 
Company,  Inc.,  owner. 

SUBJECT — Application  December  21,  1962 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  elevator  in  readi¬ 
ness. 

PREMISES  AFFECTED — 475  Tenth  Avenue,  northwest 
corner  of  West  36th  Street,  Block  708,  Lot  31,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  November  26,  1963, 
at  2  P.M.  for  letter  from  Fire  Department  and  for  deci¬ 
sion;  hearing  previously  closed. 


I  61-63-A 

APPLICANT — Abraham  Grossman  for  135  Grand  Street 
Corporation,  owner. 

SUBJECT — Application  January  18,  1963 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system  and  Appeal  from  a  decision  of  the  Borough 
Superintendent  re-  egress. 

PREMISES  AFFECTED — 135  Grand  Street,  south  side, 
25  feet  east  of  Crosby  Street,  Block  23i3,  Lot  9,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1963, 
at  2  P.M.  for  inspection  and  decision ;  hearing  closed. 


74-63-A 

APPLICANT — Samuel  Rosenblum  for  Murray  Properties 
Incorporated,  owner. 

SUBJECT — Application  January  23,  1963 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  eleva¬ 
tor  response  service. 

PREMISES  AFFECTED— 39-41  West  32nd  Street,  north 


side,  181  feet  10  inches  east  of  Broadway,  Block  834, 
Lot  19,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  December  3,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


82-63-A 

APPLICANT — Samuel  Rosenblum  for  E.  A.  Kimmel  and 
G.  M.  Jaffin,  Under  long  term  lease;  Hammacher  Schlem- 
mer,  lessee. 

SUBJECT — Application  January  25,  1963 — Appeal  from 
orders  and  decision  of  the  Fire  Commissioner  re-  Watch¬ 
man  Service,  Fireproof  self  closing  door,  enclose  stair¬ 
way  and  fire  retarding  material. 

PREMISES  AFFECTED— 145-147  East  57th  Street, 
north  side,  100  feet  east  of  Lexington  Avenue,  Block 
1312,  Lot  24,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


238-63-A 

APPLICANT — Robert  S.  Hanser  for  American  Grease 
Stick  Company,  owner. 

SUBJECT — Application  March  20,  1963 — Packaging  of 
combustible  Mixture  known  as  Mr.  Zip  Rust  Fighter 
in  1.6  oz.  plastic  containers — containers  not  in  conformity 
with  Administrative  Code  requirements  of  New  York. 
City. 

APPEARANCES— 

For  Applicant:  Robert  S.  Hanser. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTIONO  OF  BOARD — Laid  over  to  January  14,  1964, 
at  2  P.M.  applicant  to  submit  new  package.  The  applicant 
is  not  to  market  the  product  in  the  old  package,  in  the 
meantime,  in  New  York  City. 


Adjourned:  4:30  P.M. 

James  P.  Mulroy,  Secretary 


RULES 


Fire  Drill  Rules,  Adopted  by  the  Board  of  Standards  and  Appeals,  October  5,  1923 


(593-23-SR) 

DEFINITION  OF  “FIRE  DRILL” 

The  method  and  practice  of  the  systematic  and  orderly 
vacating  of  a  building  by  its  occupants  in  case  of  emer¬ 
gency,  panic  or  fire  in  the  least  possible  time — by  the 
nearest  safe  means  of  exit — and  the  use  of  fire  appliances 
which  shall  be  provided  for  the  extinguishing  or  retard¬ 
ing  of  fire  and  the  safeguarding  of  human  life. 

Rule  1. 

In  all  buildings  as  defined  in  Article  1,  Section  10  of 
the  Labor  Law  in  which  fire  drills  are  required  pursuant 
to  Section  279  thereof  and  in  any  other  building  in  which 


such  drills  are  required  by  the  Fire  Commissioner  pur¬ 
suant  to  the  power  conferred  in  section  491  of  the  New 
York  City  Charter,  it  shall  be  the  duty  of  the  owners, 
lessees  or  tenants  to  conduct  fire  drills  monthly  and  at 
such  other  times  as  the  Fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the 
owner  or  tenants  shall  appoint  from  among  their  em¬ 
ployees  such  responsible  and  dependable  persons,  male 
or  female,  who  shall  efficiently  perform  the  duties  of 
the  various  positions  of  the  fire  drill  organization  as 
specified  on  the  accompanying  chart. 

It  shall  be  the  duty  of  the  owner  or  tenant  to  enter  in 
the  blank  spaces  provided  for  that  purpose  in  said  chart 
the  names  of  persons  so  selected  and  post  said  chart  and 
copies  of  the  rules  in  a  conspicuous  place. 
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FIRE  DRILL  ORGANIZATION 

Premises  . 

Name  of  concern  . 

Building  No . Story . 

FOREMAN  OR  PERSON  IN  CHARGE 
Regular  Substitute 

WATCHMAN 


MALE  SEARCHER 

FEMALE  SEARCHER 

[  p 

STREET  ALARM  BOX  RUNNER 


Squad  Monitors 
..Squad  No.  1... 

i€  a  sy 


a  a 


a  a 


«  « 


“  6 


Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  enforce 
and  have  full  charge  of  the  “Fire  Drill”  in  every  factory 
on  each  floor.  Each  day  before  work  is  begun  he  shall 
see  that  extinguishers,  fire  hose,  fire  buckets,  etc.,  are  in 
readiness  for  use,  exit  doors  are  unlocked,  aisles  are  free 
from  obstruction,  that  stairways,  halls,  etc.,  are  properly 
lighted,  and  shall  remedy  any  dangerous  condition  found 
to  exist.  Immediately  after  work  is  commenced  he  shall 
check  up  the  Fire  Drill  Organization  list  and  note  if  the 
regularly  assigned  persons  are  present;  if  any  are  found 
to  be  absent,  he  shall  assign  other  employees  (if  prac¬ 
ticable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc. 

He  shall  be  familiar  with  the  operation  and  location  of 
the  interior  alarm  signal  box  on  his  floor. 

He  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintendent 
or  other  person  in  charge  of  the  building  and  advise  him 
of  the  fact.  The  (Floor  Captain’s)  Foreman’s  orders  are 
final  as  to  the  carrying  out  of  the  fire  drill  on  his  particular 
floor. 


FIRE  BRIGADE 


Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windows 
are  closed  so  as  to  prevent  the  spread  of  fire.  The 
WATCHMEN  shall  be  the  only  persons  permitted  to  re¬ 
main  on  the  floor  during  the  progress  of  a  fire  drill  and 
do  so  at  their  own  risk.  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  In  special 
cases,  however,  extra  watchmen  may  be  assigned  by  con¬ 
sent  in  writing  from  Fire  Commissioner. 


EXIT  GUARDS 

Rule  4.  Duties  of  Searchers. 

Exit . 

The  MALE  AND  FEMALE  SEARCHERS  shall  search 

“  .  .  all  toilets,  dressing  rooms  and  emergency  rooms  used  and 

frequented  by  their  sex  and  all  other  portions  of  the  floor 

“  .  and  order  all  persons,  except  those  authorized  to  remain,  to 

leave  the  premises.  They  are  to  take  care  of  and  assist 
«  all  persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediately  after 
“  .  the  last  squad  leaves. 
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RULES 


Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET-ALARM-BOX-RUNNER  shall  be  famil¬ 
iar  with  the  location  of  the  nearest  city  fire  alarm  box  and 
know  how  it  is  operated. 

In  ordinary  practice  fire  drills  the  STREET- ALARM- 
BOX-RUNNER  shall  report  to  the  Foreman  for  orders, 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  of  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET- 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm  box 
and  send  in  the  fire  alarm. 


Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  arrival 
of  the  Fire  Department,  any  fire  that  may  occur.  When  it 
is  necessary  for  the  fire  brigade  to  respond  to  different 
floors  in  the  building  they  shall  not  use  the  stairways  or 
fire  escapes  while  the  occupants  are  escaping  from  the 
premises. 


Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all  exit 
doors  leading  to  fire  escapes,  stairways,  and  other  means 
of  escape  immediately  upon  the  sounding  of  the  alarm. 
There  shall  be  two  guards  for  each  exit,  if  practicable; 
one  to  stand  in  the  hallway  holding  back  the  door  and  the 
other  directly  inside  on  the  floor.  They  are  to  keep  the 
exit  doors  open  and  direct  the  movements  of  the  persons 
using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  station. 
Then  close  their  doors  and  pass  out  of  the  building.  Upon 
signal  for  the  occupants  to  return,  EXIT  GUARDS  shall 
take  their  designated  stations  and  remain  there  until  all 
persons  have  returned  to  their  respective  floors. 


Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  not 
more  than  thirty  to  each  squad.  They  shall  see  that  all 
aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  respec¬ 
tive  squads  to  the  exit  assigned,  and  then  march  up  or 
down  the  stairs  or  to  other  exits  as  directed  by  the  EXIT 
GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interfer¬ 
ence  with  fire  apparatus.  When  the  proper  signal  is  given 
they  shall  return  to  their  respective  floors  at  head  of  their 
squads. 

MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 
manner. 


Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  month 


at  varied  hours  of  the  day,  and  all  of  the  occupants  shall 
participate  therein  simultaneously.  Such  drills  shall  con¬ 
duct  all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems  are 
installed  as  permitted  under  Rule  10.1  of  the  interior  fire 
alarm  rules  of  the  Board  of  Standards  and  Appeals,  the 
fire  drill  conducted  each  month  shall  include  all  of  the 
persons  on  the  premises  engaged  at  work  for  a  factory, 
and  drills  shall  be  conducted  at  least  twice,  each  year  in 
which  all  of  the  persons  on  the  premises  shall  participate 
simultaneously. 


Rule  10.  Duties  of  Owner. 

It  shall  be  the  duty  of  the,  OWNER,  LESSEE  OR 
TENANT  OF  THE  BUILDING  or  his  authorized  agent 
or  their  representatives  to  personally  observe  that  the 
“Fire  Drill”  is  held  simultaneously  on  every  floor  of  the 
building  and  the  participation  therein  of  every  occupant  of 
such  building.  Any  FIRE  DRILL  in  which  all  of  the 
occupants  do  not  participate  shall  not  be  considered  as  com¬ 
plying  with  the  LAW,  except  as  otherwise  provided  in 
these  rules. 

The  person  or  persons  representing  the  OWNERS, 
LESSEE  OR  TENANT,  who  supervises  the  FIRE  DRILL 
at  the  building  shall  submit  to  an  examination  by  the 
Division  of  Fire  Prevention  as  to  their  experience  and 
general  fitness  for  such  duties,  and  shall  be  so  certified  in 
writing  by  the  FIRE  COMMISSIONER. 

It  shall  be  the  duty  of  the  ENGINEER,  SUPERIN¬ 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  build¬ 
ing  having  an  interior  fire  alarm  system  to  test  such  system 
daily,  immedately  after  the  beginning  of  business,  and  to 
see  that  all  apparatus  operated  by  springs,  requiring  wind¬ 
ing  are  rewound  after  each  alarm  and  kept  in  normal  con¬ 
dition  for  operation. 


Rule  11.  Duties  of  Engineer. 

Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs,  etc.,_being 
made,  the  PERSON  IN  CHARGE  OF  BUILDING  will 
first  notify  all  Foremen  of  the  several  floors  of  the  in¬ 
tended  test  and  likewise  notify  them  when  the  repairs,  etc. 
are  completed.  This  precaution  is  taken  to  prevent  con¬ 
fusion  and  excitement,  also  misunderstanding  of  the  alarm 
signals. 

It  shall  also  be  the  duty  of  the  PERSON  IN  CHARGE 
OF  BUILDING  to  sound  the  interior  alarm  system  at 
irregular  intervals,  but  not  less  than  once  each  calendar 
month,  for  the  purpose  of  holding  practice  fire  drills.  He 
shall  keep  on  the  premises  a  record  of  such  drills,  show¬ 
ing  the  date  when  held  and  the  required  time  for  all 
occupants  to  reach  the  street  or  a  point  of  safety  outside 
the  building. 

The  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of  the 
“Fire  Drill”  Organization  and  its  purport. 


Rule  12.  Registration. 

The  name  and  address  of  every  person,  corporation  or 
co-partnership,  that  will  under  professional  service,  carry 
on  the  trade,  business  or  calling  of  establishing,  main¬ 
taining  or  supervising  the  “Fire  Drill”  shall  be  registered 
in  _  the  Fire  Department,  which  Department  shall,  upon 
evidence  of  fitness,  grant  a  certificate  to  that  effect. 


1352 


BOARD  OF  STANDARDS  AND  APPEALS 
80  LAFAYETTE  STREET 
NEW  YORK  13,  N.  Y. 


BULK  RATE 
PAID 

U.S.  POSTAGE 
New  York,  N.  Y. 
Permit  No.  4875 


University  of  Illinois  Library 
Serials  Dept* 

Urbana,  Ill. 


NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each — add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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COURT  DECISION. 

Matter  of  Grimaldi  vs.  Foley : — On  May  2,  1961,  the  Board 
granted  a  variance  under  Sections  7f  #nd~7i  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  retail  use  district,  the  erection  and  mainten¬ 
ance  of  a  gasoline  service  station,  lubritorium,  minor  auto  repairs, 
car  washing,  storage  room  office  afid  sales,  ground  sign  parking  and 
storage  of  motor  vehicles  of  the  pleasure-car  type  only  for  a  term 
of  twenty  years ;  Calendar  Number  707-60-BZ ;  Premises  6201-6215 
Avenue  N  and  1643-1653  East  52nd  Street,  northeast  corner.  Block 
7877,  Lots  4,  5,  7  and  9  Borough  of  Brooklyn. 

In  Article  78  proceeding,  petitioner  sought  to  annual  determina¬ 
tion  of  the  Board.  At  Supreme  Court,  Special  Term,  Part  I,  Mr. 
Justice  Eilperin  dismissed  the  petition. 

(N.  Y.  Law  Journal,  January  10,  1963,  page  18). 

The  Appellate  Division,  Second  Judicial  Department,  By  Kleinfeld, 
Acting,  P.  J.,  Christ,  Brennan,  Hill  and  Hopkins,  JJ.  in  the  Matter 
of  Grimaldi,  pet-ap  (Foley,  res ;  Fifty  States  Realty  Corporation, 
intervenor-res)  rendered  the  following  decision: 

“Motion  by  appellants  to  dispense  with  printing  of  the  minutes 
and  exhibits  denied.  While  ostensibly  appellants  seek  to  dis¬ 
pense  with  printing,  actually  their  purpose  is  to  abridge  the 
record ;  such  an  application  should  be  made  at  Special  Term. 
Hence,  the  denial  of  this  motion  is  without  prejudice  to  an 
application  at  the  Special  Term  to  abridge  the  record,  and 
without  prejudice  to  any  further  motion  in  this  court  after 
disposition  by  the  Special  Term  of  such  application,  if  made 
(cf.  Young  v.  Taber,  9  App.  Div.  2d  631  ;  People  ex  rel. 
Lowenstein  v.  Lowenstein,  281  App.  Div.  699).  Motion  by  ap¬ 
pellants  to  enlarge  time  to  perfect  their  appeal  granted ;  time 
enlarged  to  the  May  term  beginning  April  29,  1963  ;  appeal 
ordered  on  the  calendar  for  said  term.” 

(N.  Y.  Law  Journal,  February  20,  1963,  page  17). 

At  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice  DiGiovanna 
rendered  the  following  decision  : 

“The  prior  granting  of  a  motion  on  default  to  abridge  the 
record  is  vacated  and  upon  consideration  of  all  the  papers  sub¬ 
mitted  the  motion  is  denied.  The  court  agrees  with  the  respond¬ 
ent  that  it  is  necessary  for  the  incorporation  of  all  of.  the 
papers  in  the  record  before  the  appellate  court.  Submit  order.” 

(N.  Y.  Law  Journal,  March  21,  1963,  page  16). 

The  Appellate  Division,  Second  Judicial  Department,  by  Beldock, 
P.J.  :  Ughetta,  Brennan,  Hill  and  Hopkins,  JJ.  rendered  the  follow¬ 
ing  decision. 

“Motion  by  appellants  to  abridge  the  record  on  appeal  and  to 
further  enlarge  time  to  perfect  appeal.  Motion  denied  in  toto.” 

(N.  Y.  Law  Journal,  May  2,  1963,  page  15). 

The  Appellate  Division,  Second  Judicial  Department,  By  Ughetta, 
Acting  P.J. ;  Kleinfeld,  Christ,  Brennan  and  Rabin,  JJ,  rendered 
the  following  decision : 

“1011 :  Motion  by  appellants  to  dispense  with  printing  denied. 
1028 :  Cross-motion  by  intervenor-respondent  to  dismiss  appeal 
denied  on  condition  that  appellants  perfect  and  be  ready  to 
argue  or  submit  the  appeal  at  the  September  term,  beginning 
September  9,  1963,  for  which  term  the  appeal  has  already  been 
ordered  on  the  calendar.  The  record  and  appellant’s  brief  must 
be  served  and  filed  on  or  before  July  12,  1963.” 

(N.  Y.  Law  Journal,  May  28,  1963,  page  16). 

The  Appellate  Division,  Second  Judicial  Department,  By  Kleinfeld, 
Acting  P.J. ;  Christ,  Hill  Rabin  and  Hopkins,  JJ.,  ruled: 

“In  a  proceeding  under  article  78  of  the  former  Civil  Practice 
Act,  to  annul  a  determination  of  the  respondent  Board  of 
Standards  &  Appeals  of  the  City  of  New  York,  granting  a 
variance  to  the  intervenor-respondent,  pursuant  to  section  7 
(subdivs.  f  and  i)  of  the  former  New  York  City  Zoning  Reso¬ 
lution,  so  as  to  permit  the  erection  of  a  gas  station  in  a  retail 
use  district,  the  petitioners  appeal  from  an  order  of  the  Su¬ 
preme  Court,  Kings  County,  entered  January  15,  1963,  which 
granted  the  Board’s  motion  to  dismiss  the  petition  and  which 
sustained  its  determination.  Order  affirmed,  without  costs.  No 
opinion.” 

(N.  Y.  Law  Journal,  November  20,  1963,  page  15). 
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CALENDAR 


DOCKET 

New  Cases  filed  up  to  November  26,  1963 

Cal.  No.  Dept.  Premises  Affected 

951-63-BZ — B.Q. — 167-10  South  Conduit  Avenue,  south¬ 
east  corner  of  167th  Street,  Block  13269,  Lot  210,  Rose- 
dale,  Borough  of  Queens,  N.  B.  1677-63,  re-  proposed 
transient  hotel,  R3-2  district. 


952-63-A — B.Q. — 167-10  South  Conduit  Avenue,  south¬ 
east  corner  of  167th  Street,  Block  13269,  Lot  210,  Rose- 
dale,  Borough  of  Queens,  N.B.  1677-63,  re-  proposed 
transient  hotel,  R3-2  district. 


953-63-A — B.M. — 88  Central  Park  West,  southwest  cor¬ 
ner  of  West  69th  St.  Block  1121,  Lot  36,  Borough  of 
Manhattan,  Alt.  45-63,  re-minimum  yard  or  court. 


954-63-A — F.D. — South  State  Street,  45  feet  west  of 
Flatbush  Avenue,  Borough  of  Brooklyn,  Block  180,  Lot 
27,  F.D.  Alt.  2359-63.  re-  sprinkler  system. 


955-63-A — F.D. — East  Fordham  Road  and  Marion  Ave¬ 
nue,  north  east  corner,  of  361-373,  and  2532-2542  Marion 
Avenue,  Block  3275,  Lot  1,  F.D.  order  2593-3,  re-  sprink¬ 
ler  system. 


956-63-A — B.R. — 56  Providence  Street,  west  side,  51.0 
feet  south  of  Scranton  Street,  Block  3189,  Lot  77,  Gras¬ 
mere,  Borough  of  Richmond,  N.B.  887-63 — re-  building 
not  facing  legal  street. 


957-63-A — B.R. — 60  Providence  Street  west  side,  96.0 
feet  south  of  Scranton  Street,  Block  3189,  Lot  80,  Gras¬ 
mere,  Borough  of  Richmond  N.B.  888-63,  re-  building 
not  facing  legal  street. 


958-63-A — B.R. — 64  Providence  Street,  west  side,  137.77 
feet  south  of  Scranton  Street,  Block  3189,  Lot  82,  Gras¬ 
mere,  Borough  of  Richmond,  N.B.  891-63,  re-  building 
not  facing  legal  street. 


959-63-A — B.R. — 70  Providence  Street,  west  side,  87.20 
feet  north  of  Tacoma  Street,  Block  3189,  Lot  85,  Gras¬ 
mere,  Borough  of  Richmond,  N.B.  892-63,  re-  building 
not  facing  legal  street. 


960-63-A — B.R. — 52  Scranton  Street,  south  side,  78.54 
feet  west  of  Providence  Street,  Block  3189,  Lot  70,  Gras¬ 
mere,  Borough  of  Richmond,  N.B.  886-63,  re-  building 
not  facing  legal  street. 


961-63-A — B.R. — 60  Scranton  Street,  southwest  corner 
of  Providence  Street,  Block  3189,  Lot  75,  Grasmere, 
Borough  of  Richmond,  N.B.  872-63,  re-  building  not 
facing  legal  street. 


962-63-SM — E.B.  Lanman  Company,  high  strength  bolts 
to  ASTM  A-325-61  square  and  Hexagon  Head  Bolts 
and  Nuts,  manufactured  by  E.B.  Lanman  Company, 
Material. 


963-63-A — F.D. — 4171-4179  Broadway,  southwest  corner 
of  West  177th  Street,  Block  2143,  Lot  94,  Borough  of 
Manhattan,  F.D.  order  2771-3,  re-  sprinkler  system. 


964-63-A — F.D. — 312/314  Atlantic  Avenue,  south  side, 
200'-0  feet  east  of  Smith  Street,  Block  182,  Lot  10,  Bor¬ 


ough  of  Brooklyn,  F.D.  order  No.  4005-2,  re-  sprinkler 

system. 


965-63-A — F.D. — 152-154  Franklin  Street,  north  side,  203 
feet  8%  inches  west  of  Varick  Street,  Block  189,  Lot  8, 
Borough  of  Manhattan,  order  No.  3776-3,  re-  sprinkler 
system. 


966-63-SM — Bestwall  Hummer  Double  Solid  Partition, 
manufactured  by  Bestwall  Gypsum  Company,  Material. 


967-63-A — B.R. — 25-29  Victory  Blvd.,  northwest  corner 
of  Central  Avenue,  Block  6,  Lot  146,  St.  George  Bor¬ 
ough  of  Richmond,  Elev.  4,  re-  elevator  shaft. 


968-63-A — B.M. — 301-303  West  45th  Street,  northwest 
corner  of  8th  Avenue,  Block  1036,  Lot  29-30-32-32,  Bor¬ 
ough  of  Manhattan,  N.B.  355-61,  re-  review  of  matter 
of  zoning  superintendent. 


969-63-A — F.D. — 110  Chambers  Street,  south  side,  100'-7 
feet  west  corner  of  Church  Street,  Block  136,  Lot  27, 
Borough  of  Manhattan,  Order  No.  3910-3,  re-  sprinkler 

system. 


Restored  to  Docket 

704-61-BZ — Vol.  II— B.Q.— 162-01  to  162-09  (162-05 
official)  46th  Avenue  and  45-81  to  45-89  162nd  Street, 
northeast  corner,  'Block  5441,  Lot  86,  Bayside,  Borough 
of  Queens,  N.B.  1202-61,  re-  automotive  service  station, 
lubritorium,  parking,  etc. — C2-2  mapped  within  an  R5. 


594-50-BZ— Vol.  II— B.Bx.— 649-659  East  225th  Street, 
north  side,  205.02  feet  east  of  Carpenter  Avenue,  Block 
4827,  Lots  29,  34  and  36,  Borough  of  The  Bronx,  Alt. 
286-58,  reopened  for  consideration  as  to  extension  of 
term  of  variance,  re-  extension  of  parking  lot — residence 
use  district. 


223-58-BZ — B.Bx. — 1785  Walton  Avenue,  west  side, 
109.17  feet  south  of  East  176th  Street,  Block  2850,  Lot 
56,  Borough  of  The  Bronx,  Alt.  259-58,  reopened  for 
consideration  as  to  extension  of  term  of  variance,  re¬ 
parking  lot — residence  use  district. 


282-58-BZ — B.Q. — 93-08  95th  Avenue,  south  side,  50 
feet  east  of  93rd  Street,  Block  9036,  Lot  3,  Woodhaven, 
Borough  of  Queens,  Alt.  1586-57,  reopened  for  consider¬ 
ation  as  to  extension  of  term  of  variance,  re-  manufac¬ 
turing — residence  use  district. 


RULES 

Arc  and  Ga»  Welding  and  Oxygen 

Cutting  . Not.  27,  1956. 

Cements,  Air  Entraining  Portland, 

Rules  for  Approval  and  Use  of..  April  12,  1955 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  . Mar.  15,  1955 — Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 

form  . Dec.  28,  1943 — Vol.  28,  No.  52A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  . Dec.  10.  1962. 

Concrete  Rules  (Hydrated  Lime).  Aug.  3,  1937 — Vol.  22,  No.  31 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering _ Oct.  3,  1963 — Vol.  48  No.  40 

Dry  Cleaning  Establishments,  Rules 

Covering  . Oct.  3,  1963 — Vol.  48  No.  40 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . July  20,  1962. 
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Exterior  Veneering  Materials, 

Rules  for  . Mar. 

Factory  Exit  Rules  . Feb. 

Fire  Alarm  Rules  (Interior)  . May 

Fire  Drill  Rules  .  Nov. 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc..  Rules  for  Testing  of  Jan. 

Hatchway  Protection  . June 

Hazards,  Medium  and  High  (Sup- 

£  lenient  to  Sec. 280  of  The  Labor 

aw)  . May 

Insulating  Fibre  Board  Rules  ....  Mar. 

Oil  Burner  Rules  _ . June 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of .  May 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  .  Mar. 

Procedure,  Rules  of  . Jan. 

Smoking  in  Factories,  Rules  for. .  Dec. 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc . May 

Sprinkler,  Rules  . June 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  . .  Sept. 


11,  1952— Vol.  37,  No.  11A 
22,  1955. 

1963. 

28,  1963 — Vol.  48,  No.  48 

31,  1963— Vol.  48,  No.  5 
5,  1928 — Vol.  13,  No.  23 


25,  1961 — Vol.  46,  No.  21 
25,  1952 — Vol.  37,  No.  13A 
1,  1962. 

27,  1954. 


20,  1960. 

17,  1963 — Vol.  48,  No.  3 
6,  1963— Vol.  48,  No.  49 

2,  1963— Vol.  48,  No.  18 
29.  1937 — Vol.  22,  No.  26 

3,  1946 — Vol.  31,  No.  36 


DESIGNATIONS;  B. — Department  of  Buildings;  B.B. — Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan:  B.Q. — Department  of  Buildings,  Queens;  B.R.- — 
Department  of  Buildings,  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department, 


DECEMBER  10,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  10,  1963,  at  10  o’clock,  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters: 

1910-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Hold  Rite 
Notions  Company,  owner;  Strauss  Stores,  lessee. 
SUBJECT — Application  December  14,  1961  —  decision 
of  the  Borough  Superintendent,  under  Sections  7e  and 
7  A  of  tre  Zoning  Resolution,  to  permit  in  a  business 
use  district,  the  addition  of  accessory  minor  auto  re¬ 
pairs  and  welding  to  existing  use  of  sales  and  service 
of  auto  accessories  with  entrances  within  75  feet  of  a 
residence  district  for  a  term  of  fifteen  years. 
PREMISES  AFF7CTED— 1756-1766  86th  Street,  south¬ 
east  corner  of  Bay  17th  Street,  Block  6368,  Lot  29, 
Borough  of  Brooklyn. 

Laid  over  from  September  24  1963  to  Decmeber  10,  for 
hearing  at  request  of  applicant. 


693-63-BZ 

APPLICANT — Samuel  Rosenblum  for  Andros  Realty 
Corporation,  owner. 

SUBJECT — Application  September  9,  1963— Decision  of 
the  Borough  Superintendent,  under  Sectoin  60  (3)  of 
the  Multiple  Dwelling  Law,  to  perimt  in  a  C5-3  and 
C6-6  district,  in  a  19  story  and  penthouse  multiple 
dwelling,  the  use  of  transcient  parking  for  the  unused 
and  surplus  spaces  in  the  required  accessory  garage 

extending  into  the  C5  district. 

PREMISES  AFFECTED— 1380  to  1398  Avenue  of  the 
Americas,  east  side,  from  West  56th  Street  to  West 
57th  Street,  63-71  West  56th  Street  and  58-68  West 
57th  Street,  Block  1272,  Lots  1,  71  and  104,  Borough 
of  Manhattan. 


694-63-A 

APPLICANT — Samuel  Rosenblum  for  Andros  Realty 
Corporation,  owner. 

SUBJECT — Application  September  9,  1963 — Filed  pur¬ 
suant  to  Section  60  of  the  Multiple  Dwelling  Law  — 
Transient  parking. 


PREMISES  AFFECTED— 1380-1398  Avenue  of  the 
Americas,  east  side,  from  West  56th  Street  to  West 
57th  Street,  63-71  West  56th  Street  and  58-68  West 
57th  Street,  Block  1272,  Lots  1,  71  and  104,  Borough 
of  Manhattan. 


791-63-BZ 

APPLICANT — Henry  Nordheim  for  Joseph  Cetrone, 
owner. 

SUBJECT — Application  October  11,  1963— decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R4  district,  the 
maintenance  of  a  three  family  dwelling  with  less  than 
the  required  accessory  parking  spaces. 

PREMISES  AFFECTED— 3963  Duryea  Avenue,  west 
side,  175  feet  south  of  Strang  Avenue,  Block  4962, 
Lot  44,  Borough  of  the  Bronx. 


792-63-A 

APPLICANT — Henry  Nordheim  for  Joseph  Cetrone, 
owner. 

SUBTECT — Application  October  11,  1963 — Filed  pursu¬ 
ant  to  Section  310  of  the  Multiple  Dwelling  Law  for 
variance  of  Section  56  and  193  of  the  Multiple  Dwell¬ 
ing  Law  re-  frame  building,  yard,  etc. 

PREMISES  AFFECTED— 3963  Duryea  Avenue,  west 
side,  175  feet  south  of  Strang  Avenue,  Block  4962,  Lot 
44,  Borough  of  the  Bronx. 


797-63-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Dale 
Management  Corporation,  owner. 

SUBJECT — Application  October  7,  1963- — decision  of 
the  Borough  Superintendent,  under  Section  72-21  and 
73-42  of  the  Zoning  Resolution,  to  permit  in  a  Ml-1 
and  R6  district,  the  erection  of  a  one  story  extension 
to  an  existing  one  story  building  used  for  the  manu¬ 
facture  of  electric  stores  extending  into  the  R6  dis¬ 
trict  that  will  exceed  the  FAR,  OSR  encroaches  on 
the  required  rear  yard  in  the  R6  district. 

PREMISES  AFFECTED— 1918-1928  Atlantic  Avenue, 
56-58  Buffalo  Avenue,  southwest  corner,  Block  1338, 
Lot  38  (tentative)  Borough  of  Brooklyn. 


815-63-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Lena  Profita, 
owner;  R  and  A  Superette,  lessee. 

SUBJECT — Application  October  12,  1963. — decision  of 
the  Borough  Superintendent,  under  Section  72-21  and 
73-63  of  the  Zoning  Resolution,  to  permit  in  a  C2-5 
district,  the  erection  of  a  one  story  and  cellar  enlarge¬ 
ment  to  an  existing  five  story  building  occupied  as  a 
store  on  the  first  floor  with  dwellings  above  the  en¬ 
largement  increases  the  degree  of  non-compliance  and 
exceeds  the  permitted  floor  area  ratio. 

PREMISES  AFFECTED — 51  First  Avenue,  west  side, 
48  feet  1  inch  north  of  East  3rd  Street,  Block  445, 
Lot  36,  Borough  of  Manhattan. 


1010-57-BZ 

APPLICANT— William  E.  Kelley  for  Sestilia  Policano, 
owner. 

SUBJECT — Application  reopened  November  13, .  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  October  15,  1963  —  decision  of  the  Borough 
Superintendent  previously  granted  on  condition,  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 
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PREMISES  AFFECTED— 133-135  Schenectady  Ave- 
use,  east  side,  25  feet  north  of  St.  Marks  Avenue, 
Block  1354,  Lot  2,  Borough  of  Brooklyn. 


297-34-BZ — Vol.  Ill 

APPLICANT — Halpern  and  Hurley  for  Anne  Cosden, 
owner. 

SUBJECT — Application  reopened  November  13,  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  January  12,  1964  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition  under 
Sections  7c,  7f,  7h,  7i  and  21  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  the  extension  in 
area  of  premises  and  change  in  occupancy  to  gasoline 
service  station,  lubritorium,  non  automatic  car  wash, 
motor  vehicle  repairs,  storage  and  sale  of  accessories; 
and  the  parking  of  more  than  five  motor  vehicles 
awaiting  service. 

PREMISES  AFFECTED— 2705-2717  Nostrand  Ave¬ 
nue,  east  side,  340  feet  south  of  Avenue  M,  Block 
7666,  Lots  24  and  25,  Borough  of  Brooklyn. 


457-58-BZ 

APPLICANT — Sidjack  Realty  Corp.  owner. 

SUBJECT — Application  reopened  November  13,  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expires  November  18,  1963  —  decision  of  the  Borough 
Superintendent,  previously  granted  in  a  residence  use 
district,  the  parking  and  storage  of  motor  vehicles 
limited  to  the  pleasure  car  type  only. 

PREMISES  AFFECTED— 2330-2334  Cambreleng  Ave¬ 
nue,  east  side,  274.52  feet  south  of  East  187th  Street, 
Block  3089,  Lots  18,  19  and  20,  Borough  of  The  Bronx. 


330-33-BZ— Vol.  V 

APPLICANT — Ziegler,  Gill,,  Clabby  and  Regan  for 
City  of  New  York,  Department  of  Real  Estate,  owner; 
George  DeCombo,  lessee. 

SUBJECT — Application  reopened  November  13,  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expires  November  18  1963  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Sections  7e  and  7h  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  local  retail  and  residence  use  districts,  the 
erection  of  a  one  story  extension  and  extend  the  pre¬ 
sent  use  of  auto  showroom,  store,  office,  storage  of 
auto  parts,  motor  vehicles  repairs,  gasoline  pump  for 
owner’s  use  only,  body  and  fender  work,  incidental 
painting  and  spraying,  wheel  alignment,  brake  testing, 
welding,  parking,  and  storage  of  cars. 

PREMISES  AFFECTED — 227-17  Northern  Boulevard, 
northwest  corner  of  228th  Street,  Block  6333,  Lot 
7,  Bayside,  Borough  of  Queens. 


The  following  cases  were  laid  over  from  previous 
public  hearings  for  reasons  published  in  the  MINUTES 
of  such  hearings. 

649-63-BZ 

APPLICANT — Harry  Atkin  and  Associates  for  Estate 
of  Irene  Keough,  owner;  Edward  Smith,  lessee. 
SUBJECT — Application  August  20,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district, 
the  change  in  use  of  an  existing  building  from  a  non 
storage  garage  to  an  automotive  service  station  with 
accessory  uses  including  minor  repairs. 

PREMISES  AFFECTED — 6071  Broadway,  west  side, 
255.26  feet  north  of  246th  Street,  Block  3415,  Lot 
1221,  Borough  of  The  Bronx. 


Hearing  closed — Laid  over  from  November  26,  1963,  to 
December  10,  1963,  for  inspection  and  decision;  appli¬ 
cant  to  submit  statement  and  show  details  on  draw¬ 
ings. 


667-63-BZ 

APPLICANT — Edwin  Storch  for  Henry  G.  Zielinski, 
owner. 

SUBJECT — Application  August  26,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  Rl-2  district, 
the  erection  of  a  two  story  and  cellar  one  family 
dwelling  that  exceeds  the  permitted  floor  area  ratio, 
has  less  than  the  required  open  space  and  encroaches 
on  the  required  front  and  side  yards. 

PREMISES  AFFECTED— 252-15  Horace  Harding 
Expressway,  north  side,  6.88  feet  west  of  253rd  Street, 
Block  8254,  Lot  37,  Bayside,  Borough  of  Queens. 

Hearing  closed — Laid  over  from  November  26,  1963,  to 
December  10,  1963,  for  inspection  and  decision. 


714-63-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Seymour 
Rapaport,  owner. 

SUBJECT — Application  September  17,  1963  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R5  district, 
the  erection  of  a  two  story  and  basement  one  family 
dwelling  that  encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 786  Schenectady  Avenue, 
west  side,  160  feet  north  of  Linden  Boulevard,  Block 
4867,  Lot  22,  Borough  of  Brooklyn. 

Hearing  closed — Laid  over  from  November  26,  1963,  to 
December  10,  1963,  for  inspection  and  decision;  appli¬ 
cant  to  submit  material  for  findings  under  Section 
72-21. 


520-63-BZ 

APPLICANT — Haus  and  Breslin  for  James  Forlano 
and  Frank  Aguele,  owners. 

SUBJECT — Application,  June  21,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-01(b)  of 
the  Zoning  Resolution,  to  permit  the  erection  of  a 
one  story  and  cellar  building  for  use  as  restaurant, 
and  greenhouse  with  outdoor  sales  and  with  acces¬ 
sory  signs,  and  the  building  encroaches  on  the  required 
front  and  side  yards. 

PREMISES  AFFECTED— 2455-2465  Linden  Blvd.  and 
800-802  Logan  Street,  northwest  corner,  Block  4480, 
Lot  28,  Borough  of  Brooklyn. 

Hearing  closed — Laid  over  from  September  10,  1963  to 
September  24,  1963,  for  inspection  and  decision,  then 
to  October  29,  1963,  for  decision;  applicant  to  amend 
application;  then  to  November  26,  1963,  for  continued 
hearing;  then  to  December  10,  1963,  for  decision;  ap¬ 
plicant  to  submit  additional  statement. 

MAX  H.  FOLEY,  Chairman. 


DECEMBER  10,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday,  December  10,  1963,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York  13,  N.Y.,  on  the  following 
matters : 

1027-61-A 

APPLICANT — Larry  Meltzer  for  Franjuro  Corp., 
owner;  Emerson  Labeltype  &  Supply  Corp.,  lessee. 
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SUBJECT — Application  June  29,  1961 — Appeal  from 
orders  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system,  egress  etc. 

PREMISES  AFFECTED — 276  Nostrand  Avenue  south¬ 
west  corner  of  Kosciusko  Street,  Block  1783,  Lot  49, 
Borough  of  Brooklyn. 


1346-61-A 

APPLICANT — Longman  and  Martinez,  lessee  for  Ha- 
zeltine,  Mabell  and  Alice  Longman,  owners. 

SUBJECT — Application  August  16,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 46  Roebling  Street,  north¬ 
west  corner  of  North  9th  Street,  Block  2306,  Lot  18, 
Borough  of  Brooklyn. 


1025-62-A 

APPLICANT — Schaefer  and  Atkin  for  Kappa  Chi 
House  Corporation,  owner. 

SUBJECT — Application  November  8,  1962  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
frame  structure  —  fraternity  meeting  rooms,  means 
of  egress  etc. 

PREMISES  AFFECTED — 158-27  79th  Avenue,  north 
side,  140  feet  west  of  160th  Street,  Block  6830,  Lot  34, 
Flushing,  Borough  of  Queens. 


1082-61-A 

APPLICANT — William  S.  Shary  for  Dewey  Carver, 
owner. 

SUBJECT — Application  July  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 52  Harrison  Street,  north 
side,  53  feet  west  of  Washington  Street,  Block  183, 
Lot  20,  Borough  of  Manhattan. 


1083-61-A 

APPLICANT — William  S.  Shary  for  Dewey  Carver, 
owner. 

SUBJECT — Application  July  11,  1961 — Appeal  from  an 
order  and  a  decision  of  Fire  Commissioner  re-sprink¬ 
ler  system. 

PREMISES  AFFECTED — 56  Harrison  Street,  north 
side,  95  feet  west  of  Washington  Street,  Block  183. 
Lot  22,  Borough  of  Manhattan. 


1210-61-A 

APPLICANT — Samuel  Rosenblum  for  Times  Square 
Realty  Corporation,  owner. 

SUBJECT — Application  July  27,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 28  West  32nd  Street,  south 
side,  400  feet  west  of  Fifth  Avenue,  Block  833,  Lot  60, 
Borough  of  Manhattan. 


1357-61-A 

APPLLICANT — 8-10  White  Street  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  August  17,  1961  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 10  White  Street,  north  side, 
60  feet  east  of  West  Broadway,  Block  191,  Lot  10, 
Borough  of  Manhattan. 


1366-61-A 

APPLICANT — A.  L.  Seiden  for  Bexon  Realty  Corp¬ 
oration,  owner. 

SUBJECT — Application  August  24,  1961  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 256-258  Mott  Street,  east 
side,  180  feet  %  inch  north  of  Prince  Street,  Block 
508,  Lot  6,  Borough  of  Manhattan. 


1370-61-A 

APPLICANT — Charles  M.  Spindler  for  R  &  J  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  filed  August  22,  1961 — Appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  Sprinkler  System. 

PREMISES  AFFECTED— 182-190  Smith  Street  and  324- 
328  Warren  Street,  south  west  corner,  Block  396,  Lots 
35,  36,  38  and  39,  Borough  of  Brooklyn. 


1371-61-A 

APPLICANT — Hartley  S.  Rowe,  owner. 

SUBJECT — Application  filed  August  24,  1961.  Appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  Sprinkler  system. 

PREMISES  AFFECTED — 45  Great  Jones  Street,  south 
side,  75  feet  west  of  the  Bowery,  Block  530,  Lot  29,  Bor¬ 
ough  of  Manhattan. 


1377-61-A 

APPLICANT — Noah  N.  Sherman  for  Mrs.  Rae  S.  Gold¬ 
berg,  owner. 

SUBJECT — Application  August  25,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 59  Walker  Street,  south  side, 
127.9  feet  west  of  Broadway,  Block  193,  Lot  38,  Borough 
of  Manhattan. 


1521-61-A 

APPLICANT — Edwin  Storch  for  Louis  Kohn,  owner. 

SUBJECT — Application  September  27,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED — 357  Canal  Street,  north  west 
corner  of  Wooster  Street,  Block  228,  Lot  1,  Borough  of 
Manhattan. 


1758-61-A 

APPLICANT — Edwin  Storch  for  Frank  Materese,  owner. 

SUBJECT — Application  November  30,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 452  Rodney  Street,  northeast 
corner  of  Ainslie  Street,  Block  2371,  Lot  1,  Borough  oi 
Brooklyn. 


4-63-A 

APPLICANT — Leonard  F.  Rothkrug  for  Louis  Spector, 
owner. 

SUBJECT — Application  January  3,  1963 — Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  variance 
of  Section  56,  subd  5 — increase  of  rooms  and  families  and 
Section  171,  subd  2 — area,  extension  and  Review  of 
Decision  of  the  Borough  Superintendent  re-  Zoning  Mat 
ter. 

PREMISES  AFFECTED — 3821  Nautilus  Avenue,  north 
side,  180  feet  west  of  Sea  Gate  Avenue,  Block  7002,  Lot 
48,  Borough  of  Brooklyn. 
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126-63-A 

APPLICANT— Lama,  Proskauer  and  Prober  for  Mary  Al¬ 
ton  Incorporated,  owner. 

SUBJECT— Application  February  13,  1963— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 180  Lafayette  Street,  west  side, 
169  feet  6V2  inches  south  of  Broome  Street,  Block  473, 
Lot  43,  Borough  of  Manhattan. 


127-63-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  42nd  Ave¬ 
nue  Bayside  Corporation,  owner. 

SUBJECT — Application  February  13,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  reclassifica¬ 
tion  of  existing  building. 

PREMISES  AFFECTED— 212-01  to  212-25  42nd  Avenue, 
north  side,  42.27  feet  west  of  41st  Road,  Block  6227,  Lot 
330,  Bayside,  Borough  of  Queens. 


580-63-A 

APPLICANT — Mervin  Alembik  for  Statler-Hilton  Hotel, 
owner. 

SUBJECT — Application  July  18,  1963 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent — Fireproof  wood. 

PREMISES  AFFECTED— 401-415  Seventh  Avenue,  east 
side,  from  West  32nd  street  to  W.  33rd  Street,  137-167 
West  32nd  Street,  Block  808,  Lot  1,  Borough  of  Manhat¬ 
tan. 


774-63-A 

APPLICANT — Leonard  F.  Rothkrug  for  New  York  Uni¬ 
versity  College  of  Engineering,  owner. 

SUBJECT — Application  October  4,  1963 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  super¬ 
sonic  wind  tunnel — compressor. 

PREMISES  AFFECTED— West  180th  Street,  north  side, 
intersection  of  University  and  Sedgwick  Avenue,  N.  Y. 
University  ( Guggenheimer  Bldg.)  ;  Block  3222,  Lot  62, 
Borough  of  the  Bronx. 


845-63-A 

APPLICANT— William  B.  D.  Harris  Jr.  for  Dept,  of 
Parks  City  of  New  York,  owner;  Metropolitan  Ski 
Slopes,  Incorporated,  lessee. 

SUBJECT — Application  October  30,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  ski- 
Lodge-erection  of,  use  of  material. 

PREMISES  AFFECTED— South  East  sectio  nof  Van- 
Cortlandt  Park  Golf  Course,  1500  feet  north  of  Nill- 
man  Avenue,  Block  3422,  Lot  1,  Borough  of  the  Bronx. 


1419-61-A 

APPLICANT — Arnold  W.  Lederer  for  Ferbush  Realty 
Company,  owner. 

SUBJECT — Application  filed  August  31,  1961 — Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  Sprink¬ 
ler  System. 

PREMISES  AFFECTED— 8-12-14  Forrest  Street, 
south  side,  98  feet  west  of  Bushwick  Avenue,  Block 
3145,  Lot  12,  Borough  of  Brooklyn. 


1425-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Dave  Rich, 
owner. 

SUBJECT — Application  filed  September  13,  1961 — Ap¬ 
peal  from  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  Sprinkler  System. 


PREMISES  AFFECTED— 291  Church  Street,  west 
side,  100  feet  south  of  Walker  Street,  Block  193,  Lot 
19,  Borough  of  Manhattan. 


1430-61-A 

APPLICANT— A.  L.  Seiden  for  Edith  O.  Tunison  and 
Helen  D.  Van  Ripper,  owners. 

SUBJECT— Application  filed  September  15,  1961— Ap¬ 
peal  from  an  order  and  decision  of  the  Fire  Commis¬ 
sioner,  re-  Sprinkler  System. 

PREMISES  AFFECTED— 341-345  West  37th  Street, 
north  side,  275  feet  west  of  Sixth  Avenue,  Block  761, 
Lot  12,  Borough  of  Manhattan. 


1455-61-A 

APPLICANT — Goldwater  and  Flynn,  for  Samuel  L. 
Kuhn,  owner. 

SUBJECT— Application  September  8,  1961— Appeal 

from  an  order  of  the  Fire  Commissioner,  re-  sprinkler 

system. 

PREMISES  AFFECTED— 417  East  East  75th  Street, 
north  side,  277.1  feet  east  of  First  Avenue  Block  1470, 
Lot  11,  Borough  of  Manhattan. 


1471-61-A 

APPLICANT— Seymour  A.  Mitteldorf,  for  All-Contin¬ 
ent  Corp.,  owner;  Electra-Craft  Appliance  Co.,  lessee. 

SUBJECT — Application  September  21,  1961 — -Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 348  West  42nd  Street,  south 
side,  175  feet  east  of  Ninth  Avenue,  Block  1032,  Lot 
57,  Borough  of  Manhattan. 


1473-61-A 

APPLICANT — Joseph  Schecter,  for  Vika  Properties 
Inc.,  owner. 

SUBJECT— Application  September  22,  1961— Appeal 
from  an  order  and  a  decision  of  the  ire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED— 187  Bowery,  east  side,  50 
feet,  4V2  inches  north  of  Delancey  Street,  Block  425, 
Lot  3,  Borough  of  Manhattan. 


1475-61-A 

APPLICANT — 20  Catherine  Street,  Inc.,  owner;  Mu¬ 
tual  Kitchen  Equipment  Co.,  Inc.,  lessee. 

SUBJECT — Application  September  14,  1961 — Appeal 

from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  sprinkler  system. 

PREMISES  AFFECTED— 20  Catherine  Street,  west 
side,  75  feet,  8  inches  south  of  East  Broadway,  Block 
279,  Lot  56,  Borough  of  Manhattan. 


1479-61-A 

APPLICANT — Robert  Teichman,  for  Willmarie  Hold¬ 
ing  Corp.,  owner. 

SUBJECT — Application  September  25,  1961 — Appeal 

from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 109-113  West  Broadway 
and  112  Reade  Street,  southeast  corner,  Block  146, 
Lot  11,  Borough  of  Manhattan. 
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1483-61-A 

APPLICANT — Lama,  Proskauer  and  Prober,  for  Louis 
M.  Butler,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
Fire  Commissioner,  re-  sprinkler  system. 

PREMISES  AFFECTED — 2309-2311  Third  Avenue, 
east  side,  49  feet,  11  inches  north  of  East  125th  Street, 
Block  1790,  Lots  3  and  4,  Borough  of  Manhattan. 


1721-61-A 

APPLICANT- — Arnold  W.  Lederer  for  Jerome  and 
Jos.  Vitarelli,  owner. 

SUBJECT — Application  November  14,  1961 — Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 444  Water  Street,  north 
side,  126.5  feet  east  of  Market  Slip,  Block  249,  Lot 
50,  Borough  of  Manhattan. 


1722-61- A 

APPLICANT — Arnold  W.  Lederer  for  Jerome  and  Jos. 
Vitarelli,  owners. 

SUBJECT — Application  November  14,  1961 — Appeal 

from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 442  Water  Street,  north 
side,  100.5  feet  east  of  Market  Slip,  Block,  249,  Lot 
49,  Borough  of  Manhattan. 


1723-61-A 

APPLICANT — Arnold  W.  Lederer  for  Joseph  and 
Jerome  Vitarelli,  owners. 

SUBJECT — Application  November  14,  1961,  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 446  Water  Street,  north 
side,  151.5  feet  east  of  Pike  Street,  Block  249,  Lot  51, 
Borough  of  Manhattan. 


1055-62-A 

APPLICANT — Monroe  Schlessinger  for  Ad-Print  Com¬ 
pany,  owner. 

SUBJECT — Application  November  28,  1962 — Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  drying  oven. 

PREMISES  AFFECTED — 40-24  22nd  Street,  west 
side,  215.85  feet  south  of  40th  Avenue,  Block  410,  Lot 
35,  Long  Island  City,  Borough  of  Queens. 


454-63-A 

APPLICANT — Clinton  Brown  for  Jacob  A.  Fine  and 
Nathan  Seril,  owners. 

SUBJECT — Application  May  27,  1963 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  3rd  Class 
construction — use  of  5th  floor. 

PREMISES  AFFECTED— 10  West  46th  Street,  south 
side,  200  feet  west  of  Fifth  Avenue,  Block  1261,  Lot 
46,  Borough  of  Manhattan. 


789-63-A 

APPLICANT — Casale  and  Nowell  for  Anna  Laetitia 
Pccci  Blunt,  owner;  The  Everett  School,  lessee. 


SUBJECT— Application  October  10,  1963— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class  3 
construction-extension  of  school. 

PREMISES  AFFECTED — 41  East  75th  Street,  north 
side  i 45  feet  east  of  Madison  Avenue,  Block  1390,  Lot 
27,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman. 


DECEMBER  17,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  3,  1963,  at  2  o’clock  at  80 
Lafayette  Ctreet,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

805-62-SA 

APPLICANT — Roberts-Gordon  Appliance  Corporation, 
owner — infra  red  gas-fired  space  heater. 


947-62-SM 

APPLICANT — The  Cornelius  Company,  owner  — 
bulk  packaging  of  carbonated  soft  drinks. 


1133-62-SM 

APPLICANT — New  Castle  Products,  Inc.,  owner  — 
subdividing  partition. 


3-63-SA 

APPLICANT — Brinkman  Instruments,  Inc.,  for  Carl 
Zeiss,  Inc.,  owner — flame  equipment  for  chemical 
analyses. 


177-63-SA 

APPLICANT — International  Oil  Burner  Company, 
owner — space  heater  not  to  be  used  in  garages  or 
places  of  explosive  atmosphere. 


213-63-SM 

APPLICANT — Celotex  Corporation,  owner — two-hour 
fire  resistive  floor  and/or  ceiling  construction. 


214-63-SM 

APPLICANT — S.  A.  Winklepleck  for  Mirawal  Com¬ 
pany,  owner — incombustible  acoustical  ceiling. 


215-63-SM 

APPLICANT — S.  A.  Winklepleck  for  Mirawal  Com¬ 
pany,  owner  —  subdividing  partition. 


342-63-SM 

APPLICANT — Barrett  Division,  Allied  Chemical  Cor¬ 
poration,  owner — a  one  and  two-hour  fire  resistive 
non-load  bearing  partition. 


966-63-SM 

APPLICANT — Bestwall  Gypsum  Company,  owner  — 
a  two-hour  fire  resistive  non-load  bearing  parition. 

MAX  H.  FOLEY,  Chairman. 


MINUTES 


REGULAR  MEETING 
Tuesday  Morning,  November  26,  1963,  10  A.M. 

Present:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker,  Commissioner  Klein  and  Commissioner 
Nolan. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Wednesday  morning  and  afternoon  November  13,  1963, 
were  approved  as  printed  in  the  Bulletin  of  November  21, 
1963,  Vol.  48,  No.  47. 

520-63-BZ 

APPLICANT— Haus  and  Breslin  for  James  Forlano  and 
Frank  Aguele,  owners. 

SUBJECT— Application,  June  21,  1963— decision  of  the 

Borough  Superintendent,  under  Section  73-01  (b)  of  the 
Zoning  Resolution,  to  permit  the  erection  of  a  one  story 
and  cellar  building  for  use  as  restaurant,  and  greenhouse 
with  outdoor  sales  and  with  accessory  signs, _  and  the 
building  encroaches  on  the  required  front  and  side  yards. 
PREMISES  AFFECTED— 2455-2465  Linden  Blvd.  and 
800-802  Logan  Street,  northwest  corner,  Block  4480,  Lot 
28,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus  and  T.  Hartnett. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  December  10,  1963, 
at  10  A.M.  for  decision;  applicant  to  submit  additional 
statement;  hearing  closed. 


566-63-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  William 
E.  Kleinhenz,  owner. 

SUBJECT — Application  July  9,  1963 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  and  R3-2 
district,  the  enlargement  and  extension  in  area  of  an  exist¬ 
ing  automotive  service  establishment  previously  granted 
by  the  Board. 

PREMISES  AFFECTED— 205-01  to  205-19  (205-11  offi¬ 
cial)  Northern  Boulevard  north  side,  from  205th  Street 
to  Clear  View  Expressway,  43-10  to1  43-46  Clearview 
Expressway,  43-27  to  43-35  205th  Street,  Block  6269, 
Lot  20  (formerly  20  and  part  of  9)  Bayside,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti  and  William  E.  Klein¬ 
henz. 

For  Opposition:  Victor  D.  Borst,  Jr.,  Martha  Regneri, 
Eleanor  Petersen,  Pauline  Polly  Allen,  Dominick  Cu- 
taria  and  Gustave  Maikisch. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1963, 
at  10  A.M.  for  continued  hearing;  applicant  to  submit 
revised  drawings. 


618-63-BZ 

APPLICANT — Robert  L.  Bien  for  Doris  K.  Carver  and 
Samuel  Ades,  owners. 

SUBJECT — Application  August  8,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit,  in  a  C6-4  district,  the  erection 
of  a  16  story  office  building  that  exceeds  the  permitted 
floor  area  ratio  and  the  mechanical  equipment  penthouse 
penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 110-118  Church  Street  and 
33-41  Park  Place,  northeast  corner,  Block  126,  Lots  2 
and  4,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Morris  Brady. 

For  Opposition:  None. 


ACTION  OF  BOARD — Laid  over  to  December  3,  1963, 
at  10  A.M.  for  decision;  applicant  to  submit  additional 
information  previously  requested  by  the  Board ;  hearing 
previously  closed. 


649-63-BZ 

APPLICANT — Harry  Atkin  and  Associates  for  Estate  of 
Irene  Keough,  owner;  Edward  Smith,  lessee. 

SUBJECT — Application  August  20,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  change 
in  use  of  an  existing  building  from  a  non  storage  garage 
to  an  automotive  service  station  with  accessory  uses  in¬ 
cluding  minor  repairs. 

PREMISES  AFFECTED — 6071  Broadway,  west  side, 
255.26  feet  north  of  246th  Street,  Block  3415,  Lot  1221, 
Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

For  Opposition:  Edward  J.  McNenney  and  James  Sousa. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1963, 
at  10  A.M.  for  inspection  and  decision;  applicant  to  sub¬ 
mit  statement  and  show  detail  on  drawings ;  hearing  closed. 


667-63-BZ 

APPLICANT — Edwin  Storch  for  Henry  G.  Zielinski, 
owner. 

SUBJECT — Application  August  26,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  erection 
of  a  two  story  and  cellar  one  family  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio,  has  less  than  the  re¬ 
quired  open  space  and  encroaches  on  the  required  front 
and  side  yards. 

PREMISES  AFFECTED— 252-15  Horace  Harding  Ex¬ 
pressway,  north  side,  6.88  feet  west  of  253rd  Street,  Block 
8254,  Lot  37,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Henry  Zielinski. 

For  Opposition:  John  S.  Rienzo. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1963, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


714-63-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Seymour 
Rapaport,  owner. 

SUBJECT — Application  September  17,  1963 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erec¬ 
tion  of  a  two  story  and  basement  one  family  dwelling 
that  encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 786  Schenectady  Avenue,  west 
side,  160  feet  north  of  Linden  Boulevard,  Block  4867,  Lot 
22,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leon  Komondorea. 

For  Opposition :  Virginia  Szaraz,  Solomon  Safran  and 
Stanley  Karcz. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1963, 
at  10  A.M.  for  inspection  and  decision;  applicant  to  sub¬ 
mit  material  for  findings  under  Section  72-21 ;  hearing 
closed. 


753-63-BZ 

APPLICANT— William  A.  O’Leary  for  Dept.  Public 
Works,  City  of  New  York,  owner. 

SUBJECT-— Application  September  27,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
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ing  Resolution,  to  permit  in  an  R 7-2  district,  the  erection 
of  a  sewage  pumping  station  that  encroaches  on  the  re¬ 
quired  rear  yard. 

PREMISES  AFFECTED — 184  Avenue  D,  east  side,  20 
feet  south  of  East  13th  Street  Extended,  Block  367, 
Lot  25,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Morris  Rothenberg,  S.  H.  Greenhill  and 
Louis  Schwartz. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  December  3,  1963, 
at  10  A.M.  for  decision ;  applicant  to  submit  additional 
drawings;  hearing  closed. 


269-37-BZ 

APPLICANT  William  J.  Kalt  for  Auguste  Widmaier, 
owner. 

SUBJECT— Application  reopened  October  29,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  September  17,  1963 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Section 
7i  of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 1325  Webster  Avenue,  west 
side,  197  feet  north  of  East  169th  Street,  Block  2887, 
Lot  177,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  S.  Peter  La  Rosa. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative  :  Chairman  Foley,  Commissioner  Klein  and 


Commissioner  Nolan  . . . . . .  3 

Negative:  Commissioner  Fox  . . . . . . .  1 

Absent:  Commissioner  Becker  _  1 

THE  RESOLUTION— 


Whereas,  on  October  19,  1937,  this  application  was 
granted  by  the  Board  on  certain  conditions ;  and 

Whereas,  on  January  14,  1947  the  Board  amended  this 
application  to  Section  7i  and  extended  the  term  of  variance, 
which  has  been  extended  from  time  to  time  and  last  ex¬ 
tended  for  a  term  of  five  years  on  September  17,  1958;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  September  17,  1963;  and 

Whereas,  this  application  was  reopened  on  October  29, 
1963  and  set  for  hearing  on  November  26,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  26,  1963  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  28,  1963,  acting  on  N.B.  Applic.  No.  1710-25, 
reads : 

“1.  Proposed  change  in  the  terms  of  a  variance  previ¬ 
ously  granted  under  B  of  S  &  A  Cal.  #269-37-BZ 
is  referred  to  the  Bd.  of  S.  &  A.  under  provisions 
of  Par.  11-411  Z.R.’” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  19,  1937, 
as  amended  through  September  17,  1958  only  as  to  the 
term  of  the  variance,  so  that  as  amended  it  shall  read : 

“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  amended  resolution,  to  permit  .  .  .  ;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects  including  the  require¬ 
ment  that  only  light  motor  vehicle  repairs  shall  be 


done ,  and  that  a  Certificate  of  Occupancy  shall  be  ob- 

tciincG. 


72-41-BZ 

APPLICANT— Gerald  E.  Dwyer  for  New  York  Central 
System,  owner. 

SUBJECT — Application  reopened  October  29,  1963  for 
consideration  as  to  extension  of  term  of  variance,  expired 
April  29,  1963 — decision  of  the  Borough  Superintendent 
previously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  partly  in  a  business  use  and 
partly  in  a  restricted  retail  use  district,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 275  feet  west  of  Lexington 
Avenue  and  344  feet  4  inches  east  of  Vanderbilt  Avenue, 
between  East  45  and  East  46th  Streets,  Block  1300,  Lot 
6,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Leo  F.  Battaglia. 

For  Opposition :  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Klein  and  Commissioner  Nolan  4 

Negative:  .... . . . .  . .  q 

Absent:  Commissioner  Becker  _ ”.Z  .  Z  1 

THE  RESOLUTION— 

Whereas  on  July  15,  1941,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 

Whereas,  this  application  was  reopened  from  time  to 
time  to  extend  the  term  of  variance  and  last  extended  for 
a  term  of  five  years  on  April  29,  1958;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  April  29,  1963;  and 

moHERfAS'  this  application  was  reopened  on  October  29 
19GJ  and  set  for  hearing  on  November  26,  1963  at  10  A  M  ’ 
requiring  a  new  decision  of  the  Borough  Superintendent,' 
photographs  and  two  publications  in  the  Bulletin;  and 

Whekeas,  ao^Ub]1Z:iieaJing  was  heId  on  this  application 

the  BuMnTandi  “  “  n°'iCe  by  publica,r°n  "> 

datedHEfi!itS’TlhetQMisi0?  °f  the  Borough  Superintendent, 
reads-  7  1963  aCting  °n  At‘  APPlic-  No.  1632-51, 

“1.  Use  of  public  parking  lot  for  seventeen  (17)  motor 
Resolution  *  CS’3  distHct  is  contrary  to  the  Zoning 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  Julv  15  1941  as 
amended  through  April  29,  1958,  only  as  to  the  term  of 
the  variance,  so  that  as  amended  it  shall  read : 

granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  amended  resolution,  to  permit  .  .  .  ;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects;  and  that  a  Certifi¬ 
cate  of  Occupancy  shall  be  obtained  ” 


Bono  for  Jennie  Minieri, 


93-57-BZ 

APPLICANT — Ludwig  P. 
owner. 

SUBJECT— Application  reopened  October  29  1963  for 
consideration  as  to  extension  of  term  of  variance  ex¬ 
pired  May  6  1963— decision  of  the  Borough  Superin’tend- 
ent,  previously  granted  on  condition,  under  Section  7h  of 
the  Zoning  Resolution,  permitting  in  a  residence  use  dis¬ 
trict,  parking  and  storage  of  motor  vehicles  of  the  pleas¬ 
ure  car  type  only.  1 
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PREMISES  AFFECTED— 2316-Beaumont  Avenue,  east 

side,  315  feet  north  of  East  183rd  Street,  Block  3103,  Lot 
.14,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Ludwig  P.  Bono. 

For  Opposition:  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE—  .  .  _  _ 

Affirmative:  Chairman  Foley,  Commissioner  box,  Com¬ 
missioner  Klein  and  Commissioner  Nolan  -  4 

Negative:  - ® 

Absent:  Commissioner  Becker  -  1 

THE  RESOLUTION— 

Whereas,  on  May  6,  1958,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 

Whereas,  the  applicant  states  that  the  site  in  question 
is  orderly,  clean  and  well  kept  and  creates  a  most  desirable 
convenience  to  neighboring  owners  and  tenants  which  have 
no  garage  facilities;  that  furthermore  it  will  alleviate  street 
parking  congestion  with  all  its  inherent  dangers  to  chil¬ 
dren  and  pedestrians  since  street  is  only  50  feet  wide  and 
the  population  density  is  very  high  due  to  tall  apartment 
houses  built  without  any  parking  provisions;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
amended  Zoning  Resolution  as  to  extension  of  the  term  of 
variance,  which  expired  on  May  6,  1963;  and 

Whereas,  this  application  was  reopened  on  October  29, 
1963  and  set  for  hearing  on  November  26,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  November  26,  1963,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  8,  1963  acting  on  Alt.  Applic.  No.  1292-56, 
reads : 

“C-l— Extension  of  time  of  variance  is  contrary  to  Board 
of  S/A  Resolution  93-57-BZ  dated  5-6-58  and  is 
referred  to  the  Board  for  consideration  under  pro¬ 
visions  of  Par.  11-34  Zoning  Resolution.  ’ 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  6,  1958,  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read : 

“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  amended  resolution,  to  permit  .  .  .  ;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects ;  and  that  a  Certifi¬ 
cate  of  Occupancy  shall  be  obtained.” 


529-57-BZ 

APPLICANT— Burke  and  Groh  for  C.B.S.  Trading  Corp., 
owner. 

SUBJECT— Application  reopened  October  8,  1963  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  expired 
April  8,  1963— decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  and  local 
retail  use  district,  the  use  of  the  plot  for  the  sale  and  dis¬ 
play  of  used  cars  dealt  in  by  the  Chevrolet  Agency  on  the 
adjoining  lot  to  the  east  and  permitting  the  maintenance 
of  lights  and  sign  around  the  perimeter  of  the  sales 
car  lot. 

PREMISES  AFFECTED— 234-04  Northern  Boulevard, 
southeast  corner  of  234th  Street,  Block  8167,  Lots  286 
and  293,  Douglaston,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Robert  T.  Groh. 

For  Opposition :  None. 


ACTION  OF  BOARD— Term  of  variance  extended. 


THE  VOTE—  .  .  _  , 

Affirmative :  Chairman  Foley,  Commissioner  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  -  4 

Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION—  .  . 

Whereas,  on  April  18,  1958,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 

Whereas,  on  March  31,  1959,  this  application  was  re¬ 
opened  and  the  Resolution  amended  to  permit,  for  a  term 
of  two  years,  the  maintenance  of  lights  as  shown  under 
E.S.  533/58;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 


Whereas,  this  application  was  reopened  on  October  8, 
1963  and  set  for  hearing  on  November  6,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin,  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  November  6,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  26,  1963  for  restudy  by  the 
applicant  and  for  continued  hearing ;  and 

W^hereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  22,  1963  acting  on  Alt.  Applic.  No.  773/57,  reads : 

“1.  Application  to  extend  Certificate  of  Occupancy 
must  be  rfeerred  back  to  B.S.A.  for  its  considera¬ 
tion.  Cal.  No.  529-57-BZ.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  8,  1958,  as 
amended  through  March  31,  1959,  only  as  to  the  term  of 
the  variance,  so  that  as  amended  it  shall  read : 

“granted  for  a  term  of  two  years  from  the  date  of  this 
amended  resolution,  to  permit.  _ .  .  .  ;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained.” 


923-57-BZ 

APPLICANT— Ludwig  P.  Bono  for  Westchester  Square 
Associated,  owner. 

SUBJECT— Application  reopened  October  29,  1963  for  con- 
sideration  as  to  extension  of  term  of  variance,  expired 
June  24,  1963— decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  parking  for  more  than  five  motor  vehicles,  restricted 
to  doctors  and  attendants  at  the  hospital  and  for  visitors 
and  patients  of  the  hospital,  no  fee  to  be  charged. 

PREMISES  AFFECTED— 2449-2451  StT.  Raymond  Ave¬ 
nue,  1601-1649  Seddon  Street,  northwest  corner  and  2446- 
2448  Dorsey  Avenue,  Block  3992,  Lots  32,  37  and  40, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Ludwig  P.  Bono. 

For  Opposition:  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 


THE  VOTE—  .  .  _ 

Affirmative:  Chairman  Foley,  Cmnmissioner  Fox,  Com¬ 
missioner  Klein  and  Commissioner  Nolan  . — - 4 

N  egative :  . . .  ” 

Absent :  Commissioner  Becker  . .  1 


THE  RESOLUTION— 

Whereas,  on  June  24,  1958,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 

Whereas,  the  applicant  requests  that  the  Board  will  give 
favorable  consideration  in  granting  the  extension,  for  this 
variance  is  essential  to  the  traffic  operation  of  the  hospital 
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located  on  the  opposite  side  of  Seddon  Street;  that  further¬ 
more,  the  premises  are  orderly,  clean  and  well  kept  and 
create  a  safe  area  for  pedestrians  by  the  elimination  of  con¬ 
gested  parking  along  the  streets ;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term  of 
variance,  which  expired  on  June  24,  1963;  and 
Whereas,  this  application  was  reopened  on  October  29 
1963  and  set  for  hearing  on  November  26,  1963  at  10  A.M  ’ 
requiring  a  new  decision  of  the  Borough  Superintendent] 
photographs  and  two  publications  in  the  Bulletin;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  15,  1963  acting  on  Alt.  Applic.  No.  998-57 
reads :  ’ 

C-l.  Proposed  extension  of  term  of  variance  contrary 
B,d-  of  ?/A  Resolution  #923-57-BZ  dated 
6/24/58  and  is  referred  to  the  Board  as  per  Sec 
11-41,  411  N.Y.C.Z.R. 
and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  24,  1958,  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it’  shall 
read : 

“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  amended  resolution,  on  condition  that  the  hedge 
and  bordering  grass  shall  be  trimmed  and  kept  in  good 
condition ,  that  other  than  as  herein  amended  the  reso- 
lution  above  cited  shall  be  complied  with  in  all  respects  j 
and  that  a  Certificate  of  Occupancy  shall  be  obtained.” 


1686-61-BZ 

APPLICANT— James  S.  Mclnerney  for  Fregold  Realty 
Corporation,  owner. 

SUtB^^CT— App,ication  November  13,  1961— decision  of 
Bie  Borough  Superintendent,  under  Section  7c  of  the 
Zoning  Resolution,  to  permit  in  a  business  and  residence 
use  district,  the  maintenance  of  a  parking  lot  accessory 
to  an  existing  supermarket  with  night  parking  for  local 
residents. 


PREMISES  AFFECTED — 940  East  181st  Street,  south 
side,  170  feet  west  of  Vyse  Avenue,  931  to  941  East 
180th  Street,  Block  3128,  Lot  35,  Borough  of  The  Bronx 
APPEARANCES— 

For  Applicant:  James  S.  Mclnerney  and  Joseph  Orlando. 
For  Opposition  None: 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . 

Negative :  Chairman  Foley,  Commissioner 
sioner  Becker,  Commissioner  Klein  and 
Nolan  . . 

THE  RESOLUTION— 


- - -  0 

Fox,  Commis- 
Commissioner 


Whereas  a  public  hearing  was  held  on  this  application 
on  July  2,  1963  after  due  notice  bv  publication  in  the  Bulle¬ 
tin ;  laid  over  to  September  24,  1963;  applicant  to  be  noti- 
ped  to  send  out  twenty  day  notices;  then  to  November  6, 
1963 ,  applicant  to  be  notified  to  send  out  twenty  day  no¬ 
tices  ;  then  to  November  19.  1963  for  inspection  and  pos¬ 
sible  decision;  hearing  closed;  then  to  November  26  1963  • 
and  ’ 


\Vhereas,  the  decision  of  the  Borough  Superintendent 
dated  November  9,  1961  acting  on  Alt.  Applic.  No  830-60 
reads :  ’ 

“1.  Proposal  to  change  the  use  of  subject  premises  (lo¬ 
cated  in  a  Residence  use  District)  from  vacant  land 
to  parking  and  storage  of  more  than  5  motor  vehi¬ 
cles  (pleasure  type)  is  contrary  to  Art.  II,  Sect. 
3  of  the  Zoning  Resolution.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 


spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  denied  because  of  the  unsafe  condi¬ 
tion  to  the  residential  area  which  would  be  created  by  the 
use  of  the  narrow  driveway;  and 

Whereas,  the  Board  found  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  vari¬ 
ance  under  Section  7c  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  November  9,  1961,  acting  on  Alt.  Applic.  830-60, 
Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 

176-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Salvatore  Lu¬ 
cia,  owner. 

SUBJECT — Application  February  28,  1963 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  ex¬ 
tension  of  the  accessory  parking  area  with  business  signs 
on  the  existing  one  story  building  into  the  residence 
district. 

PREMISES  AFFECTED- — -909  East  233rd  Street,  north¬ 
west  corner  of  Digney  Avenue,  Block  5002,  Lot  35,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  T.  Crinion  and  Salvatore  Lucia. 

For  Opposition  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ _ _ _ _  5 

Negative :  _ _ _  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  November  13.  1963,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  November  26,  1963  for  inspec¬ 
tion  and  possible  decision  and  continued  hearing;  applicant 
to  submit  statement;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  19,  1963,  acting  on  Alt.  Applic.  70-63  reads: 

“1.  Proposal  to  use  portion  of  lot  for  parking^  40  cars 
accessory  to  non-conforming  use,  eating  &  drinking 
place,  use  group  6,  where  such  portion  of  lot  is 
within  R4  district  and  not  part  of  original  lot  filed 
under  approved  application  N.B.  1079  of  1961,  vio¬ 
lates  Sect.  22-10  of  Zoning  Resolution. 

2.  Proposal  to  use  triangular  portion  of  lot  originally 
separated  by  fence  from  Local  Retail  District,  for 
accessory  parking  of  subiect  non-conforming  building 
located  in  R4  District,  violates  Sect.  22-10  of  Zon¬ 
ing  Resolution. 

3.  Pronosal  to  change  non-conforming  sign,  since  use 
is  changed  from  non-conforming,  violates  Sections 
52-82  and  52-31  of  Zoning  Resolution  and  must 
comply  with  Sign  regulations  for  Cl  District.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions,  and 

Whereas,  the  Board  has  made  the  findings  required  under 
Section  72-21  of  the  Zoning  Resolution,  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
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granted  under  Section  72-21,  of  the  Zoning  Resolution,  to 
permit  in  an  R4  district,  the  extension  of  the  accessory 
parking  area  into  the  residence  district  and  with  business 
signs  on  the  existing  one  story  building  on  condition  the 
work  be  done  to  conform  to  drawings  filed  with  this  ap¬ 
plication  dated  September  26,  1963,  9  sheets,  and  Novem¬ 
ber  22,  1963,  1  sheet,  revised ;  on  further  condition  that  the 
signs  for  parking  on  the  east  and  west  faces  of  the  building 
be  limited  in  size  to  one  foot  six  inches  by  six  feet  ;  on 
further  condition  that  the  northerly  curb  cut  on  Digney 
Avenue  be  located  not  nearer  than  75  feet  from  Lot  28 ;  that 
the  portion  of  the  property  which  projects  northward  into 
the  residential  area  shall  be  landscaped  and  that  a  gate  be 
provided  in  the  fence  between  that  portion  and  the  parking 
space;  that  all  other  laws,  rules  and  regulations  applicable 
shall  be  complied  with,  and  that  permit  be  obtained,  work 
done,  and  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  Resolution. 


223-63-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Charles  Mot- 
tola,  Lincolndale  Homes,  Inc.,  Mario  Avallone  and  Frank 
Calabro,  owners. 

SUBJECT — Application  March  13,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  and  Cl -3  dis¬ 
trict,  the  relocation  and  reconstruction  of  an  automotive 
service  station  with  accessory  uses  including  automatic 
car  washing. 

PREMISES  AFFECTED— 3217  White  Plains  Road, 
northwest  corner  of  Burke  Avenue,  Block  4594,  Lots 
42,  44,  46  and  48,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _  5 

Negative:  _  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  4,  1963  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  June  18,  1963  for  inspection  and  decision; 
hearing  closed ;  then  to  July  23,  1963 ;  then  to  September 
17,  1963;  then  to  October  8,  1963  for  applicant  to  submit 
revised  drawings  and  for  decision ;  then  to  October  22, 
1963,  for  applicant  to  submit  revised  drawings ;  then  to 
November  26,  1963  for  decision  at  request  of  the  applicant; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  28,  1963  acting  on  N.B.  Applic.  No.  122-63, 
reads : 

“1.  Proposed  erection  of  Auto  Service  Station  (Use 
Group  13)  with  accessory  office,  sales,  minor  auto 
repairs,  lubritorium  and  parking  for  more  than  five 
(5)  motor  vehicles  on  above  premises  located  part¬ 
ly  in  a  Cl-1  Dist.  and  partly  in  a  C2-2  Dist.  (map¬ 
ped  in  R-6)  is  contrary  to  Sect.  32-22  of  the  Zon¬ 
ing  Resolution  and  therefore  denied. 

2.  Proposed  creation  of  an  Automobile  Laundry  (Use 
Group  16)  on  above  premises  located  partly  in  Cl-1 
Dist.  and  partly  in  a  C2-2  Dist.  (mapped  in  R-6) 
is  contrary  to  Sect.  32-25  of  the  Zoning  Resolution 
and  therefore  denied.  Note:  A  reservoir  space  for 
a  min.  of  10  automobiles  is  req’d.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 


that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
73-211  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  Section  73-211, 
to  permit  in  a  C2-2  district,  the  relocation  and  reconstruc¬ 
tion  of  an  automotive  service  station  with  accessory  uses 
including  automatic  car  washing,  on  condition  that  the  work 
shall  conform  to  drawings  filed  with  this  application  dated 
March  13,  1962,  one  sheet,  July  19,  1963,  3  sheets  revised 
and  July  19,  1963,  one  sheet  additional ;  on  further  condition 
that  a  reservoir  space  for  ten  cars  shall  be  maintained  on 
this  property;  that  all  laws,  rules  and  regulations  applic¬ 
able  shall  be  complied  with;  and  that  permit  shall  be  ob¬ 
tained,  work  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  Resolution. 


574-63-BZ 

APPLICANT— Haus  and  Bresin  for  A.  A.  Becker  and 
N.  Milton  Rothstein,  owners;  Sun  Oil  Company,  lessee. 
SUBJECT— Application  July  11,  ^  1963— decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73- 
212  of  the  Zoning  Resolution,  to  permit  in  a  C2-3  district, 
the  erection  and  maintenance  of  an  automotive  service 
station  with  accessory  use  for  a  temporary  term  of 
twenty  years. 

PREMISES  AFFECTED— 769-785  Rockaway  Avenue, 
218-228  Riverdale  Avenue,  southeast  corner,  Block  3603, 
Lot  23,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  Haus  and  T.  Hartnett. 

For  Opposition:  None. 

For  Administration:  John  J.  Saunders,  Bd.  of  Education, 
and  Samuel  Bodian,  Park  Dept. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  _  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . . - . . - - -  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  29,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  13,  1963  for  decision;  the 
Board  of  Education  will  furnish  information  on  the  pro¬ 
posed  school  in  the  next  block ;  property  has  been  inspected ; 
hearing  closed;  then  to  November  26,  1963  for  additional 
information  and  decision ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  18,  1963  acting  on  N.B.  Applic.  No.  474-63, 
reads : 

“1.  Proposed  use  of  “Automotive  service  station,  in¬ 
cluding  accessory  uses  of  lubrication,  auto  washing, 
minor  repairs,  office,  accessory  sales  and  parking 
of  more  than  5  cars  waiting  service,”  is  not  permit¬ 
ted  in  a  C2-3  district  and  is  contrary  to  Sec.  32-22, 
Chap.  2,  Art.  Ill  of  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Sections 
73-211  and  73-212  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
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hereby  make  a  variation  in  the  application  of  the  use  dis- 
trict  regulations  of  the  Zoning  Resolution  and  that  the  ap- 

and  **  here.by  is  panted,  under  Sections  73-211 
and  73-212,  to  permit  in  a  C2-3  district,  the  erection  and 
maintenance  of  an  automotive  service  station  with  acces- 
.uses’  f°r  a  term  °f  twenty  years,  on  condition  that  the 
building  shall  conform  to  drawings  filed  with  this  applica¬ 
tion  dated  July  11,  1963,  3  sheets  and  November  22,  1963 
2  sheets;  revised  on  further  condition  that  a  three  foot 
high  face  brick  wall  with  proper  coping  shall  be  constructed 
along  the  Riverdale  Avenue  front  for  a  distance  of  60  feet 
from  the  east  lot  line;  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with;  and  that  permit  shall 
be  obtained,  work  completed  and  a  Certificate  of  Occu¬ 
pancy  obtained  within  one  year  from  the  date  of  this  Reso¬ 
lution. 


665-63-BZ 

ArvLISA?T~;?e?rge  Fuchs  for  Board  of  Education, 
City  of  New  York,  owner. 

SUBJECT— Application  August  26,  1963— decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml -2  district,  the  erection 
of  a  three  story  and  basement  public  school. 

PREMISES  AFFECTED — 209-227  York  Stree.t,  north 
side  88-104  Navy  Street,  254-270  Front  Street,  Block 
44  Lot  1,  Block  56,  Lots  24,  32,  33,  part  of  3,  and  Block 
a/ ,  all  Lots,  Borough  of  Brooklyn.  p  s  307 

APPEARANCES— 

For  Applicant :  John  J.  Saunders,  Bd.  of  Education  and 
George  Fuchs. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . . .  __  ^ 

Negative:  _  _  q 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  13,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  26,  1963  for  decision-  ap¬ 
plicant  to  submit  statement;  hearing  closed;  and 

,  WHTEAS'  decision  °f  the  Borough  Superintendent, 
dated  August  12,  1963  acting  on  N.B.  Applic..  No  754-62 
reads :  ’ 

“2.  Proposed  construction  of  public  school  in  an  Ml-2 
zone  is  not  permissible.  Sect.  42-10,  Z.R. 

3.  Referred  to  Bd.  of  Standards  &  Appeals  for  deter¬ 
mination  of  bulk  requirements.  Sect.  11-111  Z.R.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ;  and 
Whereas,  the  Board  found  that  this  was  an  appropriate 
case  m  which  to.  exercise  discretion  to  grant  under  Section 
73-19  of  the  Zoning  Resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  regulations 
of  the  Zoning  Resolution  and  that  the  application  be  and  it 
hereby  is  granted  under  Section  73-19,  to  permit  in  an  Ml-2 
district,  the  erection  of  a  three  story  and  basement  public 
school,  on  condition  that  the  building  shall  be  constructed 
in  accordance  with  drawings  filed  with  this  application 
dated  August  26,  1963,  7  sheets;  that  all  laws,  rules  and 
regulations  applicable  shall  be  completed  and  a  Certificate 
of  Occupancy  obtained  within  one  year  from  the  date  of 
this  Resolution. 


687-63-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Fred  Steinbruck, 
owner.  ’ 

SUBJECT— Application  September  6,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  mainten¬ 
ance  of  a  parking  lot  for  a  temporary  term  of  three  years 
to  be  used  while  the  World’s  Fair  is  in  progress. 

PREMISES  AFFECTED — 52-02  111th  Street,  south  west 
corner  of  52nd  Avenue,  Block  2008,  Lots  37,  38,  40  and 
41,  Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Oposition :  None. 

For  Administration :  Samuel  Bodian,  Park  Dept. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . . . . . .  5 

Negative:  _  _  _ 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  13,  1963,  after  due  notice  by  publication  in 
the  Bulletin;  laid  oyer  to  November  26,  1963  for  inspection 
and  decision ;  amended  plan  to  be  submitted ;  hearing  closed  ; 
and 

a  Wj^REAS  the  deGi5;^  of  the  Borough  Superintendent, 
dated  May  28,  1963,  acting  on  Alt.  Applic.  803-63,  reads: 

“1.  Proposed  occupancy  of  parking  and  storage  of 
motor  vehicles  is  in  use  group  8  and  as  such  is  not 

a  P™tte.d  use  as  of  right  in  an  R6  district  Sec. 
22-00  Zoning  Resolution.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in- 
spected  by  a  committee  of  the  Board  which  recommended 
and  thC  appllcatlon  be  panted  under  certain  conditions, 

Whereas,  the  Board  has  made  the  findings  required 
under  Section  72-21  of  the  Zoning  Resolution,  and 

Whereas  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion -to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there- 
iore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R6  district,  the 
maintenance  of  a  parking  lot  for  a  temporary  term  of  three 
years,  on  condition  that  the  work  shall  conform  to  drawings 
filed  with  this  application  dated  September  6,  1963  one 
sheet  and  November  22,  1963.  one  sheet  revised;  on  further 
condition  that  the  existing  billboards  on  the  property  shall 
be  removed ;  that  the  cinder  paving  shall  be  treated  with  a 
binder  and  rolled  to  the  proper  grade;  that  no  new  cars 
shall  be  received  in  the  lot  after  9  P.M. ;  that  all  laws,  rules 
and  regulations  aophcable  shall  be  complied  with ;  and  that 
permit  shall  be  obtained,  work  completed  and  a  Certificate 
°\  Occupancy  obtained  within  one  year  from  the  date  of 
this  Resolution. 


701-63-BZ 

APPLICANT— J.A.  Daidone  for  Daidone  and  Witherow 
lor  Edmund  A.  Guggenheim,  owner;  Spartan  Holding 
Corporation  (under  contract  to  purchase),  lessee. 

SUBJECT— AppHcation  September  11,  1963— decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R8  district,  the  change 
in  occupancy  in  an  existing  three  story  building  from 
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private  garage  for  not  more  than  five  cars  and  dwellings, 
to  photographer’s  studio,  accessory  office  and  two  dwell¬ 
ings. 

PREMISES  AFFECTED— 121  East  83rd  Street,  north 
side,  143  feet  10  2/3  inches  west  of  Lexington  Avenue, 
Block  1512.  Lot  11,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  E.  J.  Daidone. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - - -  5 

Negative :  - 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  13,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  26,  1963  for  inspection 
and  decision ;  hearing  closed ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  10,  1963  acting  on  Alt.  Applic.  No.  922-63, 
reads : 

“1.  Proposed  use  of  photographic  studio  on  1st  floor  & 
accessory  storage  on  proposed  mezzanine  &  accessory 
office  on  second  floor  in  an  R-8  district  is  contrary 
to  Article  II  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  commitee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  condition,  and 
Whereas,  the  Board  has  made  the  findings  required 
under  Section  72-21  of  the  Zoning  Resolution,  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  _  and  it  hereby  _  is 
granted  under  Section  72-21,  to  permit  in  an  R-8  district, 
the  change  of  occupancy  in  an  existing  three  story  building 
from  private  garage  for  not  more  than  five  cars  and  dwell¬ 
ings  to  photographer’s  studio,  accessory  office  and  two 
dwellings,  on  condition  that  the  work  shall  conform  to 
drawings  filed  with  this  application  dated  September  11, 
1963,  9  sheets ;  on  further  condition  that  the  street  front 
of  the  building  shall  be  steam  cleaned;  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with;  and  that 
permit  shall  be  obtained,  work  completed  and  a  Certificate 
of  Occupancy  obtained  within  one  year  from  the  date  of 
this  Resolution. 


Adjourned  12:05  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 
TUESDAY  NOVEMBER  26,  1963,  12  Noon 

Present:  Chairman  Foley, .  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan. 

15-63-BZX — B.B.  6322  20th  Avenue,  Block  5541,  Lot 
47,  Alt.  2419-60  Permit  No.  4311-63. 


17-63-BZX — B.M.  319  West  22nd  Street.  Block  746,  Lot 
26.  Alt.  1854-61.  Permit  No.  2956-63. 


18-63-BZX— B.B.  273-277  Court  Street.  Block  408,  Lot 
4.  Alt.  1937-61.  Permit  Nos.  3069  and  3070-61. 


19-63-BZX— B.M.  515-517  East  6th  Street.  Block  402, 
Lots  57  and  58.  Alt.  151-60.  Permit  No.  3092-62. 


20-63-BZX— -B.M.  150-152  East  7th  Street.  Block  402, 
Lots  19,  20.  Alt.  105-61.  Permit  No.  3027-62. 


21-63-BZX— B.M.  248  West  221st  Street.  Block  707, 
Lot  66.  Alt.  2312-61.  Permit  No.  1400-62. 


22-63-BZX— B.M.  100  Lexington  Avenue. 
Lot  20.  Alt.  1502-61.  Permit  No.  3025-62. 


Block  883, 


23-63-BZX— B.M.  225-227  E.  10th  Street.  Block  452, 
Lots  44  and  45.  Alt.  1109-60.  Permit  No.  2679-62. 


25-63-BZX— B.M.  601  West  110th  Street-  Block  1894, 


27-63-BZX— B.M.  51  East  80th  Street.  Block  1492,  Lot 
125.  Alt.  2355-61.  Permit  No.  3397-62. 


ACTION  OF  BOARD — Time  to  complete  construction 
extended. 


THE  VOTE—  „  .  .  r 

Affirmative:  Chairman  Foley,  Commissioner  box,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . - . - - -  _ 

Negative:  . . 

THE  RESOLUTION—  „  ,  .. 

Whereas,  the  above  applications  for  extension  of  time 
to  permit  the  completion  of  construction  were  duly  hied 


lution;  and 

Whereas,  in  each  of  these  cases  the  Board  found  that, 
on  the  date  the  building  permit  lapsed,  a  substantial  por¬ 
tion  of  construction  had  been  completed  and  substantial 
expenditures  in  connection  with  such  construction  had  been 
made. 

Resolved,  that  the  time  within  which  to  complete  con¬ 
struction  be  and  it  hereby  is  extended  for  a  term  of  three 
months  from  the  date  of  this  resolution. 


9-63-BZX— B.M.  43  West  87th  Street,  Block  1201,  Lot 
12.  Alt.  1985-61.  Permit  No.  3582-62. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE—  n 

Affirmative :  . - - - - - - ~Z - . 

Negative:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker,  Commissioner  Klein  and  Commissioner 
Nolan  . . . . . 

THE  RESOLUTON—  ,  ..  .  ^ 

Whereas,  this  application  for  extension  of  time  to  per¬ 
mit  the  completion  of  construction  was  duly  filed  under  the 
provisions  of  Section  11-32  of  the  Zoning  Resolution,  and 
Whereas,  the  Board  found  that  on  the  date  the  building 
permit  lapsed,  construction  had  not  been  started. 

Resolved,  the  application  to  extend  the  time  within  which 
to  complete  construction  be  and  it  hereby  is  denied. 


72-30-B  Z — V ol.  II 

APPLICANT— Herman  Kron  for  L.  B.  Oil  Company, 
Inc.,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  October  2, 
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1963 — decision  of  the  Borough  Superintendent ;  previ¬ 
ously  granted  on  condition,  under  Section  7f  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  business  use  district,  the 
reconstruction  of  the  present  gasoline  service  station  and 
extend  the  use  to  include  lubritorium,  motor  vehicle  re¬ 
pair  shop,  parking  and  storage  of  more  than  five  (5) 
cars  and  the  sale  of  used  cars. 

PREMISES  AFFECTED— 3491  P-3507  Fort  Hamilton 

Parkway,  south  side,  264.5  feet  east  of  36th  Street,  Block 
5302,  Lot  21,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Herman  Kron. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . . . .  5 

Negative  _ _ _ _ _  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
as  Vol.  II,  on  February  25,  1958,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  2,  1962;  and 
Whereas,  the  applicant  request  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  17,  1963, 
as  amended  through  October  2,  1962,  only  as  to  the  time 
to  obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (Alt.  4170/56) 


327-41  BZ— Vol.  II 

APPLICANT — Philip  P.  Agusta  for  Joseph  Foraldo, 
owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  obtain  Certificate  of  Occupancy 
which  expired  February  27,  1963  —  decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition, 
under  Section  7a  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  extension  of  the  uses  in  an 
existing  one  story  building  presently  occupied  as  a  rag 
and  metal  storage  to  include  rag  baling,  junk  shop  and 
metal  storage  and  use  of  an  oxy-acetylene  torch  for  junk 
and  metal  storage  in  the  open  area  and  parking  of  cars. 

PREMISES  AFFECTED — 191-195  Woodpoint  Road  and 
230-234  Skillman  Avenue,  southeast  corner,  Block  2893, 
Lots  12  and  17,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  P.  Agusta. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
obtain  Certificate  of  Occupancy  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ _ _ _  5 

Negative  _ 0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board 
as  Vol.  II,  on  February  27,  1962,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  a  certificate  of  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  27,  1962, 


only  as  to  the  time  to  obtain  a  Certificate  of  Occupancy, 
so  that  as  amended  this  portion  of  the  resolution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  completed,  a  Certificate 
of  Occupancy  shall  be  obtained  within  one  year  from 
that  date  of  this  amended  resolution.”  (Alt.  2353/61). 


453-47-BZ— Vol.  I 

APPLICANT — Lama,  Proskauer  and  Prober  for  S.  Sach, 
owner;  Benjamin  Chevrolet  Company,  lessee. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition,  under 
Sections  7e,  7f  and  21  of  the  Zoning  Resolution,  permitting 
in  a  business  use  C  area  district,  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a  show  room  for  new 
and  used  cars,  with  one  buried  gasoline  storage  tank  and 
one  pump  for  use  of  customers  cars  only  and  a  motor 
vehicle  repair  shop  using  more  than  the  area  permitted; 
and  on  the  unbuilt  upon  portion  of  the  plot,  the  sale  and 
display  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 2025-2039  Atlantic  Avenue  and 
214-228  Hopkinson  Avenue,  northwest  corner  and  23-31 
Raddle  Place,  Block  1564,  Lots  1  and  31,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Negative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . .  5 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
I,  on  July  25,  1947,  on  certain  conditions ;  and 

Whereas,  the  term  of  variance  was  last  extended  on 
November  20,  1962;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  25,  1947  as 
amended  through  November  20,  1962  by  adding  thereto : 
“that  the  cellar  may  be  omitted  except  for  a  boiler 
room,  the  mezzanine  floor  may  be  increased  in  area, 
and  the  building  shall  be  used  and  occupied  as  shown 
on  drawing  of  present  and  proposed  conditions  marked 
‘Received  October  2,  1963,’  one  sheet;  that  the  reso¬ 
lutions  adopted  by  the  Board  on  May  29,  1951  and 
July  26,  1960  are  hereby  affirmed  and  the  uses  therein 
permitted  may  be  continued,  including  the  following : 
that  repairing  shall  be  solely  in  connection  with  the 
servicing  of  cars  dealt  in  by  the  agency  and  shall  be 
done  with  hand  tools  only,  but  may  include  equipment 
for  brake  adjustment,  wheel  alignment,  greasing  and 
minor  acetylene  welding,  painting  and  spraying ;  and 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (N.B. 
Applic.  No.  393-47  and  Alt.  Applic.  No.  1631-60.) 


752-57-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Dominick  Len- 
tini,  owner  doing  business  as  Lentini’s  Funeral  Chapel. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  and  extension  of  time  to  com¬ 
plete  which  expired  May  6,  1959  —  decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition, 
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under  Sections  7e,  7A  and  21  of  the  Zoning  Resolution, 
permitting  in  a  local  retail  and  residence  use,  D  area  dis¬ 
trict,  the  erection  and  maintenance  of  a  funeral  chapel  and 
dwelling  for  one  family,  with  off  street  loading  area  with¬ 
in  75  feet  of  the  residence  district  and  covering  more 
permitted  area. 

PREMISES  AFFECTED— 2853  Middletown  Road,  north¬ 
east  corner  of  Mayflower  Avenue,  Block  4157,  Lot  7,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Request  to  reopen  for  amendment 
and  extension  of  time  denied. 

THE  VOTE—  n 

Affirmative :  u 

Negative:  Chairman  Foley,  Commissioner  Becker,  Com¬ 
missioner  Klein  and  Commissioner  Nolan  -  5 

THE  RESOLUTION—  _  .  ,  ..  c  , 

Whereas,  this  application  was  granted  by  the  rSoard 
on  May  6,  1958,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  and  extension  of  time. 

Resolved ,  that  the  application  to  reopen  for  consideration 
as  to  amendment  of  the  resolution  and  extension  of  time  to 
obtain  permits  and  complete  the  work  be,  and  it  hereby  is, 
denied. 


568-61-BZ 

APPLICANT — Albert  Melniker  for  the  Estate  of  Mar¬ 
jorie  B.  Menden. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expiied  September 
25,  1963— decision  of  the  Borough  Superintendent ;  pre- 
viously  granted  on  condition,  under.  Sections  7e,  7f  and 
7i  of  the  Zoning  Resolution,  permitting  in  a  business  and 
retail  use  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station,  lubritorium,  car  washing,  minor  mo¬ 
tor  vehicle  repairs  with  hand  tools  only,  sale  of  acces¬ 
sories,  parking  of  more  than  five  motor  vehicles  and  an 
illuminated  free  standing  sign. 

PREMISES  AFFECTED— 2488  Hylan  Boulevard,  395 
New  Dorp  Lane,  southeast  corner,  Block  3900,  Lot  12, 
New  Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

TLIE  VOTE—  .  .  „  _ 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  -  ^ 

Negative  - -  ^ 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  July  25,  1961,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  September  25,  1962;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  25,  1961,.  as 
amended  through  September  25,  1962,  only  as  to  the  time 
to  obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be  ob¬ 
tained”.  (N.B.  408/61) 


1571-61-BZ 

APPLICANT — Philip  P.  Agusta  for  Clarapat  Holding 
Corporation,  owner. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  April  10, 
1963 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7c  of  the  Zoning 
Resolution,  permitting  in  an  unrestricted  and  business 
use  district,  the  erection  of  a  one  story  building  for  the 
storage  and  fabrication  of  iron  and  steel  products,  weld¬ 
ing,  loading  and  unloading,  office  and  the  storage  of  two 
motor  vehicles  in  conjunction  with  the  adjoining  building 
and  use  in  the  unrestricted  use  district. 

PREMISES  AFFECTED— 92  Withers  Street,  south  side, 
51  feet  west  of  Leonard  Street,  Block  2742,  Lot  17,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Philip  P.  Agusta. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  the  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - - - - -  5 

Negative  - - -  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  April  10,  1962,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  10,  1962 
only  as  to  the  time  to  complete  the  work  and  obtain  a  Cer¬ 
tificate  of  Occupancy,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  nearly  completed,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  shall 
be  obtained  within  one  year  from  the  date  of  this 
amended  resolution”.  (N.B.  2091/61) 


983-61-A 

APPLICANT — Leonard  F.  Rothkrug  for  Greenpoint 
Warehouse  Terminal  Company,  Inc.,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  Appeal  from  a  decision  of  the 
Borough  Superintendent  re-  Class  1  construction,  use  of 
floors  above  motion  picture  stages. 

PREMISES  AFFECTED— 214-226  East  44th  Street, 
south  side,  230  feet  east  of  3rd  Avenue,  213-223  East 
43rd  Street,  Block  1317,  Lots  9,  10,  11  and  37,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Nolan  .  4 

Negative:  Commissioner  Klein  _  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  November  14,  1961,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  14,  1961 
by  adding  thereto: 

“that  the  existing  5-inch  csat  iron  leader  in  the  new 
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elevator  shaft  may  remain,  as  shown  on  drawing 
marked  ‘Received  October  4,  1963’,  one  sheet,  on  con¬ 
dition  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects”. 
(Alt.  1762/58) 


1060-61-A 

APPLICANT — Wall  Rope  Works,  Incorporated,  owner. 
SUBJECT — Application  July  7,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 47  and  48  South  Street,  north 
side,  Gouverneur  Lane,  Block  35,  Lot  41,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Edward  J.  Peters. 

ACTION  OF  BOARD — Appeal  zviihdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Becker,  Commissioner  Klein  and  Com¬ 


missioner  Nolan  _  4 

Negative:  Commissioner  Fox  _ _  1 


1487-61-A 

APPLICANT — Ottilie  Home  for  Children,  owner. 
SUBJECT — Application  September  27,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 85-70  148th  Street,  west  side, 
from  85th  to  87th  Avenue,  Block  9724,  Lot  97,  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _  S 

Negative:  _  0 


1217-61-A 

APPLICANT — Edwin  F.  Taylor  for  David  Blumowitz, 
owner. 

SUBJECT — Application  July  20,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 244  Canal  Street,  south  side. 
49  feet  2  inches  west  of  Center  Street,  Block  197,  Lot  24, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ 5 

Negative:  .  0 


277-39-BZ 

APPLICANT — Walter  Margulies  for  Meda  Perotti  and 
William  G.  Bradley,  owners. 

SUBJECT — Application  for  consideration  —  to  withdraw 
request  for  extension  of  term  of  variance  which  expired 


July  1,  1963  (now  in  Ml-1  district)  —  decision  of  the 
Borough  Superintendent;  previously  granted  on  condi¬ 
tion,  under  Section  7g  of  the  Zoning  Resolution,  for  a 
term  of  years,  permitting  in  a  business  use  district,  the 
maintenance  of  individual  garages  for  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 25-18  to  25-20  38th  Street,  and 
38-02  to  38-10  27th  Street,  southwest  corner,  Block  387, 
Lots  19  and  21,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE: 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _  5 

Negative:  _  0 


594-50-BZ — Vol.  II 

APPLICANT — Alvin  F.  Golankiewicz  for  Frank  Golan- 
kiewicz,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  November 
25,  1963 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
on  a  plot  consisting  of  three  lots,  the  extension  of  a  park¬ 
ing  lot,  previously  granted  by  the  Board,  and  located  on 
the  westerly  62  feet  of  the  premises,  to  occupy  the  entire 
plot. 

PREMISES  AFFECTED— 649-659  East  225th  Street, 
north  side,  205.02  feet  east  of  Carpenter  Avenue,  Block 
4827,  Lots  29,  34  and  36,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Alvin  F.  Golankiewicz. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  January  7,  1963  at  10  A.M.,  to  consider  exten¬ 
sion  of  the  term  of  variance,  requiring  a  new  decision  of 
the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _  5 

Negative  -  0 


223-58-BZ 

APPLICANT — Victor  E.  Block  for  Yetta  Git,  owner. 
SUBJECT — Application  for  consideration  —  reopening 
for  extension  of  term  of  variance  which  expired  Novem¬ 
ber  5,  1963 — decision  of  the  Borough  Superintendent; 
previously  granted  oh  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
on  a  plot  presently  occupied  with  a  two  story  dwelling 
and  three  car  garage,  the  use  of  the  unbuilt  upon  portion 
of  the  premises  for  a  parking  lot  for  the  parking  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1785  Walton  Avenue,  west 
side,  109.17  feet  south  of  East  176th  Street,  Block  2850, 
Lot  56,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkins. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  January  7,  1964  at  10  A.M.,  to  consider  exten¬ 
sion  of  the  term  of  variance,  requiring  a  new  decision  of 
the  Borough  Superintendent  and  photographs,  which  have 
been  filed  ,and  two  publications  in  the  Bulletin  as  notice. 
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THE  VOTE —  .  .  _  „ 

Affirmative:  Chairman  Foley  Commissioner  box,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - - - - -  ~ 

Negative:  .  ^ 


282-58-BZ 

APPLICANT — Robertson  Company  for  Elmer  H.  Robert¬ 
son  and  Florence  E.  Robertson,  owners. 

SUBJECT— Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  November 
18,  1963— decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  7e  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  present  building  to  be  used  for  manufacturing  as  per¬ 
mitted  in  a  business  use  district. 

PREMISES  AFFECTED— 93-08  95th  Avenue,  south  side, 
50  feet  east  of  93rd  Street,  Block  9036,  Lot  3,  Wood- 
haven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Elmer  H.  Robertson. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  January  7,  1964  at  10  A.M.,  to  consider  exten¬ 
sion  of  the  term  of  variance,  requiring  a  new  decision  of 
the  Borough  Superintendent  and  photographs,  which  have 
been  filed,  and  two  publications  in  the  Bulletin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - - -  “ 

Negative:  -  ^ 


704-61-BZ — Vol.  II 

APPLICANT— Lama,  Proskauer  and  Probre  for  John 
Prowse  and  Helen  Prowse,  owners. 

SUBJECT— Application  for  consideration  —  reopening  as 
Vol.  II  subject  to  regular  procedure  —  decision  of  the 
Borough  Superintendent;  previously  denied,  under  Sec¬ 
tions  7f  and  7 i  of  the  Zoning  Resolution,  permitting  in  a 
business  and  retail  use,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium,  minor  auto  repairs, 
car  wash,  office  and  sales,  storage  room,  the  parking  and 
storage  of  motor  vehicles  in  the  open  area  and  a  ground 
sign. 

PREMISES  AFFECTED— 162-01  to  162-09  (162-05  offi¬ 
cial)  46th  Avenue,  45-81  to  45-89  162nd  Street,  northeast 
corner,  Block  5441,  Lot  86,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE—  „  .  .  D  . 

Affirmative :  Chairman  Foley,  Commissioner  Becker 

Commissioner  Klein  and  Commissioner  Nolan  -  4 

Negative:  Commissioner  Fox  .  1 


Adjourned  12:40  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 
Tuesday  Afternoon,  November  26,  1963,  2  P.M. 

Present:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan. 

993-61-A 

APPLICANT— Patrick  D.  Concagh  for  Rolfe’s  Chop 
House,  Incorporated,  owner. 


SUBJECT— Application  June  27,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system,  enclose  sub-cellar  stairs. 

PREMISES  AFFECTED— 90  Fulton  Street,  south  side, 
102.25  feet  west  of  Gold  Street,  Block  77,  Lot  23,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  P.  D.  Concagh.  . 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE—  „  .  .  „  „ 

Affirmative:  Chairman  Foley,  Commissioner  box,  Com- 
missioner  Becker,  Commissioner  Klein  <ind  Commis- 

sioner  Nolan  . - . — - - — - - 

Negative:  - -  ^ 

THE  RESOLUTION—  .  .  . 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  15,  1961  and  June  2,  1961  on  Viola¬ 
tion  Order  No.  491214,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system  in 
cellar  and  sub-cellar. 

Chapter  19-161.0  Administrative  Code.” 

and 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  16,  1961  and  June  2,  1961  on  Viola¬ 
tion  Order  No.  491216,  reads: 

“1.  Enclose  sub-cellar  stairs  with  1  hour  enclosure  and 
self-closing  door.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  order  and  decision  of  the  Fire.  Com¬ 
missioner  dated  Feb.  15,  1961  and  June  2,  1961  acting  on 
Violation  Order  No.  491214  objection  no.  1.  and  the  order 
and  decision  dated  Feb.  16,  1961  and  June  2,  1961  acting 
on  Violation  Order  No.  491216,  objection  No.  1  be  and 
they  hereby  are  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  con¬ 
form  to  drawings  filed  with  this  appeal  dated  June.  27,  1961, 
3  sheets ;  on  farther  condition  that  a  non-automatic  sprink¬ 
ler  system  shall  be  installed  in  the  cellar  and  subcellar; 
that  the  stair  from  the  pantry  in  the  cellar  to  the  first  floor 
shall  be  enclosed  with  a  fire  retarded  partition  and  one 
fireproof  self-closing  door;  that  two  sprinkler  heads  shall 
be  installed  in  the  kitchen  on  the  first  floor,  off  the  domes¬ 
tic  water  supply;  that  a  thermostatic  fire  alarm  system  with 
central  office  connection  shall  be  installed  in  the  cellar  and 
subcellar ;  and  that  the  floors  above  the  first  floor  shall  re¬ 
main  vacant. 


1064-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Max  B. 
Cane,  owner. 

SUBJECT — Application  July  3,  1961 — Appeal  from  an  order 
and  a  decision  of  the  Fire  Commissioner — re-  sprinkler 
system. 

PREMISES  AFFECTED— 712  Broadway,  east  side,  173 
feet  4  inches  north  of  Fourth  Street,  Block  545,  Lot  8, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Donald  D.  Fisher. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ _ _  5 

N  egative :  - _ _ _ _ _ 0 
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THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  5,  1961  and  June  7,  1961  on  Violation 
Order  No.  481091,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  5,  1961  and  June  7,  1961,  acting 
on  Viol.  Order  No.  4X1091,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  October  7,  1963,  6 
sheets ;  on  further  condition  that  a  non-automatic  sprinkler 
system  shall  be  installed  in  the  cellar  and  subcellar  in 
place  of  the  present  perforated  pipe  system ;  and  that  a 
thermostatic  fire  alarm  system  with  central  office  connec¬ 
tion  shall  be  installed  throughout  the  building. 


1081-61-A 

APPLICANT — William  S.  Shary  for  Dewey  Carver, 
owner. 

SUBJECT — Application  July  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 98  North  Moore  Street,  south 
side,  97  feet  west  of  Washington  Street,  Block  185,  Lot 
16,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
TLIE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ _ _ _ _ _ _  5 

Negative:  . . .  0 


THE  RESOLUTION— 

.  Whereasa,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  3,  1961  and  June  23,  1961  on  Viola¬ 
tion  Order  No.  489584,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  C19-161.0  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  February  3,  1961  and  June  23,  1961,  acting  on  Viola¬ 
tion  Order  No.  489584  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  the  building  conforms  to  drawings  filed  with  this 
application  dated  July  11,  1961,  5  sheets;  on  further  condi¬ 
tion  that  a  thermostatic  fire  alarm  system  be  installed  in 
the  cellar  and  first  floor  with  a  central  office  connection, 
and  that  the  floors  above  the  first  are  to  remain  vacant. 


1167-61-A 

APPLICANT — Florence  Weinfeld,  owner. 

SUBJECT — Application  July  19,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 37  Spruce  Street,  north  side. 


78.9  feet  west  of  Gold  Street,  Block  103,  Lot  29,  Borough 
of  Manhattan. 


APPEARANCES— 

For  Applicant:  A.  Bertram  Roth. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ _ _ _ _  5 

Negative:  _ _ _ _ _ _ _ _  0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  20,  1961,  May  31,  1961  and  June  29, 
1961  on  Violation  Order  No.  483650,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  C19-161.0  Administrative  Code.” 
and 


Whereas,,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  January  20,  1961,  May  31,  1961  and  June 
29,  1961,  acting  on  Viol.  Order  #483650,  Objection  No.  1, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  con¬ 
form  to  drawings  filed  with  this  appeal  dated  July  19,  1961, 
2  sheets;  on  further  condition  that  a  thermostatic  fire  alarm 
system  with  central  office  connection  shall  be  installed  in 
the  cellar,  first  floor  and  second  floor ;  and  that  the  remain¬ 
ing  floors  in  the  building  shall  remain  vacant. 


1198-61-A 

APPLICANT — I  .irry  Meltzer  for  Fisher  Press  Building, 
owner. 


SUBJECT — Application  July  24,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 


PREMISES  AFFECTED — 195-197  Chrystie  Street,  west 
side,  100  feet  south  of  Stanton  Street,  Block  426,  Lot  29, 
Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com- 
rnissioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . . . . .  5 

Negative:  . .  0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  17,  1961  and  June  28,  1961  on  Vio¬ 
lation  Order  No.  493013,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  entire  building. 

Chapter  19-161.0  Administrative  Code.” 

and 


Whereas,  the.  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  17,  1961  and  June  28,  1961,  act¬ 
ing  on  Viol.  Order  #493013,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  July  24,  1961,  7  sheets; 
and  on  further  condition  that  an  non-automatic  sprinkler 
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system  and  a  thermostatic  fire  alarm  with  central  office  con¬ 
nection  shall  be  installeld  in  the  cellar. 


1244-61-A 

APPLICANT— Lama,  Proskauer  and  Prober  for  S.  H. 
LeBell  and  Company,  owner. 

SUBJECT— Application  August  1,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 85  Franklin  Street,  south  side, 
143  feet  8  inches  east  of  Church  Street,  Block  174,  Lot 
22,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - - - - — • — — —  5 

Negative:  - - -  0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  24,  1961  and  July  24,  1961  on  Viola¬ 
tion  Order  No.  494202,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system  in 
cellar  and  sub-cellar  of  building. 

C19-161.0  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  24,  1961  and  Jily  24,  1961,  acting 
on  Viol.  Order  #494202,  Objection  No.  j,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  appeal  dated  August  1,  1961,  6  sheets;  on 
further  condition  that  a  masonry  stair  enclosure  shall  be 
provided  in  the  subcellar,  with  a  fireproof  self-closing  door; 
that  a  non-automatic  sprinkler  system  shall  be  installed  in 
the  cellar  and  subcellar;  and  that  a  thermostatic  fire  alarm 
system  with  central  office  connection  shall  be  installed  in 
the  cellar  and  subcellar. 


1290-61-A 

APPLICANT — Max  Siegel  Associates  for  Stanshoe  Realty 
Corporation,  owner ;  J  aveline  Shoe  Company,  Hal  R. 
Weiner  Shoe,  Company,  lessees. 

SUBJECT — Application  July  17,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 148  Duane  Street,  south  side, 
42  feet,  4  inches  each  of  West  Broadway,  Block  146,  Lot 
14,  Borough  of  Manhattan. 

APPEARNACES— 

For  Applicant:  Frederick  J.  McCaskey. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ _ _ 5 

Negative:  _  0 


THE  RESOLUTION— 

.  Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  1,  1961  and  July  20,  1961  on  Viola¬ 
tion  Order  No.  490577,  reads : 


“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  entire  building  in  148  Duane  Street. 

Chapter  09-161.0  Admin.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  1,  1961  and  July  20,  1961,  acting 
on  Viol.  Order  No.  490577,  Objection  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  appeal  dated  July  27,  1961,  one  sheet  and 
August  20,  1963,  2  sheets;  on  further  condition  that,  the 
subcellar  stairs  shall  be  enclosed  with  a  masonry  partition 
and  fireproof  self-closing  doors;  that  both  stairs  in  the 
cellar  shall  be  enclosed  with  fire  retarded  partitions  with 
fireproof  self-closing  doors;  that  the  perforated  pipe  sys¬ 
tem  in  the  cellar  and  subcellar  and  the  thermostatic  fire 
alarm  system  with  central  office  connection  throughout  the 
building  shall  be  maintained  to  the  satisfaction  of  the  Fire 
Commissioner. 


1296-61-A 

APPLICANT — Hurley  &  Hughes  for  John  Chatillon  and 
Sons,  owners. 

SUBJECT — Application  August  9,  1961 — Appeal  from,  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 48  Franklin  Street,  north  side, 
100  feet  west  of  Lafayette  Street,  Block  172,  Lot  27, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - - - - - - - - 5 

Negative :  . . . . — 0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  10,  1961  and  August  7th,  1961  on 
Violation  Order  No.  489540,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  C19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  10,  1961  and  August  7,  1961, 
acting  on  Viol.  Order  No.  489540,  Objection  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  September  30,  1963, 
3  sheets;  and  on  further  condition  that  a  non-automatic 
sprinkler  system  shall  be  installed  throughout  the  cellar. 


1321-61-A 

APPLICANT — Noah  N.  Sherman  for  Rector  Churchwar¬ 
dens  and  Vestrymen  of  St.  Georges  Church,  owners; 
Manhattan  Marine  and  Electric  Co.,  Incorporated,  lessee. 

SUBJECT — Application  August  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 
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PREMISES  AFFECTED — 116  Chambers  Street,  south 
side,  99  feet  11  inches  west  of  Church  Street,  Block  136 
Lot  24,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Noah  N.  Sherman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  .  q 

Negative:  . . .  .  q 

THE  RESOLUTION—  . . 

.  Whereas  the  order  and  decision  of  the  Fire  Commis¬ 
sioner  dated  January  25,  1961  and  July  27,  1961  on  Viola¬ 
tion  Order  No.  487965,  reads: 

1.  Install  automatic  wet  sprinkler  system  throughout 
bldg. 

As  per  C19  Sec.  161.0  Adm.  Cide.” 
and 

Whereas  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com- 
missioner  dated  January  25,  1961  and  July  27,  1961,  acting 
°n  #487965,  Objection  No.  1,  be  and  it  hereby 

is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  appeal  dated  August  11,  1961,  9  sheets;  on 
further  condition  that  the  existing  non-automatic  sprinkler 
system  shall  be  maintained  in  the  cellar  and  subcellar  to 
t  e  satisfaction  of  the  Fire  Commissioner;  and  that  a 

^,mPst^tlc.  ^.re, alarrn  system  with  central  office  connection 
shall  be  installed  throughout  the  building. 


on  condition  that  the  building  shall  conform  to  drawing 
filed  with  this  appeal  dated  August  14,  1961,  one  sheet;  and 
™  further  condition  that  a  non-automatic  sprinkler  system 
shall  be  installed  in  the  cellar.  J 


1323-61-A 

AAPLrICvA^T-New  York  Twine  Corporation,  lessee  for 
A.  L.  Zucker,  owner. 

SUBJECT— Application  August  14,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink- 
Jer  system. 

pREMISES  AFFECTED— 9  North  Moore  Street,  north 
side,  69  feet  west  of  West  Broadway,  Block  190.  Lot  48 
Borough  of  Manhattan.  *  ' 

APPEARANCES— 
t?0r  ^PP^c.anL  J.  Leonard  Samansky. 

Bor  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dent. 

THE)1  VOTeT  B0ARD—AppeaI  granted  on  condition. 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  JNolan 
Negative:  — _ _ 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis- 

fcnOrdef  No  4993ll;  jeSs?”1  *  I%1  °n  Viola- 

“L  ton Vinethen  cellan^  ^  aUtomatic  sprinkJer  sys- 
C19— 16L0  of  the  Administrative  Code  of  New  York 
and  y 

Whereas  the  premises  were  inspected  by  a  committee 

Sndt  cemt1t,n3i,io“smmended  ‘ha‘  ““  aPPeal  be  granted 

Resolved,  that  the  order  and  decision  of  the  Fire  Com- 
is  modified  and  that  the  appeal  be  and  ti  hereby  is  granted 


1379-61-A 

A9rwLrCANT~ ^ Michael  D.  Schwartz  for  Broadway  — 
^U7  Corporation,  owner. 

SUBJECT— Application  August  29,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system.  ^ 

P4QEi}fioi?RAFfECTEDrS97-609  West  207th  Street, 
4940-4946  Broadway  northeast  corner,  Block  2236,  Lot  1 
Borough  of  Manhattan.  ’  x’ 

APPEARANCES— 

For  Applicant:  Michael  D.  Schwartz. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dent 
ACTION  OF  BOARD— Appeal  denied  P  ’ 

THE  VOTE  TO  GRANT— 

Affirmative :  _  „ 

Negative:  Chairman  Foley,  Commissioner  Fox,  Cornmis- 
Nohui  BeCkCr’  Commissloner  Klei"  and  Commissioner 

THE  RESOLUTION— .  5 

.  Whereas,  the  order  and  decision  of  the  Fire  Commis- 

Na^S-l^relds-  22'  1961  ^  AUgU§t  2’  1961  0n  0rder 

P  •?la!LaVP?r0Ved',wet  automatic  sprinkler  system 
in  cellar,  having  at  least  one  source  of  water  supply 

-ailtLOa^AX9^  PCr  ChaPtCr  26~1372'3b 

and 

Whereas  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  anneal  be  denied 
because  of  conditions  found  at  the  building.  P  ^ 

Resolved,  that  the  order  and  decision  of  the  Fire  Commie- 

affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 

917-62-A 

A71PLB?A?T~J^Cob  Fisher  and  Donald  D.  Fisher  for 
712  Broadway  Company,  owner.  Ior 

SUBJECT— Application  September  28,  1962— Appeal  from 

of  wire0ngla0Lthe  B°r°Ugh  Super^endent  re-  Sess^Te 

pREMISES  AFFECTED — 712  Broadway,  east  side  173 
feet  4/2  inches  north  of  4th  Street,  Block  545  £>t  8 
Borough  of  Manhattan.  '  ‘a°t 

APPEARANCES— 

For  Applicant:  Donald  D.  Fisher. 

A^T^r™niStrati°n:  Lieut  John  P*  Manfredi,  Fire  Dept 

THE1  VOTE-BOARD_APPeaI  grantCd  °n  condition- 
^rmative:  Chairman  Foley,  Commissioner  Fox  Com- 

KEU ola“k!r’  C°mmissi0””  K1«"  and°&™S- 

Negative :  - - - -  - -  5 

THE  RESOLUTION—  . .  . . . . .  ° 

dated1  Septembe  r  20TS  °f  St  Superintendent, 

September  20,  1962  on  Alt.  Applic.  2507-61,  reads: 

£2?  eSCiap-^-S  not  a  re9uired  means  of  egress  in 

is i  in  six  stories  in  heighi  as  per 

4  ^H2)SlSborniSif  enC'°SUre  is  con,rar3'  to  S“- 

5'  272(5)^0?  Labor  V£aw.  enc*osure  «  ^ntrnry  to  Sec. 
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t.  Doors  to  elevator  shaft  contrary  to  Sec.  271  Labor 
Law.” 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law/as  cited  in  a  decision  of  the  Borough  Superintendent, 
dated  September  20,  1962,  acting  on  Alt.  Applic.  2507-61, 
Objection  Nos.  3,  4,  5  and  6,  and  that  the  appeal  be  and  it 
hereby  is  granted,  on  condition  that  the  building  shall  con¬ 
form  to  drawings  filed  with  this  appeal  dated  September  2  , 
1963  6  sheets;  and  on  further  condition  that  all  of  the  re- 
auirements  in  the  resolution  adopted  this  day  by  the  Board 
unde?  Calendar  Number  1064-61-A  shall  be  complied  with. 

1113-62-A  T  .  ..  , 

APPLICANT — Leonard  F.  Rothkrug  for  Louise  M.  and 
Clement  S.  Patti,  owner. 

SUBTECT— Application  December  13,  1962— Appeal  from 
a  decision  of  the  Borough  Superintendent— re  Class  4 
bldg  wood  frame,  extension  of  commercial  use. 
PREMISES  AFFECTED— 3935  White  Plains  Road,  west 
side,  78.21  feet  north  of  East  223rd  Street,  Block  4825, 
Lot’ 7,  Borough  of  the  Bronx. 

APPEARANCES—  _  . , 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Ivlem  and  Commis¬ 
sioner  Nolan  - - - -  ^ 

Negative:  . . - . 

THE  RESOLUTION—  .  .  ,  . 

Whereas,  the  decision  of  the  Borough [  Superintendent, 
dated  November  29,  1962  on  Alt.  Applic.  1091-61,  reads . 

“1.  Proposed  extension  of  commercial  use  into  that 
portion  of  above  Class  IV  (wood  frame)  bldg,  for¬ 
merly  occupied  as  a  dwelling  is.  contrary  to  C26- 
254.0  A.C.  and  is  therefore  denied.’ 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  November  29,  1962,  acting  on  Alt.  Applic.  1091- 
61,  Objection  No.  1,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition .  that  the 
building  shall  conform  to  drawings  filed  with  this  appeal 
dated  December  13,  1962,  3  sheets. 


14-63-A 

APPLICANT— Samuel  Kaplan  for  Handy  Button  Machine 
Works,  owner. 

SUBJECT— Application  January  7,  1963— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  infra¬ 
red  drying  ovens. 

PREMISES  AFFECTED — 45-26  to  45-44  51st  Street, 
west  side,  188  feet  north  of  47th  Avenue,  Block  2283,  Lot 
54,  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Samuel  Kaplan.  _ 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  .  _  _ 

Affirmative:  Chairman  Foley,  Commissioner  box,  Com¬ 


missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  — - - • - — - - 

Negative:  - - -  - - 

THE  RESOLUTION—  .  .  „  _ 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  7,  1962  on  Order  No.  723-2,  reads . 

“1  Discontinue  the  use  of  electric  intra-red  ray  drying 
ovens  which  are  not  of  a  type  approved  by  the  Board 
of  Standards  and  Appeals.  Rule  4.3.2  Spray  Rules. 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner  dated  February  7,  1962,  acting  on  Order  No. 
723-2  Objection  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
die  building  shall  conform  to  drawing  filed  with  this  ap¬ 
peal  dated  October  7,  1963,  one  sheet;  and  on  further  con¬ 
dition  that  the  automatic  sprinkler  system  with  central  of¬ 
fice  connection  shall  be  maintained  throughout  the  building. 

674-63-A  .  _  __  , 

APPLICANT — Gabriel  Nathan  for  Dr.  Martin  B.  Kaplan 
and  Dr.  Herbert  Gordon,  owner. 

SUBTECT — Application  September  3,  1963— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frame  build¬ 
ing  for  non-residential  use. 

PREMISES  AFFECTED-332  Beach  63rd  Street  and 
6211  Beach  Channel  Drive,  southeast  corner,  Block  lbW/, 
Lot  60,  Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Gabriel  Nathan. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  .  „  ~ _ 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - - - p 

Negative:  . . . —— ~ 

THE  RESOLUTION—  .  .  ,  . 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  30,  1963  on  Alt.  Applic.  1418-63,  reads. 

“1.  The  proposed  occupancy,  Dentists  and  Doctors  Of¬ 
fices,  in  a  frame  bldg,  a  non-residential  use,  Class 
IV  bldg,  is  contrary  to  Ch.  26-254.0  and  248.0  of 
the  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  August  30,  1963,  acting  on  Alt.  Applic.  1418-63, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  filed  with  this  appeal 
dated  September  3,  1963,  6  sheets. 

1310-61-A 

APPLICANT— 728  Lexington  Leasing  Corporation,  owner ; 

Waldorf  System  Incorporated,  lessee. 

SUBJECT— Application  August  10,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 155  West  19th  Street,  north 
side,  149.3  feet  east  of  Seventh  Avenue,  Block  795,  Lot 
10,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Raymond  Loew.  t  . 

For  Administration:  Lieut  John  P.  Manfredi,  Fire  Dept 
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ACTION  OF  BOARD — Appeal  dismissed  because  of  new 
ownership  and  occupancy. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ ... _ 1 _ _  5 

Negative :  _ 0 


1082-61-A 

APPLICANT — William  S.  Shary  for  Dewey  Carver,  own¬ 
er. 

SUBJECT — Application  July  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 52  Harrison  Street,  north  side, 
53  feet  west  of  Washington  Street,  Block  183,  Lot  20, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1963, 
at  2  P.M.  for  inspection  and  decision;  applicant  to  be 
notified  to  be  present,  hearing  previously  closed. 


1083-61-A 

APPLICANT — William  S.  Shary  for  Dewey  Carver,  own¬ 
er. 

SUBJECT — Application  July  11,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 56  Harrison  Street,  north  side, 
95  feet  west  of  Washington  Street,  Block  183,  Lot  22, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1963, 
at  2  P.M.  for  inspection  and  decision;  applicant  to  be 
notified  to  be  present;  hearing  previously  closed. 


1210-61-A 

APPLICANT — Samuel  Rosenblum  for  Times  Square 
Realty  Corporation,  owner. 

SUBJECT— Application  July  27,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 28  West  32nd  Street,  south 
side,  400  feet  west  of  Fifth  Avenue,  Block  833,  Lot  60, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1338-61-A 

APPLICANT — Thomas  Zarras,  lessee  for  226  Washing¬ 
ton  Street  Realty  Corporation,  owner. 

SUBJECT— Application  August  15,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 226  Washington  Street,  west 
side,  25  feet  north  of  Barclay  Street,  Block  128,  Lot 
50-4,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 


ACTION  OF  BOARD — Laid  over  to  December  3,  1963, 
at  2  P.M.  for  hearing;  applicant  to  be  notified  to  be 
present. 


1357-61-A 

APPLIICANT — 8-10  White  Street  Realty  Corporation, 
owner. 

SUBJECT— Application  August  17,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 10  White  Street,  north  side,  60 
feet  east  of  West  Broadway,  Block  191,  Lot  10,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Irving  Jacobson  and  Frank  Pannizzo. 
hor  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

BOARD—: Laid  over  to  December  10,  1963,  at 
2  P.M.  for  inspection  and  decision;  hearing  closed. 


1366-61-A 

APPLICANT— A.L.  Seiden  for  Bexon  Realty  Corpora¬ 
tion,  owner. 

SUBJECT— Application  _  August  24,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprmkler  system. 

REMISES  AFFECTED — 256-258  Mott  Street,  east  side, 
180  feet  [/2  inch  north  of  Prince  Street,  Block  508,  Lot  6, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  A.  L.  Seiden. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  December  10,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1370-61-A 

APPLICANT— Charles  M.  Spindler  for  R  &  J  Realty 
Corporation,  owner. 

SUBJECT— Application  filed  August  22,  1961  —  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re  sprinkler 
system. 

PREMISES  AFFECTED — 182-190  Smith  Street  and  324- 

oP  on611  Street’  south  west  corner,  Block  396,  Lots 
35,  36,  38  and  39,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1371-61-A 

APPLICANT — Hartley  S.  Rowe,  owner. 

SUBJECT— Application  filed  August  24,  1961.  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED — 45  Great  Jones  Street,  south 
side,  75  feet  west  of  the  Bowery,  Block  530,  Lot  29, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  E.  C.  Geiger  and  Hartley  Rowe. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  December  10,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 

1374-61-A 

APPLICANT — Clinton  Brown  for  Zenna  Textile  Cor¬ 
poration,  owner. 
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SUBJECT— Application  filed  August  .  18,  1961  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  Sprinkler 
system. 

PREMISES  AFFECTED— 76-78  Leonard  Street,  south 
side,  139  feet  4  %  inches  east  of  Church  Street,  Block 
173,’  Lot  18,  Borough  of  Manhattan. 

For  Applicant :  Clinton  Brown. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  January  7,  1964,  at 
2  P.M.  for  hearing;  applicant  to  file  drawings  and  confer 
with  Fire  Department. 


1375-61-A 

APPLICANT— Clinton  Brown  for  80  Leonard  Street  Cor¬ 
poration,  owner. 

SUBJECT— Application  August  25,  1961— Appeal  from 

an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 80-82  Leonard  Street,  south 
side,  175  feet  11  inches  east  of  Church  Street,  Block  173, 
Lot  20,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  Clinton  Brown. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 


ACTION  OF  BOARD— Laid  over  to  January  7,  1964,  at 
2  P.M.  for  hearing;  applicant  to  file  drawings  and  confer 
with  Fire  Department. 


1377-61-A 

APPLICANT— Noah  N.  Sherman  for  Mrs.  Rae  S.  Gold¬ 


berg,  owner. 

SUBJECT— Application  August  25,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 59  Walker  Street,  south  side, 
127.9  feet  west  of  Broadway,  Block  193,  Lot  38,  Borough 


of  Manhattan. 

APPEARANCES— 

For  Applicant :  Noah  N.  Sherman.  . 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1963 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1521-61-A 

APPLICANT— Edwin  Storch  for  Louis  Kohn,  owner. 
SUBJECT— Application  September  27,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 357  Canal  Street,  northwest 
corner  of  Wooster  Street,  Block  228,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Edwin  Storch. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  December  10,  1963 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1758-61-A 

APPLICANT— Edwin  Storch  for  Frank  Materese,  owner. 

SUBJECT— Application  November  30,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 452  Rodney  Street,  northeast 
corner  of  Ainslie  Street,  Block  2371,  Lot  1,  Borough  of 
Brooklyn. 


APPEARANCES— 

For  Applicant :  Edwin  Storch. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  December  10,  1963 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1025-62-A 

APPLICANT— Schaefer  nad  Atkin  for  Kappa  Chi  House 
Corporation,  owner. 

SUBJECT— Application  November  8,  1962  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  frame  struc¬ 
ture  —  fraternity  meeting  rooms,  means  of  egress  etc. 

PREMISES  AFFECTED— 158-27  79th  Avenue,  north 
side,  140  feet  west  of  160th  Street,  Block  6830,  Lot  34, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

ACTION  OF  BOARD— Laid  over  to  December  10,  1963 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1129-62-A 

APPLICANT— Samuel  Rosenblum  for  Galrow  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  December  14,  1962— Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  elevator  in  readi¬ 
ness. 

PREMISES  AFFECTED— 345-351  West  35th  Street, 
north  side,  266  feet  8  inches  east  of  Ninth  Avenue,  Block 
759,  Lot  14,  Borough  of  Manhattan. 

APPEARANCES — 

For  Applicant :  Samuel  Rosenblum. 

ACTION  OF  BOARD— Laid  over  to  December  3,  1963, 
at  2  P.M.  to  await  letter  from  Fire  Department,  and  for 
decision;  hearing  previously  closed. 


1137-62-A 

APPLICANT— Samuel  Rosenblum  for  Galuten  Building 
Incorporated,  owner. 

SUBJECT— Application  December  14,  1962  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  elevator  in  readiness. 

PREMISES  AFFECTED— 241-245  West  29th  Street, 
north  side,  250  feet  2  Yz  inches  east  of  Eighth  Avenue, 
Block  779,  Lot  13,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  December  3,  1963, 
at  2  P.M.  to  await  letter  from  Fire  Department,  and  for 
decision;  hearing  previously  closed. 


1141-62-A 

APPLICANT— Samuel  Rosenblum  for  Louis  Adler  Real¬ 
ty  Company,  Inc.,  owner. 

SUBJECT— Application  December  21,  1962  —  Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  elevator 
in  readiness. 

PREMISES  AFFECTED— 475  Tenth  Avenue,  northwest 
corner  of  West  36th  Street,  Block  708,  Lot  31,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

ACTION  OF  BOARD— Laid  over  to  December  3,  1963, 
at  2  P.M.  to  await  letter  from  Fire  Department,  and  for 
decision;  hearing  previously  closed. 
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4-63-A 

AowneIrCANT_Le°nard  R  Rothkrug  for  Louis  Spector, 

SVB£EC.T-APPlication  January  3,  1963  —  Filed  nnrsnnnt 
of  Section  56°  v qMulti-ple  Celling  Law  for  variance 

andSSeSn5617l  7  increase  of  rooms  and  families 

and  bection  171  subd.  2  —  area,  extension  and  Review 

Matter.1S1°n  0t  ^  Borough  Superintendent  re-  Zoning 

PREMISES  AFFECTED — 3821  Nautilus  Avenue  north 

ftorou gKo^  ^  AvenUC>  B1°ck  70’02>  ^ 
APPEARANCES— 

Foi  Applicant :  Leonard  F.  Rothkrug. 

AatT2°P^M)if  B9ARD— Laid  over  to  December  10,  1963, 
at  2  P  M.  for  inspection  and  decision;  applicant  to  sub¬ 
mit  statement;  hearing  closed. 


SUBJECT— Application  February  13,  1963  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  redassS 
tion  of  existing  building.  reciassmca- 

P REMISES  AFFECTED— 212-01  to  212-23  4 a  a 

330%  SidVl  42P27  fCel  WfA  °f  41st  Road>  Block  6227,  lS 
330,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

AatT2°PM°f  BpARD— Laid  over  to  December  10,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


59-63-A 

A  Wp^atedrolTer1  R°5enblum  f°r  Company 

SUBJECT— Application  January  17,  1963  —  Appeal  from 
elevator r operator. <k<^Si°n  °f  ^  CommiS'e/^ 

FKEMISES  AFFECTED — 29-33  West  36th  Street  north 
ongh  of  Manh”et£n°f  ^  AVeniK’  B‘°Ck  Lot  B°'" 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

-hor  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

^T?°p\r°F  BOARD—: Laid  over  to  December  3,  1963, 
at  2  P.M  to  await  letter  from  Fire  Department  and  for 
decision ;  hearing  previously  closed.  ’ 


580-63-A 

APPLICANT— Mervin  Alembik  for  Statler-Hilton  Hotel 
owner. 

SUBJECT— Application  July  18,  1963  —  Appeal  from  a 
decision  of  the  Borough  Superintendent— Fireproof  wood 
PREMISES  AFFECTED — 40 1-415  Seventh  Avenue,  east 
®lde’  fr°m  West  32nd  Street  to  West  33rd  Street  137- 

Manhattan.  S‘r“*'  ^  808>  L°‘  »•  « 

APPEARANCES— 

For  Applicant :  Abraham  Kaufman  and  Mervin  Alembik. 

B9ARD— Laid  over  to  December  10,  1963, 
i  ”?®Pectl°n  and  decision;  applicant  to  sub- 
lt  copy  of  certificate  as  to  fire-retardant  paint;  hearing 


83-63-A 

APPLICANT— Samuel  Rosenblum  for  Carryl  S  Wasser- 
man,  owner.  CI 

SUBJECT— Application  January  22,  1963  —  Appeal  from 

Quic^Response  S^ce-elvaSrs^"  C°m~ '  ~ 

PREMISES  AFFECTED — 253-255  West  27th  Street 
north  side  159  feet  east  of  8th  Avenue,  Block  777,  Lot 
12,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

AFfT?°p\/r°F  BOARD— Laid  over  to  December  3,  1963 
at  2  P.M  to  await  letter  from  Fire  Department,  and  for 
decision;  hearing  previously  closed. 


774-63-A 

AfFGJC^Ni7~ ' Le?nard  ,F-  Rothkrug  for  New  York  Uni¬ 
versity  College  of  Engineering,  owner. 

SUBJECT— Application  October  4,  1963  —  appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
supersonic  wind  tunnel — compressor. 

PREMISES  AFFECTED— West  180th  Street,  north  side, 
intersection  of  University  and  Sedgwick  Avenue  N  Y 
University  (Guggenheim  Bldg.);  Block  3222,  Lot'  62, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Daniel  Beacon, 
bons°n  ^trom’  George  Harrison  and  James„Gib- 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOAR.D— Lai<i  over  to  December  10,  1963 
at  z  KM.  for.  decision;  applicant  to  submit  additional 
drawings;  hearing  closed. 


126-63-A 

A  AFLICTANT_Lam,a’  Proskauer  and  Prober  for  Mary 
Alton  Incorporated,  owner.  y 

SUBJECT— Application  Februray  13,  1963  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  egress. 

P^idedI169SfeetAfii/E-CT,ED~18?  Rafayette  Street,  west 
473  T  „  K  R6  /2  Inuher  ^Utl?  of  Broome  Street,  Block 
4/4,  Lot  43,  Borough  of  Manhattan. 

appearances— 

For  Applicant :  James  E.  Vassalotti. 

A^T?0pA/r°F  BOARD— Laid  over  to  December  10,  1963 
at  2  KM.  for  inspection  and  decision;  hearing  closed. 


845-63-A 

ApP9ICANT  William  B.  D.  Harris  Jr.  for  Dept,  of 
Parks,  City  of  New  York,  owner;  Metropolitan  Ski 
olopes,  Incorporated,  lessee. 

SUBJECT— Application  October  30,  1963  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  ski-lodge— 
erection  of,  use  of  material. 

PREMISES  AFFECTED — South  East  section  of  Van- 
Cortlandt  Park  Golf  Course,  1500  feet  north  of  Hillman 
Avenue,  Block  3422,  Lot  1,  Borough  of  The  Bronx 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  December  10,  1963, 
at  P-M  for  inspection  and  hearing;  applicant  to  be 
notified  to  be  present. 


127-63-A 

A.PPLICANT— Lama,  Proskauer  and  Prober  for  42nd 
Avenue  Bayside  Corporation,  owner. 


1101-62-SM 

APPLICANT— H.  Perrine  for  Johns-Manville  Sales  Cor¬ 
poration,  owner. 

APPEARANCES— 

For  Applicant :  Harold  Perrine. 
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minutes 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

TNF  VOTE _  r' 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - -  “  fy 

Negative:  - 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
1101-62-SM — Amendment  to  resolution  as  to  additional 
acoustical  tile. 

H  Perrine  for  Johns-Manville  Sales  Corp.,  requested 
that  the  resolution  adopted  May  28  1963  under  Calendar 
Number  1101-62-SM  be  reopened  and  amended  so  as  to  in¬ 
clude  an  additional  acoustical  tile. 

USE :  Incombustible  acoustical  tile. 

DESCRIPTION  •  The  requested  tile  is  manufactured  of 
the  same  materials  and  is  of  the  same  thickness  as  the  pre- 
sently  approved  tile,  the  difference  being  in  the  overall  size 
the  approved  tile  is  2'-0"  x  2'-0"  x  O'-O  3/16",  the  requested 
tile  is  4'-0"  x  4'-0"  x  O'-O  3/16"  and  the  weight  of  the  re¬ 
quested  tile  is  32  ozs. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  28,  1963,  under 
Calendar  Number  1101-62-SM  be  reopened  and  amended  so 


as  to  include  the  additional  Acousti-Sheff  Acoustical  Lay  In 
Ceiling  Panel  as  herein  described  on  condition  tiiat .the  re 
quirements  of  the  resolution  adopted  May  28,  1963,  under 
Calendar  Number  1101-62-SM  be  complied  with. 

CSed.)  William  A.  Nolan, 

1  B  Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 

the  above  report. 

26-63-SM 

APPLICANT— The  Flintkote  Company,  owner. 
SUBJECT— Refractory  factory  built  chimney. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  January  7,  1904, 
at  2  P.M.  for  decision. 


Adjourned  4:00  P.  M. 


James  P.  Mulroy,  Secretary 
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RULES 


RULES  RELATING  TO  SMOKING  IN  PROTECTED 
IN  SPECIAL  CLASSES  OF  OCCUPANCIES. 


PORTIONS 


OF  FACTORIES,  AND 


co„4'?dton  thheeBD„0aarddby£  SubS’cdl^.nd  9'  >91?-  «*  Powers 

Law  (Old  Section  83c).  ’  iUDsectlons  ^  and  d  (Old  Charter)  to  supplement  Section  283  of  the  Labor 


[Cal.  1262-18-SA] 

Labor  Law 

Section  283.  Smoking. 

.  N?  Person  shall  smoke  in  a  factory.  A  notice  of  such 
prohibition  stating  the  penalty  for  violation  thereof  shall  be 
kept  posted  in  every  entrance  hall,  elevator,  stair  hall  and 
room  of  a  factory  in  English,  and  in  such  other  languages  as 
the  fire  commissioner  of  the  city  of  New  York  in  such  city 
and  elsewhere  the  commissioner  shall  direct. 

2.  The  board  in  its  rules  may  permit  smoking  in  pro¬ 
tected  portions  of  a  factory,  or  in  such  classes  of  occupan¬ 
cies  where  in  its  opinion  the  safety  of  the  employees  will  not 
be  endangered  thereby.  The  fire  commissioner  of  the  city 
of  New  York  in  such  city  and  elsewhere  the  commissioner 
theVoard  SUCh  pCrmitS  ln  accordance  with  rules  adopted  by 

3.  The  fire  commissioner  of  the  city  of  New  York  in 
such  city  and  elsewhere  the  commissioner  shall  enforce  this 

oCL  LI  UIi« 


RULE  1.  Permit 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 

lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only  after 
the  issuance  of  a  permit  by  the  administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance,  hall,  stair  hall  or  room  throughout  the  building  as 
well  as  in  every  elevator  car,  in  English,  and  also  in  such 
°u  m  j? nguage  or .  languages— as  the  administrative  official 

for  itsdv7oClationn°tlCe  °f  ^  prohibition’  and  the  Penalty 

(b)  Application.  Application  for  such  permit  shall  be 

made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 

period,  not  exceeding  one  year,  and  shall  not  be  renewed 
EJ t!?e  .exPlrati°n  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

im,w  C£nfr\  The  Permit  shaI1  state  the  conditions 
under  which  the  hours  between  which,  and  the  place  or 

places  in  such  factory  where  smoking  may  be  permitted,  and 


this  permit  shall  be  framed  and  kept  posted  in  a  conspicuous 
place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 

specihed  in  the  permit  in  addition  to  incurring  such  penalties 
as  are  prescribed  by  law,  shall  be  full  and  sufficient  cause 
for  the  revocation  of  such  permit  by  the  administrative 
official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 


Rule  2.  Permissible  Cases. 


Smoking  may  be  permitted  in  : 

(a)  Factories  engaged  in  the  manufacture  of  cigars,  cig¬ 
arettes,  or  smoking  tobacco,  when  necessary  for  the  efficient 
conduct  of  the  business,  provided  that: 


(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

.  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fireresisting 
partitions,  with  all  openings  therein  protected  by 
self  closing  fire  doors,  and  further,  unless  the  build- 
ing  is  of  fireproof  construction  or  provided  wi*h 
an  approved  automatic  sprinkler  system,  the  floor 
and  ceiling  of  such  room  shall  be  covered  with  fire 
retarding  material. 


(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4) .  All  waste  paper  and  other  inflammable  waste 
materials  are  deposited  in  fireproof  receptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies :  6 


Blacksmithing  or  horseshoeing; 

Boiler  making ; 

Brick,  terra  cotta  or  artificial  stone  works ; 

Forge  shops; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 
provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construction; 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed; 

(3) . -^41  waste  paper  and  other  inflammable  waste 
materials  are  deposited  in  fireproof  receptacles. 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board, 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each — add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 
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PETITION  AND  ORDER  OF  CERTIORARI 
SERVED  ON  THE  BOARD  OF  STANDARDS 
AND  APPEALS. 


On  November  15,  1963,  Petition  and  Order  of  Certiorari  was 
served  on  the  Board  by  Harison  &  Hewett,  attorneys  for  Petition¬ 
ers,  Robert  L.  Graham,  Jr.  and  Ross  F.  Eadie,  as  trustees  under 
the  will  of  Clement  Moore  Ogden,  deceased,  owner,  seeking  a  re¬ 
view  of  the  Board’s  denial  of  their  appeal  from  an  order  and  a 
decision  of  the  Fire  Commissioner  in  regard  to  a  sprinkler  system ; 
Calendar  Number  1006-61-A ;  Premises  515-519  West  19th  Street, 
north  side,  225  feet  west  of  10th  Avenue,  Block  691,  Lot  22,  Bor¬ 
ough  of  Manhattan. 


Minutes  of  Regular  Meeting  Tuesday  Noon,  December 
3,  1963,  Affecting  Calendar  Numbers,  34-63-BZX, 
35-63-BZX,  14-63-BZX,  28-63-BZX,  29-63-BZX,  30- 
63-BZX,  31-63-BZX,  32-63-BZX,  33-63-BZX,  36-63- 
BZX,  37-63-BZX,  38-63-BZX,  40-63-BZX,  43-63-BZX, 
44-63-BZX,  45-63-BZX,  47-63-BZX,  49-63-BZX,  41- 
63-BZX,  42-63-BZX,  136-63-BZX,  83-63-BZX,  129-61- 
A,  1074-61 -A,  1435-61-A,  625-53-BZ— Vol.  II,  848-60- 
BZ,  978-61-BZ,  1976-61-BZ,  943-62-BZ,  448-48-BZ, 

657-52-BZ,  33-53-BZ,  109-54-BZ,  623-61-BZ— Vol.  II. 

Minutes  of  Regular  Meeting  Tuesday  Afternoon,  De¬ 
cember  3,  1963,  Affecting  Calendar  Numbers,  1379-39- 
SM,  619-48-SM,  933-48-SM,  274-49-SM,  75-50-SM, 

442-56-SM,  596-56-SA,  344-58-SA,  436-58-SA,  544-60- 
SA,  545-60-SA,  546-60-SA,  681-60-SM,  1729-61-SA, 

76-62-SA,  245-62-SM,  319-62-SM,  756-62-SM,  934-62- 
SM,  976-62-SA,  1031-62-SM,  1059-62-SM,  185-63-SA, 

196-63-SM,  339-63-SM,  410-63-SA,  535-63-SM,  578-63- 
SM,  677-63-SM,  1731-61-SA,  248-62-SM,  645-63-SM, 

1220-61-A,  1330-61-A,  1331-61-A,  1343-61-A,  1344-61-A, 
1347-61-A,  1348-61-A,  1352-61-A,  1411-61-A,  835-62-A, 
836-62-A,  1129-62- A,  1137-62-A,  1141-62-A,  59-63-A, 
61-63-A,  74-63-A,  82-63-A,  83-63-A,  91-63-A,  118-63-A, 
412-63-A,  1394-61-A,  842-61-A,  1203-61-A,  1338-61-A, 
1356-61-A,  1389-61-A,  1399-61-A,  1400-61-A,  1401-61-A, 
1405-61-A,  1412-61-A,  1417-61-A,  1420-61-A,  57-63-A, 
460-63-A,  741-63-A. 

Fire  Drill  Rules. 
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DOCKET 

New  Cases  filed  up  to  December  3,  1963. 

Cal.  No.  Dept.  Premises  A ffected 

970-63-A — F.D. — 425-435  Utica  Avenue,  Lefferts  Avenue 
885-905  Block  1425,  Lot  1,  Borough  of  Brooklyn,  F.D. 
order  5698-2,  re-  sprinkler  system. 


971-63-A — F.D. — 322-344  Avenue  X,  south  side  from 
West  Street  to  West  1st  Street,  2402-2412  west  side, 
2401-2411  West  1st  Street,  Block  7195,  Lot  1,  Borough 
of  Brooklyn,  F.D.  order  4094-3,  re-  sprinkler  system. 


972-63- A — F.D. — 174-178  East  74  Street,  1280-1288  Third 
Avenue,  south  side  of  Southwest  corner,  Block  1208, 
Lots  38  &  40,  Borough  of  Manhattan,  F.D.  order  4158-3, 
re-  sprinkler  system. 


973-63-SA — Trane  Gas  Duct  Heaters,  manufactured  by 
The  Trane  Duct  Heaters,  Appliance. 


974-63-SA — Ransburg  R-  E-  H-  Gun,  manufactured  by 
ansburg  Electro-Coating  Corp.,  Appliance. 


975-63-A — F.D. — 275  Water  Street,  East  Side,  52.6  feet 
South  of  Dover  Street,  Block  107,  Lot  49,  Borough  of 
Manhattan,  F.D.  order  494268,  re-  sprinkler  system. 


976-63-BZ — 18-62  Beaver  Street,  2-50  Garden  Street,  east 
side,  149  feet  3Vi  inches  south  of  Flushing  Avenue  and 
Garden  Street,  Block  3137,  Lot  26,  Borough  of  Brook¬ 
lyn,  N.B.  405-63,  re-  non-conforming  use,  school  in  Ml-1 
district. 


977-63-A — F.D. — 244  Front  Street,  west  side,  98.11  feet 
North  of  Peck  Slip,  Block  107,  Lot  35,  Borough  of  Man¬ 
hattan,  F.D.  order  No.  489710,  re-  sprinkler  system. 


978-63-SM — Scaffold  Winch  Molel  1,  manufactured  by 
Le  Materiel  d’Entreprise,  Material. 


979-63-SA — Liquid  Oxygen,  Nitrogen  or  Argon  Distri¬ 
butors  Stations  various  models,  manufactured  by  Hof- 
man  Laboratories,  Inc.,  Appliance. 


980-63-BZ — B.B. — 1286  Carrol  Street,  south  side,  320 
feet  east  of  New  York  Avenue,  Block  1291,  Lot  24, 
Borough  of  Brooklyn,  Alt.  2106-63,  re-  from  1  to  two 
family  occupancy,  R2  district. 


981-63-A — F.D. — 150-162  East  125th  Street,  south  side, 
75  feet  east  of  Lexington  Avenue,  Block  1773,  Part 
of  Lot  47,  F.D.  Order  2821-3,  re-  sprinkler  system. 


Restored  to  Docket 

623-61-BZ — Vol.  II — B.M. — 58  Park  Avenue,  west  side, 
73.3  feet  south  of  East  38th  Street,  Block  867,  Lot  38, 
Borough  of  Manhattan,  Alt.  300-63,  re-  office  use  — 
residence  use  district. 


33-53-BZ — B.B. — 289  22nd  Street  and  700-704  Sixth  Ave¬ 
nue  northwest  corner,  Block  897,  Lots  41  and  45,  Bor¬ 
ough  of  Brooklyn,  Amendment  to  Alt.  3109-52,  reopened 
for  consideration  as  to  extension  of  term  of  variance 
and  amendment  of  resolution,  re-  iron  shop,  stores,  toy 


manufacturing,  etc. —  residence  and  business  use  dis 
tricts. 


657-52-BZ — B.Bx. — 282-284  Bonner  Place,  south  side, 
125  feet  east  of  Morris  Avenue,  Block  2423,  Lots  11  and 
12,  Borough  of  The  Bronx,  Alt.  662-52,  reopened  for 
consideration  as  to  extension  of  term  of  variance,  re- 
parking  and  storage  of  motor  vehicles — residence  use 
district. 


448-48-BZ — B.Bx. — 290  Bonner  Place,  south  side,  175 
feet  east  of  Morris  Avenue,  Block  2423,  Lot  13,  Borough 
of  The  Bronx,  Alt.  267-48,  reopened  for  consideration  as 
to  extension  of  term  of  variance,  re-  factory — residence 
use  distrcit. 


109-54-BZ — B.B. — 1173-1181  Madison  Street,  north  side, 
250  feet  east  of  Central  Avenue,  Block  3360,  Lots  46,  47 
and  48,  Borough  of  Brooklyn,  Alt.  3326-53,  reopened  for 
consideration  as  to  extension  of  term  of  variance,  re¬ 
motor  vehicles  repair  shop,  parking  and  storage,  etc. — 
residence  use  district. 


APPLICATIONS  FOR  EXTENSION  OF  TIME  TO 
PERMIT  THE  COMPLETION  OF  CONSTRUCTION 
( Filed  pursuant  to  Sections  11-32  and  11-33.) 

153-63-BZX — B.B. — 91  Rutledge  Street,  Block  2217, 
Lot  62,  Alt.  901-55,  Permit  No.  3942-61. 


154-63-BZX — B.M. — 186-188  Franklin  Street,  Block  187, 
Lot  6,  Alt.  861-61,  Permit  No.  3229-62. 


155-63-BZX — B.M. — 439  West  147th  Street,  Block  2060, 
Lot  19,  Alt.  1820-61,  Permit  No.  3111-63. 


156-63-BZX — B.M. — 19  West  38th  Street,  Block  840,  Lot 
30,  Alt.  1307-61,  Permit  No.  3064-63. 


157-63-BZX — B.M. — 76  St.  Marks  Place,  Block  449,  Lot 
27,  Alt.  2098-60,  Permit  No.  1379-60. 


158-63-BZX — B.Bx. — 935  East  163rd  Street,  Block  2703, 
Lot  25,  Alt.  466-60,  Permit  No.  3317-63. 


159-63-BZX — B.Q. — 83-30  Austin  Street,  Block  3338, 
Lot  25,  Alt.  3015-61,  Permit  No.  5239-62. 


160-63-BZX— B.M.— 2201-2219  Broadway,  Block  1170, 
Lot  1,  Alt.  1320-60,  Permit  No.  2596-60. 


APPLICATIONS  FOR  EXTENSION  OF  TIME 
TO  PERMIT  THE  COMPLETION  OF 
CONSTRUCTION. 

( Filed  Pursuant  to  Sections  11-32  and  11-33) 

1-63-BZY— B.M.— 92-104  East  14th  Street,  101-103  East 
13th  Street  and  137-157  Fourth  Avenue,  Block  559,  Lot 
1,  N.B.  87-61,  Permit  No.  3329-63. 


2-63-BZY — B.M. — 18  West  73rd  Street  and  15  West 
72nd  Street,  Block  1125,  Lot  24,  N.B.  224-61,  Permit 
No.  3823-62. 


3-63-BZY— B.M.— 111  Third  Avenue,  Block  409,  Lots  4 
and  5,  N.B.  231-60,  Permit  No.  1569-63. 
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4-63-BZY — B.M. — 120-130  Fourth  Avenue,  75  East  12th 
Street,  northwest  corner,  N.B.  228-61,  Permit  No.  1930- 
63. 


5-63-BZY — B.M. — 231  East  43rd  Street,  Block  1317,  Lot 
19,  N.B.  362-61,  Permit  No.  2679-63. 


6-63-BZY — B.M. — 1115-1121  Madison  Avenue  and  40-42 
East  84th  Street,  southeast  corner,  Block  1495,  Lots  49, 
50,  51,  52,  150,  151,  N.B.  124-61,  Permit  No.  1494-63. 


7-63-BZY — B.Bx. — 155  Center  Street,  northside  95.42 
feet  east  of  City  Island  Avenue,  Block  5641,  Sect.  18, 
Part  of  Lot  314,  N.B.  1820-61,  Permit  No.  48-63. 


8-63-BZY — B.Bx. — 166  Winters  Street,  south  side,  100 
feet  east  of  City  Island  Avenue,  Block  5641,  Section  18, 
Part  of  Lot  370,  N.B.  1821-61,  Permit  No.  49-63. 


9-63-BZY — B.Bx. — 175  Winters  Street,  south  side,  256.25 
feet  east  of  City  Island  Avenue,  N.B.  1823-61,  Permit 
No.  51-63. 


10-63-BZY — B.Bx. — 156  Center  Street,  south  side,  95.75 
feet  east  of  City  Island  Avenue,  N.B.  1822-61,  Permit 
No.  50-63. 


RULES 


Arc  and  Gas  Welding  and  Oxygen 

Cutting  . Nov. 

Cements,  Air  Entraining  Portland, 

Rules  for  Approval  and  Use  of. .  April 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  . Mar. 

Certificate  of  Occupancy,  approved 

form  . Dec. 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  . Dec. 

Concrete  Rules  (Hydrated  Lime).  Aug. 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  . . .  Oct. 
Dry  Cleaning  Establishments,  Rules 

Covering  . . . Oct. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . July 

Exterior  Veneering  Materials, 

Rules  for  . Mar. 

Factory  Exit  Rules  . Feb. 

Fire  Alarm  Rules  (Interior)  . May 

Fire  Drill  Rules  . Dec. 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc.,  Rules  for  Testing  of  Jan. 

Hatchway  Protection  . June 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.280  of  The  Labor 

Law)  . May 

Insulating  Fibre  Board  Rules  ....  Mar. 

Oil  Burner  Rules  . June 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of .  May 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  . Mar. 

Procedure,  Rules  of  . Jan. 

Smoking  in  Factories,  Rules  for. .  Dec. 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc . May 

Sprinkler,  Rules  . June 

Wire  Glass  Rules  (Amendment  to 
Rule  SOS  of  Industrial  Code)  . .  Sept. 


27,  19S6. 

12,  1955 

15,  1955— Vol. 

28,  1943 — Vol. 

10,  1962. 

3,  1937 — Vol. 

3,  1963 — Vol. 

3,  1963 — Vol. 

20,  1962. 

11,  1952 — Vol. 
22,  1955. 

1963. 

12,  1963— Vol. 

31,  1963— Vol. 
5,  1928 — Vol. 


40,  No.  11 
28,  No.  52A 

22,  No.  31 
48  No.  40 
48  No.  40 

37,  No.  11A 

48,  No.  50 

48,  No.  5 
13,  No.  23 


25,  1961— Vol. 
25,  1952— Vol. 
1,  1962. 

27,  1954. 


46,  No.  21 
37,  No.  13A 


20,  1960. 

17,  1963— Vol 
5,  1963— Vol. 

2,  1963— Vol. 
29.  1937— Vol. 


.  48,  No.  3 
48,  No.  49 

48,  No.  18 
22,  No.  26 


3,  1946 — Vol.  31,  No.  36 


DESIGNATIONS:  B. — Department  of  Buildings;  B.B. — Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan:  B.Q. — Department  of  Buildings,  Queens;  B.R. — 

Department  of  Buildings,  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department, 


DECEMBER  17,  1963,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  December  17,  1963,  at  10  o’clock  at  80 
Lafayette  Street  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters : 

663-63-BZ 

APPLICANT — James  Whitford,  Jr.  for  New  Dorp 
Baptist  Church,  owner. 

SUBJECT — Application  August  23,  1963  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-21, 
73-452,  73-641,  of  the  Zoning  Resolution,  to  permit, 
the  erection  of  a  two  story  and  basement  enlarge¬ 
ment  to  an  existing  church  that  will  exceed  the  per¬ 
mitted  floor  area  ratio,  encroaches  on  the  required  side 
and  rear  yards,  penetrate  the  sky  exposure  plane  and 
without  the  required  parking. 

PREMISES  AFFECTED — 46  Tenth  Street,  northeast 
corner  of  Rose  Avenue,  Block  4220,  Lot  27,  New 
Dorp,  Borough  of  Richmond. 

Laid  over  from  November  19,  1963  to  December  17, 
1963,  for  hearing;  applicant  is  to  send  out  twenty  day 
notices  and  submit  proof  of  service. 


801-63-BZ 

APPLICANT — Albert  Melniker  for  Bartolomeo  Taranto, 
owner. 

SUBJECT — Application  October  2,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  on  a  plot 
previously  granted  by  the  Board  for  use  as  a  refreshment 
stand,  the  erection  of  a  one  story  building  for  use  as  retail 
stores  with  accessory  open  parking. 

PREMISES  AFFECTED — 2407  Richmond  Avenue,  north¬ 
east  corner  of  Richmond  Hill  Road,  Block  2380,  Lot  1, 
New  Springville,  Borough  of  Richmond. 


802-63-A 

APPLICANT — Albert  Melniker  for  Bartolomeo  Taranto, 
owner. 

SUBJECT — Application  October  3,  1963  —  Filed  pursuant 
to  Section  35,  Art  3  of  the  General  City  Law  re-  Curb 
Cut  in  bed  of  mapped  street. 

PREMISES  AFFECTED— 2407  Richmond  Avenue,  north¬ 
east  corner  of  Richmond  Hill  Road,  Block  2380,  Lot  I, 
New  Springville,  Borough  of  Richmond. 


813-63-BZ 

APPLICANT — Max  Siegel  Associates  for  711  West  End 
Company,  long  term  lesee.  Harry  Lutz,  garage  lessee. 

SUBJECT — Application  October  15,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law  to  permit  in  a  R  8  and  R10  dis¬ 
trict  for  a  term  of  fifteen  years,  the  use  of  transient  park¬ 
ing  for  the  unused  and  surplus  tenants  spaces  within  an 
existing  multiple  dwelling  accessory  garage. 

PREMISES  AFFECTED— 699-717  West  End  Avenue, 
west  side,  from  West  94th  Street  to  West  95th  Street, 
Block  1253,  Lot  21,  Borough  of  Manhattan. 


814-63-A 

APPLICANT — Max  Siegel  Associates  for  711  West  End 
Company,  long  term  lessee;  Harry  Lutz  Garage,  Les¬ 
see. 

SUBJECT — Application  October  15,  1963  —  Filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  transient 
parking. 
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PREMISES  AFFECTED— 699-717  West  End  Avenue, 
west  side,  from  West  94th  Street  to  West  95th  Street, 
Block  1253,  Lot  21,  Borough  of  Manhattan. 


819-63-BZ 

APPLICANT — Berman  and  Lachover  for  350  East  52nd 
Street  Corporation,  owner;  Beda  Parking  Corporation, 
lessee. 

SUBJECT — Application  October  23,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  a  Cl-5  and  R8  dis¬ 
trict,  the  use  of  transient  parking  for  the  excess  tenants 
spaces  within  an  existing  multiple  dwelling  accessory 
garage. 

PREMISES  AFFECTED— 344-352  East  52nd  Street,  939- 
943  First  Avenue,  southwest  corner,  Block  1344,  Lot  30, 
Borough  of  Manhattan. 


820-63-A 

APPLICANT — Berman  and  Lachover  for  350  East  52nd 
Street  Corporation  owner ;  Beda  Parking  Corporation, 
lessee. 

SUBJECT — Application  October  23,  1963  —  Filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law,  re-  transient 
parking. 

PREMISES  AFFECTED— 344-352  East  52nd  Street,  939- 
943  First  Avenue,  southwest  corner,  Block  1344,  Lot  30, 
Borough  of  Manhattan. 


828-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Consolidated 
Edison  Company  owner;  Hercules  Powder  Company,  les¬ 
see. 

SUBJECT — Application  October  24,  1963  —  decision  of 
the  Commissioner  of  Marine  and  Aviation,  under  Section 
73-29  of  the  Zoning  Resolution,  to  permit  in  a  M3  dis¬ 
trict,  the  storage  of  dynamite  for  use  by  the  construction 
industry. 

PREMISES  AFFECTED— South  side  of  Hunt’s  Point 
Avenue,  2,170  feet  east  of  East  Bay  Avenue,  Block 
2780,  Lot  82,  Borough  of  The  Bronx. 


545-63-A 

APPLICANT — Everett  F.  Diehl  for  Hercules  Powder 
Company  Inc.  lessee. 

OWNER  OF  PREMISES — Consolidated  Edison  Com¬ 
pany  of  New  York,  Inc. 

SUBJECT — Application  July  3,  1963 — Review  of  a  de¬ 
cision  of  the  Commissioner  of  Marine  and  Aviation — 
construct  a  barricade  for  dynamite  magazines. 

PREMISES  AFFECTED— South  side  of  Hunt’s  Point 
Avenue,  2,170  feet  east  of  East  Bay  Avenue,  Block 
2780,  Lot  82,  Borough  of  The  Bronx. 


463-57-BZ 

APPLICANT — Larry  Meltzer  for  82-01  Rockaway 
Boulevard  Realty  Co.,  owner. 

SUBJECT — Application  reopened  November  19,  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  June  10,  1963 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  parking  and  storage  of 
motor  vehicles  without  any  fees  charged,  limited  to 
patrons  and  employees  of  the  nearby  factory  and  on 
Sundays  limited  to  the  parishioners  of  the  nearby 
Church. 


PREMISES  AFFECTED— 94-21  83rd  Street,  east  side, 
100.16  feet  north  of  95th  Avenue  and  94-16  84th  Street, 
Block  9014,  Lot  13,  Ozone  Park,  Borough  of  Queens. 


457-56-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Jacob  Blei 
and  Kate  Trachtman,  owners. 

SUBJECT — Application  reopened  November  19,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  December  4,  1961 — edicision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Sections  7e  and  7h  of  the  Zoning  Resolution,  permitting 
the  premises  to  be  occupied  for  the  loading  and  un¬ 
loading  of  material  manufactured  in  the  adjoining 
building  on  Lot  10  and  for  parking  and  storage  of 
motor  vehicles. 

PREMISES  AFFECTED— 152-154  India  Street,  south 
side,  150  feet  east  of  Manhattan  Avenue,  Block  2541, 
Lots  12  and  13,  Borough  of  Brooklyn. 


The  following  cases  were  laid  over  from  previous  pub¬ 
lic  hearings  for  reasons  published  in  the  MINUTES  of 
such  hearings. 

1737-61-BZ 

APPLICANT— Albert  Melniker  for  Alfred  Miniaci, 
owner. 

SUBJECT — Application  November  21,  1961 — decision 
of  the  Borough  Superintendent,  under  Section  7e  >)f 
the  Zoning  Resolution,  to  permit  in  a  local  retail  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station  with  accessory  uses. 

PREMISES  AFFECTED— 6800  Hylan  Boulevard,  670 
Page  Avenue,  southwest  corner,  Block  7780,  Lot  68, 
Tottenville,  Borough  of  Richmond. 

Hearing  closed — Laid  over  from  July  2,  1963,  to  Sep¬ 
tember  24,  1963,  for  determination  as  to  Board’s  juris¬ 
diction  and  possible  decision;  then  to  November  19, 
1963,  for  further  consideration  and  decision;  applicant 
to  submit  additional  information;  then  to  December 
17,  1963,  for  inspection  and  decision;  applicant  to  sub¬ 
mit  statement. 


1861-61-BZ 

APPLICANT — Albert  Melniker  for  Harbor  View  In¬ 
corporated,  owner. 

SUBJECT — Application  December  12,  1961  —  decision 
of  the  Zoning  Resolution,  to  permit  in  a  residence  use, 
E-2  district,  the  erection  of  a  six  story  multiple 
dwelling. 

PREMISES  AFFECTED— 2  Sherman  Avenue,  1 
Hendrick’s  Avenue,  northwest  corner,  Block  28,  Lot 
157,  New  Brighton,  Borough  of  Richmond. 

Hearing  closed — Laid  over  from  July  2,  1963,  to  Sep¬ 
tember  24,  1963,  for  determination  as  to  Board’s  juris¬ 
diction  and  possible  decision;  applicant  to  submit 
statement;  then  to  November  19,  1963,  for  decision; 
applicant  to  submit  statements;  then  to  December  17, 
for  inspection  and  decision;  applicant  to  submit  addi¬ 
tional  data. 


1864-61-BZ 

APPLICANT — Albert  Melniker  for  Sharove  Developers, 
Incorporated,  owner. 

SUBJECT — Application  December  12,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  business  and  retail 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  minor  motor  repairs  with 
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hand  tools,  sale  of  accessories  and  the  the  parking  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 2540  Richmond  Terrace,  1 
Winant  Street,  southeast  corner,  Block  1149,  Lot  36, 
Mariners  Harbor,  Borough  of  Richmond. 

Hearing  closed— Laid  over  from  July  2,  1963,  to  Septem¬ 
ber  24,  1963,  for  inspection  and  decision;  then  to  Octo¬ 
ber  15,  1963,  for  decision;  applicant  to  submit  additional 
data;  then  to  October  29,  1963,  for  decision;  appli¬ 
cant  to  be  notified  to  be  present;  then  to  November 
19,  1963,  for  decision;  applicant  to  submit  additional 
data;  then  to  December  17,  1963,  for  inspection  and 
decision;  applicant  to  submit  additional  data. 


483-63-BZ 

APPLICANT — Albert  Melniker  for  Anthony  N.  Curro, 
owner. 

SUBJECT — Application  June  7,  1963 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-1 
district,  the  reconstruction  and  rehabilitation  of  an 
existing  automotive  service  station  with  accessory 
uses. 

PREMISES  AFFECTED — 2200  Hylan  Boulevard,  6 
Zwicky  Avenue,  southeast  corner,  Block  3692,  Lot 
10,  Grant  City,  Borough  of  Richmond. 

Hearing  closed — Laid  over  from  December  3,  1963  to 
December  17,  1963,  for  decision;  applicant  to  submit 
revised  drawings. 


705-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  John  Spivey, 
owner. 

SUBJECT — Application  September  12,  1963 — decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R4  district, 
the  erection  of  a  two  story,  one  family  dwelling  that 
encroaches  on  the  required  front  yard  and  with  a 
covered  porch  within  the  front  yard. 

PREMISES  AFFECTED — 4348  Barnes  Avenue,  south¬ 
east  corner  of  Boyd  Avenue,  Block  5049,  Lot  50, 
Borough  of  The  Bronx. 

Hearing  closed — Laid  over  from  December  3,  1963  to 
December  17,  1963,  for  inspection  and  decision;  appli¬ 
cant  to  submit  data  on  necessary  five  findings  under 
Section  72-21. 


759-63-BZ 

APPLICANT — Burke  and  Groh  for  Clark  Carpet 
Cleaning  Company,  owner  Greenway  Holding  Cor¬ 
poration,  lessee. 

SUBJECT — Application  September  26,  1963 — decision 
of  the  Borough  Superintendent,  under  Sections  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and 
R3-2  district,  the  erection  of  a  ten  story  multiple 
dwelling  that  encroaches  on  the  required  front  yard, 
rear  yard  and  rear  setback,  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio  and  lot  area  per  room,  exceeds  the  permitted 
height  and  width  of  street  walls  with  balconies  in  the 
front  yard  and  less  than  the  required  distance  between 
windows. 

PREMISES  AFFECTED — 223-05  Northern  Boulevard 
northeast  corner  of  223rd  Street,  Block  6329,  Lot  1 
and  11,  Bayside,  Borough  of  Queens. 

Hearing  closed — Laid  over  from  December  3,  1963  to 
December  17,  1963,  for  inspection  and  decision;  appli¬ 
cant  to  submit  data  on  necessary  five  findings  under 
Section  72-21. 


760-63-A 

A^LI.CANT— Burke  and  Groh  for  Clark  Carpet 
Cleaning  Company,  owner;  Greenway  Holding  Cor¬ 
poration,  lessee. 

SUBJECT — Application  September  26,  1963  —  Filed 
pursuant  to  Section  310  of  the  Multiple  Dwelling  Law 
for  variation  of  Section  4(31a)  and  Section  26  (5a) 
of  the  Multiple  Dwelling  Law  re  heights  and  yard 
and  Review  of  Decision  of  the  Borough  Superintend¬ 
ent — Zoning  Matter. 

PREMISES  AFFECTED — 223-05  Northern  Boulevard 
northeast  corner  of  223rd  Street,  Block  6329,  Lot  1 
and  11,  Bayside,  Borough  of  Queens. 


764-63-BZ 

APPLICANT — Max  Siegel  Associates  for  Diridge  In¬ 
corporated,  owner;  Garage  lessee  —  Harmart  Garage 
Incorporated. 

SUBJECT  Application  October  1,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  60  (3) 
°  jthT?0Multiple  DwellinS  Law,  to  permit  in  a  C5-2 
and  R8  district,  the  addition  of  transient  parking  lim¬ 
ited  to  the  unused  and  surplus  tenants  spaces  in  an 
existing  multiple  dwelling  accessory  garage  for  a  term 
of  fifteen  years. 

PREMISES  AFFECTED— 222  East  58th  Street,  south 
side,  250  feet  east  of  Third  Avenue,  211-225  East  57th 
Street,  Block  1331,  Lot  7,  Borough  of  Manhattan. 

Hearing  closed — Laid  over  from  December  3,  1963  to 
December  17,  1963,  for  inspection  and  decision. 


765-63-A 

APPLICANT — Max  Siegel  Associates  for  Diridge  In¬ 
corporated,  owner;  Garage  lessee;  Harmart  Garage 
Incorporated. 

SUBJECT — Application  October  1,  1963  —  Filed  pur¬ 
suant  to  Section  60  of  the  Multiple  Dwelling  Law  re¬ 
transient  parking. 

PREMISES  AFFECTED — 222  East  58th  Street,  south 
side,  250  feet  east  of  Third  Avenue,  211-225  East  57th 
Street,  Block  1331,  Lot  7,  Borough  of  Manhattan. 


597-63-BZ 

APPLICANT— W.  Fontaine  Jones  for  Doriann  Hold¬ 
ing  Corporation,  owner. 

SUBJECT — Application  July  24,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  in  an 
existing  6  story  and  cellar  building,  the  change  in 
occupancy  of  the  cellar  and  first  floor  from  storage 
and  commercial  studio  to  theatre  with  accessory  uses. 

PREMISES  AFFECTED— 227-229  West  13th  Street, 
north  side,  2645  feet  east  of  Greenwich  Avenue,  Block 
618,  Lots  53  and  54,  Borough  of  Manhattan. 

Hearing  closed— Laid  over  to  November  19,  1963,  for 
applicant  to  send  out  twenty  day  notices;  to  December 
3,  1963  for  inspection  and  decision;  applicant  to  submit 
data  under  Section  72-21;  then 'to  December  17,  1963, 
for  decision;  applicant  to  submit  additional  drawings. 

722-63-BZ 

APPLICANT— Arthur  I.  Singer  for  123  West  79th 
Street  Realty  Corp.,  owner;  Circle  Manhattan  Medi¬ 
cal  Group,  lessee. 

SUBJECT — Application  September  18,  1963  —  decision 
of  the  Borough  Superintendent,  under  Sections  72-21 
and  73-62  of  the  Zoning  Resolution,  to  permit  in  a 
R10  district,  in  an  existing  five  story  building,  the 
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extension  of  the  medical  center  use  to  include  the 
third,  fourth  and  fifth  floors. 

PREMISES  AFFECTED— 123  West  79th  Street, 
north  side,  200  feet  west  of  Columbus  Avenue,  Block 
1210,  Lot  24,  Borough  of  Manhattan. 

Hearing  closed— Laid  over  from  November  19,  1963  to 
December  3,  1963,  for  inspection  and  decision;  appli¬ 
cant  to  submit  data  required  under  Section  72-21;  then 
to  December  17,  1963,  for  decision;  applicant  to  submit 
data  on  required  five  findings  under  Section  /Z-Zi. 


PREMISES  AFFECTED— 226  Washington  Street, 
west  side,  25  feet  north  of  Barclay  Streets,  Block  1Z8, 
Lot  50-4,  Borough  of  Manhattan. 


723-63-A 

APPLICANT— Arthur  I.  Singer  for  123  West  79th 
Street  Realty  Corp.,  owner;  Circle  Manhattan  Medi¬ 
cal  Group,  lessee. 

SUBJECT— Application  September  18,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Change  of  use. 

PREMISES  AFFECTED— 123  West  79th  Street, 
north  side,  200  feet  west  of  Columbus  Avenue,  Block 
1210,  Lot  24,  Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman. 


1389-61-A  .  ..  _  . 

APPLICANT — Samuel  Rosenblum  for  Brookside  Real¬ 
ty  Company,  owner. 

SUBJECT— Application  filed  August  31,  1961  —  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  Sprink¬ 
ler  system. 

PREMISES  AFFECTED— 326  Seventh  Avenue,  west 
side  49  feet,  2  inches  north  of  West  28th  Street,  Block 
778, ’Lot  38,’  Borough  of  Manhattan. 


1399-61-A  ,  _ 

APPLICANT— Monaghan  and  Mattingly  for  Helen  J. 
Young,  owner. 

SUBJECT— Application  filed  August  18,  1961  —  Ap¬ 
peal  from  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED — 42  White  Street  north  side, 
50  feet  west  of  Sixth  Avenue,  Block  193,  Lot  13, 

r\f  M n n h a  tta n . 


DECEMBER  17,  1963,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
ruesday  afternoon,  December  17,  1963,  at  2  o  clock  at  80 
^afayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
ollowing  matters: 


1140-61-A 

APPLICANT— Joseph  Lau  for  National  Board  ut 
Young  Men’s  Christian  Association,  owner. 

SUBJECT — Application  July  14,  1961 — Appeal,  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 56  Reade  Street,  North  side, 
98  feet  10  inches  west  of  Broadway,  Block  150,  Lot  1, 
Borough  of  Manhattan. 


1203-61-A 

APPLICANT— Hodges  Reavis,  McGrath  and  Downey 
for  Country  Leasing  Corp.,  owner. 

SUBJECT— Application  July  25,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 3849  (3797-3849)  Nostrand 
Avenue,  east  side,  from  Avenue  Y  to  Avenue  Z,  Block 
7446,  Lot  1,  Borough  of  Brooklyn. 


1356-61-A 

APPLICANT— Levy,  Murphy  and  Stolz  for  Towers 
Stores,  Incorporated,  owner. 

SUBJECT— Application  August  17,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 542-546  West  22nd  Street, 
south  side,  200  feet  east  of  11th  Avenue,  Block  693, 
Lot  56,  Borough  of  Manhattan. 


1338-61-A 

APPLICANT— Thomas  Zarras,  lessee  for  226  Wash¬ 
ington  Street  Realty  Corporation,  owner. 

SUBJECT— Application  August  15,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 


405-61-A  . 

APPLICANT — William  Silver  for  International  Lea¬ 
ther  Company  Incorporated,  owner. 

SUBJECT — Application  September  6,  1961  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 57  Beekman  Street  south 
side,  50  ft.  east  of  Gold  St.,  87  Ann  Street  Block  93, 


1412-61-A 

APPLICANT— Samuel  Rosenblum  for  Times  Square 
Realty  Corporation  owner. 

SUBJECT— Application  filed  September  7,  1961  —  Ap¬ 
peal  from  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED— 150  West  36th  Street  south 
side,  200  feet  east  of  Seventh  Avenue,  Block  811,  Rot 
60,  Borough  of  Manhattan. 


1417-61-A 

APPLICANT— Mario  La  Rossa  for  Jacob  Palgon, 
owner. 

SUBJECT— Application  filed  September  11,  1961  —  Ap¬ 
peal  from  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED— 2252  Newbold  Avenue, 
south  side,  240  feet  west  of  Havemeyer  Street,  Block 
3822,  Lot  31,  Borough  of  The  Bronx. 


460-63-A 

APPLICANT — Henry  Nordheim  for  2830  Concourse 
Corporation,  owner. 

SUBJECT — Application  May  31,  1963 — Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  vari¬ 
ance  of  Section  34,  sub  IB  (6)  of  the  Multiple  Dwell¬ 


ing  Law — cellar  apartment. 

PREMISES  AFFECTED — 2830  Grand  Concourse, 
northeast  corner  of  East  197th  Street,  Block  3304,  Lot 
146,  Borough  of  the  Bronx. 
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741-63-A 

APPLICANT — Max  M.  Lome  for  behalf  of  2nd  Beech 
Hills  Corporation,  and  Miriam  K.  Steier. 

OWNER  OF  PREMISES — Banner  Holding  Corpora¬ 
tion  c/o  Dreyer  and  Taub. 

SUBJECT — Application  September  24,  1963 — Revocation 
of  Permit  re-N.B.  9049  Permit  4662/63. 

PREMISES  AFFECTED — 242-02  61st  Avenue,  south¬ 
east  corner  of  241st  Street.  Block  8291,  Lot  100,  Doug- 
laston,  Borough  of  Queens. 


682-61-A — Vol.  II 

APPLICANT — Peter  H.  Brandt  for  Michael  I.  Schaffer, 
owner. 

SUBJECT — Application  reopened  October  22,  1963  as  Vol¬ 
ume  II — -Appeal  from  an  order  and  a  decision  of  the  Fire 
Commissioner,  re-  Elevator  readiness. 

PREMISES  AFFECTED — 110  Fulton  Street,  south  east 
corner  of  Dutch  Street,  Block  78,  Lot  19,  Borough  of 
Manhattan. 


1470-61-A— Vol.  II 

APPLICANT — Harry  Atkin  for  Beredan  Corporation, 
owner. 

SUBJECT — Application  reopened  October  IS,  1963  as 
Volume  II — Appeal  from  an  order  and  a  decision  of  the 
Fire  Commissioner,  re-  Sprinkler  System. 

PREMISES  AFFECTED — 45  Lispenard  Street,  north  side, 
175.2  feet  east  of  Church  Street,  Block  210,  Lot  26,  Bor¬ 
ough  of  Manhattan. 


759-62-A— Vol.  II 

APPLICANT — Abraham  Grossman  for  Gussie  Weingarten 
and  Sol  Berkowitz,  owners. 

SUBJECT — Application  reopened  September  17,  1963  as 
Volume  II — Appeal  from  a  decision  of  the  Borough  Sup¬ 
erintendent,  re-  Cellar  Apartment. 

PREMISES  AFFECTED — 327  West  22nd  Street,  north 
side,  345  feet  west  of  Eighth  Avenue,  Block  746,  Lot  22, 
Borough  of  Manhattan. 


1504-61-A 

APPLICANT — H.  E.  Horwood  for  Harry  Noren  owner. 

SUBJECT — Application  September  28,  1961  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner, 
re-  Sprinkler  System. 

PREMISES  AFFECTED — 1151  3rd  Avenue  and  201  East 
67th  Street,  north  east  corner,  Block  1422,  Lot  1,  Bor¬ 
ough  of  Manhattan. 

1511-61-A 

APPLICANT — Jacob  Jancourtz,  Reuben  Jancourtz,  Nathan 
Goldman  and  Rose  Blacksin,  owners ;  Hercules  Rack 
Company,  Incorporated,  lessee. 

SUBJECT — Application  September  29,  1961  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED— 538  West  29th  Street,  south 
side,  249.6  feet  east  of  11th  Avenue,  Block  700,  Lot  55, 
Borough  of  Manhattan. 


1524-61-A 

APPLICANT — Lama  Proskauer  and  Prober  for  Louis  M. 

Butler  and  Harry  J.  Butler  owners. 

SUBJECT — Application  October  3,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 


PREMISES  AFFECTED — 2416  Amsterdam  Avenue,  south 
west  corner  of  West  180th  Street,  Block  2152,  Lot  46, 
Borough  of  Manhattan. 


289-62-A  _ 

APPLICANT — Elliott  Saltzman  for  Trump  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  March  27,  1962 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 291-293  7th  Avenue,  east  side, 
68  feet  1  inch  south  of  West  27th  Street,  Block  802,  Lot 
5,  Borough  of  Manhattan. 


29-63-A 

APPLICANT — Benjamin  Saltzman  for  Adele  T.  Becker, 
owner. 

SUBJECT — Application  January  9,  1963 — Revocation  of 
Certificate  of  Occupancy  No.  32906-1962. 

PREMISES  AFFECTED — 5230  Blackstone  Avenue,  east 
side,  152  feet  north  of  West  252nd  Street,  Block  3424, 
Lot  165,  Borough  of  the  Bronx. 


239-63-A 

APPLICANT — Albert  Melniker  for  Joseph  Darconte,  own¬ 
er. 

SUBJECT — Application  March  21,  1963 — Filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  building  not 

^facing  legal  street. 

PREMISES  AFFECTED — 114  Hillcrest  Terrace,  north 
side,  362.76  feet  east  of  Clove  Road,  Block  3065,  Lot  18, 
Grasmere,  Borough  of  Richmond. 


240-63-A 

APPLICANT  Albert  Melniker  for  Joseph  Darconte, 
owner. 

SUBJECT  Application  March  21,  1963 — Filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  building  not 

^  fronting  legal  street. 

PREMISES  AFFECTED — 118  Hillcrest  Terrace,  jiorth 
side,  222.76  feet  east  of  Clove  Road,  Block  3065,  Lot  17, 
Grasmere,  Borough  of  Richmond. 


847-63-A 

APPLICANT — Harry  A.  Yarish  for  Emily  Conant, 
owner. 

SUBJECT — Application  October  30,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  live  loads. 

PREMISES  AFFECTED — 1120-1122  Flatbush  Avenue, 
west  side,  287  feet,  11  inches  south  of  Cortelyou  Road, 
Block  5164,  Lot  22,  Borough  of  Brooklyn. 

MAX  H.  FOLEY,  Chairman 


JANUARY  7,  1964,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  7,  1964,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

337-63-BZ— Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Monar  Pro¬ 
perties,  Incorporated  and  Harold  Block,  owner.  Own¬ 
ers  contract,  Texaco,  Incorporated. 

SUBJECT — Application  reopened  November  19,  1963 
as  Volume  II — decision  of  the  Borough  Superintend- 
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ent,  under  Sections  73-211  &  73-212.  of  the  Zoning 
Resolution,  to  permit  in  a  C2-7  district,  the  erection 
and  maintenance  of  an  automotive  service  station 
with  accessory  uses,  business  signs  and  show  windows 
within  75  feet  of  the  residence  district. 

PREMISES  AFFECTED— 670  10th  Avenue,  north  east 
corner  of  West  47th  Street,  Block  1057,  Lot  1,  Bor¬ 
ough  of  Manhattan. 


831-63-BZ 

APPLICANT — T.  R.  Galloway  for  Consolidated  Edi¬ 
son  Company  of  New  York,  Incorporated,  owner. 

SUBJECT— Application  October  28,  1963— decision  of 
the  Borough  Superintendent,  under  Section  73-14  of 
the  Zoning  Resolution,  to  permit  in  a  R4  district,  the 
maintenance  of  an  outdoor  electric  substation. 

PREMISES  AFFECTED— 109-34  164th  Place,  west 
side,  220-11  feet  north  of  Brinkeroff  Avenue,  Block 
10182,  Lot  22,  South  Jamaica,  Borough  of  Queens. 


837-63-BZ 

APPL  CANT — Lama,  Proskauer  and  Prober  for  Nau¬ 
tilus  Homes  Incorporated,  owner. 

SUBJECT— Application  October  29,  1963  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  and  Section  666  of  New 
York  City  Charter  to  permit  in  a  R4  district,  the  main¬ 
tenance  of  a  parking  lot  for  a  temporary  term  of  years  for 
use  during  the  operation  of  the  World’s  Fair. 
PREMISES  AFFECTED— 56-19  to  56-45  (56-27  of¬ 
ficial)  Rodman  Street,  130-01  to  130-19  57th  Road, 
northeast  corner,  Block  6351,  Lot  1,  Corona,  Borough 
of  Queens. 


838-63-BZ 

APPLICANT — Frederick  Saphier  for  John  Broderick, 
owner. 

SUBJECT — Application  October  29,  1963  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-21  of 
the  Zoning  Resolution,  and  666  of  the  New  York  City 
Charter  to  permit  in  a  R6  district,  the  enlargement 
in  area  of  an  existing  two  family  dwelling  by  erecting 
a  two  story  enclosed  porch  that  encroaches  on  the 
required  side  yard. 

PREMISES  AFFECTED— 3407  Cannon  Place,  south 
side,  75  feet  west  of  Giles  Place,  Block  3258,  Lot  112, 
Borough  of  The  Bronx. 


839-63-A 

APPLICANT — Frederick  Saphier  for  John  Broderick, 
owner. 

SUBJECT— Application  October  29,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
ventilation. 

PREMISES  AFFECTED— 3407  Cannon  Place,  south 
side,  75  feet  west  of  Giles  Place,  Block  3258,  Lot  112, 
Borough  of  The  Bronx. 


594-50-BZ — Vol.  II 

APPLICANT — Alvin  F.  Golankiewicz  for  Frank  Go- 
lankiwica,  owner. 

SUBJECT — Application  reopened  November  26, .  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  November  25,  1963 — decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district,  the  parking  and  storage 
of  more  than  5  motor  vehicles  of  the  pleasure  car  type. 


PREMISES  AFFECTED— 649-659  East  225th  Street, 
north  side,  205.02  feet  east  of  Carpenter  Avenue,  Block 
4827,  Lots  29,  34  and  36,  Borough  of  The  Bronx. 


223-58-BZ 

APPLICANT — Victor  E.  Block  for  Yette  Git,  owner. 

SUBJECT — Application  reopened  November  26, .  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  November  5,  1963 — decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district  on  a  plot  occupied  by  a  2 
story  dwelling  and  3  car  garage,  the  use  of  the  un¬ 
built  upon  portion  of  the  premises  for  parking  of  cars. 

PREMISES  AFFECTED— 1785  Walton  Avenue,  west 
side,  109.17  feet  south  of  East  176th  Street,  Block 
2850,  Lot  56,  Borough  of  The  Bronx. 


282-58-BZ 

APPLICANT — Elmer  H.  Robertson  and  Florence  E. 
Robertson,  owners. 

SUBJECT — Application  reopened  November  26,  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  November  18,  1963 — decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7e  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district  the  use  of  a  existing  building 
for  manufacturing  as  permitted  in  a  business  use 
district. 

PREMISES  AFFECTED— 93-08  95th  Avenue,  south 
side,  50  feet  east  of  93rd  Street,  Block  9036,  Lot  3, 
Woodhaven,  Borough  of  Queens. 

MAX  H.  FOLEY,  Chairman. 


JANUARY  7,  1964,  12  NOON. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday,  January  7,  1964,  at  12  o’clock  at  80  Lafayette 
Srteet,  9th  floor,  New  York  13,  N.  Y.,  on  the  following 
applications  for  extension  of  time  to  permit  the  comple¬ 
tion  of  construction,  filed  pursuat  to  Sections  11-32 
and  11-33. 

107-63-BZX — B.B. — 4217-4229  New  Utrecht  Avenue, 
Block  5596,  Lot  23,  Alt.  2417-60,  Permit  No.  3373-61. 


90-63-BZX — B.B. — 3416-18th  Avenue,  Block  7696,  Lot 
Alt.  1850-61,  1851-61,  Permit  No.  4101-61. 


91-63-BZX — B.M. — 500  West  142nd  Street,  Block  2073, 
Lot  36,  Alt.  1676-54,  Permit  No.  669-63. 


92-63-BZX — B.M. — 215  West  140th  Street,  Block  2026, 
Lot  20,  Alt.  1727-60,  Permit  No.  2099-62. 


93-63-BZX — B.B. — 2415  East  26th  Street,  Block  7422, 
Lot  769,  Alt.  1272-61,  Permit  No.  4363-61. 


94-63-BZX— B.B. —2624  Pitkin  Avenue,  Block  4228,  Lot 
17,  Alt.  2030-57,  Permit  No.  661-57. 


95-63-BZX — B.B. — 176  Classon  Avenue,  Block  1895,  Lot 
6,  Alt.  1808-61,  Permit  No.  979-62. 


96-63-BZX — B.B. — 319-325  Greene  Avenue,  Block  1953, 
Lot  59,  Alt.  2770-51,  Permit  No.  4379-52. 
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97-63-BZX — B.B. — 311-317  Greene  Avenue,  Block  1953, 
Lot  64,  Alt.  2769-51,  Permit  No.  4378-52. 


98-63-BZX — B.M. — 740  West  End  Avenue,  Block  1868, 
Lot  1,  Alt.  2447-61,  Permit  No.  3398-62,  541-63. 


99-63-BZX — B.B. — 1402-1406  Atlantic  Avenue,  Block 
1202,  Lot  22,  Alt.  3848-61,  Permit  No.  1341-62. 


100-63-BZX — B.B. — 3810  14th  Avenue,  Block  5299,  Lot 
37,  Alt.  2417-61,  Permit  No.  5859-61. 


101-63-BZX — B.M. — 229  East  116th  Street,  Block  1666, 
Lot  13,  Alt.  6-61,  Permit  No.  3426-62. 


102-63-BZX — B.B. — 153-171  58th  Street,  Block  844,  Lot 
48,  Alt.  3591-55,  Permit  No.  7186-55. 


103-63-BZX— B.Q.— 3102-3108  21st  Street,  Block  533, 
Lot  47,  Alt.  2269-61,  Permit  No.  4352-62. 


104-63-BZX — B.M. — 267  West  71st  Street,  Block  1163, 
Lot  6,  Alt.  1315-61,  Permit  No.  3348-62. 


105-63-BZX — B.Bx.— 1738  East  Gun  Hill  Road,  Block 
4494,  Lot  46,  Alt.  898-55,  Permit  No.  926-63. 


106-63-BZX — B.M. — 501-507  Lexington  Avenue,  Block 
21,  Lot  1302,  Alt.  340-61,  Permit  No.  87-61. 


108-63-BZX— B.Bx.— 219-2200  Folin  Street,  Block  3143, 
Lot  43,  Alt.  12-59,  Permit  No.  2937-62. 


109-63-BZX — B.B. — 586-600  Livonia  Avenue,  Block  3821, 
Lots  25,  28,  Alt.  2594-60,  Permit  No.  5205-60. 


110-63-BZX — B.B. — 836-866  Lefferts  Avenue,  Block  1430, 
Lot  22,  Alt.  820-60,  Permit  No.  664-61,  5249-62. 


111-63-BZX — B.B. — 235  Glenmore  Avenue,  Block  3697, 
Lot  36,  Alt.  86-61,  Permit  No.  2216-61. 


112-63-BZX — B.B. — 851  Gates  Avenue,  Block  1631,  Lot 
62,  Alt.  7-63,  Permit  No.  1948-63. 

MAX  H.  FOLEY,  Chairman. 


JANUARY  7,  1964,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  7,  1964,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters, 

1400-61-A 

APPLICANT — Monaghan  and  Mattingly  for  48-52  Di¬ 
vision  Street  Corp.,  owner. 

SUBJECT — Application  August  4,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 48  Division  Street,  north¬ 
east  corner  of  Chrystie  Street,  Block  289,  Lot  52, 
Borough  of  Manhattan. 


1401-61-A 

APPLICANT— Monaghan  and  Mattingly  for  48-52  Di¬ 
vision  Street  Corporation  owner. 


SUBJECT — Application  August  4,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 50  Division  Street,  north 
side,  20  feet  east  of  Chrystie  Street,  Block  289  Lot 
52,  Borough  of  Manhattan. 


1420-61-A 

APPLICANT — Monaghan  and  Mattingly  for  48-52  Di¬ 
vision  Street  Corporation  owner. 

SUBJECT — Application  filed  August  4,  1961  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  sprinkler  system. 

PREMISES  AFFECTED— 52  Division  Street,  north 
side,  50  feet  east  of  Chrystie  Street,  Block  289,  Lot 
Lot  52  Borough  of  Manhattan. 


1374-61-A 

APPLICANT — Clinton  Brown  for  Zenna  Textile  Cor¬ 
poration,  owner. 

SUBJECT— Application  filed  August  18,  1961.  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  Sprink¬ 
ler  system. 

PREMISES  AFFECTED— 76-78  Leonard  Street,  south 
side,  139  feet  4%  inches  east  of  Church  Street,  Block 
173,  Lot  18,  Borough  of  Manhattan. 


1375-61-A 

APPLICANT— Clinton  Brown  for  80  Leonard  Street  Cor¬ 
poration,  owner. 

SUBJECT— Application  August  25,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 80-82  Leonard  Street,  south 
side,  175  feet  11  inches  east  of  Church  Street,  Block  173, 
Lot  20,  Borough  of  Manhattan. 


631-23-A — Vol.  II 

APPLICANT — Benjamin  Solovay  for  Chand  Realty 
Corporation,  owner. 

SUBJECT — Application  Reopened  October  29,  1963  as 
Volume  II — Appeal  from  a  decision  of  the  Borough 
Superintendent,  re-  Legal  means  of  egress. 

PREMISES  AFFECTED— 4  West  22nd  Street,  south 
side,  125  feet  south  of  Fifth  Avenue,  Block  823,  Lot 
47,  Borough  of  Manhattan. 


619-24-A— Vol.  II 

APPLICANT— Sandler  &  Sandler  for  H.  W.  Perlman 
Corporation,  owner. 

SUBJECT — Application  reopened  June  19,  1962  as  Vol¬ 
ume  II — Appeal  from  an  order  and  a  decision  of  the 
Fire  Commissioner,  re-  sprinkler  system. 

PREMISES  AFFECTED— 345-347  Grand  Street,  south 
side,  43  feet  10  inches  east  of  Ludlow  Street,  Block 
310,  Lot  15,  Borough  of  Manhattan. 


1541-61-A 

APPLICANT— Richard  Rethy  for  119  Company,  own¬ 
er;  Bluark  Store  Fixtures,  Incorporated,  lessee. 

SUBJECT— Application  filed  October  6,  1961  —  Appeal 
from  an  order  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED— 119  Bowery,  east  side,  100.2 
feet  south  of  Grand  Street,  Block  304,  Lot  13,  Bor¬ 
ough  of  Manhattan. 
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1559-61-A 

APPLICANT — Clinton  Brown  for  Rena  Textile  Cor¬ 
poration,  owner. 

SUBJECT — Application  October  4,  _  1961  —  Appeal 
from  an  order  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED— 12-14  West  18th  Street, 
south  side,  280  feet  west  of  Fifth  Avenue,  Block  819, 
Lot  53,  Borough  of  Manhattan. 


1561-61-A 

APPLICANT — Daub  &  Daub  for  Begelman  Realty 
Company,  owner. 

SUBJECT — Application  October  5,  1961  —  Appeal  from 
an  order  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED — 5  East  17th  Street,  north 
side,  125  feet  east  of  Fifth  Avenue  and  6  East  18th 
Street,  Block  846,  Lot  6,  Borough  of  Manhattan. 


1572-61-A 

APPLICANT — M.  Lorenzo  for  D.  Lorenzo,  owner. 

SUBJECT — Application  October  13,  1961 — Appeal  from 
an  order  of  the  Fire  Commissioner  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED— 515  West  19th  Street,  north 
side,  206.03  feet  west  of  Tenth  Avenue,  Block  691, 
Lot  26,  Borough  of  Manhattan. 


1573-61-A 

APPLICANT — Globe  Corr.  Container  Corporation, 
owner. 

SUBJECT — Application  October  16,  1961 — Appeal  from 
an  order  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED— 502  West  Broadway,  south 
side,  200  feet  west  of  Houston  Street,  Block  525,  Lot 
52,  Borough  of  Manhattan. 


136-63-A 

APPLICANT — Hurley,  Kearney  and  Lane  for  The 
Hospital  of  the  Holy  Family,  owner. 

SUBJECT — Application  December  26,  1962  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  re- 
Use  of  Fiberboard,  masonite  and  Celotex  in  public 
hallways. 

PREMISES  AFFECTED — 159  Dean  Street  north  east 
corner  of  Hoyt  Street,  Block  189,  Lot  1,  Borough  of 
Brooklyn. 


193-63-A 

APPLICANT — Tyrus  W.  Peck  for  H.  Clausen  &  Com¬ 
pany,  owner. 

SUBJECT — Application  March  5,  1963 — Packaging  of 
combustible  mixture  known  as  Mek-Peroxide  in  Poly¬ 
ethylene  Containers  (containers  not  in  accordance 
with  Administrative  Code  requirements). 


197-63-A 

APPLICANT — Ivan  Pinsker  for  A  and  S  Fuel  Oil 
Incorporated,  owner. 

SUBJECT — Application  February  13,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  re- 
legal  means  of  egress. 

PREMISES  AFFECTED— 1474  60th  Street  south  side, 
60  feet  west  of  15th  Avenue,  Block  5720,  Lot  38,  Bor¬ 
ough  of  Brooklyn. 


228-63-A 

APPLICANT — Leonard  F.  Rothkrug  for  Carmelo  But- 
ta,  owner. 

SUBJECT— Application  March  18,  1963— Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED— 3648  Bronx  Boulevard,  east 
side,  301.42  feet  south  of  East  216th  Street,  Block  4645, 
Lot  25,  Borough  of  The  Bronx. 


390-63-A 

APPLICANT — Harry  Atkin  and  Associates  for  Sophie 
and  Paul  Pasquier,  owner. 

SUBJECT — Application  May  7,  1963 — Appeal  from  a 
decision  of  the  Borough  Superintendent — re-  marquee. 

PREMISES  AFFECTED— 240-242  East  56th  Street, 
1061  2nd  Avenue,  southwest  corner,  Block  1329,  Lot 
28,  Borough  of  Manhattan. 


761-63-A 

APPLICANT — James  F.  Dealy  for  H.C.  Bohack  Com¬ 
pany,  Incorporated,  owner.  Sun  Oil  Company,  lessee. 

SUBJECT— Application  October  1,  1963  —  Filed  pur¬ 
suant  to  Section  35,  Art.  3  of  the  General  City  Law 
re-  construction  in  bed  of  mapped  street. 

PREMISES  AFFECTED— 50-02  to  50-12  (50-02  offi¬ 
cial)  Metropolitan  Avenue,  southwest  corner  of  Flush¬ 
ing  Avenue,  Block  3375,  Lots  52  and  54,  Maspeth, 
Borough  of  Queens. 


858-63-A 

APPLICANT — Hadyn  H.  Craigwell  for  Rose  Asch, 
owner. 

SUBJECT — Application  October  22,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
live  load  and  egress. 

PREMISES  AFFECTED— 1234  Castle  Hill  Ave.,  east 
side,  43.07  feet  north  of  Ellis  Avenue,  Block  3822,  Lot 
3,  Borough  of  The  Bronx. 


883-63-A 

APPLICANT — Halpern  and  Hurley  for  Albert  Green- 
baum,  owner. 

SUBJECT — Application  November  13,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  re- 
Class  3  construction  change  in  use. 

PREMISES  AFFECTED— 298  East  2nd  Street,  north 
side,  193  feet  west  of  Avenue  D,  Block  372,  Lot  52, 
Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman. 


JANUARY  14,  1964, 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  14,  1964,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters, 

704-61-BZ — Vol.  II 

APPLICANT — Lama,  Proskauer  and  Prober  for  John  and 
Helen  Prowse,  owners. 

SUBJECT — Application  reopened  November  29,  1963 
as  Volume  II — decision  of  the  Borough  Superintend¬ 
ent,  under  Sections  73-211  &  73-212  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  erection 
and  maintenance  of  an  automotive  service  station  with 
accessory  uses  and  with  a  property  business  sign. 
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PREMISES  AFFECTED— 162-01  to  162-09,  162-05, 
Official  46th  Avenue  and  45-81  to  45-89  162nd  Street, 
north  east  corner,  Block  5441,  Lot  86,  Bayside,  Bor¬ 
ough  of  Queens. 


773-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Ted  S.  Glad¬ 
stone,  owner;  Martin  Paint  Company,  lessee. 

SUBJECT — Application  October  3,  1963 — decision  of 
the  Borough  Superintendent,  under  Sections  72-21 
and  73-50  of  the  Zoning  Resolution,  and  666  of  N.Y.C. 
Charter  to  permit  in  a  Cl-2  district,  the  maintenance 
of  a  non-flashing  illuminated  sign  that  exceeds  the 
permitted  surface  area. 

PREMISES  AFFECTED— 1154  East  Gunhill  Road, 
southeast  corner  of  Hering  Avenue,  and  Boston  Road, 
Block  4616-  Lots  3  6and  39,  Borough  of  The  Bronx. 


822-63-BZ 

APPLICANT — George  Luttinger  for  William  B.  and 
Cora  Baird,  owners. 

SUBJECT — Application  October  14,  1963  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R6  district, 
in  an  existing  five  story  building,  the  change  in  occu¬ 
pancy  of  the  first  floor  to  theatre  with  accessory 
dressing  room  on  the  second  floor  and  cellar  storage, 
the  upper  floors  to  retain  their  present  use. 

PREMISES  AFFECTED — 59-61  Barrow  Street,  south 
side,  58  feet,  1%  inches  east  of  Bedford  Street,  25 
Commerce  Street,  Block  587,  Lot  44,  Borough  of 
Manhattan. 


823-63-A 

APPLICANT — George  Luttinger  for  William  B.  and 
Cora  Baird,  owners. 

SUBJECT — Application  October  14,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Class  3  construction,  change  in  use  to  theatre,  egress, 
etc. 

PREMISES  AFFECTED— 59-61  Barrow  Street,  south 
side,  58  feet,  1%  inches  east  of  Bedford  Street,  25 
Commerce  Street,  Block  587,  Lot  44,  Borough  of 
Manhattan. 


833-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  John  Cullo 
Marble  and  Tile  Company,  owners. 

SUBJECT — Application  October  24,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R5  district,  the 
enlargement  in  area  of  the  second  floor  for  accessory 
office  to  a  stone  processing  plant  that  encroaches  on 
the  required  front  yard. 

PREMISES  AFFECTED— 1476  East  222nd  Street, 
southwest  corner  of  Edson  Avenue,  Block  4758,  Lot 
9  and  16,  Borough  of  The  Bronx. 


834-63-A 

APPLICANT — Crinnion  and  Crinnion  for  John  Cullo 
Marble  and  Tile  Company,  owner. 

SUBJECT— Applicatio  October  24,  1963— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-wood 
frame  extension  Class  3  construction. 

PREMISES  AFFECTED— 1476  East  222nd  Street, 
southwest  corner  of  Edson  Avenue,  Block  4758,  Lots 
9  and  16,  Borough  of  The  Bronx. 


33-53-BZ 

APPLICANT— Lama,  Proskauer  and  Prober  for  John 
R.  Raguson,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance,  which  has  expired  October 
27,  1958— re  Application,  decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  sections 
7e  and  7  A  of  the  Zoning  Resolution,  to  permit  in  a  resi¬ 
dence  and  business  use  district  for  a  term  of  five  years  the 
use  of  premises  as  an  iron  sho  pand  for  scrap  iron  storage 
in  open,  with  a  business  entranc  enearer  to  residence  uses 
district  than  is  permitted;  and  to  permit  the  existing  uses 
of  stores,  toy  manufacturing  and  two  families  each  in  two 
buildings. 

PREMISES  AFFECTED— 289  22nd  Street  and  700-704 
Sixth  Avenue,  northwest  corner,  Block  897,  Lots  41  and 
45,  Borough  of  Brooklyn. 


657-52-BZ 

APPLICANT— Robert  Gottlieb  for  Rosina  S.  Maute, 
owner. 

SUBJECT— Application  reopened  for  consideration  as  to 
extension  of  term  of  variance,  expired  December  2,  1963 
— decision  of  the  Borough  Superintendent,  previously 
granted  on  condition,  under  Section  7  h  of.  the  Zoning 
Resolution  permitting  in  a  residence  use  district  the  park- 
and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 282-284  Bonner  Place,  south 
side,  125  feet  east  of  Morris  Avenue,  Block  2423,  Lots  11 
and  12,  Borough  of  The  Bronx. 


448-48-BZ 

APPLICANT— Robert  Gottlieb  for  Rosina  S.  Maute, 
owner. 

SUBJECT— Application  reopened  December  3,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pires  anuary  13,  1964  —  decision  of  the  .  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7e  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district  a  factory. 

PREMISES  AFFECTED — 290  Bonner  Place,  south 
side,  175  feet  east  of  Morris  Avenue,  Block  2423,  Lot 
13,  Borough  of  The  Bronx. 


109-54-BZ 

APPLICANT— Larry  Meltzer  for  Koster  Bakeries,  Inc., 
owner. 

SUBJECT— Application  reopened  December  3,  1963  for 
consideration  as  to  extension  of  term  of  variance, 
expires  January  20,  1964  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7e  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  otor  vehicle  repair  shop  for 
owners  motor  vehicles  and  permitting  the  mainten¬ 
ance  of  a  gasoline  service  station,  for  use  of  owner 
only,  and  permitting  the  parking  and  storage  of  em¬ 
ployees’  and  owners’  motor  vehicles  on  unbuilt  upon 
portion  of  plot,  no  fee  to  be  charged. 

PREMISES  AFFECTED— 1173-1181  Madison  Street, 
north  side,  250  feet  east  of  Central  Avenue,  Block  3360, 
Lots  46,  47  and  48,  Borough  of  Brooklyn. 

MAX  H.  FOLEY,  Chairman. 


JANUARY  14,  1964,  12  Noon. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  14,  1964,  at  12  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  Yor  kl3,  N.Y.,  on  the 
following  applications  for  extension  of  time  to  permit 
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the  completion  of  construction,  filed  pursuant  to  Sec¬ 
tions  11-32  and  11-33. 

6-63-BZX — B.Bx.  1888-1892  Eastchester  Road.  Block 
4209,  Lots  15,  16,  17  and  63.  Alt.  199-61.  Permit  No. 
1907-63. 


46-63-BZX — B.B. — 601-635  Van  Sinderin  Avenue,  Block 
3833,  Lot  6,  Alt.  2074-49,  Permit  No.  3313-49. 


113-63-BZX — B.M. — 350  West  123rd  Street,  Block  1949, 
Lot  56,  Alt.  1024-61,  Permit  No.  1985-62. 


114-63-BZX — B.M. — 328  East  25th  Street,  Block  930 
Lot  42,  Alt.  1211-61,  Permit  No.  1494-62. 


115-63-BZX— B.M.— 302-304  Mott  Street,  Block  521, 
Lot  26,  Alt.  1001-60.  Permit  No.  795-63. 


116-63-BZX — B.M. — 15  East  55th  Street,  Block  1291, 
Lot  11,  Alt.  1039-59,  Permit  No. 


117-63-BZX — B.M. — 458  West  126th  Street,  Block  1966, 
Lot  101,  Alt.  976-60,  Permit  No.  2509-60. 


118-63-BZX — B.M. — 360  East  55th  Street,  Block  1347, 
Lot  30,  Alt.  1982-59,  Permit  No.  758-60. 


119-63-BZX — B.M. — 178  Suffolk  Street,  Block  350,  Lot 
7,  Alt.  2296-61,  Permit  No.  3026-63. 


121-63-BZX — 'B.B. — 1479-1481  McDonald  Avenue,  Block 
6537,  Lot  56,  Alt.  3986-61,  Permit  No.  3662-63. 


123-63-BZX — B.Q. — 101-22  Astoria  Boulevard,  Block 
1688,  Lot  37,  Alt.  No.  1579-61,  Permit  No.  219-62. 


124-63-BZX — B.Q. — 48-12  104th  Street,  Block  1983,  Lot 
34,  Alt.  2111-61,  Permit  No.  97-63. 


125-63-BZX— B.Q.— 150-42  11th  Avenue,  Block  4516, 
Lot  22,  Alt.  2109-61,  Permit  No.  1817-62. 


126-63-BZX — B.M. — 208-210  Spring  Street,  Block  490, 
Lot  21,  Alt.  920-61,  Permit  No.  2975-62. 


127-63-BZX — B.M. — 59  Crosby  Street,  Block  482,  Lot 
10,  Alt.  324-61,  Permit  No.  77-62. 


128-63-BZX — B.M. — 412  East  78th  Street,  Block  1472, 
Lot  42,  Alt.  140-60,  Permit  No.  3540-62. 


129-63-BZX — B.M. — 789-797  West  End  Avenue,  Block 
1888,  Lot  25,  Alt.  1830-61,  Permit  No.  1165-62. 


131-63-BZX — B.M. — 174  Eldridge  Street,  Block  415,  Lot 
11,  Alt.  1233-61,  Permit  No.  2308-61. 


132-63-BZX — B.M. — 307  East  3rd  Street,  Block  373,  Lot 
51,  Alt.  1424-60,  Permit  No.  772-61. 


133-63-BZX— B.M.— 538-540  East  11th  Street,  Block  404, 
Lots  23,  25,  Alt.  1769-61,  Permit  No.  3028-62. 


MAX  H.  FOLEY,  Chairman. 


MINUTES 


REGULAR  MEETING 

Tuesday  Morning,  December  3,  1963,  10  A.M. 
Present :  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker,  Commissioner  Klein  and  Commissioner 
Nolan. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  November  19,  1963, 
were  approved  as  printed  in  the  Bulletin  of  November  28, 
1963,  Vol.  48,  No.  48. 

483-63-BZ 

APPLICANT — Albert  Melniker  for  Anothony  N.  Curro, 
owner. 

SUBJECT — Application  June  7,  1963 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-1  district, 
the  reconstruction  and  rehabilitation  of  an  existing  auto¬ 
motive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 2200  Hylan  Boulevard,  6 
Zwicky  Avenue,  southeast  corner,  Block  3692,  Lot  10, 
Grant  City,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1963, 
at  10  A.M.  for  decision ;  applicant  to  submit  revised  draw¬ 
ings;  hearing  closed. 


597-63-BZ 

APPLICANT — W.  Fontaine  Jones  for  Doriann  Holding 
Corporation,  owner. 

SUBJECT — Application  July  24,  1963 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R6  district,  in  an  existing  6 
story  and  cellar  building,  the  change  in  occupancy  of 
the  cellar  and  first  floor  from  storage  and  commercial 
studio  to  theatre  with  accessory  uses. 

PREMISES  AFFECTED— 227-229  ‘.West  13th  Street, 
north  side,  2645  feet  east  of  Greenwich  Avenue,  Block 
618,  Lots  53  and  54,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  W.  Fontaine  Jones. 

For  Opposition :  Elsa  Steinert. 

ACTION  OF  BOARD— Laid  oyer  to  December  17,  1963, 
at  10  A.M.  for  decision;  applicant  to  submit  additional 
drawings;  hearing  closed. 


689-63-BZ 

APPLICANT — Albert  Melniker  for  Alvin  H.  Baron, 
owner. 

SUBJECT — Application  August  26,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-1  district,  the  main¬ 
tenance  of  an  off  street  loading  area  and  customer  and 
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employee  parking  facility  for  an  existing  commercial  use 
on  the  adjoining  lot. 

PREMISES  AFFECTED — 1490  Clove  Road,  southwest 
corner  of  Tiogas  Street,  Block  661,  Lot  1,  Sunnyside, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  Salvatore  LaMarca  and  William  C. 
Oetting. 

ACTION  OF  BOARD — Laid  over  to  January  21,  1964, 
at  10  A.M.  at  request  of  applicant. 

705-63-BZ 

APPLICANT — Crinnion  and  Vrinnion  for  John  Spivey, 
owner. 

SUBJECT — Application  September  12,  1963 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R4  district,  the  erection 
of  a  two  story,  one  family  dwelling  that  encroaches  on 
the  required  front  yard  and  with  a  covered  porch  within 
the  front  yard. 

PREMISES  AFFECTED — 4348  Barnes  Avenue,  south¬ 
east  corner  of  Boyd  Avenue,  Block  5049,  Lot  50,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  J.  Crinnion. 

For  Opposition:  Joseph  P.  Delaney,  Josephine  R.  Ci- 
ferri,  Rose  Berruti,  Josephine  Armacida,  Marie  Wynn, 
Costanzo  Zannalla,  Nicholas  Santostasi,  Thomas  De¬ 
laney  and  Nicholas  Armacida. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1963, 
at  10  A.M.  for  inspection  and  decision;  applicant  to  sub¬ 
mit  data  on  necessary  five  findings  under  Section  72-21 ; 
hearing  closed. 


722-63-BZ 

APPLICANT— Arthur  I.  Singer  for  123  West  79th  Street 
Realty  Corp.,  owner;  Circle  Manhattan  Medical  Group, 
lessee. 

SUBJECT — Application  September  18,  1963 — decision  of 
the  Borough  Superintendent,  under  Sections  72-21  and 
73-62  of  the  Zoning  Resolution,  to  permit  in  a  R10  dis¬ 
trict,  in  an  existing  five  story  building,  the  extension  of 
the  medical  center  use  to  include  the  third,  fourth  and 
fifth  floors. 

PREMISES  AFFECTED— 123  West  79th  Street,  north 
side,  200  feet  west  of  Columbus  Avenue,  Block  1210, 
Lot  24,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Arthur  I.  Singer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1963, 
at  10  A.M.  for  decision;  applicant  to  submit  data  on  re¬ 
quired  five  findings  under  Section  72-21. 


723-63-A 

APPLICANT — Arthur  I.  Singer  for  123  West  79th  Street 
Realty  Corp.,  owner;  Circle  Manhattan  Medical  Group, 
lessee. 

SUBJECT — Application  September  18,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Change 
of  use 

PREMISES  AFFECTED— 124  West  79th  Street,  north 
side,  200  feet  west  of  Columbus  Avenue,  Block  1210,  Lot 
24,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Arthur  I.  Singer. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1963, 
at  10  A.M.  for  decision. 


759-63-BZ 

APPLICANT — Burke  and  Groh  for  Clark  Carpet  Clean¬ 
ing  Company,  owner.  Greenway  Holding  Corporation, 
lessee. 

SUBJECT — Application  September  26,  1963 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C2-1  and  R3-2  district, 
the  erection  of  a  ten  story  multiple  dwelling  that  en¬ 
croaches  on  the  required  front  yard,  rear  yard  and  rear 
setback,  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
exceeds  the  permitted  height  and  width  of  street  walls 
with  balconies  in  the  front  yard  and  less  than  the  re¬ 
quired  distance  between  windows. 

PREMISES  AFFECTED — 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1  and 
11,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh,  Edward  J.  Clark,  Har¬ 
old  J.  Ash  and  Joseph  C.  Haus. 

For  Opposition :  Margaret  P.  Lauricella,  Gerard  C.  Fal¬ 
lon,  Samuel  Bodian  for  Park  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1963, 
at  10  A.M.  for  inspection  and  decision;  applicant  to  sub¬ 
mit  data  on  necessary  five  findings  under  Section  72-21; 
hearing  closed. 


760-63-A 

APPLICANT — Burke  and  Groh  for  Clark  Carpet  Cleaning 
Company,  owner;  Greenway  Holding  Corporation,  lessee. 

SUBJECT — Application  September  26,  1963 — Filed  pursu¬ 
ant  to  Section  310  of  the  Multiple  Dwelling  Law  for  var¬ 
iation  of  Section  4  (31a)  and  Section  26  (5a)  of  the 
Multiple  Dwelling  Law  re  heights  and  yard  and  Review 
of  Decision  of  the  Borough  Superintendent — Zoning  Mat¬ 
ter. 

PREMISES  AFFECTED— 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1  and 
11,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1963, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


764-63-BZ 

APPLICANT — Max  Siegel  Associates  for  Diridge  Incor¬ 
porated,  owner;  Garage  lessee,  Harmart  Garage  Incor¬ 
porated. 

SUBJECT — Application  October  1,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law  to  permit  in  a  C5-2  and  R8  dis¬ 
trict,  the  addition  of  transient  parking  limited  to  the  un¬ 
used  and  surplus  tenants  spaces  in  an  existing  multiple 
dwelling  accessory  garage  for  a  term  of  fifteen  years. 

PREMISES  AFFECTED— 222  East  58th  Street,  south 
side,  250  feet  east  of  Third  Avenue,  211-225  East  57th 
Street,  Block  1331,  Lot  7,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1963, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


765-63-A 

APPLICANT — Max  Siegel  Associates  for  Diridge  Incor¬ 
porated,  owner;  Garage  lessee,  Harmart  Garage  Incor¬ 
porated. 

SUBJECT — Application  October  1,  1963 — Filed  pursuant 
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to  Section  60  of  the  Multiple  Dwelling  Law  re  transient 
parking. 

PREMISES  AFFECTED-222  East  58th  Street  south 
side  250  feet  east  of  Third  Avenue,  211-225  East  57th 
Street,  Block  1331,  Lot  7,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1963, 
at  10  A.M.  for  inspection  and  decision ;  hearing  closed. 


234-36-BZ — V ol.  II 

APPLICANT — Noah  N.  Sherman  for  Trubuhs  Realty 
Company,  Inc.,  owner. 

SUBJECT— Application  reopened  November  6,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  June  24,  1963— decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Section  7e  of 
the  Zoning  Resolution,  permitting  in  a  retail-1  district, 
the  change  in  occupancy  from  garage  (previously  granted 
by  the  Board  for  more  than  five  motor  vehicles  and 
stores)  to  garage  for  more  than  five  motor  vehicles,  used 
car  sales  and  storage,  stores  and  dance  school. 

PREMISES  AFFECTED— 1690-1698  Broadway  and  203- 
209  West  53rd  Street,  northeast  corner,  Block  1025,  Lot 
25,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Noah  N.  Sherman. 

For  Opposition :  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 


THE  VOTE—  .  .  _ 

Affirmative:  Chairman  Foley,  Commissioner  box,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commission¬ 
er  Nolan  -  ^ 

Negative:  - ® 

THE  RESOLUTION— 

Whereas,  on  December  11,  1945,  this  application— Vol. 
II — was  granted  by  the  Board  on  certain  conditions;  and 
and 

Whereas,  the  applicant  states  that  on  recent  personal 
inspection  of  the  subject  site  and  surrounding  affected  area, 
the  following  was  found : 


a.  that  the  use  and  occupancy  of  the  subject  site  and 
premises  has  not  been  changed  and  complies  with  use 
as  granted. 

b.  that  there  has  been  no  change  of  the  surrounding  area, 
with  the  exception  of  the  following: 

1.  new  hotel-motel  being  completed  on  site  known  as 
block  1023,  lot  29,  located  on  the  east  side  of  Broad¬ 
way  between  West  51st  Street  and  West  52nd  Street 
and  to  Seventh  Avenue. 


and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  June  24,  1963;  and 
Whereas,  this  application  was  reopened  on  November 
6,  1963  and  set  for  hearing  on  December  3,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  December  3,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  28,  1963  acting  on  Alt.  Applic.  No.  2311-63, 
reads : 


“1.  B.  S.  &  A.  appeal  case  #234-36-BZ,  Vol.  II  has 
lapsed  as  to  term.  Not  further  considered.” 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 


hereby  amend  the  resolution  adopted  on  December  11,  1945, 
as  amended  through  June  24,  1958  only  as  to  the  term  of  the 
variance,  so  that  as  amended  it  shall  read : 

“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  amended  resolution,  to  permit  .  .  .  ,  that  ottiei 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects ;  and  that  a  Certifi¬ 
cate  of  Occupancy  shall  be  obtained.” 


490-52-BZ— Vol.  I 

APPLICANT— Leonard  F.  Rothkrug  for  Old  Colony 
Trust  Co.,  owner. 

SUBJECT— Application  reopened  November  6,  1963  for 
consideration  as  to  extension  of  term  of  variance,  expired 
November  25,  1962— decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Section  7h 
of  the  Zoning  Resolution,  permitting  in  a  residence  and 
local  retail  use  district,  the  parking  of  patrons’  and  em¬ 
ployees’  cars  without  fee  and  for  the  unloading  of  mer¬ 
chandise,  in  conjunction  with  a  supermarket. 

PREMISES  AFFECTED— 155-15  Aguilar  Avenue,  north 
side,  246.26  feet  west  of  72nd  Avenue,  Block  6793,  Lot 
380,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition  :  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  — . — - . . — — - - —  " 

Negative:  -  ® 

THE  RESOLUTION-  . 

Whereas,  on  November  25,  1952,  this  application  Vol. 
I — was  granted  by  the  Board  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  reopening  of  this  appli¬ 
cation  and  consideration  under  Section  _  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  November  25,  1962;  and 
Whereas,  this  application  was  reopened  on  November 
6,  1963  and  set  for  hearing  on  December  3,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  December  3,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  27,  1963  acting  on  N.  B.  Applic.  No.  1987-52, 
reads : 

“1.  The  proposed  parking  lot  for  patrons  and  employees 
only  to  be  referred  back  to  B.S.  &  A.  as  same 
expired  under  B.Z  490/52  on  11/25/62.” 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  25,  1952, 
only  as  to  the  term  of  the  variance,  so  that  as  amended  it 
shall  read: 


“granted  for  a  term  of  ten  (10)  years  from  the  date  of 
this  amended  resolution,  to  permit  .  .  .  ;  that  other 
than  as  herein  amended  the  resolution  above  cited,  shall 
be  complied  with  in  all  respects ;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained.” 


783-55-BZ 

APPLICANT— Edward  J.  Hurley  for  Managements 
Audits,  Inc.,  owners. 

SUBJECT — Application  reopened  November  6,  1963  for 
consideration  as  to  extension  of  term  of  variance,  expired 
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July  8,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7e  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  change  of  use  of  the  present  four  story,  one  family 
residence,  to  offices  in  the  basement,  first  and  second  floors 
and  the  third  and  fourth  floors  as  a  duplex  apartment. 
PREMISES  AFFECTED— 125  East  38th  Street  and  314 
Lexington  Avenue,  northwest  corner,  Block  894,  Lot  17, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Frank  Farinella. 

For  Opposition :  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan _ _ _  5 

Negative:  - - - - -  0 

THE  RESOLUTION— 

Whereas,  on  July  8,  1958,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  July  8,  1963 ;  and 
Whereas,  this  application  was  reopened  on  November 
6,  1963  and  set  for  hearing  on  December  3,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  December  3,  1963  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  3,  1963  acting  on  Alt.  Applic.  No.  207-54, 
reads : 

“1.  Refer  back  to  Board  of  Standards  &  Appeals  for 
further  variance.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  8,  1958,  only 
as  to  the  term  of  the  variance,  so  that  as  amended  it  shall 
read : 

“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  amended  resolution,  to  permit  .  .  .  ;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained.” 


248-58-BZ 

APPLICANT — Harry  Atkin  and  Associates  for  Max  Don- 
ner,  owner. 

SUBJECT— Application  reopened  November  6,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  October  15,  1963 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Section 
7e  of  the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  maintenance  of  a  used  car  lot  and  sales  office. 
PREMISES  AFFECTED — 1885  Bruckner  Boulevard, 
northeast  corner  of  Underhill  Avenue,  Block  3732,  Lots  9 
and  15,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

For  Opposition :  None. 

ACTION  OF  OARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker  and 
Commissioner  Nolan  _ _ _  3 

Negative:  Commissioner  Fox  and  Commissioner  Klein  2 


THE  RESOLUTION— 

Whereas,  on  October  15,  1958,  this  application  was 
granted  by  the  Board  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  October  15,  1963;  and 

Whereas,  this  application  was  reopened  on  November 
6,  1963  and  set  for  hearing  on  December  3,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent, 
photographs  and  two  publications  in  the  Bulletin;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  3,  1963  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  18,  1963  acting  on  Alt.  Applic.  No.  252- 
58,  reads: 

“1.  Proposal  to  extend  variance  granted  by  Board  of 
Standards  &  Appeals  Cal.  #248-58-BZ  must  be 
referred  back  to  that  agency  as  per  Sect.  11-411  of 
the  Zoning  Resolution.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  15,  1958, 
only  as  to  the  term  of  the  variance,  so  that  as  amended 
■it  shall  read : 

“granted  for  a  term  of  five  (5)  years  from  the  date  of 
this  amended  resolution,  to  permit  .  .  .  ;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects ;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained.” 


1876-61-BZ 

APPLICANT — Andrew  Di  Camillo  for  Endy  Anderson, 
owner. 

SUBJECT—  Application  reopened  November  6,  1963  for 
consideration  as  to  extension  of  time  to  complete,  expired 
June  12,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  21  of  the 
Zoning  Resolution,  permitting  in  a  manufacturing  use 
district,  the  erection  of  a  one  story  extension  to  an  exist¬ 
ing  building  for  use  as  a  factory,  for  the  manufacture  of 
plastic  products,  the  proposed  structure  exceeding  the 
permitted  area  coverage.  __ 

PREMISES  AFFECTED — 419-425  89th  Street,  north  side, 
207  feet  4%  inches  west  of  5th  Avenue,  Block  6065,  Lots 
43  and  44,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

For  Opposition :  None. 

ACTION  OF  BOARD — Time  extended  to  complete  the 
work. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ _ _ _ _ _ _  5 

Negative:  . . . . .  __  o 

THE  RESOLUTION— 

Whereas,  on  June  12,  1962,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  extension  of  the  time  within  which  to  obtain 
permits  and  complete  the  work,  which  expired  on  June  12, 
1963;  and 

Whereas,  This  application  was  reopened  on  November 
6,  1963  and  set  for  hearing  on  December  3,  1963  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent 
and  two  publications  in  the  Bulletin;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  December  3,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  and 
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Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  12,  1963  acting  on  amendment  to  Alt. 
Applic.  No.  3721-61,  reads: 

“1.  The  above  application  was  subject  to  B.S.A.  Reso¬ 
lution  Cal.  #  1876/61 /BZ,  Bui.  25,  Vol.  XLVII. 
No  permits  for  construction  and  no  C.  of  O.  has 
been  obtained,  therefore  application  is  at  variance 
with  the  Sec.  22A  provisions  of  said  resolution. 

2.  As  per  Sec.  11-321  of  the  A.Z.R.  the  above  applica¬ 
tion  automatically  lapses  in  that  no  permit  was 
•issued  prior  to  June  15,  1963. 

3.  As  per  Sec.  C26-177.0  Adm.  Code  application  has 
lapsed.” 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  amend  the  resolution  adopted  on  June  12,  1962, 
only  as  to  the  time  to  obtain  permits  and  complete  the 
work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 


“that  permit  shall  be  obtained,  work  completed  and  a 
Certificate  of  Occupancy  obtained  within  one  year  from 
the  date  of  this  Resolution. 


1884-61-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  427  Ralph 
Avenue  Realty  Corp.,  owner. 

SUBJECT — Application  reopened  November  6,  1963  for 
consideration  as  to  extension  of  time  to  complete,  expired 
July  24,  1963 — decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  21  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  maintenance  of  a  parking  lot  for  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 1815-1817  Bergen  Street,  north 
side,  100  feet  east  of  Ralph  Avenue,  Block  1445,  Lots  67 
and  68,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Time  extended  to  complete  the 
work. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - -  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  on  July  24,  1962,  this  application  was  granted 
by  the  Board  on  certain  conditions;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  extension  of  the  time  within  which  to  obtain 
permits  and  complete  the  work,  which  expired  on  July  24, 
1963;  and 

Whereas,  this  application  was  reopened  on  November 
6,  1963  and  set  for  hearing  on  December  3,  163  at  10  A.M., 
requiring  a  new  decision  of  the  Borough  Superintendent 
and  two  publications  in  the  Bulletin;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  3,  1963  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  11,  1963  acting  on  Alt.  Applic.  No.  3600-61, 
reads : 

“1.  Proposed  extension  of  time  to  obtain  a  permit  Is 
contrary  to  Section  22A,  1916  Zoning  Resolution 
and  resolution  of  Bd.  of  Std.  and  Appeals  under 
Cal.  1884-61-BZ,  and  is  referred  to  the  Board  for 
reconsideration. 

2.  Proposed  use  of  vacant  land  for  parking  and  stor¬ 
age  for  more  than  five  motor  vehicles  in  an  R-6 


district  is  “other  construction”;  time  limit  for  issu¬ 
ance  of  permit  expired  June  15,  1963  as  per  Section 
11-321,  1961  Zoning  Resolution. 

3.  Aoplication  has  expired  by  limitation  under  C26- 
177.0  of  the  Administrative  Code;  comply  with  1961 
Zoning  Resolutions. 

4.  Proposed  use  of  vacant  land  for  more  than  five 
motor  vehicles  in  an  R-6  District  is  not  permissible 
as  per  Sections  21-00  and  22-00,  1961  Zoning  Reso¬ 
lution.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  24,  1962,  only 
as  to  the  time  to  obtain  permits  and  complete  the  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  permit  shall  be  obtained,  work  completed  and  a 
Certificate  of  Occupancy  obtained  within  one  year  from 
the  date  of  this  Resolution. 


340-63-BZ 

APPLICANT— Max  Siegel  Associates  for  333  East  69th 
Street  Corporation,  owner ;  333  Garage  Corporation,  gar¬ 
age  lessee. 

SUBJECT— Application  April  19,  1963— decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  a  C2-8  and  R8 
district,  for  a  term  of  fifteen  years,  the  use  of  transient 
parking  for  the  unused  and  surplus  tenants  spaces  in 
an  existing  multiple  dwelling  accessory  garage. 
PREMISES  AFFECTED — (325-339  East  69th  Street, 
north  side,  99  feet,  2  inches  west  of  First  Avenue,  Block 
1444,  Lot  15,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Max  Siegel. 

For  Opposition  :  Herman  Axelrod,  Kate  B.  Benton,  Mrs. 
Richard  Levine,  Nicholas  Benton,  Margaret  Hockaday 
La  Farge,  L.  Bancel  La  Farge,  Colin  C.  Ferenbach, 
John  H.  McChors,  Jr.  and  Richard  Flender. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  Commissioner  Becker  and  Commissioner 

Klein  . 2 

Negative:  Chairman  Foley,  Commissioner  Fox  and  Com¬ 
missioner  Nolan  . 3 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  18,  1963  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  July  2,  1963  for  inspection  and  decision; 
then  to  October  8,  1963  at  request  of  the  applicant;  hearing 
closed ;  then  to  December  3,  1963 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  10,  1963  acting  on  Alt.  Applic.  No.  364-63, 
reads : 

“A3.  Proposed  transient  parking,  by  non-occupants  of 
the  multiple  dwelling  located  at  the  above  ad¬ 
dress,  within  accessory  garage  in  cellar  of  said 
multiple  dwelling,  located  in  R8  and  C2-8  dis¬ 
tricts,  is  contrary  to  Article  II,  Chapter  5,  Sec¬ 
tion  25-412  and  Article  III,  Chapter  6,  Section 
36-46  of  the  Zoning  Resolution. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  denied ;  and 
Whereas,  the  Board  found  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  vari¬ 
ance  under  Section  60(3)  of  the  Multiple  Dwelling  Law. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent  dated  April  10,  1963,  acting  on  Alt.  Applic.  364-63,  Ob¬ 
jection  No.  A3,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 
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341-63-A 

APPLICANT— Max  Siegel  Associates  for  333  East  69th 
Street  Corporation,  owner ;  333  Garage  Corporation, 
garage  lessee. 

SUBJECT— Application  April  19,  1963— Filed  pursuant 

to  Section  60  of  the  Multiple  Dwelling  Law  re — tran¬ 
sient  parking. 

PREMISES  AFFECTED— 325-339  East  69th  Street,  north 
side,  99  feet,  2  inches  west  of  First  Avenue,  Block  1444, 
Lot  15,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan . . .  5 

Negative :  - - - 9 


566-63-BZ 

APPLICANT— Lama,  Proskauer  and  Prober  for  William 
E.  Kleinhenz,  owner. 

SUBJECT— Application  July  9,  1963— decision  of  the  Bor- 
ough  Superintendent,  under  Sections  11-412  an  d72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  and  R3-2 
district,  the  enlargement  and  extension  in  area  of  an  exist¬ 
ing  automotive  service  establishment  previously  granted 
by  the  Board. 

PREMISES  AFFECTED— 205-01  to  205-19  (205-11  offi¬ 
cial)  Northern  Boulevard  north  side,  from  205th  Street 
to  Clear  View  Expressway,  43-10  to  43-46  Clearview  Ex¬ 
pressway,  43-27  to  43-35  205th  Street,  Block  6269,  Lot 
20  (formerly  20  and  part  of  9)  Bayside,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassolotti  and  William  E. 
Kleinhenz. 

For  Opposition:  M.  Hegneri,  Pauline  Polly,  Allen,  Elea¬ 
nor  Petersen  and  Domenik  Cutaia. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker,  Com¬ 
missioner  Klein  and  Commissioner  Nolan  . -  4 

Negative:  Commissioner  Fox . . . . —  1 


THE  RESOLUTION—  ... 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  8,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  29,  1963  for  continued  hear¬ 
ing  ;  and  then  to  December  3,  1963 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  27,  1963  acting  on  Alt.  Applic.  No.  988-63,  reads: 

“1.  Proposed  enlargement  and  extension  of  area  and 
uses  of  existing  “New  and  Used  car  shape-up  shop, 
minor  auto  repairs,  lubritorium,  office  and  sales, 
parts  dept.,  wheel  alignment,  car  washing,  gasoline 
station,  storage,  display  and  sales  of  new  and  used 
cars,  parking  and  storage  of  motor  vehicles,  minor 
repairs  in  conjunction  with  sales  agency  maintined 
in  the  lubritorium  bldg.”,  in  a  lot  located  in  a  C2-2 
district  mapped  within  an  R3-2  district  and  further 
extending  into  an  R3-2  district  is  not  permitted  as 
of  right  and  contrary  to  Sections  32-22,  32-25  and 
22-00  of  the  Zoning  Resolution. 

2.  Proposed  enlargement  of  building  and  uses  in  a  C2-2 
district  mapped  within  an  R3-2  district  and  further 
extending  into  an  R3-2  district  is  contrary  to  Sec¬ 
tions  52-22  and  52-41  of  the  Zoning  Resolution. 

3.  There  are  no  provisions  for  Bulk  requirements  of 


the  proposed  enlargement  and  extension  in  an  R3-2 
district;  also  parking  and  loading  requirements  are 
not  provided  for.  Submit  this  to  the  Board  of  Stand¬ 
ards  and  Appeals  for  determination. 

4.  Provide  a  30'-0"  rear  yard  as  required  in  an  R3-2 
district  as  per  Sect.  23-47  of  the  Zoning  Resolution. 

5.  Provide  a  l5'-0"  front  yard  as  required  in  an  R3-2 
district  as  per  Sect.  23-45  of  the  Zoning  Resolution. 

Note:  These  premises  were  subject  of  Board  of 
Standards  and  Appeals  variance  under  Cal. 
#748-53-BZ” 

alld 

Whereas,  the  premises  and  surrounding  area  where  in¬ 
spected  by  a  committee  of  the  oard  which  recommended 
that  the  application  be  granted  under  certain  conditions ; 
and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Sec¬ 
tion  11-412  of  the  Zoning  Resolution,  as  to  use,  and  that 
the  applicant  had  substantiated  a  basis  to  warrant  exercise 
of  discretion  to  grant  under  Section  72-21  and  is  therefore 
entitled  to  relief,  as  to  area,  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and 
area  district  regulation  of  the  Zoning  Resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  Sections 
11-412  and  72-21,  to  permit  in  C2-2  and  R3-2  districts,  the 
extension  in  area  of  an  existing  automotive  service  estab¬ 
lishment,  previously  granted  by  the  Board,  on  condition 
that  the  work  shall  conform  to  drawings  filed  with  this 
application  dated  July  9,  1963,  4  sheets  and  November  27, 
1963,  2  sheets  revised ;  on  farther  condition  that  the  present 
garage  buildings  shall  be  cleaned  up  and  painted ;  that  the 
balance  of  the  property  along  Clearview  Expressway  shall 
be  devoted  to  a  conforming  use  and  that  this  portion  of 
the  lot  shall  be  put  in  satisfactory,  clean  condition;  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with;  and  that  permit  shall  be  obtained,  work  completed 
and  a  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  Resolution. 


611-63-BZ  _ 

APPLICANT— Herbst  and  Rusciano  for  Trebuhs  Realty 
Company,  Incorporated,  owner;  Pelican  Productions, 
lessee. 

SUBJECT— Application  August  1,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R-9  district  the  change 
in  occupancy  of  an  existing  two  story  and  cellar  building 
from  apartment  and  studio  store  to  radio  and  television 
studio  with  accessory  storage. 

PREMISES  AFFECTED— 1283  Fifth  Avenue,  southeast 
corner,  of  East  110th  Street,  Block  1615,  Lots  4  and  69, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  George  Rusciano. 

Foir  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  -  ^ 

Negative:  - - - ” 

THE  RESOLUTION—  . 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  19,  1963  after  due  notice  by  publication  in 
the  Bulletin ;  laid  over  to  December  3,  1963  for  inspection 
and  decision ;  applicant  to  submit  data  under  Section  72-21 ; 
hearing  closed ;  and 


1398 


MINUTES 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  30,  1963  acting  on  Alt.  Applic.  No.  535-63,  reads: 

“2.  Proposed  change  of  use  from  1/3  Apt.  and  Studio 
Store  to  Radio  and  Television  Studio  (Use  Group 
10)  and  Motion  Picture  Production  for  Television 
Purposes  (Use  Group  17)  on  the  1st  floor  is  con¬ 
trary  to  22-10  of  the  Amended  Zoning  Resolution 
in  an  R-9  District. 

3.  Change  of  use  of  2nd  floor  from  2/3  Apartment 
to  property  storage  accessory  to  the  1st  floor  uses 
is  contrary  to  22-10  of  the  Zoning  Resolution  in  an 
R-9  District.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions, 
and 

Whereas,  the  Board  has  made  the  findings  required 
under  Section  72-21  of  the  Zoning  Resolution;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  Section  72-21  of  the  Zoning  Resolution,  and  is 
therefore  entitled  to  relief  on  the  grounds  of  practical  dif¬ 
ficulty  and/or  unnecssary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  of  the  Zoning  Resolution,  to 
permit  in  an  R-9  district,  the  change  in  occupancy  of  an 
existing  two  story  and  cellar  building,  from  apartment  and 
studio  store,  to  radio  and  television  studio  with  accessory 
storage,  for  a  term  of  ten  years,  on  condition  the  building 
conform  to  drawings  filed  with  this  application  dated  Aug¬ 
ust  1,  1963,  7  sheets ;  on  further  condition  that  the  parapet 
railing  and  the  picket  fence  shall  be  put  in  good  condition 
and  that  both  fronts  of  the  building  shall  be  painted  lime¬ 
stone  color ;  that  permit  be  obtained,  work  done,  and  Cer¬ 
tificate  of  Occupancy  be  obtained  within  one  year  from  the 
date  of  this  Resolution. 


618-63-BZ 

APPLICANT — Robert  L.  Bien  for  Doris  K.  Carver  and 
Samuel  Ades,  owners. 

SUBJECT — Application  August  8,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit,  in  a  C6-4  district,  the  erection 
of  a  16  story  office  building  that  exceeds  the  permitted 
floor  area  ration  and  the  mechanical  equipment  penthouse 
penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 110-118  Church  Street  and 
33-41  Park  Place,  northeast  corner,  Block  126,  Lots  2 
and  4,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Robert  L.  Bien,  F.  Le  Baron  Shurtleff 
and  Morris  Brody. 

For  Opposition  :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _  5 

Negative:  _  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  6,  1963,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  19,  1963  for  inspection 
and  decision ;  applicant  is  to  submit  additional  informa¬ 
tion  ;  hearing  closed ;  then  to  December  3,  1963 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  2,  1963,  acting  on  N.B.  Applic.  33-63,  reads : 


“3.  Floor  plans  show  bldg.  F.A.R.  to  be  in  excess  of 
that  permitted  for  a  C6-4  district  (permitted 
F.A.R.  of  10.  Plans  indicate  F.A.R.  of  11.5/  Con¬ 
trary  to  Par.  33-122  Zoning  Resolution. 

4.  Superstructure  with  mechanical  equipment  extends 
into  sky  exposure  plane  in  excess  of  permitted 
length  as  noted  in  Par.  33-42  Zon.  Res.  Permitted 
Obstructions.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions,  and 
Whereas,  the  Board  has  made  the  findings  required  under 
Section  72-21  of  the  Zoning  Resolution;  and 
Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  Section  72-21  of  the  Zoning  Resolution,  and 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  dif¬ 
ficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  C6-4  district,  the  erection  of  a  16  story  office 
building  that  exceeds  the  permitted  floor  area  ratio  with  a 
mechanical  equipment  penthouse  which  penetrates  the  sky 
exposure  plane  on  condition  the  building  conform  to  draw¬ 
ings  filed  with  this  application  dated  August  8,  1963,  11 
sheets ;  that  all  other  laws,  rules  and  regulations  applic¬ 
able  shall  be  complied  with  and  that  permit  be  obtained, 
work  done,  and  Certificate  of  Occupancy  obtained  within 
one  year  from  the  date  of  this  Resolution. 


753-63-BZ 

APPLICANT— William  A.  O’Leary  for  Dept.  Public 
Works,  City  of  New  York,  owner. 

SUBJECT — Application  September  27,  1963 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R7-2  district,  the  erec¬ 
tion  of  a  sewage  pumping  station  that  encroaches  on  the 
required  rear  yard. 

PREMISES  AFFECTED— 184  Avenue  D,  east  side,  20 
feet  south  of  East  13th  Street  Extended,  Block  367,  Lot 
25,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Louis  Schwartz  and  Morris  Rothenberg. 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ _ _ 5 

Negative  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  26,  1963  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  10,  1963  acting  on  .B.  Applic.  No.  42-63, 
reads : 

“C-l.  As  per  Section  22-20  of  “Zoning  Resolution”  ap¬ 
proval  is  required  from  Board  of  Standards  and 
Appeals  for  installation  of  sewage  pumping  station 
in  residential  zoned  area. 

C-2.  Proposed  sewage  pumping  station  in  an  R7-2  zone 
is  required  to  comply  with  Section  73-14  “Zoning 
Resolution”  and  approval  and  recommendations  to 
be  detailed  by  Board  of  Standards  and  Appeals. 

C-3.  As  per  Section  23-47  “Zoning  Resolution”  there  is 
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required  a  rear  yard  of  30  feet,  proposed  surge  tank 
is  contrary  to  this  section. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions, 
and 

Whereas,  the  Board  has  made  the  findings  required  under 
Section  72-21  of  the  Zoning  Resolution;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R7-2  district,  the  erection  of  a  sewage  pump¬ 
ing  station  that  encroaches  on  the  required  rear  yeard  on 
condition  the  building  conform  to  drawings  filed  with  this 
application  dated  September  27,  1963,  6  sheets,  and  Novem¬ 
ber  29,  1963,  3  sheets,  additional;  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with,  and  that 
permit  be  obtained,  work  done,  and  Certificate  of  Occu¬ 
pancy  obtained  within  one  year  from  the  date  of  this  Reso¬ 
lution. 


Adjourned  12:15  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  DECEMBER  3,  1963,  12  Noon 

Present:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commission¬ 
er  Nolan. 

34-63-BZX — B.M.  314  East  89th  Street.  Block  1551,  Lot 
43.  Alt.  1212-60  Permit  No.  2786. 


35-63-BZX — B.M.  316  East  89th  Street,  Block  1551,  Lot 
42.  Alt.  1211-60  Permit  No.  2785. 


14-63-BZX — B.B.  757  Bushwick  Avenue.  Block  3231, 
Lots  1,  4,  5,  48,  50,  51,  52,  53.  Alt.  3166-61.  Permit  No. 
4864-63. 


28-63-BZX — B.M.  172  East  112th  Street.  Block  1639,  Lot 
42.  Alt.  1814-61.  Permit  No.  3581. 


29-63-BZX — B.M.  819  Sixth  Avenue.  Block  804,  Lot  36. 
Alt.  733-61  Permit  No.  3043-63. 


30-63-BZX — B.Bx.  1528  Castle  Hill  Avenue.  Block  3959, 
Lot  17.  Alt.  1165-61.  Permit  No.  2760. 


31-63-BZX — B.Q.  62-18  Rockaway  Beach  Boulevard. 
Block  15907,  Lot  59.  Alt.  1548-60.  Permit  No.  3408-63. 


32-63-BZX— B.Q.  76-29  271st  Street.  Block  8549,  Lot  52. 
Alt.  3026-61.  Permit  No.  4487. 


33-63-BZX— B.M.  202-204  Avenue  of  the  Americas  and 
200  Prince  Street.  Block  504,  Lots  18,  19,  20.  Alt.  414 
and  416-60.  Permit  Nos.  2280  and  3466-63. 


36-63-BZX— B.M.  —  204-206  East  77th  Street,  Block 
1431,  Lot  43,  Alt.  1887-61,  Permit  No.  2908-62. 


37-63-BZX — B.M. — 18  East  64th  Street,  Block  1378,  Lot 
62,  Alt.  2435,  Permit  No.  791-63. 


38-63-BZX— B.Q.— 101-32  101st  Street,  Block  9418,  Lot 
12,  Alt.  252-61,  Permit  No.  1941-61  and  3117-63. 


40-63-BZX— B.M.— 70-72  Park  Avenue,  Block  868,  Lot 
36,  Alt.  577-61,  Permit  No.  1393-63. 


43-63-BZX — B.M. — 221  East  124th  Street,  Block  1789, 
Lot  10,  Alt.  684-41,  Permit  No.  1964-62. 


44-63-BZX— B.Q.— 158-14  Northern  Boulevard,  Block 
5277,  Lot  25,  Alt.  2503-61,  Permit  No.  4631-63. 


45-63-BZX— -B.B.— 517-529  Waverly  Avenue,  Block 
2012,  Lots  10  and  24,  986-61,  Permit  No.  672-62. 


47-63-BZX — B.Bx. — West  side  of  Broadway,  227.03  feet 
north  of  West  240th  Street,  Block  3414,  Lot  550,  Alt. 
252-61,  Permit  No.  2696-63. 


49-63-BZX— B.M.— 83-85  Third  Avenue,  Block  198,  Lot 
6,  Alt.  1380-61,  Permit  No.  2871-63. 


41-63-BZX— B.M.— 36-38  Mulberry  Street,  Block  164, 
Lot,  3,  Alt.  1861-61,  Permit  No.  2455-61. 


42-63-BZX — B.M. — 34  Mulberry  Street,  Block  164,  Lot 
3,  Alt.  1860-61,  Permit  No.  2454-61. 


136-63-BZX— B.M.— 848-852  7th  Avenue,  Block  1026, 
Lot  32,  Alt.  1589-59,  Permit  No.  1055-62. 


83-63-BZX — B.M. — 148  West  133rd  Street,  Block  1917, 
Lot  152,  Alt.  201-60,  Permit  No.  1754-62. 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE—  .  .  _ 

Affirmative:  Chairman  Foley,  Commissioner  box,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commission¬ 
er  Nolan  _  5 

Negative:  -  ® 

THE  RESOLUTION— 

Whereas,  the  above  applications  for  extension  of  time 
to  permit  the  completion  of  construction  were  duly  filed 
under  the  provisions  of  Section  11-32  of  the  Zoning  Reso¬ 
lution;  and 

Whereas,  in  each  of  these  cases  the  Board  found  that, 
on  the  date  the  building  permit  lapsed,  a  substantial  portion 
of  construction  had  been  completed  and  substantial  expen¬ 
ditures  in  connection  with  such  construction  had  been  made. 

Resolved,  that  the  time  within  which  to  complete  con¬ 
struction  be  and  it  hereby  is  extended  for  a  term  of  three 
months  from  the  date  of  this  resolution. 


129-61-A 

APPLICANT— Burke  and  Groh  for  Charles  Hultgren, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — Appeal  from  a  decision  of  the 


1400 


MINUTES 


Borough  Superintendent — re-  bulding  m  bed  of  mapped 
street ;  previously  granted  on  condition. 

PREMISES  AFFECTED— 144-01  256th  Street,  each  side, 
380.79  feet  north  of  147th  Avenue,  Block  13587,  Lot  26, 
Rosedale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _  5 

Negative:  _  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  20,  1961,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  20,  1961,  by 
adding  thereto : 

“that  in  lieu  of  the  two  dwellings  heretofore  permitted 
on  former  Lot  Nos.  26  and  27,  the  new  dwelling  and 
detached  garage  constructed  on  the  present  Lot  No. 
26  shall  be  permitted  substantially  as  shown  on  re¬ 
vised  drawings  of  proposed  conditions  marked  ‘Received 
October  1,  1963’,  3  sheets  and  ‘Received  November  8, 
1963’,  one  sheet,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects”.  (N.B.  49-61  and  50-61) 


1074-61-A 

APPLICANT — Henry  Nordheim  for  Alliance  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  May  1,  1963 
— Appeal  from  a  decision  of  the  Borough  Superintendent 
— re-  cellar  apartment;  previously  granted  on  condition. 
PREMISES  AFFECTED — 31-41  Park  Terrace  West, 
northwest  corner  of  West  214th  Street,  Block  2243,  Lot 
90,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ _ _ 5 

Negative : 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  1,  1962,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  1,  1962,  time 
to  obtain  permits  and  complete  the  work,  by  adding  thereto : 
“that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained”. 
(Alt.  483/60) 


1435-61-A 

APPLICANT — Joseph  Fearon  for  Margaret  Gimpel,  own¬ 
er. 


SUBJECT — Application  filed  September  15,  1961  —  Ap¬ 
peal  from  a  decision  of  the  Fire  Commissioner — re- 
Sprinkler  System. 

PREMISES  AFFECTED— 72-74  Front  Street,  north  side, 
19  feet,  1%  inches  west  of  Old  Slip,  Block  32,  Lots  20, 
and  21,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  - - -  5 

Negative:  .  0 


625-53-BZ-Vol.  II 

APPLICANT — Lama,  Proskauer  and  Prober  for  Vello- 
drome  Gas  Station,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November 
20,  1963 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Sections  7f,  7e  and 
7i  of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  serv¬ 
ice  station,  lubritorium,  car  wash,  minor  auto  repairs, 
office,  parking  and  storage  of  motor  vehicles  for  a  stated 
term  of  15  years. 


PREMISES  AFFECTED— 1043-1059  McDonald  Avenue 


and  101-111  Foster  Avenue,  northwest  corner,  Block  5246, 
Lots  1  and  5,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan . .  5 

Negative:  .  0 

rv*” 

V/J.N - 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  October  28,  1958,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  November  20,  1962;  and 
Whereas,  the  applicant  requested  a  further  extension 
of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  28,  1958, 
as  amended  through  November  20,  1962,  only  as  to  the  time 
to  obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be  ob¬ 
tained”.  (N.B.  2086/56) 


THE  RESOLD  i  t 


APPLICANT — Leonard  F.  Rothkrug  for  Jennie  Rapini, 
owner;  Rapini  and  Sons,  lessee. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution  and  extension  of  time  to  obtain 
Certificate  of  Occupancy  which  expired  April  4,  1962 — ■ 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7a  of  the  Zoning 
Resolution,  permitting  in  a  residence  district,  the  exten¬ 
sion  of  an  existing  woodworking  shop  (using  power  saws) 
with  customer  and  employee  parking. 


848-60-BZ 


0 
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PREMISES  AFFECTED — 1838  Adee  Avenue,  southwest 
corner  of  Ely  Avenue,  Block  4791,  Lot  6,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF'  BOARD — Application  reopened  and  time  to 
obtain  a  Certificate  of  Occupancy. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com- 
mmissioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ _  S 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  4,  1961,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  and  an  extension  of  time  to  obtain  a  certificate 
of  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  4,  1961,  only 
as  to  the  time  to  complete  the  work  and  obtain  a  Certifi¬ 
cate  of  Occupancy,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (Alt.  149/60) 

ACTION  OF  BOARD — Application  to  amend  the  resolu¬ 
tion  denied. 

THE  VOTE  TO  AMEND— 

Affirmative:  _ _ _  0 

Negative:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker,  Commissioner  Klein  and  Commissioner 
Nolan  . . . . .  5 


978-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Seaway  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  23, 
1963 — decision  of  the  Borough  Superintendent;  previously 
granted,  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  retail  shopping  center  to 
include  supermarket,  dry  cleaner,  as  permitted  in  a  re¬ 
tail  district,  restaurant  movie  theatre,  retail  stores  and 
accessory  patron  and  employee  parking  for  less  than  150 
cars  for  a  temporary  term  of  35  years. 

PREMISES  AFFECTED — 107-02  Flatlands  Avenue,  south 
side,  from  East  107th  Street  to  East  108th  Street,  Block 
8215,  Lot  22  (formerly  Lots  18  through  63),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com- 
mmissioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ _ _  S 

Negative:  _ _ _ _ 0 

THE  RESOLUTION—  . 

Whereas,  this  application  was  granted  by  the  Board  on 
October  10,  1961,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  October  23,  1962;  and 

Whereas,  the  resolution  was  amended  on  July  16,  1963, 
and 


Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  10,  1961, 
as  amended  through  July  16,  1963,  only  as  to  the  time  to 
complete  the  work  and  obtain  a  Certificate  of  Occupancy, 
so  that  as  amended  this  portion  of  the  resolution  shall  read: 
that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  973/61) 


1976-61-BZ 

APPLICANT — Washington  Heights  Realty  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  23, 
1963 — decision  of  the  Borough  Superintendent;  previous¬ 
ly  granted  on  condition,  under  Section  7c  of  the  Zoning 
Resolution,  permitting  in  a  business  and  residence  use 
district,  in  an  existing  one  story  and  cellar  building,  the 
change  in  use  of  a  portion  of  the  cellar  from  storage  to 
carpet  washing  and  drying  and  in  change  in  use  of  part 
of  the  first  floor  from  theatre  to  retail  sales. 

PREMISES  AFFECTED — 1956-1968  Amsterdam  Ave¬ 
nue,  501-505  West  157th  Street,  northwest  corner,  Block 
2116,  Lot  37,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Leroy  J.  Ellis. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _  5 

Negative:  _ „ _ 0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  23,  1962,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  23,  1962, 
only  as  to  the  time  to  complete  the  work  and  obtain  a  Cer¬ 
tificate  of  Occupancy,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (Alt.  1421/60) 

943-62-BZ 

APPLICANT — Constantino  and  Levine  for  John  Roperti, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution  decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  permitting  in  an  R5 
district,  the  erection  of  a  one  story  and  cellar  building 
for  use  as  retail  stores. 

PREMISES  AFFECTED — 1244  Richmond  Road,  east 
side,  66.44  feet  south  of  Old  Town  Road,  Block  3285,  Lot 
12  (tentative),  Dongan  Hills,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Peter  J.  Napolitano. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 
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\ 


Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - - 

Negative:  - - -  ^ 

THE  RESOLUTION—  J  „  , 

Whereas,  this  application  was  granted  by  the  Board  on 
March  5,  1963,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  GfucJid  the  resolution  ndopted.  on  Micirch  5,  1963)  by 
adding  thereto: 

“that  the  building  may  be  redesigned,  rearranged  and 
constructed  substantially  as  shown  on  revised  drawings 
of  proposed  conditions  marked  ‘Received  October  21, 
1963,’  4  sheets,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects”.  (N.B.  264/62) 


448-48-BZ 

APPLICANT— Robert  Gottlieb  for  Rosina  S.  Maute, 


owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  for  a  term  of  years,  the  change  in 
occupancy  from  clubhouse  to  factory. 

PREMISES  AFFECTED— 290  Bonner  Place,  south  side, 
175  feet  east  of  Morris  Avenue,  Block  2423,  Lot  13,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  Gottlieb. 

ACTION  OF  BOARD— Application  reopened  an  set  for 
hearing  on  January  14,  1964,  at  10  A.M.,  to  consider  ex¬ 
tension  of  the  term  of  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin 
as  notice. 


THE  VOTE—  .  .  _ 

Affirmative:  Chairman  Foley,  Commissioner  bnx,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan _ _ _ — 

Negative:  .  ® 


657-52-BZ 

APPLICANT— Robert  Gottlieb  for  Rose  S.  Maute,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  December 
2,  1963— decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
for  a  term  of  years,  the  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED— 282-284  Bonner  Place,  south 
side,  125  feet  east  of  Morris  Avenue,  Block  2423,  Lots 
11  and  12,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  Gottlieb. 

ACTION  OF  OARD — Application  reopened  and  set  for 
hearing  on  January  14,  1964,  at  10  A.M.,  to  consider  ex¬ 
tension  of  the  term  of  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . . — - - - —  “ 

Negative:  - - - - ^ 


33-53-BZ 

APPLICANT— Lama,  Proskauer  and  Prober  for  Ralph 
Faiella,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  November 
5,  1963  and  amendment  of  resolution — decision  of  the 
Borough  Superintendent;  previously  granted  on  condi¬ 
tion,  under  Sections  7e  and  7 A  of  the  Zoning  Resolution, 
permitting  in  a  residence  and  business  use  district,  for 
a  term  of  five  years,  the  use  of  premises  as  an  iron  shop 
and  for  scrap  iron  storage  in  open,  with  a  business  en¬ 
trance  nearer  to  residence  use  district,  than  is  permitted ; 
and  to  permit  the  existing  uses  of  stores,  toy  manufac¬ 
turing  and  two  families  each  in  two  buildings. 

PREMISES  AFFECTED— 289  22nd  Street  and  700-704 
Sixth  Avenue,  northwest  corner,  Block  897,  Lots  41  and 
45,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Application  reopened  on  set  for 
hearing  on  January  14,  1964,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance  and  amendment  of  the 
resolution,  requiring  a  new  decision  of  the  Borough  Su¬ 
perintendent  and  photographs,  which  have  been  filed,  and 
two  publications  in  the  Bulletin  as  notice. 

THE  VOTE—  , 

Affirmative:  Chairman  Foley,  Commissioner  Becker, 

Commissioner  Klein  and  Commissioner  Nolan -  4 

Negative :  Commissioner  Fox  - -  1 


109-54-BZ 

APPLICANT— Larry  Meltzer  for  Koster  Bakeries,  Inc., 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition,  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a  re¬ 
sidence  use  district,  the  change  in  occupancy  of  existing 
structure  from  private  garage  to  motor  vehicle  repair 
shop  for  owners’  motor  vehicles,  and  to  permit  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  for 
use  of  owners  only,  and  to  permit  the  parking  and  stor¬ 
age  of  employees’  and  owners  motor  vehicles  on  unbuilt 
upon  portion  of  plot,  no  fee  to  be  charged. 

PREMISES  AFFECTED— 1173-1181  Madison  Street, 
north  side,  250  feet  east  of  Central  Avenue,  Block  3360, 
Lots  46,  47  and  48,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  January  14,  1964,  at  10  A.M.,  to  consider  ex¬ 
tension  of  the  term  of  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan . . . . . .  5 

Negative:  - - -  0 


623-61-BZ-Vol.  II 

APPLICANT — Joseph  Lau  for  Park  Carlton  Housing 
Corporation,  owner. 
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SUBJECT — Application  for  consideration — reopening  as 
Vol.  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent;  previously  denied,  under  Sec¬ 
tion  7e  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  change  in  occupancy  of  an  existing 
seven  (7)  story  building  from  a  foreign  embassy  and 
to  apartments  to  business  offices. 

PREMISES  AFFECTED — 58  Park  Avenue,  west  side, 
73  feet  3  inches  south  of  East  38th  Street,  Block  867,  Lot 
38,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Applicationed  reopened  as  Vol.  II 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ _ _ _ _ _ _  5 

Negative:  _ _ _ _ _ _ _ _ _  0 


Adjourned  12:50  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON  DECEMBER  3,  1963,  2  P.M. 

.  Present :  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker,  Commissioner  Klein  and  Commissioner 
Nolan. 

1379-39-SM 

APPLICANT — Nailable  Cinder  Block  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan . . .  5 

N  egative  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 
1379-39-SM — Amendment  to  resolution  as  to  additional  size 
cinder  blocks.  Nailable  Cinder  Block  Corp.,  Brooklyn,  New 
York,  requested  that  the  resolution  adopted  February  25, 
1947,  and  amended  through  February  21,  1961,  under  Cal¬ 
endar  Number  1379-39-SM  be  reopened  and  amended  so  as 
to  include  additional  sizes  of  cinder  blocks. 

USE:  Cinder  blocks,  (load  bearing) 

DESCRIPTION :  The  blocks  are  manufactured  of  the 
same  mix  and  on  the  equipment  as  the  presently  approved 
blocks. 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
reports  of  tests  conducted  by  Gulick-Henderson  Labora¬ 
tories  Inc.  on  various  size  blocks.  The  following  size  blocks 
successfully  met  the  test  requirements; 

3"  x  9"  x  18"  hollow,  4"  x  9"  x  18"  hollow,  4"  x  9"  x  18" 
solid,  6"  x  9"  x  18"  hollow,  6"  x  9"  x  18"  solid,  8"  x  9"  x  18'' 
hollow,  8"  x  9"  x  18"  solid. 

The  complete  reports  are  on  file  and  are  part  of  the  record. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  25,  1947,  and 
amended  through  February  21,  1961  under  Calendar  Num¬ 
ber  1737-39-SM,  be  reopened  and  amended  so  as  to  include 
the  additional  size  cinder  blocks  as  herein  described  on  con¬ 
dition  that  the  requirements  of  the  resolution  adopted  Feb¬ 


ruary  25,  1947  and  amended  through  February  21.  1961 
under  Calendar  Number  1379-39-SM  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

619-48-SM 

APPLICANT — United  States  Gypsum  Company,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker, 

Commissioner  Klein  and  Commissioner  Nolan _ 4 

Negative:  Commissioner  Fox  _  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
619-48-SM — Amendment  to  resolution  as  to  additional 
trade  names.  United  States  Gypsum  Co.,  New  York  re¬ 
quested  that  the  resolution  adopted  July  12,  1949,  and 
amended  at  various  times  through  March  1,  I960,  under 
Calendar  Number  619-48-SM,  be  reopened  and  amended 
so  as  to  permit  the  approved  material  to  be  marketed 
under  additional  trade  names. 

USE:  The  material  is  a  rock  wool. 

DESCRIPTION :  There  is  no  change  in  the  material. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  12,  1949  and  amend¬ 
ed  at  various  times  through  March  1,  1960  under  Cal.  No. 
619-48-SM  be  reopened  and  amended  so  as  to  permit  the 
approved  material  to  be  marketed  by  the  following  com¬ 
panies  under  their  trade  name;  Acoustics  Manufacturing 
Co. ;  Acoustics  Acoustical  Pan-  Celotex  Corp. ;  Celotex 
Acoustical  Pad-Elof  Hanson ;  Hanssopan  Acoustical  Pad- 
Hauserman  Acoustical  Pad-  National  Gypsum  Co.;  Acous- 
tipad-  Rollform  Inc.;  Thermo  Wool  and  Rollform  Acous¬ 
tical  Pad,  on  condition  that  the  requirements  of  the  reso¬ 
lution  adopted  July  12,  1949  and  amended  at  various  times 
through  March  1,  1960  under  Cal.  No.  619-48-SM  are 
complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


933-48-SM 

APPLICANT — Guilbert,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  N.  R.  Guilbert,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker,  Corn- 
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missioner  Klein  and  Commissioner  Nolan  - —  4 

Negative:  Commissioner  Fox  -  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
933-48-SM— Amendment  to  resolution  as  to  revisions  in 
approved  freight  elevator  door. 

Guilbert  Incorporated,  Philadelphia,  Pa.,  requested  that 
the  resolution  adopted  May  24,  1949  under  Calendar  Num¬ 
ber  933-48-SM  be  reopened  and  amended  so  as  to  ^ncor- 
porate  the  revisions  as  set  forth  in  the  Underwriters’  Lab¬ 
oratories  Procedure  Vol.  II. 


RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  24,  1949  under  Cal¬ 
endar  Number  933-48-SM  be  reopened  and  amended  so  as 
to  permit  the  approved  door  to  be  constructed  in  accord¬ 
ance  with  the  drawings  contained  in  the  Underwriters’  Pro¬ 
cedure  Vol.  II,  dated  October  7,  1957,  showing  revisions  up 
to  and  that  date,  on  condition  that  all  other  requirements 
of  the  resolution  adopted  May  24,  1949  under  Calendar 
Number  933-48-SM  be  complied  with. 


(Sgd.)  William  A.  Nolan, 

Director, 


John  A.  Darts, 

Assistant  Engineer. 


George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


274-49-SM 

APPLICANT— Guilbert,  Incorporated,  owner. 

APPEARANCES- 
For  Applicant:  N.  R.  Guilbert,  Jr. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE—  .  .  „  ,  _ 

Affirmative :  Chairman  Foley,  Commissioner  Becker,  Com¬ 
missioner  Klein  and  Commissioner  Nolan  -  4 

Negative:  Commissioner  Fox  . -  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 
274-49-SM— Amendment  to  resolution  as  to  revisions  in  ap¬ 


proved  dumbwaiter  doors. 

Guilbert,  Inc.,  Philadelphia,  Pa.,  requested  that  the  reso¬ 
lution  adopted  December  23,  1952  and  amended  at  various 
times  through  March  1,  1960  under  Calendar  Number  247- 
49-SM  be  reopened  and  amended  so  as  to  incorporate  the 
revisions  as  setforth  in  Underwriter’s  Laboratories  Proce¬ 
dure,  Vol.  II. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  23,  1952  and 
amended  at  various  times  through  March  1,  1960  under 
Calendar  Number  247-49-SM  be  reopened  and  amended 
so  as  to  permit  the  approved  door  to  be  constructed  in  ac¬ 
cordance  with  the  drawings  contained  in  the  Underwriters 
Procedure  Vol.  II,  dated  March  11,  1963  showing  revisions 
up  to  and  including  that  date,  on  condition  that  the  require¬ 
ments  of  the  resolution  adopted  December  23,  1952  and 
amended  at  various  times  through  March  1,  1960  under  Cal¬ 
endar  Number  274-49-SM  are  complied  with. 


(Sgd.)  William  A.  Nolan, 

Director. 


John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Ens'neer. 
Committee  on  Test. 


Resolved  that  the  Board  of  Standards  _  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


75-50-SM 

APPLICANT— Robbins  Floor  Products,  Inc.,  owner. 

APPEARANCES— 

For  Applicant :  George  Volland. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE—  „  .  .  „  „ 

Affirmative:  Chairman  Foley,  Commissioner  £ox.  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - - - - - 5 

Negative  - - - "f"; - u 

THE  RESOLUTION—  ^  J 

Whereas,  the  report  of  a  Committee  on  Testfeads: 
75-50-SM— Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name.  Robbins  Floor  Products,  Tuscumbia,  Alabama, 
requested  that  the  resolution  adopted  June  20,  1950  and 
amended  through  November  1,  1955,  under  Cal.  No.  75-50- 
SM  be  reopened  and  amended  so  as  to  show  a  change  in 
corporate  name. 

USE:  Tiles  used  as  floor  covering. 

DESCRIPTION :  There  has  been  no  change  in  the  ma¬ 
terials  used  in  the  manufacture  of  the  tile. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  20,  1950,  and  amend¬ 
ed  through  November  1,  1955,  under  Cal.  No.  75-50-SM 
be  reopened  and  amended  so  as  to  show  the  corporate  name 
to  be  Robbins  Floor  Products  Inc.,  on  condition  that  the 
requirements  of  the  resolution  adopted  June  20,  1950  and 
amended  through  November  1,  1955  under  Cal.  No.  75-50- 
SM  be  complied  with. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards^  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
flip  atinvp  rpnnrt. 


442-56-SM 

APPLICANT— Johns-Manville  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE—  ,  .  .  _  ,  _ 

Affirmative:  Chairman  Foley,  Commissioner  Becker,  Com¬ 
missioner  Klein  and  Commissioner  Nolan - 4 

Negative :  Commissioner  Fox - - —  * 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
442-56-SM — Amendment  to  resolution  as  to  additional  trade 
name. 

Johns-Manville  Corporation,  New  York,  requested  that 
the  resolution  adopted  February  19,  1957  and  amended 
February  14,  1962  under  Calendar  Number  442-56-SM  be 
reopened  and  amended  so  as  to  permit  the  approved  insula¬ 
tion  board  to  be  marketed  under  an  additional  trade  name. 
USE:  Incombustible  acoustical  board. 

DESCRIPTION :  There  has  been  no  change  in  the  material 
nor  in  the  method  of  manufacture. 

RECOMMENDATION :  The  Committee  on  Test  recom- 
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mends  that  the  resolution  adopted  February  19,  1957  and 
amended  February  14,  1962  under  Calendar  Number  442- 
56-SM  be  reopened  and  amended  so  as  to  permit  the  ap¬ 
proved  insulation  board  to  be  marketed  by  Great  Lakes 
Carbon  Corporation  under  the  trade  name  of  Permalite 
Roof  Insulation  Board,  on  condition  that  the  requirements 
of  the  resolution  adopted  February  19,  1957  and  amended 
February  14,  1962  under  Calendar  Number  442-56- SM  be 
complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


596-56-SA 

APPLICANT  —  Chattanooga  Wheelbarrow  Company, 
owner. 

APPEARANCES— 

For  Applicant :  Joseph  A.  Arnao. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  _  4 

Negative:  Commissioner  Fox  . .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
596-56-SA — Amendment  to  resolution  as  to  additional  mod¬ 
el  of  gas  fired  heater  and  change  of  ownership. 
Chattanooga  Wheelbarrow  Co.,  Chattanooga,  Tenn.,  re¬ 
quested  that  the  resolution  adopted  April  15,  1958  and 
amended  December  16,  1958  under  Cal.  No.  596-56-SA,  be 
reopened  and  amended  so  as  to  include  an  additional  model 
of  unvented  room  heater  and  to  show  a  change  of  owner¬ 
ship. 

USE:  Gas  fired  unvented  room  heater. 

DESCRIPTION :  The  requested  Model  116  is  basically 
the  same  as  the  presently  approved  heaters  except  that  the 
unit  is  rated  at  16,000  BTU  input. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  15,  1958  and  amend¬ 
ed  December  16,  1958  under  Cal.  No.  596-56-SA  be  re¬ 
opened  and  amended  so  as  to  include  the  Model  116  Com¬ 
forter  Gas  Heater  and  further  that,  as  Chattanooga  Wheel¬ 
barrow  Co.  is  the  successor  to  Vega  Industries  Inc.,  who 
were  the  successors  to  Herron  Stove  and  Foundry  Co.  Inc. 
to  whom  the  original  approval  was  granted,  the  new  owner- 
manufacturer  be  known  as  Chattanooga  Wheelbarrow  Co. 
on  condition  that  the  requirements  of  the  resolution  adopted 
April  15,  1958  and  amended  December  16,  1958  under  Cal. 
No.  596-56-SA  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


344-58-SA 

APPLICANT  —  Chattanooga  Wheelbarrow  Company, 
owner. 

APPEARANCES— 

For  Applicant:  Joseph  A.  Arnao. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  _  4 

Negative:  Commissioner  Fox  _ _ _ _  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
344-58-SA — Amendment  to  resolution  as  to  additional  mod¬ 
els  of  gas  fired  heaters  and  change  of  ownership. 

Chattanooga  Wheelbarrow  Company,  Chattanooga,  Tenn., 
requested  that  the  resolution  adopted  December  16,  1958 
under  Calendar  Number  344-58-SA  be  reopened  and  amend¬ 
ed  so  as  to  include  additional  models  of  gas-fired  heater  and 
to  show  change  of  ownership. 

USE:  Gas  fired  vented  room  heater. 

DESCRIPTION :  The  requested  Models  1030  and  1040 
basically  the  same  as  the  Models  330  and  340.  The  only 
change  being  in  the  exterior  jacket  for  styling  changes. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  16,  1958  under 
Calendar  Number  344-58-SA  be  reopened  and  amended  so 
as  to  include  the  Models  1030  and  1040  Gas  Fired  Vented 
Heater  and  further  that,  as  Chattanooga  Wheelbarrow 
Company  had  filed  an  affidavit  showing  that  Chattanooga 
Wheelbarrow  Company  is  the  successor  to  Vega  Industries 
Inc.,  who  were  the  successors  to  Herron  Stove  &  Foundry 
Company  Inc.,  to  whom  the  original  approval  was  granted, 
the  new  owner-manufacturer  is  known  as  Chattanooga 
Wheelbarrow  Company,  on  condition  the  requirements  of 
the  resolution  adopted  December  16,  1958  under  Calendar 
Number  344-58-SA  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Dart^s, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


436-58-SA 

APPLICANT — Tokheim  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  A.  P.  Lapsansky. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ 5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
436-58-SA — Tokheim  Corporation,  New  York,  N.Y.,  re¬ 
quested  that  the  resolution  adopted  November  18,  1958,  and 
amended  through  December  4,  1962,  under  Cal.  No.  436-58- 
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SA,  be  reopened  and  amended  so  as  to  include  the  addi¬ 
tional  Models  1048 A  and  1052A  series  Gasoline  Comput¬ 
ing  Pumps  and  Dispensing  Pedestals  with  suffixes  TP,  RC, 
1,  2,  Twin,  Dual,  HS,  PEH,  GP,  SP,  WNC,  PR,  IBM. 
DESCRIPTION :  The  1048A  and  1052A  series  pumps  and 
dispensing  pedestals  are  similar  to  the  previously  approved 
948-AT  and  952-AT  series  except  that  the  vertical  support 
column  on  the  new  series  is  made  wider  so  that  the  cabinet 
is  more  rectangular  in  shape  and  more  space  is  provided  in 
the  support  column. 

The  suffix  PR  will  indicate  that  the  pump  or  dispensing 
pedestal  is  equipped  with  an  electric  power  reset  of  the 
computer  device  numeral  wheels  instead  of  a  manual  spring 
loaded  reset  as  formerly  used.  This  electric  reset  is  intended 
to  simplify  pump  operation,  to  protect  against  computer  de¬ 
vice  damage  and  to  reduce  wear  and  tear  on  the  computer 
device  and  switch  interlock  mechanism. 


The  electrical  reset  will  also  be  optionally  available  on 
previously  approved  models.  It  has  been  approved  by  Under¬ 
writers  Laboratories.  The  new  Models,  1048A  and  1052A 
series  have  likewise  been  approved  by  Underwriters  Lab¬ 
oratories,  File  MH  1895. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  18,  1958,  and 
amended  through  December  4,  1962  under  Cal.  No.  436-58- 
SA  be  reopened  and  amended  so  as  to  include  the  Tokheim 
Models  1048 A  and  1052A  series  Gasoline  Computing  and 
Dispensing  Pedestals  with  suffixes  TP,  RC,  1,  2,  Twin 
Dual,  HS,  PEH,  GP,  SP,  WNC,  PR  and  IBM  on  condi¬ 
tion  that  the  requirements  of  the  resolution  adopted  No¬ 
vember  18,  1958,  and  amended  through  December  4,  1962, 
under  Cal.  No.  436-58-SA,  be  complied  with. 


(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

James  B.  Anderson,  Jr. 
Engineer. 

Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


544-60-SA 

APPLICANT — The  Eclipse  Lookout  Company,  owner. 


APPEARANCES— 

For  Applicant:  A.  N.  Mason. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner 
Commissioner  Klein  and  Commissioner  Nolan 

Negative:  Commissioner  Fox  - 

THE  RESOLUTION— 


Becker, 
_  4 

. . .  1 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

544-60-SA — The  Eclipse  Lookout  Company,  Chattanooga 
5,  Tennessee,  requested  by  letter  that  the  resolution  adop¬ 
ted  May  9,  1961,  under  Cal.  No.  544-60-SA,  be  reopened 
and  amended  so  as  to  change  the  corporate  name  from 
Lookout  Boiler  and  Manufacturing  Company,  to  Eclipse 
Lookout  Company. 

Affidavit  properly  executed  certifying  to  the  change  of  cor¬ 
porate  name  is  on  file  and  is  part  of  the  record. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  9,  1961,  under  Cal¬ 
endar  Number  544-60-SA  be  reopened  and  amended  so  as 
to  change  the  corporate  name  under  Cal.  No.  544-60-SA, 


from  Lookout  Boiler  and  Manufacturing  Company,  to 
Eclipse  Lookout  Company,  Chattanooga  5,  Tennessee. 

(Sgd.)  William  A.  Nolan, 

Director 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


545-60-SA 

APPLICANT — The  Eclipse  Lookout  Company,  owner. 

APPEARANCES— 

For  Applicant:  A.  N.  Mason. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  -  4 

Negative :  Commissioner  Fox  . .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

545-60-SA — The  Eclipse  Lookout  Company,  Chattanooga 
5,  Tennessee,  requested  by  letter  that  the  resolution  adop¬ 
ted  May  9,  1961,  under  Cal.  No.  545-60-SA,  be  reopened 
and  amended  so  as  to  change  the  corporate  name  from 
Lookout  Boiler  and  Manufacturing  Company  to  Eclipse 
Lookout  Company. 

Affidavit  properly  executed  certifying  to  the  change  of 
corporate  name  is  on  file  and  is  part  of  the  record. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  9,  1961  under  Cal. 
No.  545-60-SA  be  reopened  and  amended  so  as  to  change 
the  corporate  name  under  Cal.  No.  545-60-SA,  from  Lookout 
Boiler  and  Manufacturing  Company,  to  Eclipse  Lookout 
Company,  Chattanooga  5,  Tennessee. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

James  B.  Anderson,  Jr. 
Engineer. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


546-60-SA 

APPLICANT — The  Eclipse  Lookout  Company,  owner. 

APPEARANCES— 

For  Applicant:  A.  N.  Mason. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  -  4 

Negative:  Commissioner  Fox  - - - —  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

546-60-SA — The  Eclipse  Lookout  Company,  Chattanooga 
5,  Tennessee,  requested  by  letter  that  the  resolution  adop¬ 
ted  May  9,  1961,  under  Cal.  No.  546-60-SA,  be  reopened 
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and  amended  so  as  to  change  the  corporate  name  from 
Lookout  Boiler  and  Manufacturing  Company,  to  Eclipse 
Lookout  Company. 

Affidavit  properly  exercuted  certifying  to  the  change  of 
corporate  name  is  on  file  and  is  part  of  the  record. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  9,  1961,  be  reopened 
and  amended  so  as  to  change  the  corporate  name  under 
Cal.  No.  S46-60-SA,  from  Lookout  Boiler  and  Manufac¬ 
turing  Company,  to  Eclipse  Lookout  Company,  Chatta¬ 
nooga  5,  Tennessee. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

James  B.  Anderson,  Jr. 

Engineer. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


681-60-SM 

APPLICANT — John  S.  Cole,  Agent  for  Formigli  Corpora¬ 
tion,  owner : 

APPEARANCES— 

For  Applicant :  Paul  W.  Gleason. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  the  Committee  on 
Test  with  two-hour  fire  resistive  rating  only. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _  S 

Negative:  _ ._ _ _  0 

THE  RESOLUTION 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
681-60-SM — Formigli  Corp.,  Philadelphia,  Penna.,  filed  for 
approval  of  the  material  known  as  Spancrete,  under  the 
provisions  of  C26-344.0,  C26-345.0,  C26-626.0,  C26-239.0, 
C26-240.0,  C26-241.0  and  C26-588.0  through  C26-590.0  Ad¬ 
ministrative  Code. 

USE:  Precast,  prestressed  concrete  slab. 

DESCRIPTION :  The  slab  is  of  cored  design,  40  inches  in 
width  and  8  inches  in  height.  The  concrete  used  has  a  mini¬ 
mum  design  strength  of  5000  p.s.i.  The  slab  is  reinforced 
both  top  and  bottom;  the  bottom  reinforcing  consists  of  10 
strands  per  width,  2  wires  per  strand ;  each  wire  being 
0.120"  diameter  so  that  the  area  of  steel  is  0.22629"  and 
this  steel  is  pretensioned  to  150,000  p.s.i.  These  reinforcing 
wires  are  protected  with  1 V2"  of  concrete  cover.  The  top 
steel  consists  of  4  strands  and  they  are  only  used  for  handl¬ 
ing. 

The  slabs  are  made  on  a  bed.  The  reinforcing  steel  is 
spaced  across  the  bottom  width  and  extend  the  entire  length 
of  the  casting  bed.  This  reinforcement  is  prestressed  just 
prior  to  the  machine  extruding  of  the  concrete.  The  slab 
shall  not  be  removed  from  the  bed  until  the  concrete  has 
achieved  a  minimum  of  4000  p.s.i. 

The  concrete  used  is  both  sand  and  gravel  concrete  and 
lightweight  concrete;  the  light  weight  concrete  being  in  the 
center  section  and  th  sand  and  gravel  concrete  being  in  the 
top  and  bottom  sections  of  the  slab. 

INSPECTION  AND  TEST :  A  floor  system  constructed 
of  the  8"  slabs  was  tested  at  the  Underwriters  Laboratories 
in  accordance  with  the  requirements  of  C26-588.0  through 
C26-590.0  Administrative  Building  Code.  The  slabs,  tested, 
had  a  clear  span  of  17' -3"  with  a  liveload  of  70  lbs.  per  sq. 
ft. 

The  construction,  in  accordance  with  the  Dwg.  R  4130-1 


which  is  on  file  with  the  record,  successfully  met  the  re¬ 
quirements  of  a  2  hour  fire  resistive  floor  and/or  ceiling 
construction. 

The  applicant  has  also  submitted  design  computations  by 
Collings-Vranich  &  Assoc.  Inc.,  Consulting  Engrs. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Spancrete, 
as  manufactured  by  the  Formigli  Corp.,  40"  wide  by  8"  deep 
and  reinforced  as  herein  described,  for  use  in  New  York 
City  as  a  2  hour  fire  resistive  floor  and/or  ceiling  con¬ 
struction,  when  constructed  as  herein  described  and  in  ac¬ 
cordance  with  Dwg.  R  4130-1  which  is  on  file  and  is  part 
of  the  record,  on  condition  that  all  plans  filed  with  the  De¬ 
partment  of  Buildings  showing  the  proposed  use  of  the 
slabs  shall  be  labeled  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Cal.  No. 
681-60-SM  and  further  that  the  load  and  span  shall  be  only 
for  the  series  known  as  810. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1729-61-SA 

APPLICANT — Mammoth  Industries,  Incorporated,  owner; 
Harry  A.  King,  agent. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Committee 
on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ _ _  S 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1729-61-SA — Mammoth  Industries,  Inc.,  Minneapolis,  Min¬ 
nesota,  Owner-Manufacturer,  filed  an  application  for  ap¬ 
proval  of  “Compact-Aire”  heating  and  cooling  units,  Mod¬ 
els  —  YRG— 120,  160,  235,  335,  415,  500,  700,  1000,  for  use 
in  New  York  City  under  the  provisions  of  C19-96.0  through 
C19-107.0  Administrative  Code  and  Article  3,  C26-191.0  and 
Articles  12,  C26-690.0  through  C26-696.0  Administrative 
Building  Code. 

USE:  Air  Conditioning  Units  or  Heating  Units  and  Com¬ 
bination  air  conditioning  and  heating  units  for  commercial 
and  industrial  use.  (Roof-top  or  outdoor  mounting  only). 
DESCRIPTION :  The  units  are  package  assembled  and 
completely  enclosed  in  a  18  gauge  steel  casing  insulated  and 
equipped  with  access  door  panels.  Combustion  chamber  is 
14  gauge  stainless  steel.  All  piping,  refrigerant  charging 
and  wiring,  factory  installed  and  tested  prior  to  shipment. 
Refrigerant  charges  range  from  18  pounds  R-22  in  the  5 
ton  unit,  to  67  pounds  R-22  in  the  20  ton  unit.  Heating 
capacities  range  from  120,000  BTU/hr  on  the  YRG-120 
to  1,000,000  BTU/hr  on  the  YRG  1000  model.  Cooling 
capacities  range  from  63,190  BTU/hr  approx.  5  tons  on  the 
“Copelamatic”  compresser  series  to  225,679  BTU/hr. 
approx.  20  tons.  Heating  is  by  gas  fired  power  conversion 
burners  Economite  or  Nu-way,  which  were  approved  by 
American  Gas  Association  Inc.  under  date  of  December 
31,  1961,  Numbers  20— (654.0-3.0-4.0-5.0)  001  and  20-386. 
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201  Models  Number  G-750-  B-l-2-3,  G-750-1-2-3,  and  G- 
1000-1-2-3.  U.L.  approval  is  File  No.  MP  216,  issued  1-5-61, 
revised  10-19-61,  and  are  both  part  of  this  file.  Air  condi¬ 
tioning,  or  heating  is  supplied  through  air  ducts  joining  the 
unit  on  the  roof,  or  side  wall  and  the  area  below  or  adja¬ 
cent. 

INSPECTION  AND  TEST:  All  details  and  data _  sub¬ 
mitted  were  examined  by  Asst.  Architect  T.  W.  Farricker, 
Jr.  and  Engineer  J.  B.  Anderson,  Jr. — Committee  on  Test. 
RECOMMENDATION :  On  the  basis  of  examination  of 
the  data  filed  by  the  applicant,  the  Committee  on  Test 
recommends  the  approval  of  the  Compact-Aire  heating  and 
cooling  units,  Models  Number  YRG-120,  160,  235,  335,  415, 
500,  700  and  1000,  with  “Copelamatic”  air  conditioning  con¬ 
densing  section  Series  YR-AC  Model  Number  AC5-AC7 
1/2-AC10-AC11-AC15-AC17  and  AC20  only,  for  use  in 
New  York  City  when  installed  in  accordance  with  this  re¬ 
port,  and  the  requirements  of  C19-191.0  through  C19-107.0 
Administrative  Code  and  Article  3,  C26-191.0,  Article  12, 
C26-690-0  through  C26-696.0  Administrative  Building  Code, 
except  that  the  furance  need  not  be  connected  to  a  legal 
chimney  or  separate  flue.  All  electrical  work  shall  conform 
to  the  Electrical  Code  of  the  City  of  New  York.  Plans  for 
each  installation  shall  be  filed  with  the  Department  of  Build¬ 
ings  for  approval.  Each  unit  shall  bear  a  label  permanently 
affixed  reading  as  follows ;  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  1729-61-SA.” 

(Sgd.)  William  A.  Nolan. 

Director, 
Thomas  W.  Farricker, 
Asst.  Architect 
James  B.  Anderson,  Jr. 
Engineer. 

John  A.  Darts, 

Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


76-62-SA 

APPLICANT — Gilbert  and  Barker  Manufacturing  Com¬ 
pany,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _  5 

Negative :  _ _ _ _ _  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
76-62-SA — Gilbert  and  Barker  Mfg.  Co.,  West  Springfield, 
Mass.,  requested  that  the  resolution  adopted  Oct.  9,  1962, 
under  Cal.  No.  76-62-SA,  be  reopened  and  amended  so  as 
to  include  the  additional  Marina  Pumps,  Models  332-112 
and  332-113  and  Marina  Remote  Control  Dispensers,  332- 
012and  332-013. 

DESCRIPTION :  The  additional  model  pumps  and  dis¬ 
pensers  are  similar  to  the  previously  approved  Models 
332-110,  332-111,  332-010  and  332-011,  except  for  a  number 
of  modifications  as  follows ; 

For  the  332-112  and  332-012, 

1.  The  product  selector  handle  has  been  redesigned  for  more 
positive  operation. 


2.  The  hose  assembly  has  been  changed  from  the  original 
hose  within  a  hose  arrangement  to  two  separate  hoses, 
one  %"  for  the  lube  oil  and  the  other  a  %"  hose  for 
the  gasoline. 

3.  At  the  discharge  end  of  the  two  hoses,  a  manifold  is  at¬ 
tached  with  an  oil  flow  indicator  provided  at  the  end  of 
the  oil  hose.  The  nozzle  is  attached  to  the  manifold. 

4.  The  oil  reservoir  check  valve,  located  at  the  bottom  of 
the  oil  reservoir,  has  been  moved  from  a  vertical  to  a 
horizontal  position  for  more  effective  operation. 

The  modifications  for  the  332-113  and  332-013  are  similar 
to  those  above  and  with  provisions  for  fluorescent  lighting 
for  the  dial  faces;  the  relocation  of  the  low  oil  switch  in¬ 
side  the  oil  reservoir  sump  and  the  use  of  a  three  piece 
monofram  construction  pump  housing. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  9,  1962,  under 
Cal.  No.  76-62-SA  be  reopened  and  amended  so  as  to  in¬ 
clude  the  additional  Gilbarco  Marina  Pumps,  Models  332- 
112  and  332-113  and  the  Gilbarco  Marina  Remote  Control 
Dispensers,  Models  332-012  and  332-013  on  condition  that 
the  requirements  of  the  resolution  adopted  October  9,  1962 
under  Cal.  No.  76-62-SA  be  complied  with. 

CSgd.)  William  A.  Nolan, 

Director. 
John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of,  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


245-62-SM 

APPLICANT — Eastern  Schokcrete  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  Paul  Eagle. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - - 5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
245-62-SM — Eastern  Schokcrete  Corp.,  New  York,  filed  for 
approval  of  the  material  known  as  Schokbeten  Wall  Panel 
under  the  provisions  of  C26-495.0.C.  Administrative  Build¬ 
ing  Code. 

USE:  Exterior  panel  wall. 

DESCRIPTION :  The  panels  are  precast,  reinforced  con¬ 
crete  units  which  are  bolted  to  and  supported  at  each  floor 
in  skeleton  construction  to  form  an  exterior  panel  wall. 
The  units  are  designed  as  reinforced  concrete  members  span¬ 
ning  from  floor  to  floor  so  as  to  transmit  a  wind  pressure 
of  30  p.s.f.  to  the  building  from  from  either  direction. 

The  working  stresses  do  not  exceed  the  allowable  for  Class 
B  average  concrete  and  the  steel  stress  are  those  allowed 
for  intermediate  grade  billet  steel. 

The  unit  consists  of  a  slab  which  may  be  pierced  for  window 
openings,  stiffened  with  monolithic  beams  at  the  perimeter 
and  around  the  window  openings.  The  height  of  the  slab  is 
a  maximum  of  one  story. 

The  slab  thickness  is  a  minimum  of  5  inches  and  the  slab 
reinforcing  consists  of  6"  x  6",  o  and  o  welded  wire  fabric. 
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The  beams  are  a  minimum  width  of  at  exterior  faces; 
depth  and  reinforcement  varies  with  the  height. 

In  Installation,  each  unit  is  seated  on  the  floor  slab,  cement 
SJ^ted  and  bolted  to  the  building  frame  with  a  minimum 
of  4-%"  dia.  bolts  through  galvanized  steel  inserts  cast  into 
the  unit 

The  method  of  fabrication  of  the  slab  is  as  follows :  A  pre¬ 
fabricated  reinforcing  assembly  is  placed  into  the  mold  and 
securely  tied  into  position.  The  concrete  is  then  slowly 
paced  into  the  mold,  in  uniform  layers  and  the  mass  is  vi¬ 
brated  during  the  pouring.  The  concrete  is  them  steam 
cured  and  allowed  to  set,  then  removed  from  the  mold  and 
allowed  to  air  cure. 

The  water  cement  ratio  does  not  exceed  3.5/1  and  the 
maximum  slump  is 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
reports  of  tests  conducted  by  Haller  Testing  Laboratories 
on  cubes  of  the  concrete  used  in  the  manufacture  of  the 
slabs  and  the  strength  was  in  excess  of  5000  p.s.c.  The  ap¬ 
plicant  has  also  submitted  stress  computations  and  ACI 
formulae  used  in  the  computation  of  design  of  the  slab. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Schokbeten 
Wall  Panel  for  use  in  New  York  City  under  the  provisions 
of  C26-495.0.C.  Administrative  Building  Code  on  condition 
that  there  shall  be  no  less  than  5"  in  thickness  and  the  re¬ 
inforcing  steel  shall  be  protected  in  accordance  with  the 
requirements  of  the  Code  and  all  plans  submitted  to  the 
Department  of  Buildings  showing  the  proposed  use  of  this 
slab  shall  be  labeled,  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Cal.  No.  245- 
62-SM”  and  further  the  applicant  shall  submit  computations 
to  show  compliance  with  C26-495.0.C.  Administrative  Build¬ 
ing  Code.  The  maximum  size  of  the  panel  shall  be  8'-0" 
wide  by  18'-0"  high  and  all  bolting  for  fastening  to  the 
building  shall  be  to  the  satisfaction  of  the  Comm,  of 
Buildings. 

(Sgd.)  William  A.  Nolan. 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


319-62-SM 

APPLICANT — National  Gypsum  Company,  owner. 
APPEARANCES— 

For  Applicant:  Donald  K.  Busch. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com- 
mmissioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . . . . . . .  5 

Negative:  _  _  _  p 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
319-62-SM — J.K.  Hovind  for  National  Gypsum  Co.,  Buf¬ 
falo,  New  York,  filed  for  approval  of  the  material  known 
as  Gold  Bond  Corinthian  Acoustical  Tile  under  the  pro¬ 
visions  of  C26-191.0  and  C26-88.0  Administrative  Building 
Code. 

USE:  Incombustible  acoustical  tile. 

DESCRIPTION :  The  tile  is  composed  of  mineral  wool, 
wood  fibers  and  an  inert  binder.  The  tile  is  made  in  one 


s*zf  12  x  12  and  of  the  two  thicknesses,  namely  Vi " 
and  /a  ,  and  in  various  face  patterns  and  has  tongue  and 
groove  edges. 

INSPECTION  AND  TEST.  Samples  of  the  tile  were 
tested  at  Armour  Research  Foundation  in  accordance  with 
the  requirements  of  Federal  Spec.  SS-A-118b  and  was 
found  to  be  incombustible.  The  report  is  on  file  and  is  part 
of  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Gold  Bond 
Corinthian  Acoustical  Tile  as  an  incombustible  acoustical 
tile  for  voluntary  use  in  New  York  City  on  condition  that 
when  used  in  a  suspension  system,  the  system  shall  be  one 
that  has  been  approved  by  the  Board  and  when  applied 
by  means  of  adhesive,  the  requirements  of  Calendar  Num¬ 
ber  669-59-GR  shall  be  complied  with  and  further  that  all 
cartons  in  which  the  material  is  marketed  shall  be  labeled 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calender  Number  319-62-SM.” 

('Sgd.)  William  A.  Nolan. 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


756-62-SM 

APPLICANT — National  Gypsum  Company,  owner. 
APPEARANCES— 

For  Applicant :  Donald  K.  Busch. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com- 
mmissioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . . . . _  5 

Negative:  . . . . _ . . . / . .  q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
756-62-SM — J.  K.  Hovind  for  National  Gypsum  Company, 
Buffalo,  New  York,  filed  for  approval  of  the  material,  Gold 
Bond  Vinyl-Surfaced  Backer  Board  under  the  provisions 
of  C26-88.0  and  C26-191.0  Administrative  Building  Code. 
USE:  The  material  is  a  noncombustible  gypsum  backer 
board  with  a  vinyl  plastic  waterproof  surface  used  as  a 
backer  for  ceramic  tile. 

DESCRIPTION :  Gold  Bond  Vinyl-Surfaced  Backer  Board 
consists  of  non-combustible  Vz"  thick  by  4'  wide  by  11'  long 
(other  lengths  available  also)  gypsum  wallboard  (backer 
board)  previously  approved  under  Cal.  No.  709-39-SM,  or 
or  %"  thick  Fire-Shield  (type  X)  gypsum  wallboard  or 
backer  board  previously  approved  under  Cal.  No.  439-52- 
SM,  each  with  a  4  mil  vinyl  plastic  surface  adhered  to  one 
side  which  provides  a  complete  water  and  vapor  barrier 
and  a  compatible  surface  for  the  adhesive  application  of 
ceramic,  metal,  plastic  and  other  wall  tile.  It  eliminates 
the  necessity  of  a  separately  applied  sealer  which  is  required 
when  applying  wall  tile  over  regular  gypsum  wallboard. 
The  material  is  designed  for  use,  primarily  around  bathtub 
and  shower  enclosures  and  is  attached  to  wood  framing  with 
nails  or  screws  and  to  metal  framing,  such  as  the  steel 
studs  and  channels  previously  approved  under  Cal.  No. 
439-52-SM,  with  self-drilling  sheet  metal  screws  (all  fast¬ 
eners  spaced  8"  o.c.)  or  is  laminated  to  gypsum  board  or 
other  solid  surfaces. 
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INSPECTION  AND  TEST :  The  material  was  inspected 
by  Asst.  Engineer  J.  A.  Darts.  Reports  by  Pittsburgh  Test¬ 
ing  Laboratory,  American  Olean  Co.  and  National  Gypsum 
Research  Center  are  on  file  and  part  of  the  record  covering 
long  term  tests  which  included  accelerated  aging  (wet 
and  dry  exposure)  of  a  full  size  shower  installation,  tests 
of  resistance  to  moisture  penetration  around  nail  and  screw 
heads,  compatibility  of  adhesives  with  the  vinyl  surface, 
vapor  permeability  and  others.  The  test  results  all  showed 
the  excellent  performance  of  the  product  for  the  use  in¬ 
tended. 

U.L.  fire  endurance  Report  R3501-21,  submitted  under  Cal. 
No.  439-52- SM  covers  a  fire  endurance  and  hose-stream 
test  of  %"  vinyl  plastic  surfaced  Fire-Shield  Gypsum  Wall- 
board  attached  to  2  x  4  wood  studs  16  o.c.  which  received 
a  1-hour  fire  rating.  Joints  and  nail  heads  were  exposed. 
RECOMMENDATION:  On  the  basis  of  the  inspection 
and  tests  and  data  filed  by  the  applicant  the  Committee  on 
Test  recommends  the  approval  of  Gold  Bond  %  Vinyl- 
Surfaced  Backer  Board  and  %"  Vinyl- Surfaced  Fire-Shield 
Backer  Board  for  voluntary  use  as  a  noncombustible  water 
and  vapor  barrier  backing  for  adhesive  application  of  cera¬ 
mic  tile  and  panels  where  a  fire  rating  is  not  required  and 
for  use  as  the  surface  panels  in  the  1  and  2  hour  fire  re¬ 
sistive  partitions  previously  approved  under  Cal.  No.  25-52- 
SM  and  in  the  2  hour  fire  resistive  partition  previously 
approved  under  Cal.  No.  822-62-SM  and  for  use  of  the  /» 
Vinyl-Surfaced  Fire-Shield  Backer  Board  as  surface  pan¬ 
els  in  the  1  hour  (wood  studs)  and  1  and  2  hour  fire  resis¬ 
tive  ( Drywall-Screw  Steel  Studs)  partitions  previously  ap¬ 
proved  under  Cal.  No.  439-52-SM  on  condition  that  each 
board  or  bundle  shall  be  stamped  or  labeled:  ‘  Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  No.  756-62-SM.” 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


934-62-SM 

APPLICANT— L.  Farber  Company,  owner. 

APPEARANCES— 

For  Applicant:  J.  H.  Chapin. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE—  „  .  .  _ 

Affirmative:  Chairman  Foley,  Commissioner  box,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan 
Negative 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 


934-62-SM— L.  Farber  Company,  Worcester,  Mass.,  filed 
for  approval  of  the  material  known  as  “Corium”  under  the 
provisions  of  C26-667.0  Administrative  Building  Code. 

USE:  Wall  and  floor  covering. 

DESCRIPTION:  The  material  is  a  leather  tile  for  use 
on  floor  or  walls.  The  tile  is  0.080"  in  thickness  and  is 
classified  under  ASTM  D635-44  as  self-extinguishing. 
INSPECTION  AND  TEST:  Samples  of  the  material 
were  examined  by  Ass’t.  Engr.  J.  A.  Darts  and  the  ma¬ 
terial  was  found  to  be  in  excess  of  1/20"  in  thickness. 


RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Corium 
for  use  in  New  York  City  under  the  provisions  of  C26- 
667.0.4.a  Administrative  Building  Code  as  a  flooring  ma¬ 
terial  and  as  a  wall  tile  under  the  provisions  of  C26-667.U./. 
a  Administration  Building  Code,  on  condition  that  all  car¬ 
tons  in  which  the  material  is  marketed  shall  be  labeled 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  934-62-SM  . 

fSed.)  William  A.  Nolan, 


John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


976-62-SA 

APPLICANT — Cardox — Division  of  Chemetron  Corpora¬ 
tion,  owner. 

APPEARANCES— 

For  Applicant:  J.  H.  Krallman. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE—  .  .  .  „ 

Affirmative:  Chairman  Foley,  Commissioner  box,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  -  ^ 

Negative:  - - - - - 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 
976-62-SA— Cardox-Division  of  Chemetron  Corp.,  Chicago, 
Ill.  applied  for  approval  of  the  appliance  known  as  Cardx 
High  Pressure  Carbon  Dioxide  Fire  Extinguishing  System 
under  the  provisions  of  C19-161.0  and  C26-191.0  Administra¬ 
tive  Code,  Administrative  Building  Code. 

USE:  A  fire  extinguishing  system  for  total  flooding,  local 
application  and  hand  hose  application. 

DESCRIPTION:  The  Cardox  High  Pressure  Carbon  Di¬ 
oxide  Fire  Extinguishing  System  may  be  designed  for 
manual  and/or  automatic  operation.  It  consists  of  a  batt^y 
of  I.C.C.  specification  cylinders  contannng  from  50  to  1UU 
pounds  of  carbon  dioxide  each  which  are  manifolded  to¬ 
gether  with  the  discharge  header  piped  to  the  hazard  area. 
A  rp^rvp  batterv  nf  cylinders  mav  be  installed  as  part  of 


the  system. 

Automatic  operation  is  powered  by  a  smaller  cylinder  of 
carbon  dioxide  entirely  separate  from  the  fire  extinguishing 
supply.  Carbon  dioxide  gas  under  300  p.s.i.g.  regulated 
pressure  is  supplied  continuously  to  a  normally  closed  auto- 
matic  release  valve.  This  valve  is  connected  to  detection  de¬ 
vices  in  the  hazard  area  through  a  separate  circuit  of  tub¬ 
ing  or  wiring,  depending  on  whether  rate-of-rise  or  electri¬ 
cal  detectors  are  used.  A  signal  from  the  detector  will  cause 
the  release  valve  to  open.  300  p.s.i.g.,  carbon  dioxide  gas  is 
then  delivered  to  a  pilot  cylinder  operating  head  to  start 
discharge  into  the  manifold.  Manifold  pressure  then  operates 
all  other  connected  heads.  These  are  self-enrgizing  and  hold 
the  cylinder  valves  open  while  the  system  discharges  com- 
pletely. 

The  pistons  of  all  cylinder  discharge  heads  have  an  operat¬ 
ing  ratio  of  more  than  10  to  1  so  that  a  cylinder  at  a  pres¬ 
sure  of  2300  p.s.i.g.  (130°F)  can  be  opened  by  a  piston 
pressure  of  230  p.s.i.g.  Control  pressure  of  300  p.s.i.g.  is 
maintained  through  the  regulator  in  the  control  center.  It 
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requires  about  2  ounces  of  carbon  dioxide  to  actuate  a  sys¬ 
tem;  the  control  cylinder  has  a  capacity  of  10  pounds. 
Control  pressure  availability  is  supervised  by  an  indicating 
gauge  and  by  switch  contacts  connected  with  a  trouble 
alarm.  The  alarm  will  signal  if  pressure  falls  to  275  p.s.i.g. 
while  there  is  still  sufficient  pressure  to  actuate  the  system. 
Pneumatic  rate-of-rise,  fixed  temperature,  smoke,  flame  or 
other  approved  detection  system  may  be  used  to  automatic¬ 
ally  cause  discharge.  The  basic  system  is  unchanged,  only  the 
detectors  and  type  of  release  valve  vary.  For  rate-of-rise, 
the  expansion  of  air  in  the  heat  actuated  devices  is  multi¬ 
plied  by  a  diaphragm  to  trip  a  latch  and  open  the  valve. 
External  power  is  not  required.  A  solenoid  operated  valve 
performs  the.  same  function  for  electrical  detectors.  In  some 
cases,  a  special  fusible  sprinkler  head  can  serve  a  dual  pur¬ 
pose  of  detector  and  release  valve.  Remote  manual  actuation 
is  also  prformed  with  pressure  from  a  self-contained  supply 
of  carbon  dioxide  independent  of  any  other  means  of  actua¬ 
tion.  A  small  cylinder  is  located  at  the  hazard  or  other 
location  remote  from  the  cylinder  bank  and  is  connected 
with  %  inch  pipe  to  the  pilot  cylinder.  Momentary  hand 
operation  releases.  enough  carbon  dioxide  to  pressurize  the 
pilot  head  and  initiate  discharge. 

Direct  manual  operation  of  the  system  is  done  by  a  hand- 
wheel  at  the  cylinder  bank.  A  partial  turn  of  the  wheel 
is  sufficient  to  actuate  the  cylinder  valve  and  release  pres¬ 
sure  to  cause  full  opening  and  complete  discharge  of  the 
system. 

Delayed  discharge  can  be  included  as  a  personnel  safety 
feature,  usually  for  systems  designed  to  floor  rooms  with 
carbon  dioxide.  This  feature  generally  affects  only  the  auto¬ 
matic  release  and  delays  discharge  long  enough  for  the 
space  to  be  evacuated.  An  alarm  gives  warning  of  impending 
discharge  as  soon  as  a  detector  signals  fire.  Remote  and 
direct  manual  releases  bypass  the  delay  to  cause  immediate 
— discharge.  The  delay  timer  consists  of  a  pilot-operated 
valve  to  control  the  timing  by  adjustment  between  5  and 
90  seconds. 

This  carbon  dioxide  system  may  be  used  to  protect  2  or 
hazards.  Each  hazard  has  its  own  control  circuit.  Piping  is 
run  from  the  cylinder  bank  to  each  hazard  with  selector 
valves  located  in  the  piping  to  direct  the  flow  of  carbon 
dioxide  to  the  proper  hazard. 

INSPECTION  AND  TEST :  Data  submitted  was  exam¬ 
ined  by  Asst.  Engineer  G.  F.  Sklenarik. 

This  system  has  beffien  approved  by  Underwriters’  Lab¬ 
oratories  and  Factory  Mutual. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  the  Cardox 
Carbon  Dioxide  High  Pressure  Fire  Extinguishing  System 
for  use  in  New  York  City  in  accordance  with  this  report 
and  the  report  of  the  Underwriters’  and  Factory  Mutual 
Laboratories  and  provided  that  each  installation  shall  be 
satisfactory  to  the  Fire  Commissioner  with  such  tests  to  be 
made  as  he  shall  direct.  The  Committee  further  recommends 
that  each  installation  bear  a  label,  permanently  affixed,  read¬ 
ing  “Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Calendar  Number  976-62-SA.” 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts. 

Assistant  Engineer. 

George  F.  Sklfnartk, 

Assistant  Engineer. 

Committee  on  Test. 

Resolved  ,that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


1031-62-SM 

APPLICANT — Coast  Line  Steel  Products  Incorporated, 
owner. 


APPEARANCES— 

For  Applicant :  Bernard  Griff. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commission¬ 
er  Nolan  _ _ _  5 

Negative:  . . . . . .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1031-62-SM — Coast  Line  Steel  Products  Inc.,  Maspeth,  New 
York,  filed  for  approval  of  the  material  known  as  Coast 
Line  Hollow  Metal  Door,  under  the  provisions  of  C26- 
610.0  Administrative  Building  Code. 

USE:  A  1  Vi  hour  fire  resistive  opening  protective  assembly. 
DESCRIPTION :  The  door  is  constructed  of  a  size  7'- 0"  x 
3'6'  x  0'1%"  and  is  fabricated  of  two  sheets  of  18  gauge 
steel  and  insulated  with  6  lb.  density  rock  wool.  The  door 
is  reinforced  with  20  gauge  steel  stiffners,  overall  size  4"  x 
25/32"  high  and  the  stiffners  are  so  installed  as  to  form 
two  hat  sections  with  a  piece  of  2"  x  1/16"  sheet  asbestos 
placed  between  the  two  crowns  of  the  stiffners.  The  stiff¬ 
ners  are  spot  welded  on  4"  center  along  the  length  of  the 
door  and  are  spaced  on  8V2"  centers.  The  hinge  side  of  the 
door  is  reinforced  with  a  16  gauge  channel.  The  door  is 
constructed  in  accordance  with  Dwgs  1,  2  and  3  which  are 
on  file  with  the  test  report  which  is  part  of  the  record. 
INSPECTION  AND  TEST :  A  door  constructed  as  here¬ 
in  described  was  tested  at  Protexol  Laboratory  in  accord¬ 
ance  with  the  requirements  of  C26-610  Administrative 
Building  Code  and  successfully  met  the  fire  and  hose  stream 
requirements.  The  complete  report  is  on  file  and  is  part  of 
the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Coast  Line 
Hollow  Metal  Door  for  voluntary  use  in  New  York  City 
as  a  one  and  one  half  hour  fire  resistive  opening  protective 
assembly  on  condition  that  the  door  is  constructed  as  herein 
described  and  in  accordance  with  Dwg.  1,  2  &  3  which  are 
on  file  with  the  report  of  Protexol  Laboratories  on  condition 
that  the  requirements  of  the  Rules  of  the  Board  governing 
Inspection  of  Opening  Protective  Assemblies  are  complied 
with  and  further  that  all  doors  shall  be  installed  in  steel 
bucks. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1059-62-SM 

APPLICANT — J.  J.  Donohue,  Jr.  for  The  Flintkote  Com¬ 
pany,  owner. 

APPEARACES— 

For  Applicant:  James  J.  Donohue,  Jr. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan _ _ _  5 

Negative : _ 0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

1059-62-SM — The  Flintkote  Co.,  New  York,  filed  for  ap¬ 
proval  of  the  material  known  as  Flintkote  Monoform  under 
the  provisions  of  C26-605.0  through  C26-608.0  Administra¬ 
tive  Building  Code. 

USE:  A  sprayed-on  roofing  material. 

DESCRIPTION :  The  roofing  system  is  intended  as  a  built- 
up  roofing  over  combustible  or  incombustible  type.  It  is  an 
emulsion  composed  of  asphalt  clay  and  glass  fibers  simul¬ 
taneously  sprayed  onto  the  deck. 

The  emulsion  weighs  8.8  lbs.  per  gallon  and  has  no  flash 
to  the  boiling  point,  as  determined  by  the  Cleveland  Open 
Cup  Method.  The  glass  fibers  weighs  1  4ozs.  per  100  yds. 
A  gun,  designated  Sealzit  R,  operating  on  compressed  air 
and  provided  with  a  glass  cutter  which  chops  the  glass 
strands  into  pieces  %”  to  T  long  and  ejects  them  from  a 
center  barrel  to  combine  with  emulsion  sprayed  from  two 
side  barrels. 

INSPECTION  AND  TEST:  Samples  of  combustible 
roofs,  covered  with  Flintkote  Monoform  were  tested  at  the 
Underwriters  Laboratories,  and  all  samples  successfully 
met  the  brand  test  requirements.  The  complete  record  is  on 
file  and  is  part  of  the  record. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Flintkote 
Monoform  for  use  in  New  York  City  as  a  roof  covering 
under  the  provisions  of  C26-605.0  through  C26-608.0  Ad¬ 
ministrative  Building  Code  on  condition  that  a  base  sheet 
of  approved  roofing  shall  be  used  on  combustible  desks, 
and  the  amount  of  emulsion  used  shall  not  be  less  than  5 
gallons  and  2%  lbs.  of  glass  fiber  per  100  sq.  ft.  of  surface 
area  and  further  that  all  containers  in  which  the  material 
is  marketed  shall  be  labeled  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  1059-62-SM”. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts. 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


185-63-SA 

APPLICANT— The  Silent  Glow  Oil  Burner  Corporation, 


owner. 

APPEARANCES— 

For  Applicant :  Walter  T.  Bell. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker,  Com¬ 
missioner  Klein  and  Commissioner  Nolan  -  4 

Negative:  Commissioner  Fox  -  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
185-63-SA— Amendment  to  Resolution  as  to  additional 
trade  names.  The  Silent  Glow  Oil  Burner  Corporation, 
Manufacturer-requested  by  letter  that  the  resolution  adop¬ 
ted  November  6,  1963,  under  Cal.  No.  185-63-SA,  be  re¬ 
opened  and  amended  so  as  to  permit  multiple  listing  to  in¬ 
clude  approved  models  of  Silent  Glow  Portable  Space  Heat¬ 
ers  (oil  fired)  for  Ingersoll-Rand  Corporation,  New  York 
to  be  marketed  under  their  brand  name,  color,  and  model 
number  designations. 


USE:  To  supply  temporary  heat  for  construction  work. 
DESCRIPTION :  The  heaters  as  approved  for  Silent  Glow 
Oil  Burner  Corp.  will  be  identical  in  construction  for  use  by 
Ingersoll-Rand,  except  for  model  number  and  color.  Ap¬ 
proved  model  numbers  being  used  by  Silent  Glow  Corpora¬ 
tion  and  the  requested  listing  for  marketing  by  Ingersoll- 
Rand  are  as  follows; 

Silent  Glow  Model  No.  Ingersoll-Rand  Model  No. 


SG-135-A  HPE015-A2 

SG-250-A  no  listing 

SG-350-A  HPE040-A2 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  Nov.  6,  1963,  under  Cal. 
No  185-63-SA  be  amended  so  as  to  include  multiple  list¬ 
ing  for  the  Silent  Glow  Portable  Cpace  Heaters  to  be  mar¬ 
keted  by  Ingersoll-Rand  Corp.  under  their  Model  Num¬ 
bers  HPE015-A2  and  HPE040-A2,  for  use  in  New  York 
City,  provided  that  all  other  requirements  of  the  resolution, 
adopted  November  6,  1963,  under  Cal.  No.  185-63-SA,  be 

complied  with.  ,T 

(Sgd.)  William  A.  Nolan, 


John  A.  Darts, 

Assistant  Engineer. 

James  B.  Anderson,  Jr. 
Engineer. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


196-63-SM 

APPLICANT— Eljer  Plumbingware  Division,  Murray  Cor¬ 
poration  of  America,  owner. 

APPEARANCES— 

For  Applicant :  Floyd  L.  Stevens. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE—  .  .  _ 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commission¬ 
er  Nolan  — - ~ 

Negative:  - ® 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
196-63-SM— Murray  Corp.  of  America,  Eljer  Plumbingware 
Division,  Pittsburgh,  Pa.,  Filed  for  approval  of  the  material 
known  as  Eljer  Anti-Syphon  Float  Valve,  Model  E-9015 
under  the  provisions  of  C26-1277.0,  Administrative  Build¬ 
ing  Code. 

USE:  Ballcock  for  water  closet  tanks. 

DESCRIPTION:  In  operation,  when  the  tank  is  emptied 
to  flush  the  bowl,  the  float  drops,  allowing  the  lever  to 
pivot,  releasing  force  on  the  plunger  and.  valve.  The  dia- 
phram  valve  raises  from  the  seat,  due  to  its  resiliency  and 
the  force  of  the  water  pressure  below  the  seat,  permits 
water  to  flow  through  the  breaker  seat  thereby,  forcing 
check  valve  up  against  the  rubber  gasket  and  closing  the 
atmosphere  opening.  The  water  then  flows  proportionately 
out  the  refill  opening  and  hush  tube  to  replace  water  in  trap 
and  tank. 


As  the  tank  is  filled,  the  float  rises,  causing  the  valve, 
through  the  lever  and  plunger,  to  be  forced  onto  the  seat 
to  effect  a  stop.  With  no  water  flow,  the  valve  is  free  to 
drop  by  gravity  onto  the  seat,  thus  opening  the  atmos¬ 
pheric  port  and  sealing  the  seat  to  prevent  backflow  into 
supply,  to  which  the  float  valve  is  connected. 

In  the  event  of  a  vacuum  in  the  supply  line,  the  atmosphere 
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opening  is  of  such  a  size,  that  even  with  gate  totally  re¬ 
moved  or  fouled  in  an  “off  seat”  condition  ,air  may  enter 
the  chamber,  in  sufficient  quantity,  to  prevent  a  vacuum  of 
such  proportion  as  to  draw  water  into  the  cavity,  pro¬ 
vided  the  float-valve  is  mounted  with  critical  installation 
level  (CL)  one  inch  above  overflow  of  tank. 

INSPECTION  AND  TEST:  Details  of  construction  were 
examined  by  Asst.  Engr.  J.  A.  Darts.  The  appliance  has 
been  approved  by  the  City  of  Los  Angeles. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Eljer  Anti- 
Syphon  Float  Valve  Model  E901S  for  voluntary  use  in  New 
York  when  installed  in  accordance  with  the  requirements 
of  the  Submerged  Inlet  Rules  of  the  Board  on  condition 
that  the  valve  be  furnished  with  brass  coupling  nut  and 
flange  nut  and  further  the  valve  bear  a  label  permanently 
affixed  reading  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Num¬ 
ber  196-63-SM.” 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


339-63-SM 

APPLICANT — National  Gypsum  Company,  owner;  J.  K. 

Hovind,  agent. 

APPEARANCES— 

For  Applicant :  James  R.  Voisinet. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commission¬ 
er  Nolan _ _ 

Negative :  _ _ _ _ _ _ _ _ _  q 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
339-63-SM — J.K.  Hovind  for  National  Gypsum  Co.,  Buf- 
fal°’  York,  filed  for  approval  of  the  material  known 

?L?E5;'9'CEL  under  the  Provision  of  C26-178.0.b,  C26- 
I91..0,  C26-467.0.d,  C26-619.0  and  C26-680.2  Administrative 
Building  Code. 


USE  :  The  material  is  to  be  used  as  a  combustible  insula¬ 
tion  below  250  °F  only. 

DESCRIPTION :  Gold  Bond  ZER-O-CEL  Urethane  Foam 
Insulation  is  a  closed  cellular  isotropic  urethane  rigid  foam 
expanded  with  a  halogenated  hydrocarbon  expanding  agent. 
It  has  quite  uniform  dimensional  stability  principally  due 
to  its  isotropic  characteristics;  The  material  is  produced 
to  specified  densities  from  1.5  to  4.0  lbs.  per  cu.  ft  and  is 
supplied  in  various  sizes ;  Vz"  to  16"  thick  x  up  to  60"  wide 
and  up  to  16'  in  length  as  ordered. 

There  are  three  types  of  ZER-O-CEL ;  non-burning  and 

ieJ;ecnmguishing  (as  defined  by  ASTM  Procedure  D- 
1692-59T),  and  combustible,  which  is  the  same  basic  type 
as  that  previously  approved  under  Cal.  No.  556-61-SM 
resolution  adopted  February  27,  1962. 

The  nonburning,  Type  NB,  is  made  from  resins  which  in¬ 
herently  produce  a  reduction  of  flame  spread  and  an  im¬ 
provement  in  the  fire-hazard  classification.  The  material 
has  a  thermal  conductivity  value  (“k”)  of  0.15  at  75°F 


mean  temperature  and  can  be  used  at  temperatures  from— 
320 °F  to  250°F. 

ZER-O-CEL  can  be  applied  by  means  of  approved  adhesives 
or  mortar  to  the  inside  surfaces  of  exterior  masonry  walls 
without  applying  the  furring  as  set  forth  under  C26-467.0.d 
Administrative  Building  Code  as  it  is  impervious  to  mois¬ 
ture. 

This  material  is  used  as  low  temperature  space  insulation, 
pipe  and.  equipment  insulation,  commercial  building  insula¬ 
tion  to  include  perimeter  and  cavity  wall  application,  in¬ 
sulation  core  for  structural  and  non-structural  laminated 
panels,  and  industrial  equipment  insulation. 

INSPECTION  AND  TEST :  Samples  of  the  material  were 
examined  by  the  Committee  on  Test  and  were  found  to  be 
as  herein  described.  Flammability  tests  were  conducted  on 
the  material  in  accordance  with  ASTM  Designation  D1692- 
59T  by  Pittsburgh  Testing  Laboratory  (Report  No.  11- 
62PL)  and  the  Type  NB  product  qualified  as  “nonburning”; 
the  Type  SE  product  as  “Self-extinguishing.”  When  tested 
by  Underwriters’  Laboratories,  Inc.  U.  L.  Report  R4589, 
in  accordance  with  the  requirements  of  ASTM  Designation 
E84-61  the  Type  NB  material  exhibited  a  flame  spread  of 
45-50  as  compared  to  a  flame  spread  of  100  for  red  oak 
wood. 

Pittsburgh  Testing  Laboratory  Report  557016  shows  the 
material  as  having  a  thermal  conductivity  value  (k)  of 
0.15  at  75°F  mean  temperature.  The  material  is  impervious 
to  moisture  as  is  shown  by  PTL  Reports  549800-N1 
(moisture  absorption  test — moisture  was  confined  to  open 
surface  cells  only)  and  PTL  Report  549800-C  (capillarity 
test — no  capillarity  rise  of  water  occurred).  Test  reports 
on  file  and  are  part  of  the  record.  Test  reports  covering 
other  physical  properties  were  previously  submitted  and  are 
on  file  under  Cal.  No.  556-61-SM. 

RECOMMENDATION :  On  the  basis  of  the  inspection  and 
tests  and  data  filed  by  the  applicant,  the  Committeeon  Test 
recommends  the  approval  of  the  material  known  as  Gold 
Bond  ZER-O-CEL  for  voluntary  installation  as  as  nonburn¬ 
ing,  self-extinguishing  or  combustible  (depending  on  Type) 
insulation  below  250°  F  under  the  provisions  of  C26-191.0 
Administrative  Building  Code.  The  Committee  further  rec¬ 
ommends  the  approval  of  this  material  as  an  insulating  ma¬ 
terial  which  may  be  applied  by  means  of  an  approved  hot 
or  cold  setting  adhesive  or  mortar  to  the  inside  surface 
of  an  exterior  masonry  wall  without  applying  the  furring  as 
set  forth  under  C26-467.0.d  Administrative  Building  Code 
and  further  that  this  material  may  be  used  as  a  nonburning, 
self-extinguishing  or  combustible  insulation  material  as  pro¬ 
vided  under  the  provisions  of  C26-619.0  and  as  a  roof  in¬ 
sulation  as  provided  under  C26-680.2.2  on  condition  that  the 
invoices,  Bills  of  Lading  or  shipping  tickets  if  shipped  loose, 
or  the  containers  in  which  the  material  is  shipped  shall  be 
marked,  labeled  or  stamped,  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  339-63-SM.”  and  further  that  each  sheet  shall  be 
labeled  as  to  non-burning,  self  extinguishing  or  combustible. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


410-63-SA 

APPLICANT — The  Brewda  Company  for  J.  P.  Spencer 
Corporation,  owner ;  Pinnacle  Products  Corporation 
Agent. 
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appearances— 

For  Applicant:  Morris  Kweller. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE—  .  .  _ 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - 5 


Negative: 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads. 
410-63-SA — The  Brewda  Company  for  J.  P.  Spencer  Corp., 
Los  Angeles,  California,  filed  for  approval  of  the  appliance 
known  as  Spencer  Coin-Op  Dry  Cleaner  under  the  provi¬ 
sions  of  the  Board’s  Rules  covring  Coin-Operated  Dry 
Cleaning  establishments. 

USE:  Coin  operated  dry  cleaning  machine  using  perchlor- 
ethylene  solvent. 

DESCRIPTION:  The  Spencer  dry  cleaning  machine  is 
built  on  a  steel  frame  and  enclosed  with  metal  panels  finished 
in  a  high  gloss  enamel.  The  components  are  a  steel  solvent 
tank  of  25  gallon  capacity  in  the  bottom  of  the  machine 
above  which  is  fitted  a  combined  washer-extractor  and 
drying  unit  containing  a  stainless  steel  washer  cylinder 
mounted  on  two  heavy  duty  bearings.  Access  to  the 
cylinder  is  by  means  of  a  hinged  loading  door  made  with 
a  glass  window.  Other  components  are  a  button  trap,  filters, 
electric  air  heater,  1  hp.  refrigerator,  and  a  centrifugal 
pump,  all  interconnected.  An  air  fan  with  control  dampers 
is  provided  for  heated  air  circulation  and  venting  of  the 
machine.  After  the  clothes  are  placed  in  the  washing  cylin¬ 
der  and  the  loading  door  properly  closed,  inserting  the  coins 
into  the  machine  will  immediately  start  the  cleaning  pro¬ 
cess.  Solvent  from  the  storage  tank  is  pumped  through  a 
cartridge  type  filter  into  the  cylinder  chamber  for  about 
5  minutes  while  the  cylinder  rotates.  A  fixed  level  of  solvent 
is  maintained  by  means  of  an  overflow  pipe  installed  at  the 
side  of  the  button  trap  which  connects  to  the  storage  tank. 
At  the  end  of  the  5  minute  cleaning  period,  the  solvent 
drains  back  to  the  tank  through  the  button  trap  and  after 
about  1  minute,  the  cylinder  then  rotates  at  high  speed, 
435  rpm.,  to  spin  dry  the  garments  for  about  IY2  minutes, 
after  which  the  cylinder  slows  to  42  rpm.,  and  electrically 
heated  air  is  re-circulated  through  the  garments  for  further 
final  drying.  The  warm  air  and  solvent  vapors  emerging 
from  the  cylinder  chamber  pass  through  a  dust  filter  and 
then  over  a  refrigerated  cooling  coil  condensing  solvent 
and  any  moisture  which  drips  into  a  water  separator  where 
the  solvent  separated  from  condensed  water  and  is  returned 
to  the  base  tank  and  the  air  is  reheated  and  recirculated. 
When  the  drying  cycle  is  complete  as  determined  by  control 
thermostats,  recirculation  of  air  is  stopped  and  fresh  air  is 
drawn  through  the  cylinder  to  deodorize  the  clothes  and 
when  this  is  completed,  after  about  1%  minutes,  the  ma¬ 
chine  will  stop  and  can  then  be  unloaded.  The  loading  door 
is  fitted  with  an  automatic  lock  that  locks  the  door  when 
the  machine  starts  and  keeps  it  locked  until  the  cycle  is 
completed.  The  door  will  also  remain  locked  in  case  of 
electric  power  failure.  A  fan  interlock  is  fitted  with  the 
door  locking  mechanism  so  that  when  the  door  is  opened, 
the  fan  automatically  goes  on  to  draw  in  fresh  air  which  is 
exhausted  outdoors. 

INSPECTION  AND  TEST:  A  typical  Spencer  machine 
was  inspected  at  7415  Third  Ave.,  Brooklyn  by  Asst.  Engr. 
G.  F.  Sklenarik.  The  equipment  operated  satisfactorily  and 
the  cleaned  garments  were  dry  when  removed  from  the 
unit. 

The  washer  basket  is  27  x  12  inches  with  an  interior  volume 
of  3.65  cu.  ft. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 


mends  the  approval  of  the  appliance  known  as  Coin-Op 
Dry  Cleaner  for  use  in  New  York  City  where  permitted 
in  the  Zoning  Resolution  and  when  installed  in  accordance 
with  the  Beard’s  Rules  for  Coin-Operated  Dry  Cleaning 
Establishments,  provided  that  each  machine  bears  a  label 
permanently  affixed,  reading,  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  410-63-SA.” 

The  Committee  further  recommends  that  on  each  machine, 
there  be  displayed  its  maximum  dry  load  capacity  of  10.22 
pounds  for  each  washer  cylinder,  and  that  all  electrical 
installation  work  conform  to  the  Electrical  Code  of  the 
City  of  New  York,  and  that  exhaust  air  flow  through  the 
loading  door  opening  shall  be  at  least  100  cu.  ft.  per 
minute. 

William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Assistant  Engineer. 

Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


535-63-SM 

APPLICANT — Matrad  Corporation  for  Lava  Limited,  own¬ 
er-manufacturer,  Matrad  Corporation,  agent. 

APPEARANCES— 

For  Applicant:  C.  Platsis. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  - - -  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
535-63-SM — Matrad  Corp.,  New  York,  for  Lava  Limited, 
Piraeus,  Greece,  Filed  for  approval  of  the  material  known 
as  Yali  Pumice,  under  the  provisions  of  Article  19,  Chap. 
26,  Administrative  Building  Code,  as  set  forth  under  Local 
Law  74  of  1962. 

USE:  Aggregate  for  concrete. 

DESCRIPTION :  The  material  pumice,  is  defined  as  an 
acid  vesicular  glass  formed  from  the  froth  on  the  surface 
of  some  particularly  gaseous  lava.  The  chemical  composi¬ 
tion  of  the  pumice  submitted  by  the  applicant  is  as  follows ; 


Loss  on  ignition  5.4% 

Silica  (S^a)  71.1% 

Aluminum  Oxide  (A1203)  13.1% 

Iron  Oxide  (Fe?03)  1.2% 

Calcium  Oxide  (CaO)  1.6% 

Magnesium  Oxide  (MgO)  0.7% 


The  balance  consists  of  manganese  and  alkali  oxides. 
INSPECTION  AND  TEST:  The  applicant  has  submitted 
a  report,  complete  with  photographs  and  maps,  drawn  up 
by  Prof.  B.  C.  Papathanassapoulos  and  Engr.  E.  D.  Stat- 
hakis,  which  covers  the  extent  of  the  deposits,  the  equip¬ 
ment  used  and  the  labor  forces. 

The  applicant  has  also  submitted  a  report  of  a  series  of  tests 
conducted  by  Gulick-Henderson  Laboratories  Ins.  and 
Protexol  Laboratories. 

These  tests  included  the  following:  Compressive  strength, 
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unit  weight,  modulus  of  elasticity,  flexture  strength,  bond 
strength  and  determination  of  the  properties  of  Pumice 
when  in  flexture  and  subjected  to  fire. 

These  tests  were  conducted  on  verious  water-cement  ratios 
so  as  to  give  sufficient  data  to  plot  all  curves  necessary  to 
evaluate  the  properties  of  Pumice  as  an  aggregate  for  con¬ 
crete  as  accepted  in  general  engineering  practice. 

All  steel  used  for  reinforcing  conformed  to  the  requirements 
of  ASTM  A-15  and  A-30S. 

The  complete  report  of  the  tests  with  all  graphs  are  on 
file  and  are  part  of  the  record. 

It  should  be  noted  that  two  series  of  tests  were  conducted, 
one  using  all  pumice  and  the  other  using  pumice  as  the 
coarse  aggregate  and  sand  as  the  fine  aggregate. 
RECOMMENDATION :  Since  it  is  the  general  intention 
of  the  applicant  to  apply  for  the  approval  of  Yali  Pumice 
as  an  all  purpose  aggregate  for  plain  concrete,  average  A 
and  B  concrete  and  controlled  concrete,  the  Committee  has 
taken  into  consideration  only  those  sections  of  the  Code  per¬ 
taining  to  those  classifications. 

On  this  basis  and  the  tests  and  the  data  supplied  by  the 
applicant,  the  Committee  on  Test,  under  the  provisions  of 
C26-3.0,  and  C26-4.0,  C26-189.0  and  C26-191.0  Administra¬ 
tive  Building  Code,  draws  the  following  conclusions  and 
recommends  as  follows  insofar  as  granting  approval  under 
the  various  sections  of  the  Administrative  Building  Code. 
The  material  may  be  used  as  aggregate  in  concrete  when 
the  concrete  is  designed  and  installed  in  accordance  with 
the  requirements  of  Article  19,  Chapter  26  Administra¬ 
tive  Building  Code  as  set  forth  under  Local  Law  74  of 
1962  with  the  following  exceptions : 

The  cement  content  shall  comply  with  the  minimum  require¬ 
ments  of  C26-1477.0  in  average  concrete. 

The  cement  content  and  modulus  of  elasticity  for  controlled 
concrete  shall  be  as  follows : 


All  pumice  aggregate; 


Strength-P.S.L. 

Min.  Bags  of  Cement 
per  cu.  yd.  of  concrete 

ECxlO6 

2000 

5.86 

1.33 

2500 

6.80 

1.48 

3000 

7.70 

1.61 

3500 

8.90 

1.72 

4000 

10.00 

1.78 

Coarse  pumice  and  sand 

Strength-P.S.L. 

Min.  Bags  of  Cement 
per  cu.  yd. 

ECxlO6 

2500 

5.25 

1.16 

3000 

6.00 

1.36 

3500 

7.00 

1.54 

4000 

8.50 

1.66 

The  Committee  further  recommends  that  the  material  may 
be  considered  as  non-corrosive  and  may  be  used  under  the 
provisions  of  C26-S22.0  Administrative  Building  Code  and 
further  that  the  material  may  be  used  as  a  top  filling  under 
C26-630.0  Administrative  Building  Code. 

It  is  further  recommended  that,  as  no  freeze-thaw  tests 
were  conducted  on  the  material,  concrete  made  with  this 
material  shall  not  be  used  in  exposed  locations  where  it 
could  be  sujected  to  freezing  and  thawing  conditions. 

The  Committee  therefore  recommends  the  approval  of  the 
material  known  as  Yali  Pumice  under  the  provisions  of 
Article  19,  Chapter  26,  Administrative  Building  Code  and 
the  sections  herein  mentioned  on  condition  that  each  ship¬ 
ment  of  the  material  be  accompanied  by  a  bill  of  lading 
bearing  the  following  statement,  “Approved  by  the  Board 


of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  535-63-SM.” 

(Sgd.)  William  A.  Nolan, 

Director. 
John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 

report. 


578-63-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  H.  Perrine  and  E.  T.  Bunch. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commission¬ 


er  Nolan _ 5 

Negative : _ 0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
578-63-SM — H.  Perrine  for  Johns  Manville  Sales  Corp. 
filed  for  approval  of  the  material  known  as  Spintone  and 
Spintone  Solo  Tile,  under  the  provisions  of  C26-88.0  and 
C26-191.0  Administrative  Building  Code. 

USE:  Incombustible  acoustical  tile. 

DESCRIPTION :  The  material  Spintone  is  a  mineral  wool 
fiber  tile  held  together  in  monolithic  construction.  The  tiles 
are  furnished  with  either  butt,  kerfed  or  cut-back  edges  and 
are  manufactured  in  the  following  sizes  12"  x  12"  x%",  %" 
or  12"  x  24"  x  %",  24"  x  24"  x  %"  x  24"  x  48" 

The  material  Spintone  Solo  Tile  is  the  same  as  the  ma¬ 
terial  Spintone  except  that  it  is  encased  in  a  thin  gauge 
aluminum  pan. 

INSPECTION  AND  TEST:  Samples  of  the  tile  were 
tested  at  Armour  Research  Foundation  in  accordance  with 
the  requirements  of  Federal  Spec.  SS-A-118b  and  the  tile 
was  found  to  be  incombustible.  The  report  is  on  file  and 
is  part  of  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Spintone 
and  Spintone  Solo  Tile  for  voluntary  use  in  New  York 
City  as  an  incombutible  tile  on  condition  that  they  shall  be 
installed  in  accordance  with  the  requirements  of  the  re¬ 
solution  adopted  under  Calendar  Number  669-59-GR  and 
further  that  all  cartons  in  which  the  material  shall  be 
marked  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  578- 
63-SM.” 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


677-63-SM 

APPLICANT — B.  J.  Gillroy  for  Universal  Builders  Supply 
Company,  Inc.,  owner. 
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APPEARANCES— 

For  Applicant:  Bernard  J.  Gillroy. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan - - - - - - —  5 

Negative:  .  ® 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
677-63-SM — B.  J.  Gillroy  for  Universal  Builders  Supply 
Company,  Inc.,  New  York,  filed  for  approval  of  the  ma¬ 
terial  known  as  Rustless  Slab  Bolsters  under  the  provisions 
of  C26-1493.0  Administrative  Building  Code. 

USE:  Plastic  chair  for  support  of  reinforcing  steel. 
DESCRIPTION:  The  chair  is  a  three  legged  support 
having  a  metal  insert  rod.  The  support  is  made  of  poly¬ 
ethylene  and  is  of  a  color  that  matches  the  concrete,  thereby 
preventing  rust  spots  or  bleeding. 

INSPECTION  &  TEST:  The  applicant  has  submitted 
reports  of  the  Westchester  Testing  Company,  Inc.  showing 
the  load  carrying  capacity  of  the  chairs  under  a  temperature 
of  170°F.  The  report  is  on  file  with  and  is  part  of  the  record. 

Samples  of  the  bolster  were  examined  by  the  Board  and 
by  the  Committee  on  Test. 

RECOMMENDATION :  The  Committee  on  Test  is  of 
the  opinion  that  this  is  an  apt  instance  for  the  Board  to 
exercise  its  discretionary  powers  and  therefore  the  Com¬ 
mittee  recommends  the  approval  of  the  material  known  as 
Rustless  Slab  Bolsters  for  voluntary  use,  under  the  provi¬ 
sions  of  C26-191.0  Administrative  Building  Code,  as  a 
support  of  reinforcing  steel,  on  condition  that  the  bolsters 
shall  not  be  considered  to  be  reinforcing  steel,  that  the  re¬ 
inforcing  steel  shall  comply  with  the  requirements  of  C26- 
620.0.b.  Administrative  Building  Code  and  that  all  cartons 
in  which  the  material  is  marketed  shall  be  labeled  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  677-63-SM”. 


(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Assistant  Engineer, 
George  F.  Sklenariic, 

Assistant  Engineer. 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1731-61-SA 

APPLICANT — Mammoth  Industries,  Incorporated,  own¬ 
er;  Harry  A.  King,  agent. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Withdrawn  at  request  of  appli¬ 
cant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis- 

Negative:  .  0 


248-62-SM 

APPLICANT  —  Owens-Corning  Fiberglas  Corporation, 
owner. 


SUBJECT — Warm  air  and  air-conditioning  duct. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  without  date;  owner 
to  complete  test. 


645-63-SM 

APPLICANT — Tinicum  Metals  Company,  Inc.,  owner. 
SUBJECT — Tray  for  use  in  home  laundry  room. 

APPEARANCES— 

For  Applicant:  Frederick  S.  Abrams. 

ACITON  OF  BOARD — Laid  over  to  December  17,  1963, 
at  2  P.M.  applicant  to  submit  drawings  showing  connec¬ 
tions. 


1220-61-A 

APPLICANT — Abraham  Grossman  for  419  West  13th 
Street  Corporation,  owner. 

SUBJECT — Application  July  21,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 419  West  13th  Street,  north 
side,  123  feet  east  of  Washington  Street,  Block  646,  Lot 
56,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  .  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  -  5 

Negative:  _ _ _ _ _ 0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commission¬ 
er,  dated  December  15,  1960  and  June  22,  1961  on  Violation 
Order  No.  478348,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system  in 
the  entire  building. 

Ch.  19-161.0  Admin.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
oi  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  December  15,  1960  and  June  22,  1961, 
acting  on  Violation  Order  No.  478348,  Objection  No.  1, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  con¬ 
form  to  drawings  filed  with  this  appeal  dated  July  21,  1961, 
4  sheets,  on  further  condition  that  a  non-automatic  sprinkler 
system  shall  be  installed  in  the  cellar ;  and  that  a  thermo¬ 
static  fire  alarm  system  with  central  office  connection  shall 
be  installed  throughout  the  building. 


1330-61-A 

APPLICANT — Daub  and  Daub  for  130  West  23rd  Street 
Corporation,  owner. 

SUBJECT — Application  August  10,  1961, — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 130  West  23rd  Street,  south 
side,  300  ft.  west  of  Avenue  of  the  Americas,  Block  798, 
Lot  60,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Daub. 

For  Adminsitration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ ....  _ 5 

Negative: _ 0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  20,  1961  and  August  7th,  1961  on  Vio¬ 
lation  Order  No.  503819,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  building. 

Chapter  C19-161.0  Administrative  Code." 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  20,  1961  and  August  7,  1961  acting 
on  Violation  Order  No.  503819  Objection  No.  1  be  and  it 
hereby  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  the  building  conform  to  drawings 
filed  with  this  application  dated  August  10,  1961,  6  sheets; 
on  further  condition  that  a  non-automatic  sprinkler  system 
be  installed  in  the  cellar,  and  that  a  thermostatic  fire  alarm 
system  with  central  office  connection  be  installed  through¬ 
out  the  building. 


1331-61-A 

APPLICANT — Sidney  Z.  Searles — Raphael,  Searles  and 
Vischi  for  81  Greene  Street  Corporation,  owner. 

SUBJECT — Application  August  9,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 81  Greene  Street,  west  side, 
51  feet  south  of  Spring  Street,  Block  486,  Lot  19,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Z.  Searles. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan _  5 

Negative: _ 0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  28,  1961  and  July  13,  1961  on  Viola¬ 
tion  Order  No.  495119,  reads: 

“Special — Provide  an  approved  automatic  sprinkler  sys¬ 
tem  throughout  premises. 

Chapter  C19-161.0  Administrative  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  28,  1961  and  July  13,  1961  acting 
on  Violation  Order  No.  495119  Objection  No.  (special) 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  the  building  conform  to 
drawings  fifed  with  this  application  dated  August  9,  1961, 
3  sheets on  further  condition  that  the  present  non-auto¬ 
matic  sprinkler  system  and  the  present  automatic  fire  alarm 
system  be  maintained  to  the  satisfaction  of  the  Fire  Com¬ 
missioner. 


1343-61-A 

APPLICANT — Irwin  Emerman  for  Chelsea  23rd  Street 
Corporation,  owner. 

SUBJECT — Application  August  14,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 216-230  West  23rd  Street,  south 
side,  200  feet  west  of  7th  Avenue,  Block  772,  Lot  64, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Irwin  Emerman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker,  and 

Commissioner  Nolan  _ 3 

Negative :  Commissioner  Fox  and  Commissioner  Klein  2 
THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  June  29,  1961  and  July  21,  1961  on  Violation 
Order  No.  512964,  reads : 

“1.  Provide  an  approved  automatic  wet  sprinkler  sys¬ 
tem  throughout  all  interior  shafts  and  throughout 
all  corridors,  stairways,  vestibules  and  foyers." 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  June  29,  1961  and  July  21,  1961,  acting 
on  Violation  Order  No.  512964,  Objection  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  August  14,  1961,  16 
sheets;  and  on  further  condition  that  a  thermostatic  fire 
alarm  system  with  central  office  connection  shall  be  in¬ 
stalled  throughout  the  public  halls,  vestibules  and  foyers. 


1344-61-A 

APPLICANT — Cyril  S.  Kimball  for  Foster  D.  Snell  Re¬ 
search  Incorporated,  owner. 

SUBJECT — Application  August  14,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner,  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 29  West  15th  Street,  north 
side,  495  feet  east  of  6th  Avenue,  Block  817,  Lot  25,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  T.  S.  Bonna. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com- 
mmissioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ _ _ 5 

Negative:  _ 0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  July  14,  1961  on  Violation  Order  No.  528895, 
reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  bldg. 

Sec.  19.161.0  Adm.  Code." 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 
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Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  July  14,  1961,  acting  on  Violation  Order 
No.  528895,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  filed  with  this 
appeal  dated  August  14,  161,  8  sheets;  on  further  condition 
that  a  non-automatic  sprinkler  system  shall  be  installed  in 
the  cellar ;  that  a  thermostatic  fire  alarm  system  with  cen¬ 
tral  office  connection  shall  be  installed  throughout  the  build¬ 
ing;  and  that  all  halls  shall  be  kept  clear  of  obstructions. 


1347-61-A 

APPLICANT— Arthur  Paul  Hess  for  306  Broadway  Cor¬ 
poration,  owner. 

SUBJECT— Application  August  16,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 306  Broadway  and  87  Duane 
Street,  northeast  corner,  Block  156,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Clarence  C.  Nathan. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE—  .  .  _ 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com- 
mmissioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - 5 

Negative:  - - -  0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  20,  1961  and  August  7,  1961  on  Vio¬ 
lation  Order  No.  493300,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  entire  building. 

Chapter  19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  20,  1961  and  August  7,  1961,  act¬ 
ing  on  Violation  Order  No.  493300,  Objection  No.  1,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  con¬ 
form  to  drawings  filed  with  this  appeal  dated  August  16, 
1961,  3  sheets  on  further  condition  that  a  non-automatic 
sprinkler  system  shall  be  installed  in  the  cellar  and  sub¬ 
cellar;  and  that  a  thermostatic  fire  alarm  system  with  cen¬ 
tral  office  connection  shall  be  installed  throughout  the 
building. 


1348-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Plymouth 
Cordage  Company,  owner. 

SUBJECT — Application  August  16,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 12-14  Greene  Street,  east  side, 
250  feet  north  of  Canal  Street,  Block  230,  Lot  14,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  G.  P.  Monaghan. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 


missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan - — - ^ 

Negative:  - - - - - — —  u 

THE  RESOLUTION—  £  _ 

Whereas,  the  order  and  decision  of  the  hire  Commis¬ 
sioner,  dated  March  8,  1961  and  July  18,  1961  on  Violation 
Order  No.  495426,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 

throughout  the  entire  building. 

Chapter  09-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner  dated  March  8,  1961  and  July  18,  1961,  acting 
on  Violation  Order  No.  495426,  Objection  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  August  16,  1961,  2 
sheets ;  on  further  condition  that  a  non-automatic  sprinkler 
system  shall  be  installed  in  the  cellar ;  that  a  thermostatic 
fire  alarm  system  with  central  office  connection  shall  be 
installed  throughout  the  building;  and  that  both  cellar 
stairs  shall  be  enclosed  with  masonry  partitions  and  with 
fireproof  self-clothing  doors  at  the  cellar  level. 


1352-61-A 

APPLICANT— Roe  and  Kramer  for  270  Water  Street, 
Incorporated,  owner. 

SUJBECT— Application  August  18,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 270  Water  Street,  north  side, 
103  feet  V2  inch  west  of  Dover  Street,  Block  106,  Lot  5, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Walter  M.  Schackman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE- 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com- 
mmissioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - - - —  5 

Negative:  - 0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  24,  1961  and  July  19,  1961  on  Viola¬ 
tion  Order  No.  483842,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  C19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner  dated  January  24,  1961  and  July  19,  1961,  acting 
on  Violation  Order  No.  483842,  Objection  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  August  18,  1961,  2 
sheets ;  and  on  further  condition  that  a  thermostatic  fire 
alarm  system  with  central  office  connection  shall  be  in¬ 
stalled  throughout  the  building. 


1411-61-A 

APPLICANT— D.  K.  Hawkins  Coal  Company,  Incorpor¬ 
ated,  owner. 
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SUBJECT — Application  filed  September  7,  1961 — Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED — 72  Greenfield  Avenue,  south 
side,  639  feet  west  of  Bay  Street,  Block  2841,  Lot  45, 
Stapleton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Edward  Nachison  and  Russel  D.  Mac¬ 
Donald. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _  5 

Negative:  _ _  o 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
April  6,  1961  and  September  6,  1961  on  Order  No.  1217-1, 
reads : 

“1.  Install  an  approved,  WET  AUTOMATIC 
SPRINKLER  SYSTEM  throughout  the  building 
having  at  least  one  source  of  water  supply,  ar¬ 
ranged  and  equipped  as  per  Art.  16,  Chapt.  26,  Adm. 
Code— Ch.  19-161.0  and  280-LL.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  April  6,  1961  and  September  6,  1961  acting  on  Order 
Iso.  1217-1  Objection  No.  1  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
the  building  conforms  to  drawings  filed  with  this  applica¬ 
tion  dated  May  4,  1961,  5  sheets;  on  further  condition  that 
a  thermostatic  fire  alarm  system  with  central  office  con¬ 
nection  be  installed  throughout  the  building. 


835-62-A 

APPLICANT — Goldberg  and  Scutaro  for  Esther  Sacher, 
owner. 

SUBJECT — Application  August  30,  1962  —  Review  of 
Decision  of  the  Borough  Superintendent  re — Zoning 
Matter. 

PREMISES  AFFECTED — 1134  East  58th  Street,  west 
side,  208  feet  north  of  Avenue  K,  Block  7805,  Lot  71, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Edmund  F.  Wolk. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . . . . . . __  0 

Negative :  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker,  Commissioner  Klein  and  Commissioner 
Nolan  . . . . . . .  5 

THE  RESOLUTIO— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  17,  1962  on  Alt.  Applic.  1344-62,  reads : 

“6.  Bearing  walls  not  adequate  for  3  story  multiple 
dwelling  as  per  Sec.  C26-427.0  A.C. 

7.  Lot  area  per  room  not  adequate  as  per  Sec.  23-222 
Zoning  Resolution. 

8.  O.S.R.  exceeds  minimum  allowance  as  per  Sec.  23- 
141  Zoning  Resolution. 

9.  F.A.R.  exceeds  maximum  allowance  as  per  Sec. 
23-141  Zoning  Resolution. 

10.  Minimum  of  3  parking  spaces  required  as  per  Sec. 
25-22  Zoning  Resolution. 


11.  Minimum  8'  0"  side  yard  required  as  per  Sec.  26, 
subd.  6,  M.D.L. 

12.  Minimum  30'  O''  rear  yard  required  as  per  Sec.  26, 
subd.  5b,  M.D.L. 

13.  Level  of  area  adjoining  basement  living  rooms  con¬ 
trary  to  Sec.  26  subd.  8  M.D.L. 

14.  Basement  ceiling  to  be  minimum  9'  0"  in  height  as 
per  Sec.  31  subd.  2c,  M.D.L. 

15.  Garage  within  building  to  be  fireproof  construc¬ 
tion  to  comply  with  Sec.  60  M.D.L. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  August  17,  1962  acting  on  Alt.  Applic.  1344-62, 
Objection  Nos.  6,  7,  8,  9,  10,  11,  12,  13,  14,  15  be  and 
it  hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby 
is  denied. 


836-62-A 

APPLICANT — Goldberg  and  Scutaro  for  Harry  Abram¬ 
son,  owner. 

SUBJECT — Application  August  30,  1962  —  Review  of  De¬ 
cision  of  the  Borough  Superintendent  re — Zoning  Matter. 
PREMISES  AFFECTED— 1091  East  58th  Street  east 
side,  576  feet  north  of  Avenue  K,  Block  7806,  Lot  35, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Edmund  F.  Wolk. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  _  0 

Negative:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker,  Commissioner  Klein  and  Commissioner 

olan  _ _ _ _  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  17,  1962  on  Alt.  Applic.  1345-62,  reads: 

“6.  Bearing  walls  not  adequate  for  3  story  multiple 
dwelling  as  per  Sec.  C26-447.0  A.C.  _ 

7.  Lot  area  per  room  not  adequate  as  per  Sec.  23-222 
Zoning  Resolution. 

8.  O.S.R.  exceeds  minimum  allowance  as  per  Sec.  23- 
141  Zoning  Resolution. 

9.  F.A.R.  exceeds  maximum  allowance  as  per  Sec. 
23-141  Zoning  Resolution. 

10.  Minimum  of  3  parking  spaces  required  as  per  Sec. 
25-22  Zoning  Resolution. 

11.  Minimum  8'  0"  side  yard  required  as  per  Sec.  26 
subd.  6,  M.D.L. 

12.  Minimum  30'  0"  rear  yard  required  as  per  Sec.  26 
subd.  5B,  M.D.L. 

13.  Level  of  area  adjoining  basement  living  rooms  con¬ 
trary  to  Sec.  26,  subd.  8,  M.D.L. 

14.  Basement  ceiling  to  be  minimum  9'  0"  in  height  as 
per  Sec.  31,  subd.  2C,  M.D.L. 

15.  Garage  within  building  to  be  of  fireproof  construc¬ 
tion  to  comply  with  Sec.  60,  M.D.L. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent  dated  August  17,  1962  acting  on  Alt.  Applic.  1345-62, 
Objection  Nos.  6,  7,  8,  9,  10,  11,  12,  13,  14,  15  be  and  it 
hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 
denied. 
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1129-62-A 

APPLICANT— Samuel  Rosenblum  for  Galrow  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  December  14,  1962— Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  elevator  in  readi¬ 
ness. 

PREMISES  AFFECTED— 345-351  West  35th  Street, 
north  side,  266  feet  8  inches  east  of  Ninth  Avenue,  Block 
759,  Lot  14,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  -  5 

Negative :  - 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
November  30,  1962,  reads : 

“Replying  to  your  letter  of  November  23rd,  1962,  please 
be  advised  that  Section  09-164.0,  Administrative  Code, 
requires  that  at  least  one  elevator  be  kept  in  readiness 
for  immediate  use  by  this  department,  during  all  hours 
of  the  night  and  day  including  holidays  and  Sundays 
with  a  competent  man  in  attendance  to  operate  the  ele¬ 
vator  in  every  building  exceeding  one  hundred  fifty 
feet  in  height.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  November  30,  1962,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  conform  to  drawing  filed  with  this  appeal 
dated  December  14,  1962,  one  sheet;  on  further  condition 
that  all  of  the  requirements  of  the  General  Resolution 
adopted  by  the  Board  under  Calendar  Number  630-56-GR 
shall  be  complied  with ;  that  a  second  headquarters  of  the 
Quick  Response  Service  shall  be  opened  at  a  location  sat¬ 
isfactory  to  the  Fire  Commissioner,  and  shall  be  manned 
to  his  satisfaction;  and  that  this  grant  is  for  a  term  of 
two  years. 


1137-62-A 

APPLICANT — Samuel  Rosenblum  for  Galuten  Building 
Incorporated,  owner. 

SUBJECT — Application  December  14,  1962 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
elevator  in  readiness. 

PREMISES  AFFECTED— 241-245  West  29th  Street, 
north  side,  250  feet  2%  inches  east  of  Eighth  Avenue, 
Block  779,  Lot  13,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan _ 5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  November  2,  1962  and  November  30,  1962  on 
Order  No.  617769,  reads: 

“Please  be  advised  that  Section  C19-164.0,  Administra- 


trative  Code,  requires  that  at  least  one  elevator  be  kept 
■in  readiness  for  immediate  use  by  this  department, 
during  all  hours  of  the  night  and  day  including  holi¬ 
days  and  Sundays  with  a  competent  man  in  attendance 
to  operate  the  elevator  in  every  building  exceeding  one 
hundred  fifty  feet  in  height.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner  dated  November  2,  1962  and  November  30,  1962, 
acting  on  Order  No.  617769,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawing  filed  with  this 
appeal  dated  December  14,  1962,  one  sheet;  on  further 
condition  that  all  of  the  requirements  of  the  General  Resolu¬ 
tion  adopted  by  the  Board  under  Calendar  Number  630- 
56-GR  shall  be  complied  with;  that  a  second  headquarters 
of  the  Quick  Response  Service  shall  be  opened  at  a  loca¬ 
tion  satisfactory  to  the  Fire  Commissioner,  and  shall  be 
manned  to  his  satisfaction;  and  that  this  grant  is  for  a 
term  of  two  years. 


1141-62-A 

APPLICANT — Samuel  Rosenblum  for  Louis  Adler  Realty 
Company,  Inc.,  owner. 

SUBJECT — Application  December  21,  1962 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  elevator  in 
readiness. 

PREMISES  AFFECTED— 475  Tenth  Avenue,  northwest 
corner  of  West  36th  Street,  Block  708,  Lot  31,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant.  Samuel  Rosenblum. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan - 5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
November  30,  1962  reads : 

“Replying  to  your  letter  of  November  23,  1962,  please 
be  advised  that  Section  09-164.0,  Administrative  Code, 
requires  that  at  least  one  elevator  be  kept  in  readiness 
for  immediate  use  by  this  department,  during  all  hours 
of  the  night  and  day  including  holidays  and  Sundays 
with  a  competent  man  in  attendance  to  operate  the  ele¬ 
vator  in  every  building  exceeding  one  hundred  fifty 
feet  in  height.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  November  30,  1962,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawing  filed  with  this 
appeal  dated  December  21,  1962,  one  sheet;  on  further  con¬ 
dition  that  all  of  the  requirements  of  the  General  Resolution 
adoptd  by  the  Board  under  Calendar  Number  630-56-GR 
shall  be  complied  with;  that  a  second  headquarters,  of  the 
Quick  Response  Service  shall  be  opened  at  a  location  sat¬ 
isfactory  to  the  Fire  Commissioner,  and  shall  be  manned 
to  his  satisfaction;  and  that  this  grant  is  for  a  term  of  two 
years. 
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59-63-A 

APPLICANT — Samuel  Rosenblum  for  Morbruk  Company 
Incorporated,  owner. 

SUBJECT — Application  January  17,  1963 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
elevator  operator. 

PREMISES  AFFECTED— 29-33  West  36th  Street,  north 
side,  426  feet  west  of  Sth  Avenue,  Block  838,  Lot  24, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  November  5,  1962  and  January  10,  1963  on 
Violation  Order  No.  639616,  reads: 

“1.  Provides  a  qualified  elevator  operator  to  be  con¬ 
tinuously  in  attendance  OR  arrange  for  Quick  Re¬ 
sponse  Service  to  maintain  elevator  at  times  when 
no  operator  is  in  attendance.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  condition. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  November  5,  1962  and  January  10,  1963, 
acting  on  Violation  Order  No.  639616,  Objection  No.  1, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  con¬ 
form  to  drawing  filed  with  this  appeal  dated  January  17, 
1963,  one  sheet;  on  further  condition  that  all  of  the  re¬ 
quirements  of  the  General  Resolution  adopted  by  the  Board 
under  Calendar  Number  630-56-GR  shall  be  complied  with; 
that  a  second  headquarters  of  the  Quick  Response  Service 
shall  be  located  and  manned  to  the  satisfaction  of  the  Fire 
Commissioner;  and  that  this  grant  shall  be  for  a  term  of 
two  years. 


61-63-A 

APPLICANT — Abraham  Grossman  for  135  Grand  Street 
Corporation,  owner. 

SUBJECT — Application  January  18,  1963 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system  and  Appeal  from  a  decision  of  the  Borough 
Superintendent  re-  egress. 

PREMISES  AFFECTED — 135  Grand  Street,  south  side, 
25  feet  east  of  Crosby  Street,  Block  233,  Lot  9,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

For  Administration:  Lieut  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ 5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  December  20,  1962  on  Violation  Order  No. 
487781,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 


Chapter  C19-161.0  Administrative  Code.” 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  2,  1963  on  Alt.  Applic.  793-62,  reads: 

“1-  Provide  two  remote  means  of  egress  as  per  Sec. 

271  of  the  State  Labor  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  December  20,  1962,  acting  on  Violation 
Order  No.  487781,  Objection  No.  1,  be  and  it  hereby  is 
modified,  and  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  requirements  of  the 
Labor  Law,  as  cited  in  the  decision  of  the  Borough  Super¬ 
intendent,  dated  January  2,  1963,  acting  on  Alt.  Applic. 
793-62,  Objection  o.  1,  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  January  18,  1963,  4 
sheets;  on  further  condition  that  a  non-automatic  sprinkler 
system  shall  be  installed  in  the  cellar;  and  that  a  thermo¬ 
static  fire  alarm  system  with  central  office  connection  shall 
be  installed  throughout  the  building. 


74-63-A 

APPLICANT— Samuel  Rosenblum  for  Murray  Properties 
Incorporated,  owner. 

SUBJECT— Application  January  23,  1963— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
elevator  response  service. 

PREMISES  AFFECTED — 39-41  West  32nd  Street,  north 
side,  181  feet  10  inches  east  of  Broadway,  Block  834, 
Lot  19,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ — _  5 

Negative:  . . . . . . . . .  o 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  November  5,  1962  and  January  10,  1963  on 
Violation  Order  No.  617770,  reads: 

“1.  Per  the  resolution  adopted  by  the  Board  of  Stand¬ 
ards  and  Appeals  9/25/56  relative  to  elevator  serv¬ 
ice  in  buildings  over  150  feet  in  height  and  sprink- 
lered  throughout  in  area  bounded  by  23  St.  and  42 
St.  between  3rd  and  10th  Ave.  You  shall  provide 
elevator  service  24  hours  per  day  or  proof  of  ap¬ 
proved  elevator  response  service.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  November  5,  1962  and  January  10,  1963, 
acting  on  Violation  Order  No.  617770,  Objection  No.  1, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  con¬ 
form  to  drawings  filed  with  this  appeal  dated  January  15, 
1963,  one  sheet;  on  further  condition  that  all  of  the  re¬ 
quirements  of  the  General  Resolution  of  the  Board  under 
Calendar  Number  630-56-GR  shall  be  complied  with;  that 
a  second  headquarters  of  the  Quick  Response  Service  shall 
be  opened  and  maintained  at  a  location  satisfactory  to  the 
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Fire  Commissioner,  and  shall  be  manned  to  his  satisfao 
tion ;  and  that  this  grant  shall  be  for  a  term  of  two  years. 


82-63-A 

APPLICANT— Samuel  Rosenblum  for  E.  A.  Kimmel  and 
G.  M.  Jaffin,  Under  long  term  lease;  Hammacher  Sch- 
lemmer,  lessee. 

SUBJECT— Application  January  25,  1963— Appeal  from 
orders  and  decision  of  the  Fire  Commissioner  re-  Watch¬ 
man  Service,  Fire  proof  self  closing  door,  enclose  stair¬ 
way  and  fire  retarding  material. 

PREMISES  AFFECTED— 145-147  East  57th  Street,  north 
side,  100  feet  east  of  Lexington  Avenue,  Block  1312,  Lot 
24,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
Whereas,  the  orders  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  August  27,  1963  on  Order  No.  3238-3,  reads: 
“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building  arranged  and  equipped  as 
per  Chapt.  26,  Art.  16,  Adm.  Code.” 

(Order  No.  642881  dated  January  17,  1963,  reads:) 

“1.  Fully  enclose  stairway  leading  from  cellar  to  1st 
floor  of  store  occupancy  with  fire  proof  and  fire 
retarding  material  and  provide  fire  proof  self  clos¬ 
ing  fire  door  on  top  and  bottom  of  stairway.” 
(Order  No.  642880,  dated  January  17,  1963,  reads:) 

“1.  You  are  hereby  ordered  by  the  Fire  Commissioner 
to  provide  an  approved  watchman  service  through¬ 
out  building  from  closing  time  of  store  until  em¬ 
ployees  arrive  the  following  morning  (time — 9:15 
A.M.).  Watchman  shall  be  supplied  by  an  ac¬ 
credited  agency  and  his  ONLY  duty  shall  be  fire 
safety  of  occupants  and  building.” 

and 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— on  Order  No.  3238-3  Objection 
No.  1,  dated  August  27,  1963. 

Affirmative:  . . . —  0 

Negative:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker,  Commissioner  Klein  and  Commissioner 

Nolan  . .  5 


THE  RESOLUTION— 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  contents  and  use 
of  the  building. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  August  27,  1963,  acting  on  Order  No.  3238- 
3,  Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 

ACTION  OF  BOARD — Appeals  granted  on  condition. 
THE  VOTE— on  Order  No.  642881,  Objection  No.  1, 
dated  January  12,  1963  and  Order  No.  642880  Objection 
No.  1  dated  January  12,  1963. 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  - - - -  5 

Negative :  - - - - - —  0 


THE  RESOLUTION— 

Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  January  17,  1963,  acting  on  Violation  Order  No. 
642881,  Objection  No.  1,  and  order  and  decision  dated  Jan¬ 
uary  17,  1963,  acting  on  Viol.  Order  No.  642880,  Objection 
No.  1,  be  and  they  hereby  are  modified  and  that  the  appeal 


be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  conform  to  drawings  filed  with  this  appeal  dated 
January  25,  1963,  one  sheet;  on  further  condition  that  the 
stairway  leading  from  the  cellar  to  the  first  floor  shall  be 
enclosed  with  incombustible  partitions;  and  that  there  shall 
be  a  self-closing  door  to  this  stair  at  the  cellar  level. 


83-63-A 

APPLICANT — Samuel  Rosenblum  for  Carrly  S.  Wasser- 
man,  owner. 

SUBJECT — Application  January  22,  1963 — Appeal  from  an 
order  and  a  decision  of  the  Fjre  Commissioner  re-  Quick 
Response  Service-elevators. 

PREMISES  AFFECTED— 253-255  West  27th  Street,  north 
side,  159  feet  east  of  8th  Avenue,  Block  777,  Lot  12,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . - . . —  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  10,  1963  on  Fire  Department  letter, 
reads : 

“With  reference  to  your  letter  of  December  27,  1962, 
informing  this  Department  that  the  owner  of  the  above 
premises  has  retained  the  Quick  Response  Service  to 
operate  the  elevators  under  provisions  of  Gen.  Res. 
630-56-GR.,  please  be  advised  that  the  Fire  Depart¬ 
ment  cannot  accept  use  of  the  above  described  service 
and  your  request  is  therefore  denied.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner  dated  January  10,  1963,  given  in  a  Fire  Depart¬ 
ment  letter  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  conform  to  drawing  filed  with  this  appeal  dated  Jan¬ 
uary  22,  1963,  one  sheet ;  on  further  condition  that  all  of 
the  requirements  of  the  General  Resolution  adopted  by  the 
Board  under  Calendar  Number  630-56-GR  shall  be  com¬ 
plied  with ;  that  a  second  headquarters  of  the  Quick  Re¬ 
sponse  Service  shall  be  opened  at  a  location  satisfactory 
to  the  Fire  Commissioner,  and  shall  be  manned  to  his  satis¬ 
faction,  and  that  this  grant  shall  be  for  a  term  of  two 
years. 


91-63-A 

APPLICANT — Joseph  Werb  for  Moses  Gorsman,  owner. 
SUBJECT — Application  January  31,  1963 — Filed  pursuant 
to  Section  36  Art  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 37  Raymond  Place,  east  side, 
62.05  feet  north  of  Dissoway  PI,  Block  226,  Lot  65,  West 
Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Joseph  Werb. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis- 

Negative :  _ , _ _ _ 0 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  23,  1963  on  N.B.  Applic.  815-62,  reads: 

“1.  Street  giving  access  is  not  included  on  the  official 
map  of  the  City  of  New  York,  contrary  to  General 
City  Law,  Art.  3,  Chapt.  36.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  January  23,  1963,  acting  on  N.  B.  Applic.  815-62 
Objection  No.  1  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  conform  to  drawings  filed  with  this  application 
dated  January  31,  1963,  3  sheets,  October  24,  1963,  1  sheet; 
on  further  condition  that  the  sidewalk  and  curb  be  installed 
in  front  of  the  premises  for  a  distance  of  27.52  feet  along 
the  easterly  line  of  Raymond  Place  commencing  at  a  point 
on  the  easterly  line  of  Raymond  Place  distant  62.05  feet 
from  a  point  formed  by  the  intersection  of  the  easterly  line 
of  Raymond  Place  with  the  northerly  line  of  Dissoway 
Place  and  be  constructed  by  the  owner  according  to  the 
standards  of  the  Highway  Department;  that  a  Certificate 
of  Occupancy  shall  be  obtained  and  a  copy  of  this  Resolu¬ 
tion  shall  appear  on  the  face  of  that  Certificate. 


118-63-A 

APPLICANT— Etra  and  Etra  for  Star  Corrugated  Box 
Company,  Incorporated,  owner. 

SUBJECT— Application  February  7,  1963— Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  smoking  permit. 
PREMISES  AFFECTED— 55-11  to  55-25  Grand  Avenue, 
north  side,  259.20  feet  west  of  Old  Flushing  Road,  Block 
2610,  Lot  336,  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Harry  Etra. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . . . . .  5 

Negative:  . . - - - * - - 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
January  17,  1963  on  Folder  No.  50750.01,  reads: 

“Your  request  for  a  “smoking  permit”  made  on  Janu¬ 
ary  10  is  hereby  denied.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  January  17,  1963,  acting  on  Folder  No.  50750.01 
Objection  No.  —  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  the  building 
conforms  to  drawings  filed  with  this  application  dated  Oc¬ 
tober  29,  1963,  2  sheets ;  that  the  smoking  for  which  approval 
is  granted  be  confined  to  the  area  shown  on  these  drawings 
on  the  second  floor. 


412-63-A 

APPLICANT — National  Puff  Company,  owners. 

SUBJECT — Application  May  15,  1963 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  Com¬ 
bustible  Mixture  known  as  Glamour  Girl  Pink  Pads  in 
polyethelene  containers;  in  New  York  City,  containers 
not  in  conformity  with  Administrative  Code  requiremnts. 


APPEARANCES— 

For  Applicant:  Anthony  S.  E.  Boro. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  _ _ _ _ ... _ ........... - - - - -  0 

Negative:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker,  Commissioner  Klein  and  Commissioner 

Nolan  _  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  10,  1963  on  Folder  122-pending,  reads : 

“1.  Your  request  to  package  your  product,  ‘GLAMOUR 
GIRL  PINK  PADS’,  in  a  pouch  consisting  of  lay¬ 
ers  of  Glassene  Aluminum  Foil  and  Polyethylene 
is  denied.  This  type  container  does  not  comply  with 
Section  C19-590  of  the  Administrative  Code,  City 
of  New  York.” 

Whereas,  the  samples  submitted  have  been  inspected  by 
the  Board  which  finds  that  the  order  of  the  Fire  Commis¬ 
sioner  should  be  affirmed. 

Resolved,  that  the  decision  of  the  Fire  Commissioner 
dated  May  10,  1963  acting  on  Folder  122-pending,  Objection 
No.  1  be  and  it  hereby  is  affirmed  and  that  the  appeal  be 
and  it  hereby  is  denied. 

1394-61-A 

APPLICANT — Stanley  Zorin  for  Starle  Corporation,  own¬ 
er. 

SUBJECT — Application  filed  August  31,  1961 — Appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  Sprinkler  Sys¬ 
tem. 

PREMISES  AFFECTED— 144  Park  Row,  north  side,  68 
feet,  5V2  inches  west  of  Pearl  Street,  Block  150,  Lot  43, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept 
ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ 5 


842-61-A 

APPLICANT — G.  and  W.  Realty  Company,  owner;  Wal¬ 
ter  Yokel  and  Company,  Inc.,  lessee. 

SUBJECT — Application  June  6,  1961 — Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED — 10  Greene  Street,  south  side, 
122  feet  east  of  Canal  Street,  Block  230,  Lot  13,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  10,  1963, 
at  2  P.M.  for  hearing;  applicant  to  be  notified  to  be 
present. 


1203-61-A 

APPLICANT — Hodges  Reavis,  McGrath  and  Downey  for 
Country  Leasing  Corp.,  owner. 

SUBJECT — Application  July  25,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commission  re-  sprinkler 
system. 


1424 


MINUTES 


PREMISES  AFFECTED— 3849  (3797-3849)  Nostrand 

Avenue,  east  side,  from  Avenue  Y  to  Avenue  Z,  Block 
7446,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  December  17,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1338-61-A 

APPLICANT— Thomas  Zarras,  lessee  for  226  Washington 
Street  Realty  Corporation,  owner. 

SUBJECT— Application  August  IS,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 226  Washington  Street,  west 
side,  25  feet  north  of  Barclay  Streets,  Block  128,  Lot  50-4, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Alex  L.  Rosen. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  December  17,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1356-61-A 

APPLICANT — Levy,  Murphy  and  Stolz  for  Towers 
Stores,  Incorporated,  owner. 

SUBJECT— Application  August  17,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 542-546  West  22nd  Street, 
south  side,  200  feet  east  of  11th  Avenue,  Block  693,  Lot 
56,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Bernard  Weinstein. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  December  17,  1963, 
at  2  P.M.  for  inspection  and  decision. 


1389-61-A 

APPLICANT — Samuel  Rosenblum  for  Brookside  Realty 
Company,  owner. 

SUBJECT — Application  filed  August  31,  1961 — Appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  Sprinkler  Sys¬ 
tem. 

PREMISES  AFFECTED — 326  Seventh  Avenue,  west  side, 
49  feet,  2  inches  north  of  west  28th  Street,  Block  778, 
Lot  38,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  December  17,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1399-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Helen  J. 
Young,  owner. 

SUBJECT — Application  filed  August  18,  1961  —  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  Sprinkler 
System. 

PREMISES  AFFECTED— 42  White  Street,  north  side, 
50  feet  west  of  Sixth  Avenues,  Block  193,  Lot  13,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  G.  P.  Monaghan. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 


ACTION  OF  BOARD — Laid  over  to  December  17,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1400-61-A 

APPLICANT — Monaghan  and  Mattingly  for  48-52  Divi¬ 
sion  Street,  Corp.,  owner. 

SUBJECT — Application  August  4,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 48  Division  Street,  northeast 
corner  of  Chrystie  Street,  Block  289,  Lot  52,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  G.  P.  Monaghan. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  January  7,  1964,  at 
2  P.M.  at  request  of  applicant. 


1401-61-A 

APPLICANT — Monaghan  and  Mattingly  for  48-52  Divi¬ 
sion  Street  Corporation,  owner. 

SUBJECT — Application  August  4,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 50  Division  Street,  north  side, 
20  feet  east  of  Chrystie  Street,  Block  289,  Lot  52,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  G.  P.  Monaghan. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept 

ACTION  OF  BOARD — Laid  over  to  January  7,  1964,  at 
2  P.M.  at  request  of  applicant. 


1405-61-A 

APPLICANT — William  Silver  for  International  Leather 
Company  Incorporated,  owner. 

SUBJECT- — Application  September  6,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 57  Beekman  Street,  south  side, 
50  ft.  east  of  Gold  St.,  87  Ann  Street,  Block  93,  Lot  34, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  Silver. 

For  Administration:  Lieut.  John  P  .Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  December  17,  1963, 
at  2  P.M.  at  request  of  applicant. 


1412-61-A 

APPLICANT — Samuel  Rosenblum  for  Times  Square 
Realty  Corporation,  owner. 

SUBJECT — Application  filed  September  7,  1961 — Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED— 150  West  36th  Street,  south 
side,  200  feet  east  of  Seventh  Avenue,  Block  811,  Lot  60, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum  and  John  F.  Bauer. 
For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  December  17,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1417-61-A 

APPLICANT — Mario  La  Rossa  for  Jacob  Palgon,  owner. 
SUBJECT — Application  filed  September  11,  1961 — Appeal 
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from  a  decision  of  the  Fire  Commissioner,  re-  Sprinkler 
System. 

PREMISES  AFFECTED — 2252  Newbold  Avenue,  south 
side,  240  feet  west  of  Havemeyer  Street,  Block  3822,  Lot 
31,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Mario  La  Rossa  and  Palgon  Henry. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  December  17,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1420-61-A 

APPLICANT — Monaghan  and  Mattingly  for  48-52  Divi¬ 
sion  Street  Corporation,  owner. 

SUBJECT — Application  filed  August  4,  1961 — Appeal  from 
order  and  a  decision  of  the  Fire  Commissioner,  re-  Sprink¬ 
ler  System. 

PREMISES  AFFECTED — 52  Division  Street,  north  side, 
50  feet  east  of  Chrystie  Street,  Block  289,  Lot  52,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  G.  P.  Monaghan. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept 

ACTION  OF  BOARD — Laid  over  to  January  7,  1964,  at 
2  P.M.  at  request  of  applicant. 


57-63-A 

APPLICANT — Herman  Kron  for  Merberg  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  8,  1963 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  pro¬ 
vide  an  approved  uniform  watchman  service  etc. 
PREMISES  AFFECTED — 28-30  West  22nd  Street,  south 
side,  395.6  feet  west  of  Avenue  of  the  Americas,  Block 
823,  Lot  59,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Herman  Kron,  Lewis  Singer  and  Jack 
Coopersmith. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  January  14,  1964, 
at  2  P.M.  for  inspection  and  decision;  applicant  to  submit 


revised  drawings  and  obtain  new  decision  from  the  De¬ 
partment  of  Buildings. 


460-63-A 

APPLICANT — Henry  Nordheim  for  2830  Concourse  Cor¬ 
poration,  owner. 

SUBJECT— Application  May  31,  1963 — Filed  pursuant  to 
Section  310  of  the  Multiple  Dwelling  Law  for  variance  of 
Section  34,  sub  IB  (6)  of  the  Multiple  Dwelling  Law — 
cellar  apartment. 

PREMISES  AFFECTED — 2830  Grand  Concourse,  north¬ 
east  corner  of  East  197th  Street,  Block  3304,  Lot  146, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  continued. 


741-63-A 

APPLICANT — Max  M.  Lome,  in  behalf  of  2nd  Beech 
Hills  Corporation,  and  Miriam  K.  Stoier. 

OWNER  OF  RECORD — Banner  Holder  Corporation  c/o 
Dreyer  and  Taub. 

SUBJECT — Application  September  24,  1963 — Revocation 
of  Permit  re-  N.B.  9049  Permit  4662/63. 

PREMISES  AFFECTED — 242-02  61st  Avenue,  southeast 
corner  of  241st  Street,  Block  8291,  Lot  100,  Douglaston, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Max  M.  Lome,  Rosina  S.  Juliano,  Miriam 
Randall,  Herman  D.  Blume,  Jr.,  William  Ginsburg, 
M.  Robbins  and  others. 

For  Opposition:  Max  Siegal,  Murray  B.  Felton  and 
Maurice  B.  Levien. 

For  Administration:  Walter  F.  Shaw,  Borough  Presi¬ 
dents  office  and  Allen  A.  Sonber,  Dept,  of  Buildings. 
ACTION  OF  BOARD — Laid  over  to  December  17,  1963, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


Adjourned  5  :00  P.M. 

James  P.  Mulroy,  Secretary 


RULES 


Fire  Drill  Rules,  Adopted  by  the  Board  of  Standards  and  Appeals,  October  5,  1923 


(593-23-SR) 

DEFINITION  OF  “FIRE  DRILL” 

The  method  and  practice  of  the  systematic  and  orderly 
vacating  of  a  building  by  its  occupants  in  case  of  emer¬ 
gency,  panic  or  fire  in  the  least  possible  time — by  the 
nearest  safe  means  of  exit — and  the  use  of  fire  appliances 
which  shall  be  provided  for  the  extinguishing  or  retard¬ 
ing  of  fire  and  the  safeguarding  of  human  life. 

Rule  1. 

In  all  buildings  as  defined  in  Article  1,  Section  10  of 
the  Labor  Law  in  which  fire  drills  are  required  pursuant 
to  Section  279  thereof  and  in  any  other  building  in  which 


such  drills  are  required  by  the  Fire  Commissioner  pur¬ 
suant  to  the  power  conferred  in  section  491  of  the  New 
York  City  Charter,  it  shall  be  the  duty  of  the  owners, 
lessees  or  tenants  to  conduct  fire  drills  monthly  and  at 
such  other  times  as  the  Fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the 
owner  or  tenants  shall  appoint  from  among  their  em¬ 
ployees  such  responsible  and  dependable  persons,  male 
or  female,  who  shall  efficiently  perform  the  duties  of 
the  various  positions  of  the  fire  drill  organization  as 
specified  on  the  accompanying  chart. 

It  shall  be  the  duty  of  the  owner  or  tenant  to  enter  in 
the  blank  spaces  provided  for  that  purpose  in  said  chart 
the  names  of  persons  so  selected  and  post  said  chart  and 
copies  of  the  rules  in  a  conspicuous  place. 


1426 


RULES 


FIRE  DRILL  ORGANIZATION 

Premises  . 

Name  of  concern  . 

Building  No . Story . 

FOREMAN  OR  PERSON  IN  CHARGE 
Regular  Substitute 

WATCHMAN 


MALE  SEARCHER 

FEMALE  SEARCHER 

STREET  ALARM  BOX  RUNNER 


Squad  Monitors 
..Squad  No.  1... 

u  «  9 


«  « 


«  « 


«  « 


«  “  6. 


Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  enforce 
and  have  full  charge  of  the  “Fire  Drill”  in  every  factory 
on  each  floor.  Each  day  before  work  is  begun  he  shall 
see  that  extinguishers,  fire  hose,  fire  buckets,  etc.,  are  in 
readiness  for  use,  exit  doors  are  unlocked,  aisles  are  free 
from  obstruction,  that  stairways,  halls,  etc.,  are  properly 
lighted,  and  shall  remedy  any  dangerous  condition  found 
to  exist.  Immediately  after  work  is  commenced  he  .  shall 
check  up  the  Fire  Drill  Organization  list  and  note  if  the 
regularly  assigned  persons  are  present;  if  any  are  found 
to  be  absent,  he  shall  assign  other  employees  (if  prac¬ 
ticable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc. 

He  shall  be  familiar  with  the  operation  and  location  of 
the  interior  alarm  signal  box  on  his  floor. 

He  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintendent 
or  other  person  in  charge  of  the  building  and  advise  him 
of  the  fact.  The  (Floor  Captain’s)  Foreman’s,  orders  are 
final  as  to  the  carrying  out  of  the  fire  drill  on  his  particular 
floor. 


FIRE  BRIGADE 


Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windows 
are  closed  so  as  to  prevent  the  spread  of  fire.  The 
WATCHMEN  shall  be  the  only  persons  permitted  to  re¬ 
main  on  the  floor  during  the  progress  of  a  fire  drill  and 
do  so  at  their  own  risk.  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  In  special 
cases,  however,  extra  watchmen  may  be  assigned  by  con¬ 
sent  in  writing  from  Fire  Commissioner. 


EXIT  GUARDS 

Rule  4.  Duties  of  Searchers. 

Exit . 

The  MALE  AND  FEMALE  SEARCHERS  shall  search 

“  .  all  toilets,  dressing  rooms  and  emergency  rooms  used  and 

frequented  by  their  sex  and  all  other  portions  of  the  floor 

«  .  and  order  all  persons,  except  those  authorized  to  remain,  to 

leave  the  premises.  They  are  to  take  care  of  and  assist 
„  all  persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediately  after 
«  .  the  last  squad  leaves. 
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RULES 


Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET-ALARM-BOX-RUNNER  shall  be  famil¬ 
iar  with  the  location  of  the  nearest  city  fire  alarm  box  and 
know  how  it  is  operated. 

In  ordinary  practice  fire  drills  the  STREET- ALARM- 
BOX-RUNNER  shall  report  to  the  Foreman  for  orders, 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  of  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET- 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm  box 
and  send  in  the  fire  alarm. 


Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  arrival 
of  the  Fire  Department,  any  fire  that  may  occur.  When  it 
is  necessary  for  the  fire  brigade  to  respond  to  different 
floors  in  the  building  they  shall  not  use  the  stairways  or 
fire  escapes  while  the  occupants  are  escaping  from  the 
premises. 


Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all  exit 
doors  leading  to  fire  escapes,  stairways,  and  other  means 
of  escape  immediately  upon  the  sounding  of  the  alarm. 
There  shall  be  two  guards  for  each  exit,  if  practicable; 
one  to  stand  in  the  hallway  holding  back  the  door  and  the 
other  directly  inside  on  the  floor.  They  are  to  keep  the 
exit  doors  open  and  direct  the  movements  of  the  persons 
using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  station. 
Then  close  their  doors  and  pass  out  of  the  building.  Upon 
signal  for  the  occupants  to  return,  EXIT  GUARDS  shall 
take  their  designated  stations  and  remain  there  until  all 
persons  have  returned  to  their  respective  floors. 


Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  not 
more  than  thirty  to  each  squad.  They  shall  see  that  all 
aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  respec¬ 
tive  squads  to  the  exit  assigned,  and  then  march  up  or 
down  the  stairs  or  to  other  exits  as  directed  by  the  EXIT 
GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interfer¬ 
ence  with  fire  apparatus.  When  the  proper  signal  is  given 
they  shall  return  to  their  respective  floors  at  head  of  their 
squads. 

MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 
manner. 


Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  mor>*h 


at  varied  hours  of  the  day,  and  all  of  the  occupants  shall 
participate  therein  simultaneously.  Such  drills  shall  con¬ 
duct  all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems  are 
installed  as  permitted  under  Rule  10.1  of  the  interior  fire 
alarm  rules  of  the  Board  of  Standards  and  Appeals,  the 
fire  drill  conducted  each  month  shall  include  all  of  the 
persons  on  the  premises  engaged  at  work  for  a  factory, 
and  drills  shall  be  conducted  at  least  twice,  each  year  in 
which  all  of  the  persons  on  the  premises  shall  participate 
simultaneously. 


Rule  10.  Duties  of  Owner. 

It  shall  be  the  duty  of  the,  OWNER,  LESSEE  OR 
TENANT  OF  THE  BUILDING  or  his  authorized  agent 
or  their  representatives  to  personally  observe  that  the 
“Fire  Drill”  is  held  simultaneously  on  every  floor  of  the 
building  and  the  participation  therein  of  every  occupant  of 
such  building.  Any  FIRE  DRILL  in  which  all  of  the 
occupants  do  not  participate  shall  not  be  considered  as  com¬ 
plying  with  the  LAW,  except  as  otherwise  provided  in 
these  rules. 

The  person  or  persons  representing  the  OWNERS, 
LESSEE  OR  TENANT,  who  supervises  the  FIRE  DRILL 
at  the  building  shall  submit  to  an  examination  by  the 
Division  of  Fire  Prevention  as  to  their  experience  and 
general  fitness  for  such  duties,  and  shall  be  so  certified  in 
writing  by  the  FIRE  COMMISSIONER. 

It  shall  be  the  duty  of  the  ENGINEER,  SUPERIN¬ 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  build¬ 
ing  having  an  interior  fire  alarm  system  to  test  such  system 
daily,  immedately  after  the  beginning  of  business,  and  to 
see  that  all  apparatus  operated  by  springs,  requiring  wind¬ 
ing  are  rewound  after  each  alarm  and  kept  in  normal  con¬ 
dition  for  operation. 


Rule  11.  Duties  of  Engineer. 

Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs,  etc.,  being 
made,  the  PERSON  IN  CHARGE  OF  BUILDING  will 
first  notify  all  Foremen  of  the  several  floors  of  the  in¬ 
tended  test  and  likewise  notify  them  when  the  repairs,  etc. 
are  completed.  This  precaution  is  taken  to  prevent  con¬ 
fusion  and  excitement,  also  misunderstanding  of  the  alarm 
signals. 

It  shall  also  be  the  duty  of  the  PERSON  IN  CHARGE 
OF  BUILDING  to  sound  the  interior  alarm  system  at 
irregular  intervals,  but  not  less  than  once  each  calendar 
month,  for  the  purpose  of  holding  practice  fire  drills.  He 
shall  keep  on  the  premises  a  record  of  such  drills,  show¬ 
ing  the  date  when  held  and  the  required  time  for  all 
occupants  to  reach  the  street  or  a  point  of  safety  outside 
the  building. 

The  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of  the 
“Fire  Drill”  Organization  and  its  purport. 


Rule  12.  Registration. 

The  name  and  address  of  every  person,  corporation  or 
co-partnership,  that  will  under  professional  service,  carry 
on  the  trade,  business  or  calling  of  establishing,  main¬ 
taining  or  supervising  the  “Fire  Drill”  shall  be  registered 
in  the  Fire  Department,  which  Department  shall,  upon 
evidence  of  fitness,  grant  a  certificate  to  that  effect. 
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NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  to 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 
copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
80  Lafayette  Street,  9th  Floor,  Manhattan,  at  five  cents 
each — add  postage  payment  if  the  forms  are  forwarded  by 
mail.  Purchase  payment  by  postage  stamps  NOT  ACCEPT¬ 
ABLE. 


L 
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COURT  DECISION 

Matter  of  Clearview  Gardens  Pool  Club,  Inc.,  pet.  (Foley,  res.; 
Grodzinski,  intervenors-res. — On  May  14,  1963,  the  Board  granted 
an  appeal  which  reversed  the  decision  of  the  Borough  Superintend¬ 
ent  in  regard  to  the  revocation  of  N.B.  Application  5149-61 ;  Calen¬ 
dar  Number  39-63-A ;  Premises  28-55  216th  Street,  east  side,  481 
feet  south  of  Shore  Avenue,  Block  6019,  Lots  1  and  5,  Bayside, 
Borough  of  Queens. 

The  Appellate  Division,  Second  Judicial  Department,  by  Ughetta, 
Acting  P.  J. ;  Kleinfeld,  Christ,  Hill  and  Rabin,  JJ.,  ruled: 

“Determination  annulled,  without  costs,  and  respondent  board 

directed  to  reinstate  the  permit . We  are  also 

of  the  opinion  that  the  record  establishes  that  the  petitioner 
acquired  a  vested  right  in  the  permit,  in  that  after  its  issu¬ 
ance  the  petitioner  proceeded  with  the  construction  work  in 
pursuance  of  the  permit  and  incurred  liabilities  with  respect 
to  the  work  and  materials  involved  in  the  construction  ;  hence, 
the  board  had  no  right  to  revoke  the  permit.” 

(N.Y.  Law  Journal,  November  29,  1963,  page  13). 


James  P.  Mulroy,  Secretary 


John  B.  Cincotta,  Chief  Clerk 
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CALENDAR 


APPLICATIONS  FOR  EXTENSION  OF  TIME 
TO  PERMIT  THE  COMPLETION  OF 
CONSTRUCTION 

( Filed  Pursuant  to  Sections  11-32  and  11-33) 

New  Cases  Filed  through  December  10,  1963. 

Cal.  No.  Dept.  Premises  Affected 

11-63-BZY — B.Bx — 450  East  169th  Street,  N.B.  1359-59. 


12-63-BZY — B.Bx — 1285  Washington  Avenue,  N.B. 
1360-59. 


13-63-BZY— B.Bx— 897  East  233rd  Street,  N.B.  78-60. 


14-63-BZY — B.B. — 2202  East  16th  Street,  N.B.  5806, 


15-63-BZY — B.B. — 2204  East  16th  Street,  N.B.  5807. 


16-63-BZY — B.B. — 2210  East  16th  Street,  N.B.  5808. 


17-63-BZY — B.B. — 2212  East  16th  Street,  N.B.  5809. 


18-63-BZY — B.B. — 2216  East  16th  Street,  N.B.  5810. 


19-63-BZY — B.B. — 2218  East  16th  Street,  N.B.  5811. 


20-63-BZY — B.B. — 2224  East  16th  Street,  N.B.  5812. 


21-63-BZY — B.B. — 2226  East  16th  Street,  N.B.  5813. 


22-63-BZY — B.B. — 2230  East  16th  Street,  N.B.  5814. 


23-63-BZY— B.B. —2232  East  16th  Street,  N.B.  5815. 


24-63-BZY — B.B. — 2238  East  16th  Street,  N.B.  5816. 


25-63-BZY— B.B. —2240  East  16th  Street,  N.B.  5817. 


26-63-BZY — B.B. — 2244  East  16th  Street,  N.B.  5818. 


27-63-BZY— B.B. —2246  East  16th  Street,  N.B.  5819. 


28-63-BZY — B.B. — 2252  East  16th  Street,  N.B.  5820. 


29-63-BZY— B.B.— 2254  East  16th  Street,  N.B.  5821. 


30-63-BZY — B.B. — 2258  East  16th  Street,  N.B.  5822. 


31-63-BZY— B.M.— 1511-17  York  Avenue,  and  443-451 
East  80th  Street,  N.B.  11-61. 


32-63-BZY— B.M.— 1533-1547  York  Avenue  N.B.  10-61. 


33-63, -BZY — B.Bx — 2100  Eastchester  Road,  N.B.  1099- 
61. 


34-63-BZY — B.M. — 201-205  Lexington  Avenue,  N.B. 
20-60.  2 


35-63-BZY— B.B. —7202  Avenue  T,  N.B.  3498-61. 


36-63-BZY — B.B. — 7204  Avenue  T,  N.B.  3479-61. 


37-63-BZY — B.B. — 7208  Avenue  T,  N.B.  3496-61. 


38-63-BZY — B.B. — 7210  Avenue  T,  N.B.  3495-61. 


39-63-BZY — B.B. — 7222  Avenue  T,  N.B.  3494-61. 


40-63-BZY— B.Q.— 78-40  164th  Street,  N.B.  4398-61. 


41-63-BZY — B.Bx — 3410  DeReimer  Avenue,  N.B.  917-61. 


42-63-BZY — B.M. — 200  Park  Avenue,  N.B.  238-59. 


43-63-BZY — B.M. — 1206-1216  Avenue  of  the  Americas, 
N.B.  20-61. 


44-63-BZY— B.M.— 134-146  West  51st  Street,  N.B.  238-60. 


45-63-BZY— B.M.— 757-765  Third  Avenue,  N.B.  34-61. 


46-63-BZY— B.Q.— 46-10  61st  Street,  N.B.  2733-59. 


47-63-BZY — B.R. — 101  Daniel  Low  Terrace,  N.B.  1294- 
61. 


48-63-BZY — B.R. — 100  Belmont  Place,  N.B.  1295-61. 


49-63-BZY — B.R. — 595  Forest  Avenue,  N.B.  3197-61. 


50-63-BZY— B.M.— 615-625  West  178th  Street,  N.B. 
172-60. 


51-63-BZY— B.M.— 601-611  West  178th  Street,  N.B. 

173-60. 


52-63-BZY— 595-599  West  178th  Street,  N.B.  174-60. 


53-63-BZY— 551-561  West  178th  Street  N.B.  4352. 


54-63-BZY — B.B. — 225-233  Montgomery  Street,  N.B. 

2453-60. 


55-63-BZY — B.B. — 189-223  Montgomery  Street,  N.B. 
208-61. 


56-63-BZY — B.B. — 178-187  Montgomery  Street,  N.B. 
209-61. 


57-63-BZY— B.M.— 343-371  East  63rd  Street,  N.B.  8-61. 


58-63-BZY— B.M.— 318-332  East  23rd  Street,  N.B.  348- 
61. 


59-63-BZY — B.M. — 382-90  Second  Avenue,  N.B.  349-61. 


60-63-BZY — B.R. — 640  Willowbrook  Road,  N.B.  1408-61. 


61-63-BZY — B.R. — 950  Clove  Road,  N.B.  3219-61. 


62-63-BZY — B.R. — 980  Clove  Road,  N.B.  3220-61. 
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63-63-BZY — B.R. — 1020  Clove  Road,  N.B.  3221-61. 


64-63-BZY — B.R. — 1050  Clove  Road,  N.B.  3222-61. 


65-63-BZY — B.R. — 1080  Clove  Road,  N.B.  3223-61. 


66-63-BZY — B.M. — 20  Seventh  Avenue,  N.B.  78-59. 


67-63-BZY — B.R. — 20  Cliff  Street,  (swimming  pool), 
N.B.  2294-61. 


68-63-BZY — B.R. — 20  Cliff  Street,  N.B.  2253-61. 


69-63-BZY — B.R. — 3143  Amboy  Road,  N.B.  3041-61. 


70-63-BZY — B.R. — 3155  Amboy  Road,  N.B.  3040-61. 


71-63-BZY — B.R. — 3161  Amboy  Road,  N.B.  3042-61. 


72-63-BZY — B.B. — 578  East  88th  Street,  N.B.  4442-61. 


73-63-BZY — 580  East  88th  Street,  N.B.  4443-61. 


74-63-BZY — B.B. — 582  East  88th  Street,  N.B.  4444-61. 


75-63-BZY — B.B. — 584  East  88th  Street,  N.B.  4445-61. 


76-63-BZY — B.B. — 588  East  88th  Street,  N.B.  4446-61. 


77-63-BZY — B.B. — 590  East  88th  Street,  N.B.  4447-61. 


78-63-BZY — B.B. — 594  East  88th  Street,  N.B.  4448-61. 


79-63-BZY — B.B. — 8714  Bedell  Lane,  N.B.  5433-61. 


80-63-BZY — B.B. — 653  East  59th  Street,  N.B.  5349-61. 


81-63-BZY — B.B. — 651  East  59th  Street,  N.B.  5350-61. 


82-63-BZY — B.B. — 649  East  59th  Street,  N.B.  5351-61. 


83-63-BZY — B.B. — 620  East  59th  Street,  N.B.  5358-61. 


84-63-BZ Y — B . B . — 608  East  59th  Street,  N.B.  5352-61. 


85-63-BZY — B.B. — 610  East  59th  Street,  N.B.  5353-61. 


86-63-BZY — B.B. — 612  East  59th  Street,  N.B.  5354-61. 


87-63-BZY — B.B. — 614  East  59th  Street,  N.B.  5355-61. 


88-63-BZY — B.B. — 616  East  59th  Street,  N.B.  5356-61. 


89-63-BZ Y — B.B. — 618  East  59th  Street,  N.B.  5357-61. 


90-63-BZY — B.B. — 622  East  59th  Street,  N.B.  5359-61. 


91-63-BZY— B.Q.— 68-12  78th  Street,  N.B.  9085-61. 


92-63-BZY— B.Q.— 54-71  72nd  Street,  N.B.  9055-61. 


93-63-BZY— B.Q.— 73-01  68th  Road,  N.B.  8784-61. 


94-63-BZY— B.Q.— 68-49  76th  Street,  N.B.  8785-61. 


95-63-BZY— B.Q.— 76-07  69th  Road,  N.B.  8786-61. 


96-63-BZY— B.Q.— 78-17  67th  Drive,  N.B.  8788-61. 


97-63-BZY— B.Q.— 60-04  59th  Drive,  N.B.  8791-61. 


98-63-BZY— B.Q.— 73-19  67th  Drive,  N.B.  8793-61. 


99-63-BZY — B.Q. — 79-36  68th  Avenue,  N.B.  8794-61. 


100-63-BZY — B.Q. — 78-12  69th  Road,  N.B.  9083. 


101-63-BZY — B.Q. — 68-14  78th  Street,  N.B.  9084-61. 


102-63-BZY — B.Q. — 20-10  Hazen  Street,  N.B.  5426-61. 


103-63-BZY — B.Q. — 20-12  Hazen  Street,  N.B.  5425-61. 


104-63-BZY — B.Q. — 20-14  Hazen  Street,  N.B.  5424-61. 


105-63-BZY — B.Q. — 20-16  Hazen  Street,  N.B.  5423-61. 


106-63-BZY— B.Q.— 20-18  Hazen  Street,  N.B.  5422-61. 


107-63-BZY — B.Q. — 20-20  Hazen  Street,  N.B.  5421-61. 


108-63-BZY — B.Bx — 855  East  233rd  Street,  N.B.  1305-61. 


109-63-BZ Y — B.B. — 7302  Avenue  T,  N.B.  3492-61. 


110-63-BZY — B.B.  7304  Avenue  T,  N.B.  3491-61. 


111-63-BZY — B.B. — 7308  Avenue  T,  N.B.  3490-61. 


112-63-BZY — B.B. — 7310  Avenue  T,  N.B.  3489-61. 


113-63-BZY — B.B. — 7312  Avenue  T,  N.B.  3488-61. 


114-63-BZY — B.B. — 7314  Avenue  T,  N.B.  3487-61. 


115-63-BZY — B.B. — 7318  Avenue  T,  N.B.  3486-61. 


116-63-BZY — B.B. — 7320  Avenue  T,  N.B.  3485-61. 


117-63-BZY— B.M.— 517-523  East  71st  Street,  N.B.  229- 
61. 


118-63-BZY — B.B. — 1759  Hendrickson  Street,  N.B.  1944- 
61. 


119-63-BZY—B.M.— 420-422 

89/59. 

West 

59th 

Street, 

Alt. 

120-63-BZY—B.M.— 420-422 
90/59 

West 

59th 

Street, 

Alt. 
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121-63-BZY— B.M.— 420-422 
91/59. 

West 

59th 

Street, 

Alt. 

122-63-BZY — B.M. — 421-423 
1343/59. 

West 

58th 

Street, 

Alt. 

123-63-BZY — B.M. — 1 101-1 119  Amsterdam 
114/61. 

Avenue, 

N.B. 

124-63-BZY— B.M.— 417-421 

West 

114th 

Street, 

Alt. 

2386/61. 


125-63-BZY — 81-80  Pitkin  Avenue,  N.B.  4935-61. 


126-63-BZY — B.B. — 2044  East  18th  Street,  N.B.  2946-61. 


127-63-BZY — B.B. — 611  Banner  Avenue,  N.B.  1467-61. 


128-63-BZY — B.Q. — 114-03  Queens  Boulevard,  N.B. 
318-61. 


129-63-BZY— B.Q.— 138-70  Elder  Avenue,  N.B.  4709-61. 


130-63-BZY— B.M.— 401-413  West  16th  Street,  N.B. 
193-60. 


131-63-BZY — B.M. — 418  West  17th  Street,  N.B.  164-60. 


132-63-BZY— B.M.— 400-412  West  17th  Street,  N.B.  195- 
60. 


133-63-BZY— B.M.— 430-434  West  17th  Street,  N.B. 
196-60. 


134-63-BZY— B.M.— 427-431  West  17th  Street,  N.B. 
197-60. 


135-63-BZY — B.M. — 419  West  17th  Street,  N.B.  198-60. 


136-63-BZY— B.M.— 117-121  9th  Avenue,  N.B.  199-60. 


137-63-BZY— B.M.— 401-411  West  18th  Street,  N.B. 
200-60. 


138-63-BZY — B.M. — 420  West  19th  Street,  N.B.  201-60. 


139-63-BZY— B.M.— 400-412  West  19th  Street,  N.B. 

202-60. 


140-63-BZY — B.M. — 401-419  West  19th  Street,  N.B. 

203-60. 


141-63-BZY — B.M. — Robert  Fulton  Houses  Garage,  N.B. 

204-63. 


142-63-BZY— B.M.— 111-117  West  90th  Street,  N.B.  203- 


143-63-BZY — B.M. — 133  West  90th  Street,  N.B.  204-61. 


144-63-BZY — B.M. — 141  West  90th  Street,  N.B.  205-61. 


145-63-BZY— B.Bx— 1801-1805  Crotona  Avenue,  N.B. 
353-61. 


146-63-BZY — B.Bx — 601-611  Crotona  Park  North,  N.B. 
354-61. 


147-63-BZY— B.Bx— 338  East  141st  Street,  N.B.  1455-60. 


148-63-BZY— B.Bx— 373  &  383  East  141st  Street,  N.B. 
1456-60. 


149-63-BZY — B.Bx — 340  Alexander  Avenue,  N.B.  1457- 
60. 


150-63-BZY— B.Bx— 350  &  360  East  143rd  Street,  N.B. 
1458-60. 


151-63-BZY— B.Bx— 355  East  143rd  Street,  N.B.  1459-60. 


152-63-BZY— B.Bx— 385  East  143rd  Street,  N.B.  1460- 
60. 


153-63-BZY— B.Bx— East  141st  Street,  N.B.  2335-61. 


154-63-BZY— B.Bx— 375  East  143rd  Street,  N.B.  1461-60. 


155-63-BZY — B.B. — 155  Summer  Avenue,  N.B.  1848-61. 


156-63-BZY— 919-929  DeKalb  Avenue,  N.B.  1849-61. 


157-63-BZY— 939-955  DeKalb  Avenue,  N.B.  1850-61. 


158-63-BZY — B.B. — 111  Lewis  Avenue,  N.B.  1851-61. 


159-63-BZY — B.B. — 999  DeKalb  Avenue,  N.B.  1852-61. 


160-63-BZY — B.B. — 130  Lewis  Avenue,  N.B.  1853-61. 


161-63-BZY — B.Bx — 2039  Blackrock  Avenue,  N.B.  1686- 
61. 


162-63-BZY — B.Bx — 2865  Kingsbridge  Terrace,  N.B. 
1691-61. 


163-63-BZY— B.Bx— 2015  Bruckner  Blvd.  N.B.  1688-61. 


164-63-BZY — B.B. — 1404  East  85th  Street,  N.B.  5583-61. 


165-63-BZY — B.B. — 1406  East  85th  Street,  N.B.  5584-61. 


166-63-BZY — B.B. — 1408  East  85th  Street,  N.B.  5585-61. 


167-63-BZY — B.B. — 1410  East  85th  Street,  N.B.  5586-61. 


168-63-BZY — B.B. — 1412  East  85th  Street,  N.B.  5587-61. 


169-63-BZY — B.B. — 1416  East  85th  Street,  N.B.  5588-61. 


170-63-BZY — B.B. — 1418  East  85th  Street,  N.B.  5589-61. 


171-63-BZY — B.B. — 1422  East  85th  Street,  N.B.  5590-61. 
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172-63-BZY — B.B. — 1424 

East 

•C 

4-> 

m 

oo 

Street, 

N.B. 

5591-61. 

202-63-BZY — B.B. — 1415 

East 

84th 

Street, 

N.B. 

5621-61. 

173-63-BZY — B.B. — 1426 

East 

85th 

Street, 

N.B. 

5592-61. 

203-63-BZY — B.B. — 1417 

East 

84th 

Street, 

N.B. 

5622-61. 

174-63-BZY — B.B. — 1428 

East 

85th 

Street, 

N.B. 

5593-61. 

204-63-BZY — B.B. — 1421 

East 

84th 

Street, 

N.B. 

5623-61. 

175-63-BZY — B.B. — 1430 

East 

85th 

Street, 

N.B. 

5594-61. 

205-63-BZY — B.B. — 1423 

East 

84th 

Street, 

N.B. 

5624-61. 

176-63-BZY — B.B. — 1432 

East 

85th 

Street, 

N.B. 

5595-61. 

206-63-BZY — B.B. — 1425 

East 

84th 

Street, 

N.B. 

5625-61. 

177-63-BZY — B.B. — 1436 

East 

85th 

Street, 

N.B. 

5596-61. 

207-63-BZY — B.B. — 1427 

East 

84th 

Street, 

N.B. 

5626-61. 

178-63-BZY — B.B. — 1438 

East 

85th 

Street, 

N.B. 

5597-61. 

208-63-BZY — B.B. — 1429 

East 

84th 

Street, 

N.B. 

5627-61. 

-i 

179-63-BZY — B.B. — 1440 

East 

85th 

Street, 

N.B. 

5598-61. 

209-63-BZY — B.B. — 1431 

East 

84th 

Street, 

N.B. 

5628-61. 

180-63-BZY — B.B. — 1442 

East 

85th 

Street, 

N.B. 

5599-61. 

210-63-BZY — B.B. — 1435 

East 

84th 

Street, 

N.B. 

5629-61. 

181-63-BZY — B.B. — 1446 

East 

85th 

Street, 

N.B. 

5600-61. 

211-63-BZY — B.B. — 1437 

East 

84th 

Street. 

N.B. 

5630-61. 

182-63-BZY — B.B. — 1448 

East 

85  th 

Street, 

N.B. 

5601-61. 

212-63-BZY — B.B. — 1439 

East 

84th 

Street, 

N.B. 

5631-61. 

183-63-BZY — B.B. — 1450 

East 

85th 

Street, 

N.B. 

5602-61. 

213-63-BZY — B.B. — 1441 

East 

84th 

Street, 

N.B. 

5632-61. 

184-63-BZY — B.B. — 1452 

East 

85th 

Street, 

N.B. 

5603-61. 

214-63-BZY — B.B. — 1445 

East 

84th 

Street, 

N.B. 

5633-61. 

185-63-BZY — B.B. — 1454 

East 

85th 

Street, 

N.B. 

5604-61. 

215-63-BZY — B.B. — 1447 

East 

84th 

Street, 

N.B. 

5634-61. 

186-63-BZY — B.B. — 1456 

East 

85th 

Street, 

N.B. 

5605-61. 

216-63-BZY — B.B. — 1449 

East 

84th 

Street, 

N.B. 

5635-61. 

187-63-BZY — B.B. — 1458 

East 

85th 

Street, 

N.B. 

5606-61. 

217-63-BZY — B.B. — 1451 

East 

84th 

Street, 

N.B. 

5636-61. 

188-63-BZY — B.B. — 1460 

East 

85th 

Street, 

N.B. 

5607-61. 

218-63-BZY — B.B. — 1453 

East 

84th 

Street, 

N.B. 

5637-61. 

189-63-BZY — B.B. — 1464 

East 

85th 

Street, 

N.B. 

5608-61. 

219-63-BZY — B.B. — 1455 

East 

84th 

Street, 

N.B. 

5638-61. 

190-63-BZY — B.B. — 1466 

East 

85th 

Street, 

N.B. 

5609-61. 

220-63-BZY — B.B. — 1457 

East 

84th 

Street, 

N.B. 

5639-61. 

191-63-BZY — B.B. — 1468 

East 

85th 

Street, 

N.B. 

5610-61. 

221-63-BZY — B.B. — 1459 

East 

84th 

Street, 

N.B. 

5640-61. 

192-61-BZY — B.B. — 1470 

East 

85th 

Street, 

N.B. 

5611-61. 

222-63-BZY — B.B. — 1463 

East 

84th 

Street, 

N.B. 

5641-61. 

193-61-BZY — B.B. — 1472 

East  85th  Street,  N.B.  5612-61. 

223-63-BZY — B.B. — 1465 

East 

84th 

Street, 

N.B. 

5642-61. 

194-63-BZY — B.B. — 1474 

East  85th  Street,  N.B.  5613-61. 

224-63-BZY — B.B. — 1467 

East 

74th 

Strett,  N.B.  5643-61. 

195-63-BZY — B.B. — 1476 

East  85th  Street,  N.B.  5614-61. 

225-63-BZY — B.B. — 1469 

East 

84th 

Street, 

N.B.  5644-61. 

196-63-BZY — B.B. — 1480 

East  85th  Street,  N.B.  5615-61. 

226-63-BZY — B.B. — 1471 

East 

84th 

Street, 

N.B.  5645-61. 

197-63-BZY — B.B. — 1403 

East  84th  Street,  N.B.  5616-61. 

227-63-BZY — B.B. — 1473 

East 

84th 

Street, 

N.B.  5646-61. 

198-63-BZY — B.B. — 1405 

East  84th  Street,  N.B.  5617-61. 

228-63-BZY — B.B. — 1475 

East 

84th 

Street, 

N.B.  5647-61. 

199-63-BZY — B.B. — 1407 

East  84th  Street,  N.B.  5618-61. 

229-63-BZY — B.B. — 1479 

East 

84th 

Street,  N.B.  5648-61. 

200-63-BZY — B.B. — 1409  East  84th  Street,  N.B.  5619-61.  230-63-BZY— B.B.— 530  East  82nd  Street,  N.B.  1685-61. 


201-63-BZY — B.B. — 141 1  East  84th  Street,  N.B.  5620-61.  231-63-BZY— B.B.— 536  East  82nd  Street,  N.B.  1687-61. 
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232-63-BZY — B.B. — 538  East  82nd  Street,  N.B.  1688-61. 


233-63-BZY — B.B. — 540  East  82nd  Street,  N.B.  1689-61. 


234-63-BZY — B.B. — 542  East  82nd  Street,  N.B.  1690-61. 


235-63-BZY — B.B. — 548  East  82nd  Street,  N.B.  1692-61. 


236-63-BZY — B.B. — 529  East  81st  Street,  N.B.  1715-61. 


237-63-BZY — B.B. — 531  East  81st  Street,  N.B.  1716-64. 


238-63-BZY — B.B. — 535  East  81st  Street,  N.B.  1717-61. 


239-63-BZY — B.B. — 537  East  81st  Street,  N.B.  1718-61. 


240-63-BZ Y — B . B . — 602  East  82nd  Street,  N.B.  4674-61. 


241-63-BZY — B.B. — 604  East  82nd  Street,  N.B.  4675-61. 


242-63-BZY — B.B. — 608  East  82nd  Street,  N.B.  4676-61. 


243-63-BZY — B.B. — 610  East  82nd  Street,  N.B.  4677-61. 


244-63-BZY — B.B. — 612  East  82nd  Street,  N.B.  4678-61. 


245-63-BZY — B.B. — 614  East  82nd  Street,  N.B.  4679-61. 


246-63-BZY — B.B. — 618  East  82nd  Street,  N.B.  4680-61. 


247-63-BZY — B.B. — 620  East  82nd  Street,  N.B.  4681-61. 


248-63-BZY — B.B. — 622  East  82nd  Street,  N.B.  4682-61. 


249-63-BZY — B.B. — 624  East  82nd  Street,  N.B.  4683-61. 


250-63-BZY — B.B. — 628  East  82nd  Street,  N.B.  4684-61. 


251-63-BZY — B.B. — 630  East  82nd  Street,  N.B.  4685-61. 


252-63-BZY — B.B. — 632  East  82nd  Street,  N.B.  4686-61. 


253-63-BZY — B.B. — 634  East  82nd  Street,  N.B.  4687-61. 


254-63-BZY — B.B. — 638  East  82nd  Street,  N.B.  4688-61. 


255-63-BZY — B.B. — 640  East  82nd  Street,  N.B.  4689-61. 


256-63-BZY — B.B. — 642  East  82nd  Street,  N.B.  4690-61. 


257-63-BZY — B.B. — 644  East  82nd  Street,  N.B.  4691-61. 


258-63-BZY — B.B. — 648  East  82nd  Street,  N.B.  4692-61. 


259-63-BZY — B.B. — 668  East  82nd  Street,  N.B.  4700-61. 


260-63-BZY — B.B. — 670  East  82nd  Street,  N.B.  4701. 


261-63-BZY — B.B. — 674  East  82nd  Street,  N.B.  4703. 


262- 63-BZY — B.B. — 676  East  82nd  Street,  N.B.  4704. 

263- 63-BZY — B.B. — 562  East  87th  Street,  N.B.  4469-61. 

264- 63-BZY — B.Q. — 69-70  Grand  Central  Parkway 

N  W.C.  70th  Road,  N.B.  6815-61. 


265- 63-BZY — B.Bx — 3260  Cruger  Avenue,  N.B.  217-61. 

266- 63-BZY — B.Bx — 30  &  34  Pilot  Street,  51  &  55  Mar¬ 
ine  Street,  75-06  West  of  William  Avenue,  City  Island, 

N.B.  2360-61. 


267-63-BZY — B.R. — 9  Downey  Place,  N.B.  2557-61. 
_ _  ^  t",  n  t~\ _ M  R  2360-61 . 


269- 63-BZY — B.R. — 15  Downey  Place,  N.B.  2559-61. 

270- 63-BZY — B.R. — 11  Downey  Place,  N.B.  2558-61. 


271-63-BZY — B.Q. — 18-40 
Bayside,  N.B.  4866-61. 


272-63-BZY — B.Q. — 18-70 
Bayside,  N.B.  4867-61. 


273-63-BZY — B.Q. — 23-02 
Bayside,  N.B.  4868-61. 


274-63-BZY — B.Q. — 23-20 
Bayside,  N.B.  4869-61. 


275-63-BZY — B .  Q  .—207-65 


Corporal  Kennedy  Street, 
Corporal,  Kennedy  Street, 
Corporal  Kennedy  Street, 
Corporal  Kennedy  Street, 
26th  Avenue,  Bayside,  N.B. 


4870-61. 


276-63-BZY — B.Q. — 23-40  Corporal  Kennedy  Street, 
N.B.  4871-61. 


277-63-BZY — B.O. — 23-35  Corporal  Kennedy  Street, 
Bayside,  N.B.  4872-61. 


278- 63-BZY — B.O. — 23-05  Corporal  Kennedy  Street, 
Bayside,  N.B.  4873-61. 

279- 63-BZY— B.Q.— 209-50  23rd  Avenue,  Bayside,  N.B. 
5347-63. 


2ffO-63-BZY — B.Q. — 23-40  21st  Street,  Bayside,  N.B. 

4875-61. 


2R1-63-BZY— B.Q.— 209-15  26th  Avenue,  Bayside,  N.B. 

4876-61. 


282-63-BZY— B.Q.— 209-35  26th  Avenue,  Bayside,  N.B. 

4877-61. 


283-63-BZY— B.Q.— 210-21  23rd  Avenue,  Bayside,  N.B. 
4878-61. 


284-63-BZY— B.Q.— 210-10  23rd  Avenue,  Bayside,  N.B. 
4879-61. 
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285-63-BZY — B.Q. — 23-35  210th  Street,  Bayside,  N.B. 
4880-61. 


286-63-BZY — B.Q. — 210-15  26th  Avenue,  Bayside,  N.B. 
4881-61. 


287-63-BZY— B.M.— 520-528  East  81st  Street,  N.B. 
175-59. 


288-63-BZY — B.M. — 201-203  East  83rd  Street,  1471-1475 
Third  Ave.,  N.B.  338-61. 


289-63-BZY — B.M. — 8-18  West  15th  Street,  5-19  West 
14th  Street,  N.B.  111-61. 


290-63-BZY — B.M. — 47-61  East  9th  Street,  N.B.  239-59. 


291-63-BZY — B.Bx — 255  Fieldston  Terrace,  N.B.  1027-61. 


292-63-BZY— B.M. — 234-244  East  64th  Street  and  221- 
239  East  63rd  Street,  N.B.  142-59. 


293-63-BZY — B.M. — 827-835  Second  Avenue,  N.B.  229- 
59. 


294-63-BZY — B.M. — 234-240  East  63rd  Street  and  1185- 
1191  Second  Avenue,  N.B.  116-61. 


295-63-BZY — B.M. — 5-39  East  14th  Street,  N.B.  43-61. 


296-63-BZY — B.Bx. — 3827  Barnes  Avenue,  N.B.  2184- 
2188-61. 


297-63-BZY — B.Bx. — 3831  Barnes  Avenue,  N.B.  2184- 
2188-61. 


298-63-BZY — B.Bx. — 3829  Barnes  Avenue,  N.B.  2184- 
2188-61. 


299-63-BZY — B.Bx. — 3825  Barnes  Avenue,  N.B.  2184- 
2188-61. 


300-63-BZY — B.Bx. — 3833  Barnes  Avenue,  N.B.  2184- 
2188-61. 


301-63-BZY — B.Bx — 950  East  233rd  Street,  N.B.  331-61. 


302-63-BZY— B.Bx— 948  East  233rd  Street,  N.B.  332-61. 


303-63-BZY— B.Bx— 946  East  233rd  Street,  N.B.  333-61. 


304-63-BZY — B.Bx — 944  East  233rd  Street,  N.B.  334-61. 


305-63-BZY — B.Q. — 28-48  Little  Neck  Blvd.,  N.B.  5995- 


306-63-BZY — B.Q. — 28-44  Little  Neck  Blvd.,  N.B.  5996- 


307-63-BZY — B.Bx — 1952  Radcliff  Avenue,  N.B.  2138-61. 


308-63-BZY — B.Bx — 864-866  East  233rd  Street,  N.B. 
2189-61. 


309-63-BZY — B.Bx — 4365  3rd  Avenue.  N.B.  535-61. 


310-63-BZY — 108-20,  110-10  Horace  Harding  Express¬ 
way,  N.B.  4118-61. 


311-63-BZY — B.Q. — 68-11  Yellowstone  Boulevard,  N.B. 
8878-61. 


312-63-BZY — B.Q. — 110-17  Queens  Boulevard.  N.B. 

8878-61. 


313-63-BZY— B.M.— 341-343  East  75th  St.,  354-370  E. 
76th  St.,  1445-1459  First  Averv.e,  N.B.  237-61. 


314-63-BZY — B.Bx — 3535  Henry  Hudson  Parkway, 
N.B.  1708-61. 


315-63-BZY — B.Q. — 61-20  Grand  Central  Parkway,  N.B. 
4119-61. 


316-63-BZY — B.M. — 208-14  Central  Park  South,  N.B. 
332-61. 


317-63-BZY — B.M. — 470/76  Third  Avenue;  N.W.  Cor¬ 
ner  East  32nd  St.  #163/7,  N.B.  219-60. 


318-63-BZY — B.B. — 2027  East  Fifth  Street,  N.B.  81-61. 


319-63-BZY — B.M. — 857  Fifth  Avenue,  N.B.  276-61. 


320-63-BZY — B.M. — 436-446  East  84  Street,  N.B.  4-60. 


321-63-BZY — B.Bx — 1041  Pugsley  Avenue,  N.B.  1687-61. 


322-63-BZY — B.Q. — 56-45  Main  Street,  Alt.  1739/61. 


323-63-BZY— B.M.— 200-216  East  27th  Street,  N.  B. 
230/61. 


324-63-BZY— B.M.— 225-233  East  26th  Street,  N.  B. 
2/61. 


325-63-BZY— B.M.— 573-577  Third  Avenue,  N.B.  202/61. 


326-63-BZY — B.M. — 410-414  Lafayette  Street,  N.  B. 
207/61. 


327-63-BZY — B.Bx. — 777  Mace  Avenue,  N.  B.  1791/61. 


328-63-BZY — B.B. — 2292  Ralph  Avenue,  N.B.  5176/61. 


329-63-BZY — B.B. — 2288  Ralph  Avenue,  N.B.  5177/61. 


330-63-BZY — B.B. — 2286  Ralph  Avenue,  N.B.  5178/61. 


331-63-BZY — B.B. — 2282  Ralph  Avenue,  N.B.  5179/61. 


332-63-BZY — B.B. — 2280  Ralph  Avenue,  N.B.  5180/61. 


333-63-BZY — B.B. — 2278  Ralph  Avenue,  N.B.  5181/61. 


334-63-BZY — B.B. — 2276  Ralph  Avenue,  N.B.  5182/61. 
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335-63-BZY — B.B. — 2272  Ralph  Avenue,  N.B.  5183/61. 


336-63-BZY — B.B.  2270  Ralph  Avenue,  N.B.  5184-61. 


337-63-BZY — B.B. — 2268  Ralph  Avenue,  N.B.  5185-61. 


338-63-BZY — B.B. — 2266  Ralph  Avenue,  N.B.  5186/61. 


339-63-BZY — B.B. — 2262  Ralph  Avenue,  N.B.  5187/61. 


340-63-BZY — B.B. — 2260  Ralph  Avenue,  N.B.  5188/61. 


341-63-BZY — B.B. — 2258  Ralph  Avenue,  N.B.  5189/61. 


342-63-BZY — B.B. — 2256  Ralph  Avenue,  N.B.  5190/61 


343- 63-BZY- — B.B. — 2252  Ralph  Avenue,  N.B.  5191/61. 

-  138 

344- 63-BZY — B.B. — 2250  Ralph  Avenue,  N.B.  5192/61. 


345-63-BZY — B.B. — 2248  Ralph  Avenue,  N.B.  5193/61. 


346- 63-BZY — B.B. — 2246  Ralph  Avenue,  N.B.  5194/61. 

_ _  »rf 

347- 63-BZY — B.B. — 2242  Ralph  Avenue,  N.B.  5195/61^ 


348- 63-BZY — B.B. — 2240  Ralph  Avenue,  N.B.  5196/61. 

-  '  ^ 

349- 63-BZY — B.B. — 2238  Ralph  Avenue,  N.B.  5197/61. 

-  *5 

350- 63-BZY — B.B. — 2236  Ralph  Avenue,  N.B.  5198/61. 


351-63-BZY — B.B. — 2232  Ralph  Avenue,  N.B.  5199/61. 


353-63-BZY — B.B. — 2230  Ralph  Avenue,  N.B.  5200/61. 


353-63-BZY — B.B. — 2228  Ralph  Avenue,  N.B.  5201/61. 


354-63-BZY — B.B. — 2226  Ralph  Avenue,  N.B  .5202/61. 


355-63-BZY — B.B. — 2222  Ralph  Avenue,  N.B.  5203/61. 


356-63-BZY — B.B. — 2220  Ralph  Avenue,  N.B.  5204/61. 


357-63-BZY — B.B. — 2218  Ralph  Avenue,  N.B.  5205/61. 


358- 63-BZY — B.B. — 2216  Ralph  Avenue,  N.B.  5206/61. 

359- 63-BZY — B.B. — 2212  Ralph  Avenue,  N.B.  5207/61. 


360- 63-BZY — B.B. — 2210  Ralph  Avenue,  N.B.  5208/61. 

361- 63-BZY — B.B. — 2208  Ralph  Avenue,  N.B.  5209/61. 


362-63-BZY — B.B. — 2206  Ralph  Avenue,  N.B.  5210/61. 


363-63-BZY — B.B. — 2202  Ralph  Avenue,  N.B.  5211/61. 


364-63-BZY — B.M. — 1641,  1643  Madison  Avenue,  N.B. 

53-59. 


365-63-BZY — B.M. — 80  East  110th  Street,  N.B.  54-59. 


366-63-BZY — B.M. — 1589-1595-1605  Madison  Avenue, 
N.B.  55-59. 


367-63-BZY — B.M. — 70  East  108th  Street,  N.B.  56-59. 


368-63-BZY — B.Bx. — 735,  745,  755  East  152nd  Street, 
N.B.  1247-60. 


369-63-BZY — B.Bx. — 690-700  Westchester  Avenue,  N.B. 

1248-60. 


370-63-BZY — B.Bx.  —  720  Westchester  Avenue,  N.B. 

1249-60. 


371-63-BZY— B.Bx.— 711,  721,  731  Tinton  Avenue,  N.B. 

1250-60. 


372-63-BZY — B.Bx. — 710  Tinton  Avenue,  N.B.  1251-62. 


373-63-BZY — B.Bx. — 680-690  Tinton  Avenue,  N.B.  1252- 

60. 


374-63-BZY— B.Bx.— 815  East  152nd  Street,  N.B.  1253- 

60. 


375-63-BZY — B.B. — 85  Taylor  Street,  N.B.  2525-61. 


376-63-BZY — B.B. — 130  Clymer  Street,  N.B.  2526-61. 


377-63-BZY — B.B. — 125  Taylor  Street,  N.B.  2527-61. 


378-63-BZY — B.B. — 121  Wilson  Street,  N.B.  2530-61. 


379-63-BZY — B.B. — 99  Wilson  Street,  N.B.  2528-61. 


380-63-BZY — B.B. — 75  Wilson  Street,  N.B.  2529-61. 


381-63-BZY — B.Q. — 54-45  100  Street,  N.B.  7211-61. 


382-63-BZY — B.Q. — 53-21  100  Street,  N.B.  7212-61. 


383-63-BZY— B.Q.— 104-10  Ditmars  Blvd.,  N.B.  7104-61. 


384-63-BZY— B.Q.— 104-20  Ditmars  Blvd.,  N.B.  7105-61. 


385-63-BZY— B.Q.— 151-51  138  Avenue,  N.B.  7721-61. 


386-63-BZY — B.M. — 322-334  Third  Avenue,  163  East 
24th  Street,  N.B.  157-59. 


387-63-BZY— B.M.— 311-317  East  21st  Street,  N.B.  52- 
61. 


388-63-BZY — B.M. — 639-41  Lexington  Avenue,  N.B. 
310-61. 
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389-63-BZY — B.M. — 500-514  Lexington  Avenue;  101- 
119  East  47th  St;  102-130  East  48th  Street;  273-283  Park 
Avenue,  N.B.  45-60. 


390-63-BZY — B.Bx. — 386  East  163rd  Street,  N.B.  2312- 
61. 


RULES 

Arc  and  Gas  Welding  and  Oxygen 

Cutting  .  Nov.  27,  1956. 

Cements,  Air  Entraining  Portland, 

Rules  for  Approval  and  Use  of..  April  12,  1955 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of  .  Mar.  15,  1955 — Vol.  40,  No.  11 

Certificate  of  Occupancy,  approved 

form  . Dec.  28,  1943 — Vol.  28,  No.  52A 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  . Dec.  10,  1962. 

Concrete  Rules  (Hydrated  Lime).  Aug.  3,  1937 — Vol.  22,  No.  31 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  ...Oct.  3,  1963 — Vol.  48  No.  40 

Dry  Cleaning  Establishments,  Rules 

Covering  . Oct.  3,  1963 — Vol.  48  No.  40 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . July  20,  1962. 

Exterior  Veneering  Materials, 

Rules  for  .  Mar.  11,  1952 — Vol.  37,  No.  11A 

Factory  Exit  Rules  . Feb.  22,  1955. 

Fire  Alarm  Rules  (Interior)  . May  1963. 

Fire  Drill  Rules  . Dec.  19,  1963— Vol.  48,  No.  51 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc..  Rules  for  Testing  of  Jan.  31,  1963 — Vol.  48,  No.  5 

Hatchway  Protection  . June  5,  1928 — Vol.  13,  No.  23 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.280  of  The  Labor 

Law)  . May  25,  1961_Vol.  46,  No.  21 

Insulating  Fibre  Board  Rules  ....  Mar.  25,  1952 — Vol.  37,  No.  13A 

Oil  Burner  Rules  . June  1,  1962. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of .  May  27,  1954. 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  .  Mar.  20,  1960. 

Procedure,  Rules  of  . Jan.  17,  1963 — Vol.  48,  No.  3 

Smoking  in  Factories,  Rules  for..  Dec.  6,  1963 — Vol.  48,  No.  49 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc . May  2,  1963 — Vol.  48,  No.  18 

Sprinkler,  Rules  . June  29.  1937 — Vol.  22,  No.  26 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  ..  Sept.  3,  1946 — Vol.  31,  No.  36 

DESIGNATIONS:  B. — Department  of  Buildings;  B.B. — Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan:  B.Q. — Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings,  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department, 


JANUARY  14,  1964,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  14,  1964,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  Now  York  13,  N.Y.,  on  the 
following  matters : 

1859-61-A 

APPLICANT — Fifth  Development  Corporation,  Ad¬ 

joining  property  owner. 

OWNER  OF  PREMISES— Harry  Klein. 

SUBJECT — Application  December  13,  1961  —  Appeal 

from  a  decision  of  the  Borough  Superintendent,  re — 
Revocation  of  Application  1630/158. 

PREMISES  AFFECTED— 1641  First  Avenue,  north¬ 
west  corner  of  East  85th  Street,  Block  1548,  Lot  25, 
Borough  of  Manhattan. 


238-63-A 

APPLICANT — Robert  S.  Hanser  for  American  Grease 
Stick  Company,  owner. 


SUBJECT — Application  March  20,  1963 — Packaging  of 
combustible  Mixture  known  as  Mr.  Zip  Rust  fighter 
in  1.6  oz.  plastic  containers — containers  not  in  conform¬ 
ity  with  Administrative  Code  requirements  of  New  York. 


57-63-A 

APPLICANT — Herman  Kron  for  Merberg  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  6,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
provide  an  approved  uniform  watchman  service  etc. 

PREMISES  AFFECTED— 28-30  West  22nd  Street, 
sout  hside,  395.6  feet  west  of  Avenue  of  the  Americas, 
Block  823,  Lot  59,  Borough  of  Manhattan. 


4-63-A 

APPLICANT — Leonard  F.  Rothkrug  for  Louis  Spector, 
owner. 

SUBJECT — Application  January  3,  1963 — Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  variance 
of  Section  56,  subd  5 — increase  of  rooms  and  families  and 
Section  171,  subd  2 — area,  extension  and  Review  of 
Decision  of  the  Borough  Superintendent  re-  Zoning  Mat 
ter. 

PREMISES  AFFECTED— 3821  Nautilus  Avenue,  north 
side,  180  feet  west  of  Sea  Gate  Avenue,  Block  7002,  Lot 
48,  Borough  of  Brooklyn. 


127-63-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  42nd 
Avenue  Bayside  Corporation,  owner. 

SUBJECT — Application  February  13,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  reclassifica¬ 
tion  of  existing  building. 

PREMISES  AFFECTED— 212-01  to  212-25  42nd  Avenue, 
north  side,  42.27  feet  west  of  41st  Road,  Block  6227,  Lot 
330,  Bayside,  Borough  of  Queens. 


1270-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Isaac  and 
Louis  Moinester,  owners. 

SUBJECT — Application  August  2,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 39  Great  Jones  Street,  south 
side,  150  feet  east  of  Lafayette  Street,  Block  530,  Lot 
26,  Borough  of  Manhattan. 


1292-61-A 

APPLICANT — Michael  D.  Schwartz  for  150  Park  Row 
Corporation,  owners;  Charles  Shear  Incorporated,  lessee. 

SUBJECT — Application  August  8,  1961 — Appeal  frorn  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 150  Park  Row,  west  side,  28 
feet  south  of  Pearl  Street,  Block  159,  Lot  41,  Borough 
of  Manhattan. 


1579-61-A 

APPLICANT — Jacob  and  Donald  D.  Fisher,  for  Posnick 
Realty  Co.,  owner. 

SUBJECT — Application  October  18,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 
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PREMISES  AFFECTED— 149-151  Essex  Street,  west 
side,  75  feet  south  of  Stanton  Street,  Block  411,  Lots  58 
and  59,  Borough  of  Manhattan. 


1583-61-A 

APPLICANT— Max  Siegel  Associates,  for  Don  Ruseau 
Inc.,  owner. 

SUBJECT — Application  October  18,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner. 
PREMISES  AFFECTED— 2157  First  Avenue,  west  side, 
75.11  feet  north  of  West  11th  Street,  Block  1683,  Lot  26, 
Borough  of  Manhattan. 


1588-61-A 

APPLICANT — Elliot  Saltzman,  for  1125  Myrtle  Corpora¬ 
tion,  owner. 

SUBJECT — Application  October  19,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner. 

PREMISES  AFFECTED  — 1125-1127  Myrtle  Avenue, 
north  side,  277  feet  west  of  Broadway,  Block  1584,  Lot 
37,  Borough  of  Brooklyn. 


1608-61-A 

APPLICANT — Joseph  Mitchell  for  James  S.  Mitchell, 
owner. 

SUBJECT — Application  Ocotber  25,  1961— Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re-  Sprink¬ 
ler  System. 

PREMISES  AFFECTED— 246-247  South  Street,  north 
side,  139  9%  feet  east  of  Pike  Slip,  and  485-487  Water 
Street,  Block  248,  Lot  7,  Borough  of  Manhattan. 


1609-61-A 

APPLICANT — Joseph  Mitchell  for  James  S.  Mitchell, 
owner. 

SUBJECT — Application  October  25,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED— 248-249  South  Street,  north 
side,  181  feet,  4  inches  East  of  Pike  Slip  and  489-491 
Water  Street,  Block  248,  Lot  7,  Borough  of  Manhattan. 


1099-62-A 

APPLICANT — Arnold  W.  Lederer  for  Fancy  Realty 
Corporation,  owner. 

SUBJECT — Application  December  5,  1962 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  fire  escape. 

PREMISES  AFFECTED— 137-141  Prince  Street,  north 
side,  40  feet  east  of  West  Broadway,  Block  515,  Lot  42, 
Borough  of  Manhattan. 


383-63-A 

APPLICANT — Jack  Rabin  for  520-522  West  51st  Street 
Holding  Corporation,  owner. 

SUBJECT — Application  May  2,  1963 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 520-522  West  51st  Street, 
south  side,  300  feet  west  of  Tenth  Avenue,  Block  1079, 
Lot  44,  Borough  of  Manhattan. 


763-63-A 

APPLICANT — Philip  P.  Augusta  for  Yeshiva  Torah  Vo- 
daath,  owner. 


SUBJECT— Application  September  27,  1963— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  frame  build¬ 
ing  change  in  use. 

PREMISES  AFFECTED— 150  Ocean  Parkway,  west 
side,  280  feet  north  of  Albermarle  Road,  Block  5328, 
Lot  30,  Borough  of  Brooklyn. 


873-63-A 

APPLICANT— Emanuel  Shemin  for  William  Shemin, 
owner. 

SUBJECT— Application  November  8,  1963— Filed  pursu¬ 
ant  to  Section  35  of  the  General  City  Law  re-  construc¬ 
tion  in  bed  of  mapped  street  and  Review  of  a  decision 
of  the  Borough  Superintendent  re-  Zoning  Matter. 

PREMISES  AFFECTED— House  #4,  bed  of  Needham 
Avenue,  from  Grace  Avenue  to  Schieflin  s  Lane,  Block 
4892,  Lot  34,  Borough  of  the  Bronx. 


874-63-A 

APPLICANT— Emanuel  Shemin  for  William  Shemin, 
owner. 

SUBJECT— Application  November  8,  1963— Filed  pursu¬ 
ant  to  Section  35  of  the  General  City  Law  re-  construc¬ 
tion  in  bed  of  mapped  street  and  Review  of  a  Decision 
of  the  Borough  Superintendent  re-  Zoning  matter. 

PREMISES  AFFECTED— House  #5,  bed  of  Needham 
Avenue,  from  Grace  Avenue  to  Schieflin’s  Lane,  Block 
4892,  Lot  34,  Borough  of  The  Bronx. 


875-63-A 

APPLICANT— Emanuel  Shemin  for  William  Shemin, 
owner. 

SUBJECT— Application  November  8,  1963— Filed  pursu¬ 
ant  to  Section  35  of  the  General  City  Law  re-  construc¬ 
tion  in  bed  of  mapped  street  and  Review  of  a  Decision 
of  the  Borough  Superintendent  re-  Zoning  Matter. 

PREMISES  AFFECTED— House  #6,  bed  of  Needham 
Avenue,  from  Grace  Avenue  to  Schieflin’s  Lane,  Block 
4892,  Lot  34,  Borough  of  the  Bronx. 


876-63-A 

APPLICANT — Emanuel  Shemin  for  William  Shemin, 
owner. 

SUBJECT — Application  November  8,  1963 — Filed  pursu- 
and  to  Section  35  of  the  General  City  Law  re-  con¬ 
struction  in  bed  of  mapped  street  and  Review  of  a  De¬ 
cision  of  the  Borough  Superintendent  re-  Zoning  Matter. 

PREMISES  AFFECTED— House  #7,  bed  of  Needham 
Avenue,  from  Grace  Avenue  of  Schieflin’s  Lane,  Block 
4905,  Lot  300,  Borough  of  the  Bronx. 


877-63-A 

APPLICANT — Emanuel  Shemin  for  William  Shemin, 
owner. 

SUBJECT — Application  November  8,  1963 — Filed  pursu¬ 
ant  to  Section  35  of  the  General  City  Law  re-  construc¬ 
tion  in  bed  of  mapped  street  and  Review  of  a  decision 
of  the  Borough  Superintendent  re-  Zoning  Matter. 

PREMISES  AFFECTED — House  #8,  bed  of  Needham 
Avenue,  from  Grace  Avenue  to  Schieflin’s  Lane,  Block 
4905,  Lot  300,  Borough  of  the  Bronx. 

MAX  H.  FOLEY,  Chairman. 
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REGULAR  MEETING 

Tuesday  Morning,  December  10,  1963,  10  A.M. 

Present :  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker,  Commissioner  Klein  and  Commissioner 
Nolan. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  November  26,  1963, 
were  approved  as  printed  in  the  Bulletin  of  December  5, 
1963,  Vol.  48,  No.  49. 

1910-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Hold  Rite  No¬ 
tions  Company,  owner ;  Strauss  Stores,  lessee. 
SUBJECT — Application  December  14,  1961  —  decision 
of  the  Borough  Superintendent,  under  Sections  7e  and 
7 A  of  the  Zoning  Resolution,  to  permit  in  a  business 
use  district,  the  addition  of  accessory  minor  auto  re¬ 
pairs  and  welding  to  existing  use  of  sales  and  service 
of  auto  accessories  with  entrances  within  75  feet  of  a 
residence  district  for  a  term  of  fifteen  years. 
PREMISES  AFFECTED— 1756-1766  86th  Street,  south¬ 
east  corner  of  Bay  17th  Street,  Block  6368,  Lot  29, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Angelo  C.  Gucciaulo,  Anthony  Tortorella, 
Salvatore  Gucciardo,  Carmela  Ciacalone,  Anne  Anzini, 
Laura  Palazzo,  Anthony  Manfre,  Leon  Cohen,  Jose¬ 
phine  Maison,  Rose  Trapani  and  Rose  Amato. 
ACTION  OF  BOARD — Laid  over  to  January  7,  1964, 
at  10  A.M.  for  decision ;  applicant  to  submit  informa¬ 
tion  as  to  possible  construction  of  extension;  hearing 
closed. 


649-63-BZ 

APPLICANT — Harry  Atkin  and  Associates  for  Estate  of 
Irene  Keough,  owner;  Edward  Smith,  lessee. 

SUBJECT — Application  August  20,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  change 
in  use  of  an  existing  building  from  a  non  storage  garage 
to  an  automotive  service  station  with  accessory  uses,  in¬ 
cluding  minor  repairs. 

PREMISES  AFFECTED — 6071  Broadway,  west  side, 
255.26  feet  north  of  246th  Street,  Block  3415,  Lot  1221, 
Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkins. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  7,  1964,  at 
10  A.M.  at  request  of  applicant. 


791-63-BZ 

APPLICANT — Henry  Nordheim  for  Joseph  Cetrone, 
owner. 

SUBJECT — Application  October  11,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R4  district,  the  mainten¬ 
ance  of  a  three  family  dwelling  with  less  than  the  re¬ 
quired  accessor}'-  parking  spaces. 

PREMISES  AFFECTED — 3963  Duryea  Avenue,  west 
side,  175  feet  south  of  Strang  Avenue,  Block  4962,  Lot 
44,  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  7,  1964,  at 
10  A.M.  for  inspection  and  decision;  hearing  closed. 


792-63-A 

APPLICANT — Henry  Nordheim  for  Joseph  Cetrone, 
owner. 

SUBJECT — Application  October  11,  1963 — filed  pursuant 
to  section  310  of  the  Multiple  Dwelling  Law  for  variance 
of  section  56  and  193  of  the  Multiple  Dwelling  Law  re¬ 
frame  building,  yard,  etc. 

PREMISES  AFFECTED— 3963  Duryear  Avenue,  west 
side,  175  feet  south  of  Strang  Avenue,  Block  4962,  Lot 
44,  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

ACTION  OF  BOARD — Laid  over  to  January  7,  1964,  at 
10  A.M.  for  inspection  and  decision;  hearing  closed. 


815-63-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Lena  Profita, 
owner;  R  and  A  Superette,  lessee. 

SUBJECT — Application  October  12,  1963 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and.  73-63 
of  the  Zoning  Resolution,  to  permit  in  a  C2-5  district, 
the  erection  of  a  one  story  and  cellar  enlargement  to  an 
existing  five  story  building  occupied  as  a  store  on  the 
first  floor  with  dwellings  above  the  enlargement  increases 
the  degree  of  non-compliance  and  exceeds  the  permitted 
floor  area  ration. 

PREMISES  AFFECTED — 51  First  Avenue,  west  side,  48 
feet  1  inch  north  of  East  3rd  Street,  Block  445,  Lot  36, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  7,  1964,  at 
10  A.M.  for  inspection  and  decision;  hearing  closed. 


330-33-BZ  Vol.  V 

APPLICANT — Ziegler,  Gill,  Clabby  and  Regan  for  City 
of  New  York,  Department  of  Real  Estate,  owner;  George 
DeCombo,  lessee. 

SUBJECT — Application  reopened  November  13,  1963  for 
consideration  as  to  extension  of  term  of  variance,  expires 
November  18,  1963 — decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Sections 
7e  and  7h  of  the  Zoning  Resolution,  permitting  in  a  local 
retail  and  residence  use  districts,  the  erection  of  a  one 
story  extension  and  extend  the  present  use  of  auto  show¬ 
room,  store,  office,  storage  of  auto  parts,  motor  vehicles 
repairs,  gasoline  pump  for  owner’s  use  only,  body  and 
fender  work,  incidental  painting  and  spraying,  wheel 
alignment,  brake  testing,  welding,  parking  and  storage 
of  cars. 

PREMISES  AFFECTED— 227-17  Northern  Boulevard, 
northwest  corner  of  228th  Street,  part  of  Lot  1,  Block 
6335,  (formerly  Lot  7,  Block  6333),  Bayside,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Mel  Kreines. 

For  Opposition:  None. 

For  Administration :  Samuel  Bodian  for  Park  Dept.  _ 
ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - 5 

Negative:  - - -  0 

THE  RESOLUTION— 

Whereas,  on  November  18,  1958,  this  application — Vol. 
y — was  granted  by  the  Board  on  certain  conditions;  and 
and 
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Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  November  18,  1963;  and 

Whereas,  this  application  was  reopened  on  November 
13,  1963  and  set  for  hearing  on  December  10,  1963  at  10 
A.M.,  requiring  a  new  decision  of  the  Borough  Superin¬ 
tendent,  photographs  and  two  publications  in  the  Bulletin; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  10,  1963  after  due  notice  by  publication  in  the 
Bulletin;  and 

,  Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  1,  1963,  acting  on  Alt.  Applic.  No.  2517-57, 
reads : 

“1.  The  proposed  extension  of  time  sought  by  appli¬ 
cant  is  referred  back  to  the  Board  for  considera¬ 
tion.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  18, 
1958  only  as  to  the  term  of  the  variance,  so  that  as  amended 
it  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  but  not  to  extend  beyond  the  term 
of  the  lease  from  the  City  which  can  be  terminated  on 
thirty  days’  notice  from  the  City ;  to  permit  .  .  .  ; 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects ;  and  that 
a  Certificate  of  Occupancy  shall  be  obtained.” 


297-34-BZ  Vol.  Ill 

APPLICANT — Halpern  and  Hurley  for  Anne  Cosden, 
owner. 

SUBJECT— Application  reopened  November  13,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  January  12,  1964 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  sections 
7c,  7f,  7h,  7 i  and  21  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  extension  in  area  of  prem¬ 
ises  and  change  in  occupancy  to  gasoline  service  station, 
lubritorium,  non  automatic  car  wash,  motor  vehicle  re¬ 
pairs,  storage  and  sale  of  accessories ;  and  the  parking  of 
more  than  five  motor  vehicles  awaiting  service. 
PREMISES  AFFECTED— 2705-2717  Nostrand  Avenue, 
east  side,  340  feet  south  of  Avenue  M.  Block  7666,  Lots  24 
and  25,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Aaron  Halpern. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 
THE  VOTE: 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ _ _ _ _ _ _ —  5 

Negative :  _  0 

THE  RESOLUTION— 

Whereas,  on  January  12,  1954,  this  application — Vol.  Ill 
— was  granted  by  the  Board  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term  of 
variance,  which  expires  on  January  12,  1964;  and 
Whereas,  this  application  was  reopened  on  November 
13,  1963  and  set  for  hearing  on  December  10,  1963  at  10 
A.M.,  requiring  a  new  decision  of  the  Borough  Superin¬ 
tendent,  photographs  and  two  publications  in  the  Bulletin; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  10,  1963  after  due  notice  by  publication  in  the 
Bulletin;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  6,  1963  acting  on  Alt.  Applic.  No.  2368-52, 

reads : 

“1.  Amendment,  dated  9/5/63,  denied. 

Submit  application  to  Board  of  Standards  and  Ap¬ 
peals  as  per  appeal  granted  by  Cal.  No.  297-34-BZ, 
Vol.  3,  which  expires  January  12,  1964.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  12,  1954 
only  as  to  the  term  of  the  variance,  so  that  as  amended  it 
shall  read: 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  wwith  in  all  respects ;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained.” 


1010-57-BZ 

APPLICANT— William  E.  Kelly  for  Sestilia  Policano, 


owner. 

SUBJECT— Application  reopened  November  13,  1963  for 
consideration  as  to  extension  of  term  of  variance,  expired 
October  15,  1963— decision  of  the  Borough  Superintend¬ 
ent,  previously  granted  on  condition,  under  Section  7h 
of  the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 133-135  Schnectady  Avenue, 
east  side,  25  feet  north  of  St.  Marks  Avenue,  Block 
1354,  Lot  2,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sheila  Silverman. 

For  Opposition :  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis- 
Nolan  — - - - - 5 


sioner 


Negative:  . . . . ® 

THE  RESOLUTION  — 


Whereas,  on  October  15,  1958,  this  application  was 
granted  by  the  Board  on  certain  conditions;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  October  15,  1963;  and 
Whereas,  this  application  was  reopened  on  November 
13,  1963  and  set  for  hearing  on  December  10,  1963  at  10 
A.M.,  requiring  a  new  decision  of  the  Borough  Superin¬ 
tendent,  photographs  and  two  publications  in  the  Bulletin; 


and 


Whereas,  a  public  hearing  was  held  on  this  application 
on  December  10,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  17,  1963,  acting  on  Alt.  Applic.  No.  3975- 
57,  reads : 

“1.  Refer  to  the  Board  of  Standards  and  Appeals  for 
the  extension  of  add.  10  yrs.  under  BZ-1010-57.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  15,  1958 
only  as  to  the  term  of  the  variance,  so  that  as  amended 
it  shall  read: 


“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  Certificate 
of  Occupancy  shall  be  obtained.” 
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457-58-BZ 

APPLICANT— Sidjack  Realty  Corp.,  owner. 

SUBJECT — Application  reopened  November  13,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pires  November  18,  1963 — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a  resid¬ 
ence  use  district,  the  parking  and  storage  of  motor 
vehicles  limited  to  the  pleasure  car  type  only. 

PREMISES  AFFECTED— 2330-2334  Cambreleng  Ave¬ 
nue,  east  side,  274.52  feet  south  of  East  187th  Street, 
Block  3089,  Lots  18,  19  and  20,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Kobrin. 

For  Opposition :  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  -  5 

Negative:  -  0 

THE  RESOLUTION— 


Whereas,  on  November  18,  1958,  this  application  was 
granted  by  the  Board  on  certain  conditions;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  November  18,  1963 ;  and 

Whereas,  this  application  was  reopened  on  November 
13,  1963  and  set  for  hearing  on  December  10,  1963,  at  10 
A.M.,  requiring  a  new  decision  of  the  Borough  Superin¬ 
tendent,  photographs  and  two  publications  in  the  Bulletin; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  10,  1963  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  13,  1963,  acting  on  Alt.  Applic.  No.  485-63, 
reads : 

“2.  Proposed  extension  of  term  of  variance  beyond 
Nov.  18,  1963  for  the  use  of  the  above  premises 
(located  in  an  R7-1  District)  as  parking  and  stor¬ 
age  of  more  than  five  motor  vehicles,  passenger 
type,  is  contrary  to  B.S.  &  A.  Cal.  Number  457- 
58-BZ  (C.  of  O.  25705/58)  and  must  be  referred 
to  the  Board  of  Standards  and  Appeals  for  its  de¬ 
termination  as  per  Section  11-411  Zoning  Resolu¬ 
tion.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  18, 
1958  only  as  to  the  term  of  the  variance,  so  that  as  amended 
it  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  ...  on  condition  that 
the  surface  of  the  lot  be  renewed  with  either  clean 
cinders  or  gravel,  sealed  with  a  binder  and  rolled  to 
proper  grade  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.” 


520-63-BZ 

APPLICANT — Haus  and  Breslin  for  James  Forlano  and 
Frank  Aguele,  owners. 

SUBJECT — Application,  June  21,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  73-21  of  the  Zon¬ 
ing  Resolution  and  Section  7  of  the  New  York  City 


Charter,  to  permit  the  erection  of  a  one  story  and 
cellar  building  for  use  as  restaurant,  and  greenhouse 
with  outdoor  sales  and  with  accessory  signs,  and  the 
building  encroaches  on  the  required  front  and  side  yards. 
PREMISES  AFFECTED— 2455-2465  Linden  Blvd.  and 
800-802  Logan  Street,  northwest  corner,  Block  4480, 
Lot  28,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE) — 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  - — —  5 

Negative:  - 0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  10,  1963  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  September  24,  1963  for  inspection 
and  decision;  hearing  closed;  then  to  October  29,  1963; 
applicant  to  amend  application;  then  to  November  26,  1963 
for  continued  hearing;  then  to  December  10,  1963;  appli¬ 
cant  to  submit  statement;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  18,  1963  acting  on  N.B.  Applic.  No.  510-63, 
reads : 

“1.  Proposed  use  of  building  and  premises  as  restaurant 
(Use  Group  6),  store  (use  group  6)  and  green¬ 
house  and  outdoor  sales  and  display  of  agricultural 
products  (with  accessory  signs  for  all  uses)  in  an 
R-5  district  is  contrary  to  Sec.  22-00  of  the  Amended 
Zoning  Resolution. 

2.  Provide  a  lO'-O"  front  yard  along  Linden  Blvd.  for 
an  R-5  district  as  per  Sec.  23-45  of  the  Amended 
Zoning  Resolution. 

3.  Use  of  required  open  front  yard  for  sale  and  dis¬ 
play  of  agricultural  products  and  restaurant  use  is 
contrary  to  the  permitted  obstruction  in  required 
yards.  Sec.  23-44  Amended  Zoning  Resolution. 

4.  Provide  2  required  side  yards  for  R-5  use  district 
as  per  Sec.  23-46  Amended  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions, 
and 

Whereas,  the  Board  has  made  the  findings  required  under 
Section  72-21  of  the  Zoning  Resolution;  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution  and  Section 
666,  Subdivision  7  of  the  New  York  City  Charter  and  is 
therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  and 
Section  666,  Subdivision  7  of  the  New  York  City  Charter, 
to  permit  in  an  R-5  district,  the  erection  of  a  one  story 
and  cellar  building  for  use  as  restaurant,  store  and  green¬ 
house  with  outdoor  display  and  sales  and  with  accessory 
signs,  with  the  building  encroaching  on  the.  required  front 
yard  and  side  yards  on  condition  the  building  conform  to 
drawings  filed  with  this  application  dated  June  21,  1963,  4 
sheets;  that  all  Taws,  rules  and  regulations  applicable  shall 
be  complied  with,  and  that  permit  be  obtained,  work  done, 
and  a  Certificate  of  Occupancy  be  obtained  within  one  year 
from  the  date  of  this  Resolution. 
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667-63-BZ 

APPLICANT— Edwin  Storch  for  Henry  G.  Zielinski, 
owner. 

SUBJECT— Application  August  26,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Rl-2  district,  the  erection  of 
a  two  story  and  cellar  one  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  and  encroaches  on  the  required  front  and 
side  yards. 

PREMISES  AFFECTED— 252-15  Horace  Harding  Ex¬ 
pressway,  north  side,  6.88  feet  west  of  253rd  Street, 
Block  8254,  Lot  37,  Bayside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Edwin  Storch  and  Henry  G.  Zielinski. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  - - - .  0 

Negative:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker,  Commissioner  Klein  and  Commissioner 

Nolan - 5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  26,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  December  10,  1963  for  inspection  and 
decision;  hearing  closed;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  19,  1963  acting  on  N.  B.  Applic.  No.  1019-63, 
reads : 

“1.  Plans  of  proposed  dwelling  show  Floor  Area  Ratio 
to  be  greater  than  .50,  and  therefore  contrary  to 
23-141  Zone  Res. 

2.  Open  space  ratio  of  proposed  dwelling  is  less  than 
150.0,  and  contrary  to  23-222  Zone  Res. 

3.  Front  Yard  of  proposed  dwelling  is  less  than  Mini¬ 
mum  Required  Front  Yard,  and  contrary  to  23-45 
Zone  Res. 

4.  Side  yards  of  proposed  dwelling  are  less  than  Mini¬ 
mum  Required  Side  Yards,  and  contrary  to  23-461 
Zone  Res.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  denied;  and 

Whereas,  the  Board  found  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  Section  72-21  of  the  Zoning  Resolution  and 
was  therefore  not  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  or  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  August  19,  1963  acting  on  N.B.  Applic.  No.  1019-63, 
Objection  Nos.  1,  2,  3,  and  4  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


693-63-BZ 

APPLICANT — Samuel  Rosenblum  for  Andros  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  September  9,  1963 — Decision  of 
the  Borough  Superintendent,  under  Section  60  (3)  of 
the  Multiple  Dwelling  Law,  to  permit  in  a  C5-3  and 
C6-6  district,  in  a  19  story  and  penthouse  multiple  dwell¬ 
ing,  the  use  of  transient  parking  for  the  unused  and  sur¬ 
plus  tenants  spaces  in  the  required  accessory  garage  ex¬ 
tending  into  the  C5  district. 

PREMISES  AFFECTED— 1380  to  1398  Avenue  of  the 
Americas,  east  side,  from  West  56th  Street  to  West  57th 
Street,  63-71  West  56th  Street  and  58-68  West  57th 


Street,  Block  1272,  Lots  1,  71  and  104,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com- 
sioner  Becker,  Commissioner  Klein  and  Commissioner 

Nolan  _ — - 5 

Negative:  . — . — - - 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  10,  1963  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  21,  1963  acting  on  N.  B.  Applic.  No.  216-60, 
reads : 

“A6.  Proposed  transient  parking  within  an  existing  ac¬ 
cessory  garage  in  sub-cellar  and  cellar  of  a  Class 
“A”  Multiple  Dwelling  located  in  part  in  a  C5-3 
district,  is  contrary  to  Article  III,  Chapter  VI,  Sec¬ 
tion  36-461  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Sec¬ 
tion  60(3)  of  the  Multiple  Dwelling  Law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  Section  60(3) 
of  the  Multiple  Dwelling  Law,  to  permit  in  C5-3  and  C6-6 
districts,  in  a  19-story  and  penthouse  multiple  dwelling,  the 
use  of  transient  parking  for  the  unused  and  surplus  ten¬ 
ants’  spaces  in  the  required  accessory  garage  extending  into 
the  C5-3  district,  on  condition  that  the  building  shall  con¬ 
form  to  drawings  filed  with  this  application  dated  Septem¬ 
ber  9,  1963,  2  sheets ;  on  further  condition  that  the  vehicles 
parked  in  the  transient  parking  space  shall  be  pleasure  type 
cars  only,  and  also  on  condition  that  the  tenants  of  this 
apartment  house  may  recapture  any  of  the  space  devoted 
to  transient  parking  on  30  days’  notice  to  the  owner  _  in 
accordance  with  Section  60 (lb)  of  the  Multiple  Dwelling 
Law ;  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with ;  and  that  a  Certificate  of  Occupancy 
shall  be  obtained  within  one  year. 


694-63-A 

APPLICANT — Samuel  Rosenblum  for  Andros  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  September  9,  1963 — filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law — transient 
parking. 

PREMISES  AFFECTED— 1380-1398  Avenue  of  the 
Americas,  east  side,  from  West  56th  Street  to  West  57th 
Street,  63-71  West  56th  Street  and  58-68  West  57th 
Street,  Block  1272,  Lots  1,  71  and  104,  Borough  of  Man¬ 
hattan. 


APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan - - 5 

Negative:  _  0 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  21,  1963  on  N.B.  Applic.  216-60,  reads: 

“A6  Proposed  transient  parking  within  an  existing  ac¬ 
cessory  garage  in  sub-cellar  and  cellar  of  a  Class 
“A”  Multiple  Dwelling  located  in  part  in  a  C5-3 
district;  is  contrary  to  Article  III  Chapter  VI 
Section  36-461  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated,  August  21,  1963,  acting  on  N.B.  Applic.  216-60, 
Objection  No.  A6  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Sevtion  60  of  the  Multiple 
Dwelling  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  all  of  the  requirements  of  the 
Resolution  adopted  this  day  under  Calendar  Number  693- 
63-BZ  shall  be  complied  with. 


714-63-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Seymour 
Rapaport,  owner. 

SUBJECT — Application  September  17,  1963 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district,  the  erec¬ 
tion  of  a  two  story  and  basement  one  family  dwelling 
that  encroaches  on  the  required  side  yard. 
APPEARANCES— 

For  Applicant:  Leon  Komondorea. 

For  Opposition :  Sal  Safran. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis- 

THE&  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  26,  1963  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  December  10,  1963  for  inspection 
and  decision ;  applicant  to  submit  material  for  findings  under 
Section  72-21 ;  hearing  closed ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  19,  1963  acting  on  N.B.  Applic.  No.  468-63, 
reads : 

“1.  Provide  one  8  ft.  side  yard  as  per  Sect.  23-49  of 
Amended  Zoning  Resolution.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  condition, 

and 

Whereas,  the  Board  has  made  the  findings  required 
under  Section  72-21  of  the  Zoning  Resolution,  and 
Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R-S  district,  the  erection  of  a  two  story  and 
basement  one-famliy  dwelling  that  encroaches  on  the  re¬ 
quired  side  yard  on  condition  the  building  conform  to  draw¬ 
ings  filed  with  this  application  dated  September  17,  1963, 


6  sheets,  and  November  27,  1963,  1  sheet,  additional;  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with,  and  that  permit  be  obtained,  work  done,  and  a  Certi¬ 
ficate  of  Occupancy  be  obtained  within  one  year  from  the 
date  of  this  Resolution. 


797-63-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Dale 
Management  Corporation,  owner. 

SUBJECT — Application  October  7,  1963 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-42 
of  the  Zoning  Resolution,  to  permit  in  an  Ml-1  and  R6 
districts,  the  erection  of  a  one  story  extension  to  an 
existing  one  story  building  used  for  the  manufacture  of 
electric  stoves  extending  into  the  R6  district  that  will 
exceed  the  FAR,  OSR  and  encroaches  on  the  required 
rear  yard  in  the  R6  district. 

PREMISES  AFFECTED— 1918-1928  Atlantic  Avenue,  56- 
58  Buffalo  Avenue,  southwest  corner,  Block  1338,  Lot 
38  (tentative)  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  Paul  I.  Cargill  and  Ferdinan  W.  Dent. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _  5 

Negative:  _ _ _ _ 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  10,  1963  after  due  notice  by  publication  in  the 
Bulletin  ;and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  3,  1963  acting  on  Alt.  Applic.  No.  1565-63, 
reads : 

“1.  Present  lot  now  subdivided  by  district  boundary — 
part  in  Ml-1  and  part  in  R-6,  therefore  portion  of 
existing  use  of  manufacturing  of  electric  stoves  is 
an  existing  non-conforming  use.  Proposed  extension 
of  a  non-conforming  use  in  the  R-6  district  is 
contrary  to  the  permitted  use  of  Sec.  22-00  of  the 
A.Z.R.  and  Sec.  52-44  A.Z.R.  _ 

2.  Proposed  structural  alteration  to  a  non-conforming 
use  is  contrary  to  Sec.  52-22  A.Z.R. 

3.  Proposed  F.A.R.  &  O.S.R.  for  residential  porttion  of 
lot  is  contrary  to  Sec.  23-142  for  R-6  portion  of  lot. 

4.  3(7  rear  yard  required  as  per  Sec.  23-47  A.Z.R.  for 
R-6  portion  of  lot. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions, 

and 

Whereas,  the  Board  has  made  the  findings  required 
under  Section  72-21  of  the  Zoning  Resolution,  and 
Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Sections  72-21  and  73-42  of  the  Zoning  Resolution, 
and  is  therefore  entitled  to  relief  on  the  grounds  of  practi¬ 
cal  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Sections  72-21  and  73-42  of  the  Zoning 
Resolution,  to  permit  in  Ml-1  and  R-6  districts,  the  erec¬ 
tion  of  a  one  story  extension  to  an  existing  one  story 
building  used  for  the  manufacture  of  electric  stoves  ex¬ 
tending  into  the  R-6  district  that  will  exceed  the  floor 
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area  ratio,  the  open  space  ratio  and  encroach  on  the  re¬ 
quired  rear  yard  in  the  R-6  district  on  condition  the  work 
be  done  to  conform  to  drawings  filed  with  this  application 
dated  October  7,  1963,  7  sheets;  on  further  condition  that 
there  shall  be  no  machinery  placed  in  that  part  of  the  ex¬ 
tension  which  is  in  the  residence  district  and  that  insula¬ 
tion  against  vibration  shall  be  provided  under  all  presses; 
that  all  other  laws,  rules  and  regulations  applicable  shall 
be  complied  with,  and  that  be  permit  obtained,  work  done, 
and  Certificate  of  Occupancy  obtained  within  one  year 
from  the  date  of  this  Resolution. 


Adjourned  11:30  A.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY,  DECEMBER  10,  1963,  12  Noon 

Present,  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan. 

50-63-BZX — B.M. — 48  West  55th  Street,  Block  1270, 
Lot  60%,  Alt.  2290-61,  Permit  No.  2645-63. 


51-63-BZX — B.Bx. — 2273  Virgil  Place,  Block  3615,  Lot 
1,  Alt.  1094-61,  Permit  No.  1366-63. 


52-63-BZX — B.Bx. — 222  East  146th  Street,  Block  2335, 
Lot  16,  Alt.  941-60,  Permit  No.  3370-62. 


53-63-BZX — B.M. — 452  Fort  Washington  Avenue,  Block 
2176,  Lot  100,  Alt.  1597-59,  Permit  No.  914. 


54-63-BZX — B.M. — 229  East  53rd  Street,  Block  1327, 
Lot  13,  Alt.  1797-60,  Permit  No.  4728. 


55-63-BZX — B.M. — 1269-71  1st  Avenue,  Block  1443, 
Lots  25  and  26,  Alt.  No.  1873-61,  Permit  No.  1993. 


56-63-BZX — B.M. — 3  East  78th  Street,  Block  1393,  Lot 
7,  Alt.  No.  2426-61,  Permit  No.  2764. 


57-63-BZX — B.B. — 771-773  Hick  Street,  Block  539,  Lots 
6,  7  and  10,  Alt.  4033-61,  Permit  No.  1389-62. 


58-63-BZX — B.M. — 121  Norfolk  Street,  Block  353,  Lot 
27,  Alt.  2307-61,  Permit  No.  3560-62. 


59-63-BZX — B.M. — 90-94-Hamilton  Place,  Block  2073, 
Lot  20,  Alt.  1829-61,  Permit  No.  402-62. 


60-63-BZX — B.M. — 57  Thompson  Street,  Block  489,  Lot 
37,  Alt.  1759-58,  Permit  No.  1083-58. 


61-63-BZX — B.B. — 101-111  53rd  Street,  Block  804,  Lots 
1  and  68,  Alt.  632-61,  Permit  No.  6466-61. 


62-63-BZX — B.B. — 192  Roebling  Street,  Block  2394,  Lot 
25,  Alt.  1662-58,  Permit  No.  6466-61. 


63-63-BZX— B.B.— 717  Avenue  L,  Block  6533,  Lot  49, 
Alt.  2556-61,  Permit  No.  3229-62. 


64-63-BZX — B.B. — 139  Banker  Street,  Block  2642,  Lot 
52,  Alt.  32-53,  Permit  No.  1046-55,  1633-63. 


65-63-BZX — B.B. — 429  3rd  Avenue,  Block  997,  Lot  1, 
Alt.  1637-61,  Permit  No.  5064-63. 


67-63-BZX — B.B. — 165  8th  Street,  Block  997,  Lot  1, 
Alt.  1638-61,  Permit  No.  5065-63. 


68-63-BZX — B.B. — 431-439  3rd  Avenue,  Block  997,  Lot 
1,  Alt.  1639-61,  Permit  No.  5063-63. 


69-63-BZX — B.B. — 1761-1765  Bushwick  Avenue,  Block 
3483,  Lot  6,  Alt.  1608-61,  Permit  No.  2219-62. 


70-63-BZX— B.B.— 426-432  Wythe  Avenue,  Block  2469, 
Lot  16,  Alt.  3652-61,  Permit  No.  2889-62. 


ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan _ 5 

Negative  _ 0 


THE  RESOLUTION— 

Whereas,  the  above  applications  for  extension  of  time 
to  permit  the  completion  of  contraction  were  duly  filed 
under  the  provisions  of  Section  11-32  of  the  Zoning  Resolu¬ 
tion;  and 

Whereas,  in  each  of  these  cases  the  Board  found  that, 
on  the  date  the  building  permit  lapsed,  a  substantial  portion 
of  construction  had  been  completed  and  substantial  ex¬ 
penditures  an  connection  with  such  construction  had  been 
made. 

Resolved,  that  the  time  within  which  to  complete  con¬ 
struction  be  and  it  hereby  is  extended  for  a  term  of  three 
months  from  the  date  of  this  resolution. 


69-57-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  Northern 
Auto  Laundries,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November 
14,  1963 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  7f,  7i  and  7h 
of  the  Zoning  Resolution,  permitting  in  a  business  and 
residence  use  district,  the  extension  of  the  present  auto 
laundry,  office  and  open  parking  lot  for  more  than  five 
motor  vehicles  to  include  the  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium,  minor  auto 
repairs  and  office  and  sales  for  the  stated  term  of  15 
years. 

PREMISES  AFFECTED— 150-02  to  150-10  Northern 
Boulevard  and  37-01  to  38-03  150th  Street,  southeast  cor¬ 
ner,  Block  5032,  Lot  18,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened  and  time 
to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan _ 5 

Negative:  _ _ _ 0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  19,  1957,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  November  14,  1962;  and 
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Whereas,  the  applicant  requested  a  further  extension 
of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  19, 
1957,  as  amended  through  November  14,  1962,  only  as  to 
the  time  to  obtain  permits  and  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be  ob¬ 
tained”.  (N.B.  4606/56) 


864-57-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Acme  Land 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  30, 
1963 — decision  of  the  Borough  Superintendent;  previous¬ 
ly  granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  local  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
car  wash  (non-automatic),  lubritorium,  motor  vehicle  re¬ 
pair  shop  with  hand  tools  only,  office  and  sales. 
PREMISES  AFFECTED — 208  Bay  49th  Street  and  2356- 
2366  Stillwell  Avenue,  northwest  corner,  Block  6903, 
Lot  47,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Nolan  _ 4 

Negative:  Commissioner  Klein  _  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  10,  1958,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  30,  1962;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  10,  1958, 
as  amended  through  October  30,  1962,  only  to  the  time  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed  within 
one  year  from  the  date  of  this  amended  resolution;  and 
that  a  Certificate  of  Occupancy  shall  be  obtained”. 
(N.B.  2109/57) 


441-61-BZ 

APPLICANT — Samuel  Carr  for  Rosenberg  Associates, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December 
4,  1963 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7e  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  dis¬ 
trict,  for  a  stated  term  of  years,  the  erection  of  a  one 
story  structure  for  offices,  light  manufacturing,  show¬ 
rooms  and  warehouse. 

PREMISES  AFFECTED — 55-09  97th  Place,  southeast 
corner  of  55th  Avenue,  Block  1906,  Lots  18,  22  and  24, 
Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Samuel  Carr. 


ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis- 

Negative:  _ — . . —  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  14,  1961,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  December  4,  1962;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work, 
hereby  amend  the  resolution  adopted  on  November  14,  1961, 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
as  amended  through  December  4,  1963,  only  as  to  the  time 
to  obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained”. 
(N.B.  441/61) 


1536-61-BZ 

APPLICANT — Burke  and  Groh  for  Timpany  Building 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  30, 
1963 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  21  of  the  Zoning  Re¬ 
solution,  permitting  in  a  residence  use  E-l  area  district, 
the  erection  of  a  hotel  with  public  restaurant,  catering, 
meeting  room  and  ballroom;  the  building  and  pool  en¬ 
croaches  on  the  required  setback  from  a  mapped  street 
with  business  signs. 

PREMISES  AFFECTED— 176-02  South  Conduit  Ave¬ 
nue,  southeast  corner  of  177th  Street,  Blocks  13275  to 
13276,  Lots  7  and  1,  Rosedale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Robert  T.  Groh. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com- 
mmissioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan _ 5 

Negative:  _  0 


THE  RESOLUTION—  _ 

Whereas,  this  application  was  granted  by  the  Board  on 
October  30,  1962,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  30,  1962, 
only  as  to  the  time  to  obtain  permits  and  complete  the 
work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read: 

“that  permit  shall  be  obtained  and  work  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained”. 
(N.B.  2336/61) 


1988-61-BZ 

APPLICANT — Max  Siegel  Associates  for  Celia  Aisenberg 
and  Daniel  Fine,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  23, 
1963 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7c  and  7A  of  the 
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Zoning  Resolution,  permitting  in  a  retail  and  residence 
use  district,  the  change  in  use  of  an  existing  theatre  to 
warehouse  and  loading  berth  extending  into  the  residence 
portion  of  the  premises  and  providing  business  entrances 
within  75  feet  of  a  residence  district. 

PREMISES  AFFECTED — 1791  Westchester  Avenue, 
north  side,  80  feet  east  of  St.  Lawrence  Avenue,  Block 
3786,  part  of  Lot  1,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  McCaskey. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan _ 5 

Negative:  -  0 


THE  RESOLUTION- 


Whereas,  this  application  was  granted  by  the  Board  on 
October  23,  1962,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  23,  1962, 
only  as  to  the  time  to  complete  the  work  and  obtain  a  Cer¬ 
tificate  of  Occupany,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 


“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution”.  (Alt.  1092/61) 


404-62-BZ 

APPLICANT — Burke  and  Groh  for  J.  L.  C.  Estates,  In¬ 
corporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  20, 
1963 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  73-211  of  the  Zoning 
Resolution,  permitting  in  a  C2-4  mapped  in  an  R2  dis¬ 
trict,  the  enlargement  in  area  and  reconstruction  of  an 
existing  gasoline  service  station  with  accessory  uses  of 
lubritorium,  office,  minor  auto  repairs  and  car  washing. 

PREMISES  AFFECTED— 118-01  to  118-09  Rockaway 
Boulevard,  northeast  corner  of  118th  Street,  Block  11662, 
Lots  6,  8,  9,  22  and  25,  Richmond  Hill,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Robert  T.  Groh. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com- 
mmissioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan _ 5 

Negative  _  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  20,  1962,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  20, 
1962,  only  as  to  the  time  to  obtain  permits  and  complete 
the  work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read: 

“that  permit  shall  be  obtained  and  work  complete  within 
one  year  from  the  date  of  this  amended  resolution; 


and  that  a  Certificate  of  Occupancy  shall  be  obtained”. 
(N.B.  283/62) 


489-62-BZ 

APPLICANT — Lawrence  J.  Israel  for  Sears-Roebuck  and 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November 
27,  1963 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  73-211  and 
73-212  of  the  Zoning  Resolution,  permitting  in  a  C4-2 
district,  the  erection  and  maintenance  of  an  automobile 
service  station,  lubritorium,  minor  auto  repairs,  retail 
sales,  parking  and  storage  of  more  than  five  motor  ve¬ 
hicles  and  illuminated  signs. 

PREMISES  AFFECTED— 2359-2389  Bedford  Avenue,  east 
side,  158  feet,  3^4  inches  south  of  Tilden  Avenue  and 
160-174  Lott  Street,  Block  5135,  Lots  21,  23,  29  and  53, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  J.  G.  L.  Molloy,  L.  Borsack  and  S. 
Vento. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com- 
mmissioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ _ _ 5 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  27,  1962,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  27, 
1962,  only  as  to  the  time  to  complete  the  work  and  obtain  a 
Certificate  of  Occupancy,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all 
work  shall  be  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  amended 
resolution”.  (N.B.  123/62) 


2-63-BZ 

APPLICANT — Halpern  and  Hurley  for  Joseph  Guzzone, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R3-2  district,  the  erection  of  a  two  story  and  cellar  two 
family  dwelling  that  exceeds  the  floor  area  ratio,  has 
less  than  the  required  open  space  ratio  and  lot  area  per 
room,  encroaches  on  the  required  front  and  side  yards 
and  has  a  two  car  garage  within  the  side  yard  that  is 
less  than  30  feet  from  the  dwelling  and  within  the  re¬ 
quired  open  space. 

PREMISES  AFFECTED — 1201  East  59th  Street,  5902 
Avenue  L,  southeast  corner,  Block  7857,  Lot  46,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Aaron  Halpern. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis- 
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sioner  Nolan _ 5 

Negative:  - 0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  5,  1963,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  S,  1963, 
by  adding  thereto : 

“that  in  the  event  the  owner  desires  to  construct  a 
one-family  dwelling  with  provision  for  a  one-car  park¬ 
ing  space,  in  lieu  of  the  two  family  dwelling  and  two- 
car  garage  heretofore  permitted  by  the  Board,  such 
change  shall  be  permitted  substantially  as  shown  on 
revised  drawings  of  proposed  conditions  marked  ‘Re¬ 
ceived  November  4,  1963’,  3  sheets,  on  condition  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects”,  (Alt.  505/62) 


393-63-BZ 

APPLICANT— LaPierre,  Litchfield  and  Partners  for 
Methodist  Hospital  of  Brooklyn,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution  decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Sec¬ 
tion  73-641  of  the  Zoning  Resolution,  permitting  in  an 
R6  district,  at  an  existing  hospital,  the  erection  of  a  two 
story  enlargement  to  the  nurses  home  that  encroaches  on 
the  required  initial  setbacks. 

PREMISES  AFFECTED— 538-554  6th  Street,  west  side, 
from  7th  Avenue  to  8th  Avenue,  Block  1086,  Lot  40, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Robert  L.  Niles. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _  5 

N  egative :  -  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  July  2,  1963,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  2,  1963,  by 
adding  thereto: 

“that  in  the  event  the  owner  desires  to  omit  the  pent¬ 
house  floor  and  make  certain  minor  changes  in  arrange¬ 
ment  and  design,  such  changes  shall  be  permitted,  sub¬ 
stantially  as  shown  on  revised  drawings  of  proposed 
conditions  marked  ‘Received  November  7,  1963,’  5 

sheets,  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects”.  (Alt.  568/63) 


890-61-A-Vol.  II 

APPLICANT — Lama,  Proskauer  and  Prober  for  Behrer 
Holding  Corporation,  owner;  Behrer-  Nason  Company, 
Inc.,  lessee. 

SUBJECT — Application  for  consideration — reopening  as 
Vol.  II  subject  to  regular  procedure — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system,  previously  denied. 


PREMISES  AFFECTED— 81  Beekman  Street,  west  side, 
140  feet  north  of  Cliff  Street,  Block  94,  Lot  27,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Applicationed  reopened  as  Vol.  II 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - — - - 5 

Negative:  -  0 


1538-61-A 

APPLICANT— Arnold  W.  Lederer  for  9  Montague  Ter¬ 
race  Corporation — Allen  Wachitel,  President,  owner. 
SUBJECT — Application  filed  October  2,  1961 — Appeal  from 
an  order  of  the  Fire  Commissioner  re-  sprinkler  system. 
PREMISES  AFFECTED — 99  Maiden  Lane,  north  side, 
100.5  feet  east  of  Gold  Street,  Block  69,  Lot  14,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis- 


-  , 

sioner  Nolan  - 5 

Negative:  -  0 


78-62-A 

APPLICANT — Seymour  A.  Mitteldorf  for  Gross  Holding 
Company,  owner. 

SUBJECT — Application  filed  January  19,  1962— Appeal 

from  an  order  and  a  decision  of  the  Fire  Commissioner, 
re-  Sprinkler  System. 

PREMISES  AFFECTED— 221  West  29th  Street,  north 
side,  236  feet,  5  inches  west  of  7th  Avenue,  Block  779, 
Lot  27,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  - - - - -  5 

Negative:  . . . . . . . . . —  0 


3 14-62- A 

APPLICANT — Walter  M.  Bordeman  W.M.B.  Realty 
Corporation,  owner. 

SUBJECT — Application  April  4,  1962 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner,  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 12-21-23  Jackson  Avenue, 
south  west  corner  of  47th  Road,  Block  60,  Lot  1,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Foley  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan - 5 

Negative:  .  0 
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252-63-A 

APPLICANT — Peter  S.  Gluck  for  Arthur  and  Leon  Bu- 
siello,  owner ;  Earl  Scheib  of  Williamsburg,  Incorporated, 
lessee. 

SUBJECT — Application  March  25,  1963 — Appeal  from  an 
order  of  the  Fire  Commissioner  re-  Paint  spraying. 

PREMISES  AFFECTED— 6102-6106  Eighth  Avenue, 
southwest  corner  of  61st  Street,  Block  5794,  Lot  33,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES — 

For  Applicant:  Peter  S.  Gluck. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _  5 

Negative : _ 0 


1792-61-A 

APPLICANT — Louis  Lieberman  for  All  Service  Laundry 
Corporation,  owner. 

SUBJECT — Application  November  24,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFFECTED— 137-159  Ingraham  Street,  65- 
69  Varick  Street,  northwest  corner,  512-522  Johnson  Ave¬ 
nue,  Block  2993,  Lots  18,  19  and  26,  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _  5 

Negative  - - - - - - -  0 


597-57-BZ 

APPLICANT — Selig  Kaplan  for  Aaron  Bin-Nun,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  8, 
1963 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
parking  and  storage  of  motor  vehicles.  The  term  of  the 
variance  requested  therein  is  for  a  period  of  five  (5) 
years. 

PREMISES  AFFECTED — 219  West  146th  Street,  north 
side,  333.4  feet  west  of  7th  Avenue  (Block  2032,  Lots  17 
and  47,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant^  Aaron  Bin-Nun. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  January  21,  1964,  at  10  A.M.,  to  consider  ex¬ 
tension  of  the  term  of  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin 
as  notice. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan _ 5 

Negative _ 0 


251-58-BZ 

APPLICANT — Frank  J.  Cafaro  for  Dino  Ferrari,  owner. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  will  expire  Decem¬ 
ber  16,  1963 — decision  of  the  Borough  Superintendent; 
previously  granted  on  condition,  under  Section  7h  of 
the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  use  of  vacant  plot  for  a  parking  lot  for 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  pleasure  type,  for  a  stated  term  of  five  years. 

PREMISES  AFFECTED — 2446-2450  Beaumont  Avenue, 
east  side,  238.57  feet  south  of  East  189th  Street  and 
2445-2449  Crotona  Avenue,  Block  3105,  Lot  17,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frank  J.  Cafaro. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  January  21,  1964,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new 
ecision  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bul¬ 
letin  as  notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _  5 

Negative: _ Q 


68-58-BZ 

APPLICANT — Henry  Nordheim  for  Mihran  Locmajian, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  will  expire  De¬ 
cember  16,  1963 — decision  of  the  Borough  Superintend¬ 
ent;  previously  granted  on  condition,  under  Section  7h 
of  the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  for  a  term  of  five  years,  the  parking  and  stor¬ 
age  of  more  than  five  passenge  type  motor  vehicles. 

PREMISES  AFFECTED — 3051  Decatur  Avenue,  north 
sie,  150  feet  east  of  Mosholu  Parkway  North,  Block 
3332,  Lot  78,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  January  21,  1964,  at  10  A.M.,  to  consider 
extension  of  the  term  of  variance,  requiring  a  new  deci¬ 
sion  of  the  Borough  Superintendent  and  photographs, 
which  have  been  filed,  and  two  publications  in  the  Bulle¬ 
tin  as  notice. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan _ 5 

Negative: _ _ _ q 


Adjourned  12:25  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON  DECEMBER  10,  1963,  2  P.M. 

Present:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker,  Commissioner  Klein  and  Commissioner 
Nolan. 

842-61-A 

APPLICANT — G.  and  W.  Realty  Company,  owner;  Wal¬ 
ter  Yokel  and  Company,  Inc.,  lessee. 

SUBJECT — Application  June  6,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 
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PREMISES  AFFECTED— 10  Greene  Street,  south  side, 
122  feet  east  of  Canal  Street,  Block  230,  Lot  13,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Stephen  Lee  Crystal. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  -  5 

Negative - 0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  1,  1961  and  May  11,  1961  on  Viola¬ 
tion  Order  No.  495406,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  entire  building. 

Chapter  09-161. 0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  1,  1961  and  May  11,  1961,  acting 
on  Viol.  Order  #495406,  Objection  No.  1,  be  and.it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
filed  with  this  appeal  dated  October  24,  1963,  6  sheets;  on 
further  condition  that  a  non-automatic  sprinkler  system 
shall  be  installed  in  the  cellar  of  the  building,  and  that  a 
thermostatic  fire  alarm  system  with  central  office  connec¬ 
tion  shall  be  installed  throughout  the  building. 


1027-61-A 

APPLICANT— Larry  Meltzer  for  Franjuro  Corp.,  owner. 

Emerson  Labetape  Supply  Corp.,  lessee. 

SUBJECT— Application  June  29,  1961— Appeal  from  orders 
and  a  decision  of  the  Fire  Commissioner  re-  sprinkler 
system,  egress  etc. 

PREMISES  AFFECTED— 276  Nostrand  Avenue,  south¬ 
west  corner  of  Kosciusko  Street,  Block  1783,  Lot  49, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE: 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  -  5 

Negative :  -  0 

THE  RESOLUTION—  . 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  5,  1961,  reads : 

(Order  No.  479644  dated  April  12,  1961) 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  entire  building.” 


(Order  No.  479645  dated  April  12,  1961) 

“1,  Provide  passageways  having  an  unobstructed  width 
of  at  least  three  feet  throughout  the  length  leading 
directly  to  every  means  of  egress  including  outside 
fire  escapes  and  passenger  elevators. 

2.  Arrange  wire  mesh  on  1st  floor  windows  so  as  to 
be  readily  movable  or  removable  from  inside  in  such 
a  manner  as  to  afford  free  and  unobstructed  use  of 
such  windows  for  the  purpose  of  egress.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee 


of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  June  5,  1961  on  Order  No.  479644,  dated  April  12, 
1961  Objection  No.  1  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  a 
non-automatic  sprinkler  system  be  installed  in  the  cellar 
and  that  a  thermostatic  fire  alarm  system  be  installed 
throughout  the  building  with  a  central  office  connection, 
and  the  decision  of  the  Fire  Commissioner  dated  April  12, 
1961,  Order  No.  479645,  item  2  is  modified  and  the  appeal 
is  granted  on  condition  that  the  building  conform  to  draw¬ 
ings  filed  with  this  application  dated  October  11,  1963, 
4  sheets,  that  the  window  screens  on  seven  windows  within 
the  factory  area  on  Kosciusko  Street  be  made  removable 
from  the  inside,  that  item  Number  1  be  complied  with, 
and  that  a  new  Certificate  of  Occupancy  shall  be  obtained. 


1082-61-A 

APPLICANT— William  S.  Shary  for  Dewey  Carver, 


owner. 

SUBJECT— Application  July  11,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED— 52  Harrison  Street,  north  side, 
53  feet  west  of  Washington  Street,  Block  183,  Lot  20, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  William  S.  Shary 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Foley  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - - - 5 

Negative : 


THE  RESOLUTION—  _  ^ 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  17,  1961  and  June  23,  1961  on  Viola¬ 
tion  Order  No.  490696,  reads : 

“1.  Provide  an  approved  automatic  dry  sprinkler  sys¬ 
tem  throughout  entire  building. 

Ohanter  09-161.0  of  Adm.  Code.” 


Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  February  17,  1961  and  June  23,  1961  acting  on  Viola¬ 
tion  Order  No.  490696  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  the  building  conforms  to  drawings  filed  with  this 
application  dated  July  11,  1961,  5  sheets;  on  further  condi¬ 
tion  that  a  non-automatic  sprinkler  system  shall  be  installed 
in  the  cellar  and  that  the  stairs  and  the  hoistway  be  sealed 
off  at  the  first  floor  ceiling  with  access  to  the  upper  floors 
through  an  emergency  access  only. 


1083-61-A 

APPLICANT— William  S.  Shary  for  Dewey  Carver, 
owner. 

SUBJECT— Application  July  11,  1961— Appeal  from  an 
order  and  a  decision  of  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED— 56  Harrison  Street,  north  side, 
95  feet  west  of  Washington  Street,  Block  183,  Lot  22, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  William  S.  Shary. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan _ 5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  January  31,  1961  and  June  23,  1961  on  Viola¬ 
tion  Order  No.  490668  re, ads  : 

“1.  Provide  an  approved  automatic  dry  sprinkler  sys¬ 
tem  thruout  the  entire  bldg. 

Chapter  C19-161.0  Adm.  Code, 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  January  31,  1961  and  June  23,  1961  acting  on  Viola¬ 
tion  Order  No.  490668  Objection  No.  1  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  the  building  conforms  to  drawings  filed  with 
this  application  dated  July  11,  1961,  5  sheets;  on  ffurther 
condition  that  a  non-automatic  sprinkler  system  be  installed 
in  the  cellar;  that  a  fire-proof  self-closing  door  be  placed 
in  the  1st  floor  opening  into  58  Harrison  Street;  that  the 
upper  floors  be  sealed  off  at  the  first  floor  ceiling  with 
emergency  access  only. 


1210-61-A 

APPLICANT — Samuel  Rosenblum  for  Times  Square  Real¬ 
ty  Corporation,  owner. 

SUBJECT — Application  July  27,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 28  West  32nd  Street,  south 
side,  400  feet  west  of  Fifth  Avenue,  Block  833,  Lot  60, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum  and  John  E.  Bauer. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ 5 

Negative _ 0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  June  29,  1961  on  Violation  Order  No.  524390, 
reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  09-161. 0  Administrative  Code.” 

and 

IPhereas,  the  decision  of  the  Borough  Superintendent 
dated  October  3,  1963  on  N.B.  Applic.  2780-63,  reads: 

“S.  Provide  one  hour  ceilings  to  comply  with  the  re¬ 
quirements  of  the  Labor  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
undr  certain  conditions. 

Resolved,  that  the  decisions  of  the  Fire  Commissioner, 
dated  June  29,  1961  acting  on  Violation  Order  No.  524390 
Objection  No.  1,  and  the  decision  of  the  Borough  Super- 
mtendent,  dated  October  3,  1963,  on  B.N.  Applic.  2780-63, 
Objection  No.  1,  be  and  they  hereby  are  modified  and  that 


the  appeal  be  and  it  hereby  is  granted  on  condition  the 
building  conforms  to  drawings  filed  with  this  application 
dated  July  27,  1961,  one  sheet;  on  the  further  condition 
that  a  non-automatic  sprinkler  system  shall  be  installed  in 
the  cellar  and  a  thermostatic  fire  alarm  system  with  central 
office  connection  be  installed  throughout  the  building. 


1357-61-A 

APPLICANT — 8-10  White  Street  Realty  Corporation, 
owner. 

SUBJECT — Application  August  17,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED— 10  White  Street,  north  side, 
60  feet  east  of  West  Broadway,  Block  191,  Lot  10,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Irving  Jacobson. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . . .  5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  1,  1961  and  August  16,  1961  on  Vio¬ 
lation  Order  No.  489514,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  C19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  February  1,  1961  and  August  16,  1961,  acting  on  Vio¬ 
lation  Order  No.  489514  Objection  No.  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  the  building  conforms  to  drawings  filed  with 
this  application  dated  August  17,  1961,  6  sheets;  on  further 
condition  that  a  non-automatic  sprinkler  system  be  installed 
in  the  cellar  and  that  a  thermostatic  fire  alarm  system  with 
central  office  connection  be  installed  throughout  the  building. 


1366-61-A 

APPLICANT — A,  L.  Seiden  for  Boxon  Realty  Corpora¬ 
tion,  owner. 

SUBJJECT — Application  August  24,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re- 
sprinkler  system. 

PREMISES  AFFECTED — 256-258  Mott  Street,  east  side, 
180  feet  Vz  inch  north  of  Prince  Street,  Block  508,  Lot 
6,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  L.  Seiden. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ _ _ _ _ _ _ _ _ _  5 

Negative :  . . .  Q 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  8,  1961  and  August  16,  1961  on  Viola¬ 
tion  Order  No.  498386,  reads: 

“1.  Provide  an  approvide  automatic  sprinkler  system 
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throughout  building. 

C.19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  March  8,  1961  and  August  16,  1961  acting  on  Viola¬ 
tion  Order  No.  498386  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  the  building  conforms  to  drawings  filed  with 
this  application  dated  August  26,  1963,  8  sheets ;  on  fur¬ 
ther  condition  that  a  non-automatic  sprinkler  system  be 
installed  in  the  cellar  and  that  a  thermostatic  fire  alarm 
system  with  central  office  connection  be  installed  through¬ 
out  the  building. 


1371-61-A 

APPLICANT — Hartley  S.  Rowe,  owner. 

SUBJECT — Application  filed  August  24,  1961.  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  Sprinkler 
system. 

PREMISES  AFFECTED — 45  Great  Jones  Street,  south 
side,  75  feet  west  of  the  Bowery,  Block  530,  Lot  29, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Ernest  C.  Geiger. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ _ _  5 

Negative :  . . . . . .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
January  18,  1961  and  August  2,  1961  on  Violation  Order 
No.  484493,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  building. 

Chapter  C19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner 
dated  January  18,  1961  and  August  2,  1961  acting  on  Viola¬ 
tion  Order  No.  484493  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  the  building  conforms  to  drawings  filed  with  this 
application  dated  September  5,  1963,  1  sheet,  and  December 
5,  1963,  2  sheets ;  on  further  condition  that  a  non-automatic 
sprinkler  system  be  installed  throughout  the  building. 


1377-61-A 

APPLICANT — Noah  N.  Sherman  for  Mrs.  Rae  S.  Gold¬ 
berg,  owner. 

SUBJJECT — Application  August  25,  1961 — Appeal  from 
an  order  and  a  decesion  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 59  Walker  Street,  south  side, 
127.9  feet  west  of  Broadway,  Block  193,  Lot  38,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Noah  N.  Sherman. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  - 5 

Negative:  - - - 0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  3,  1961  and  August  1,  1961  on  Vio¬ 
lation  Order  No.  489759,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

C19-161.0  Adm.  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  undrer  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  February  3,  1961  and  August  1,  1961  acting  on  Vio¬ 
lation  Order  No.  489759  Objection  No.  1  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  the  building  conforms  to  drawings 
filed  with  this  application  dated  August  25,  1961,  11  sheets; 
on  further  condition  that  a  non-automatic  sprinkler  sys¬ 
tem  be  installed  in  the  cellar  and  first  floor  and  that  a 
thermostatic  fire  alarm  system  with  central  office  connec¬ 
tion  be  installed  throughout  the  building. 


1425-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Dave  Rich, 
owner. 

SUBJECT — Application  filed  September  13,  1961 — Appeal 
from  order  and  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED— 291  Church  Street,  west  side, 
100  feet  south  of  Walker  Street,  Block  193,  Lot  19, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Stephen  Lee  Crystal. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis- 


-  , 

sioner  Nolan  - - 5 

Negative:  . .  0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  21,  1961  and  September  13,  1961  on 
Order  No.  1036-1,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  sys¬ 
tem  in  the  basement  and  in  the  stairways  and  halls, 
having  at  least  one  source  of  water  supply,  ar¬ 
ranged  and  equipped  as  per  C19-161.0.a  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  21,  1961  and  September  13,  1961, 
acting  on  Order  No.  1036-1,  Objection  No.  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  conform  to 
drawing  filed  with  this  appeal  dated  September  13,  1961, 
one  sheet ;  on  further  condition  that  a  non-automatic 
sprinkler  system  shall  be  installed  in  the  cellar;  and  that 
a  thermostatic  fire  alarm  system  with  central  office  con¬ 
nection  shall  be  installed  throughout  the  building. 


1430-61-A 

APPLICANT — A.  L.  Seiden  for  Edith  O.  Tunison  and 
Helen  D.  Van  Ripper,  owners. 
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SUBJECT — Application  filed  September  15,  1961 — Appeal 
from  an  order  an  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED— 341-345  West  37th  Street, 
north  side,  275  feet  west  of  Sixth  Avenue,  Block  761, 
Lot  12,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  A.  L.  Seiden. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ _ _  5 

Negative :  _  0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  August  2,  1961  and  August  31,  1961  on  Vio¬ 
lation  Order  No.  534092,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
(throughout)  including  all  three  buildings.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner  dated  August  2,  1961  and  August  31,  1961, 
acting  on  Viol.  Order  #534092,  Objection  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  buildings  shall  conform  to 
drawings  filed  with  this  appeal  dated  August  26,  1963,  8 
sheets;  on  further  condition  that  a  non-automatic  sprinkler 
system  shall  be  installed  in  the  cellar  and  first  floor  of  the 
buildings ;  that  a  thermostatic  fire  alarm  system  with 
central  office  connection  shall  be  installed  throughout  the 
buildings ;  and  that  the  cellar  stair  in  the  rear  building 
shall  be  enclosed  with  a  masonary  partition  with  a  fire¬ 
proof  self-closing  door  at  the  cellar  level. 


1471-61-A 

APPLICANT — Seymour  A"  Mitteldorf,  for  All-Contin¬ 
ent  Corp.,  owner;  Electra-Craft  Appliance  Co.,  lessee. 
SUBJJECT — Application  September  21,  1961 — Appeal 

from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 348  West  42nd  Street,  south 
side,  175  feet  east  of  Ninth  Avenue,  Block  1032,  Lot  57, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Goldhammer. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _  5 

Negative:  _  0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  June  30,  1961  and  August  15,  1961  on  Viola¬ 
tion  Order  No.  522739,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system, 
on  1st  and  2nd  floors,  including  stairway.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  June  30,  1961  and  August  15,  1961,  act¬ 


ing  on  Viol.  Order  No.  522739,  Objection  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  September  21,  1961, 
2  sheets;  and  on  further  condition  that  a  thermostatic  fire 
alarm  system  witht  central  office  connection  shall  be  in¬ 
stalled  throughout  the  building. 


1521-61-A 

APPLICANT — Edwin  Storch  for  Louis  Kohn,  owner. 
SUBJJECT — Application  September  27,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED — 357  Canal  Street,  north  west 
corner  of  Wooster  Street,  Block  228,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Edwin  Storch. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - -  5 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  17,  1961  an  September  8,  1961  on 
Violation  Order  #495464,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  entire  building. 

Chapter  09-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  thte  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  March  17,  1961  and  September  8,  1961,  acting  on 
Violation  Order  #495464  Objection  No.  1  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  the  building  conforms  to  drawings 
filed  with  this  application  dated  October  11,  1963,  3  sheets; 
on  further  condition  that  a  non-automatic  sprinkler  system 
shall  be  installed  in  the  cellar,  that  a  thermostatic  fire 
alarm  system  with  central  office  connection  be  installed 
throughout  the  building  and  that  two  sprinkler  heads  be 
provided  in  the  kitchen  on  the  first  floor  with  supply  from 
the  domestic  water  supply. 


1758-61-A 

APPLICANT — Edwin  Storch  for  Frank  Materese,  owner. 
SUBJECT — Application  November  30,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 452  Rodney  Street,  northeast 
corner  of  Ainslie  Street,  Block  2371,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Edwin  Storch. 

For  Administration  :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ 5 

Negative :  _ 0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis- 
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sioner,  dated  August  28,  1961  and  December  2,  1961  on 
Violation  Order  No.  518798,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
(throughout  building). 

Section  280  Labor  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  thte  Board,  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  August  28,  1961  and  December  2,  1961, 
acting  on  Viol.  Order  #518798,  _  Objection  No.  1,  and 
that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  building  shall  conform  to  drawings  filed  with 
this  appeal  dated  November  30,  1961,  2  sheets ;  on  further 
condition  that  a  non-automatic  sprinkler  system  shall  be 
installed  throughout  the  first  floor,  and  that  the  upper 
floors  shall  remain  vacant  except  for  offices  on  the  second 
floor. 


1025-62-A 

APPLICANT — Schaefer  and  Atkin  for  Kappa  Chi 
House  Corporation,  owner. 

SUBJJECT — Application  November  8,  1962  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
frame  structure  —  fraternity  meeting  rooms,  means 
of  egress  etc. 

PREMISES  AFFECTED— 158-27  79th  Avenue,  north 
side,  140  feet  west  of  160th  Street,  Block  6830,  Lot  34, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Victor  E.  Block. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  - - -  5 

Negative:  _ —  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  18,  1963  on  Alt.  Applic.  1441-62,  reads : 

“1.  Uhe  of  frame  structure  for  ‘Fraternity  meeting 
rooms’  is  contrary  to  sec.  C26-248.0  A.C. 

2.  Use  of  frame  structure  as  a  place  of  assembly  is 
contrary  to  sec.  C26-248.0  A.C. 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  thte  decision  of  the  Borough  Superintend¬ 
ent,  dated  November  18,  1963,  acting  on  Alt.  Applic.  1441- 
62  Objection  No.  1  and  2  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condi¬ 
tion  that  the  building  conforms  to  drawn  filed  with  this 
application  dated  November  20,  1963,  8  sheets ;  on  further 
condition  that  the  stairway  in  the  building  be  sprinklered 
throughout  and  that  the  source  of  the  sprinkler  be  from  the 
domestic  water  supply. 


1055-62-A 

APPLICANT— Monroe  Schlessinger  for  Ad-Print  Com¬ 
pany,  owner. 

SUBJECT — Application  November  28,  1962 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
drying  oven. 


PREMISES  AFFECTED — 40-24  22nd  Street,  west  side, 
215.58  feet  south  of  40th  Avenue,  Block  410,  Block  410, 
Lot  35,  Long  Island  City,  Borough  of  Queens. 


APPEARANCES— 


For  Applicant :  Monroe  Schlessinger. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _  5 

Negative:  . — _ _ _ _ _ _ _  0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  June  28,  1962  and  October  29,  1962  on  Order 
No.  3337-2,  reads : 

”2.  Discontinue  use  of  unapproved  drying  oven. 

C19-11.0,  Aministrative  Code.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  June  28,  1962  and  October  29,  1962  acting  on  Order 
No.  3337-2  Objection  No.  2  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condi¬ 
tion  the  arrangement  conforms  to  drawings  filed  with  this 
application  dated  November  28,  1962,  5  sheets ;  and  on 
further  condition  that  a  fresh  air  intake  be  provided  for 
combustion  air  to  be  taken  in  from  outside  the  building 
to  the  drying  oven. 


126-63-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Mary 
Alton  Incorporated,  owner. 

SUBJECT — Application  February  13,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  egress. 
PREMISES  AFFECTED — 180  Lafayette  Street,  west 
side,  169  feet  6%  inches  south  of  Broome  Street,  Block 
473,  Lot  43,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama.  „ 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - - -  5 

Negative:  _ _ _ _ —  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  4,  1963  on  Alt.  Applic.  1368-62,  reads: 

“3.  Fire  escape  as  second  means  of  egress  from  seven 
story  factory  building  is  not  acceptable.  Sec.  271 
LL.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolve,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  Borough  Superintendent, 
dated  February  4,  1963,  acting  on  Alt.  Applic.  1368-62, 
Objection  No.  3,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  February  13,  1963, 
9  sheets;  and  on  further  condition  that  this  grant  shall 
be  in  effect  only  so  long  as  egress  to  the  adjoining  tene¬ 
ment  house  at  178  Lafayette  Street  is  available. 
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580-63-A 

APPLICANT — Mervin  Alembik  for  Statler-Hilton  Hotel, 
owner. 

SUBJECT — Application  July  18,  1963 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent — Fireproof  wood. 
PREMISES  AFFECTED— 401-415  Seventh  Avenue,  east 
side,  from  West  32nd  street  to  W.  33rd  Street,  137- 
167  West  32nd  Street,  Block  808,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Abraham  Kaufman. 

ACTION  OF  BOARD —  Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  -  5 

Negative:  _ — - - - 0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  2,  1963  on  B.N.  Applic.  1066-63,  reads: 

“Disapproved  7-2-63 

Fireproof  wood  to  conform  to  C26-331.  A.C.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  July  2,  1963,  acting  on  B.N.  Applic.  1066-63, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  building  shall 
conform  to  drawings  filed  with  this  appeal  dated  July  18, 
1963,  one  sheet  and  October  24,  1963,  one  sheet;  and  on 
furtther  conition  thtat  the  approved  fire  retardant  paint 
on  the  exposed  surface  of  this  woodwork  shall  be  re¬ 
newed  every  three  years. 


774-63-A 

APPLICANT — Leonard  F.  Rothkrug  for  New  York 
University  College  of  Engineering,  owner. 

SUBJECT — Application  October  4,  1963 — Appeal .  from  an 
order  and  a  decision  of  thte  Fire  Commissioner  re- 
supersonic  wind  tunnel — compressor. 

PREMISES  AFFECTED — West  180th  Street,  north  side, 
intersection  of  University  and  Sedgwick  Avenue,  N.  Y. 
University  (Guggenheimr  Bldg.) ;  Block  3222,  Lot  62, 
Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _  5 

Negative :  - - - 0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  April  9,  1963,  June  21,  1963,  August  5,  1963 
and  October  2,  1963  on  Order  No.  1647-3,  reads: 

“1.  Discontinue  the  operation  of  the  compressor  in  con¬ 
junction  with  supersonic  wind  tunnel,  without  a 
permit  from  this  Department. 

REASON : — Use  and  operation  of  this  facility  is 
contrary  to  public  safety. 

09-11.0  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 


Resolved,  that  thte  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  April  9,  1963,  June  21,  1963,  August  5, 
1963  and  October  2,  1963,  acting  on  Order  No.  1647-3, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
installation  and  the  buildings  shall  conform  to  drawings 
file  with  his  appeal  dated  October  4,  1963,  3  sheets  and 
December  6,  1963,  2  sheets. 


826-63-A 

APPLICANT — The  Greenwich  Savings  Bank,  lessee  for 
515  Madison  Avenue,  Associates,  owner. 

SUBJECT — Application  October  25,  1963 — Appeal  from  a 
decision  of  thte  Borough  Superintendent — show  windows. 
PREMISES  AFFECTED— 515-517  Madison  Avenue,  31- 
39  East  53rd  Street,  northeast  corner,  Block  1289,  Lot 
21,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Reuben  A.  Lazarus,  Howard  Talbot  and 
Herbert  D.  Warrington. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Commissioner  Fox,  Commissioner  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  _ A 

N egativ e :  . . . . . . . . . . .  0 

Absent:  Chairman  Foley  _ _ _ 1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  23,  1963  on  Alt.  Applic.  275-61,  reads : 

“1.  Show  windows  as  proposed  on  public  corridor  con¬ 
trary  to  C26-289.0  A.C.” 

Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  uner  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  October  23,  1963,  acting  on  Alt.  Applic.  275-61 
Objection  No.  1  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  the  build¬ 
ing  conforms  to  drawings  filed  with  this  application  dated 
October  25,  1963,  5  sheets,  and  November  20,  1963,  2 
sheets. 


845-63-A 

APPLICANT — William  B.  D.  Harris  Jr.  for  Dept,  of 
Parks,  City  of  New  York,  owner;  Metropolitan  Ski 
Slopes,  Incorporated,  lessee. 

SUBJECT — Application  October  30,  1963 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  ski  lodge, 
erection  of,  use  of  material. 

PREMISES  AFFECTED — South  East  section  of  Van- 
Cortlandt  Park  Golf  Course,  1500  feet  north  of  Hillman 
Avenue,  Block  3422,  Lot  1,  Borough  of  the  Bronx. 
APPEARANCES— 

For  Applicant:  William  B.  D.  Harris. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ _ _ _ 5 

Negative:  _ _ 0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  16,  1963  on  N.B.  Applic.  814-63,  reads: 

“3.  Proposed  structure  of  ‘skin’  construction  which  is 
structurally  supported  by  means  of  air  pressure 
differential  between  exterior  and  interior  surfaces 
requires  approval  by  the  Board  of  Standards  and 
Appeals  as  per  C26-19.0  A.C.” 

and 


1455 


MINUTES 


Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  October  16,  1963,  acting  on  N.B.  Applic.  814-63, 
Objection  No.  3,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  structure  shall  conform  to  drawings  filed  with  this 
appeal  dated  November  14,  1963,  4  sheets;  on  further  con¬ 
dition  that  this  grant  is  for  a  period  only  from  December 
1,  1963  to  April  1,  1964;  and  that  a  40  gallon  portable 
C02  fire  extinguisher  shall  be  kept  available  at  the  site. 


1370-61-A 

APPLICANT — Charles  M.  Spindler  for  R  &  J  Realty 
Corporation,  owner. 

SUBJECT — Application  filed  August  22,  1961  —  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  Sprinkler 
system.  d 

PREMISES  AFFECTED— 182-190  Smith  Street  and 
324-328  V/arren  Street,  south  west  corner,  Block  396, 
Lots  35,  36,  38  and  39,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW: 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ _ _ _ _  5 

Negative :  _ _ _  0 


1346-61-A 

APPLICANT — Longman  and  Martinez,  lessee  for  Hazel- 
tine,  Mabell  and  Alice  Longman,  owners. 

SUBJECT — Application  August  16,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 46  Roebling  Street,  northwest 
corner  of  North  9th  Street,  Block  2306,  Lot  18,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  December  17,  1963, 
at  2  P.M.  for  decision;  applicant  to  be  notified  to  be 
present;  hearing  previously  closed. 


1419-61-A 

APPLICANT — Arnold  W.  Lederer  for  Ferbush  Realty 
Company,  owner. 

SUBJECT — Application  filed  August  31,  1961 — Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  Sprink¬ 
ler  System. 

PREMISES  AFFECTED — 8-12-14  Forrest  Street,  south 
side,  98  feet  west  of  Bushwick  Avenue,  Block  3145,  Lot 
12,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  January  7,  1964,  at 
2  P.M.  for  decision;  applicant  to  obtain  re-evaluation 
from  Fire  Department;  hearing  closed. 


1455-61-A 

APPLICANT — Goldwater  and  Flynn  for  Samuel  L. 
Kuhn,  owner. 


SUBJECT — Application  September  8,  1961 — Appeal  from 
an  order  of  the  Fire  Commissioner,  re-  sprinkler  system. 
PREMISES  AFFECTED— 417  East  75th  Street,  north 
side,  227.1  feet  east  of  First  Avenue  Block  1470,  Lot 
11,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Louis  R.  Colman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  January  7,  1964, 
at  2  P.M.  for  inspection  and  decision;  hearing  closed. 


1473-61-A 

APPLICANT — Joseph  Schecter  for  Vika  Properties  Inc., 
owner. 

SUBJECT — Application  September  22,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 187  Bowery,  east  side,  50  feet, 
4V2  inches  north  of  Delaney  Street,  Block  425,  Lot  3, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Schechter. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  January  7,  1964,  at 
2  P.M.  for  inspection  and  decision;  hearing  closed. 


1475-61-A 

APPLICANT— 20  Catherine  Street,  Inc.,  owner;  Mutual 
Kitchen  Equipment  Co.,  Inc.,  lessee. 

SUBJECT — Application  September  14,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 20  Catherine  Street,  west  side, 
75  feet,  8  inches  south  of  East  Broadway,  Block  279, 
Lot  56,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Morton  Miller. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  January  7,  1964,  at 
2  P.M.  for  inspection  and  decision;  hearing  closed. 


1479-61-A 

APPLICANT — Robert  Teichman  for  Willmarie  Holding 
Corp.,  owner. 

SUBJECT — Application  _  September  25,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 109-113  West  Broadway  and 
112  Reade  Street,  southeast  corner,  Block  146,  Lot  11, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  R.  Teichman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  January  7,  1964,  at 
2  P.M.  for  inspection  and  decision;  hearing  closed. 


1483-61-A 

APPLICANT — Lama,  Proskauer  and  Prober,  for  Louis 
M.  Butler,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
Fire  Commissioner,  re-  sprinkler  system. 

PREMISES  AFFECTED — 2309-2311  Third  Avenue,  east 
side,  49  feet,  11  inches  north  of  East  125th  Street,  Block 
1790,  Lots  3  and  4,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
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ACTION  OF  BOARD— Laid  over  to  January  7,  1964,  at 
2  P.M.  for  inspection  an  decision;  hearing  closed. 


1721-61-A 

APPLICANT— Arnold  W.  Lederer  for  Jerome  and  Jos. 
Vitarelli,  owner. 

SUBJECT— Application  November  14,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 444  Water  Street,  north  side, 

126.5  feet  east  of  Market  Slip,  Block  249,  Lot  50,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  January  7,  1964,  at 
2  P.M.  for  inspection  and  decision;  hearing  closed. 


1722-61-A 

APPLICANT — Arnold  W.  Lederer  for  Jerome  and  Jos. 
Vitarelli,  owners. 

SUBJECT — Application  November  14,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 442  Water  Street,  north  side, 

100.5  feet  east  of  Market  Slip,  Block,  249,  Lot  49,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  January  7,  1964,  at 
2  P.M.  for  inspection  and  decision;  hearing  closed. 


1723-61-A 

APPLICANT — Arnold  W.  Lederer  for  Joseph  and  Jerome 
Vitarelli,  owners. 

SUBJECT — Application  November  14,  1961,  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 446  Water  Street,  north  side, 

151.5  feet  east  of  Pike  Street,  Block  249,  Lot  51,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  January  7,  1964,  at 
2  P.M.  for  inspection  and  decision;  hearing  closed. 


4-63-A 

APPLICANT — Leonard  F.  Rothkrug  for  Louis  Spector, 
owner. 

SUBJECT — Application  January  3,  1963 — Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  variance 
of  Section  56,  subd  5 — increase  of  rooms  and  families 
and  Section  171,  subd  2 — area,  extension,  and  Review 
of  Decision  of  the  Borough  Superintendent  re-  Zoning 
Matter. 

PREMISES  AFFECTED — 3821  Nautilus  Avenue,  north 
side,  180  feet  west  of  Sea  Gate  Avenue,  Block  7002,  Lot 
48,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  January  14,  1964,  at 
2  P.M.  at  request  of  applicant. 


127-63-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  42nd 
Avenue  Bayside  Corporation,  owner. 


SUBJECT — Application  February  13,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  reclassifi¬ 
cation  of  existing  building. 

PREMISES  AFFECTED— 212-01  to  212-25  42nd  Avenue, 
north  side,  42.27  feet  west  of  41st  Road,  Block  6227,  Lot 
330,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Laid  over  to  January  14,  1964,  at 
2  P.M.  for  decision;  applicant  to  confer  with  Building 
Department;  hearing  closed. 


454-63-A 

APPLICANT — Clinton  Brown  for  Jacob  A.  Fine  and  Na¬ 
than  Seril,  owners. 

SUBJECT — Application  May  27,  1963 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  3rd  Class  con¬ 
struction — use  of  5th  floor. 

PREMISES  AFFECTED— 10  West  46th  Street,  south 
side,  200  feet  west  of  Fifth  Avenue,  Block  1261,  Lot  46, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Clinton  Brown. 

ACTION  OF  BOARD — Laid  over  to  January  7,  1964,  at 
2  P.M.  for  inspection  and  decision;  hearing  closed. 


789-63-A 

APPLICANT — Casale  and  Nowell  for  Anna  Laetitia  Pecci 
Blunt,  owner ;  The  Everett  School,  lessee. 

SUBJECT — Application  October  10,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class  3 
construction— extension  of  school. 

PREMISES  AFFECTED — 41  East  75th  Street,  north 
side,  145  feet  east  of  Madison  Avenue,  Block  1390,  Lot 
27,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  B.  F.  Nowell,  Jr.,  Chester  L.  Gray,  Mari¬ 
anne  E.  Everett  and  Harold  F.  Kellogg. 

ACTION  OF  BOARD — Laid  over  to  January  7,  1964,  at 
2  P.M.  for  inspection  and  decision;  hearing  closed. 


102-63-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT — Warm  air  and  air  conditioning  duct. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  without  date,  applicant 
to  submit  test  data. 


Adjourned  3:45  P.M. 

James  P.  Mulroy,  Secretary 


^CORRECTION 

That  portion  of  the  minutes  of  the  Board  of  Standards 
and  Appeals  held  on  November  20,  1962,  as  they  appeared  in 
Bulletin  No.  48,  Vol.  47  as  hereby  corrected  to  read  as 
follows : 

900-50-SM — Vols.  I  and  II 

APPLICAT — Asbestospray  Corporation,  owner. 

APPEARANCES— 

For  Applicant :  William  G.  Boyle  and  R.  M.  Cathcart. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended,  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 
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THE  VOTE— 

Affirmative:  Chairman  Foley,  Vice  Chairman  Kleinert, 
Commissioner  Fox,  Commissioner  Becker  and 

Commissioner  Klein  - - 5 

Negative:  . . . . - . -  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
900-50-SM — Vols.  I  and  II — Amendment  to  resolution  as  to 
additional  forms  of  fire  resistive  floor  and/or  roof  construc¬ 
tion. 


Asbestospray  Corporation,  Newark,  New  Jersey,  re¬ 
quested  that  the  resolution  adopted  July  24,  1951  and 
amended  at  various  times  through  February  21,  1961,  under 
Calendar  Number  900-50-SM,  Vol.  I  and  II,  be  reopened 
and  amended  so  as  to  include  additional  forms  of  fire 
resistive  floor  and/or  ceiling  construction. 

USE:  Three  hour  fire  resistive  floor  construction. 
DESCRIPTION :  The  material,  a  sprayed  asbestos  fire¬ 
proofing,  is  the  same  as  that  approved  July  24,  1951,  under 
Calendar  Number  900-50-SM. 

INSPECTION  AND  TEST:  The  material  was  tested  at 
the  Underwriters’  Laboratory  in  Chicago.  The  tests  were 
conducted  in  accordance  with  the  requirements  of  C26-588.0 
through  C26-590.0  and  C26-609.0.  Administrative  Building 
Code. 


The  construction  successfully  met  the  requirements  of  a 
three  hour  fire  resistive  floor  and/or  roof  construction  and 
a  four  hour  fire  resistive  beam. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  24,  1951  and 
amended  at  various  times  through  February  21,  1961,  under 
Calendar  Number  900-50-SM,  Vols.  I  and  II,  be  reopened 
and  amended  so  as  to  include  the  construction  as  herein 
described  and  as  shown  on  Drawings  3372-4  and  3372-5 
which  are  on  file  with  and  are  part  of  the  record,  on  con¬ 
dition  that  the  requirements  of  the  resolution  adopted  July 
24,  1951,  and  amended  at  various  times  through  February 
21,  1961  under  Calendar  Number  900-50-SM,  Vols.  I  and 
II,  are  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 


John  A.  Darts, 

Asst.  Engr., 


George  F.  Sklenarik, 

Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


*  Correction:  Under  Inspection  and  Test — in  the  last 
sentence,  the  following  has  been  added  to  correct  .  .  . 
“and  a  four  hour  fire  resistive  beam.” 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  November  19,  1963,  as 
they  appeared  in  Bulletin  No.  48,  Vol.  48  are  hereby  cor¬ 
rected  to  read  as  follows : 


475-63-A 

APPLICAT — William  J.  and  Margaret  Fleming,  Ad¬ 
joining  property  owners. 

OWNER  OF  PREMISES — Adson  Industries  Incorpor¬ 
ated. 

SUBJECT — Application  June  6,  1963 — Review  of  decision 
of  the  Borough  Superintendent  re-  zoning  matter. 
PREMISES  AFFECTED— 118-17  Union  Turnpike,  west 
side.  75.31  feet  north  of  Burns  Street,  Block  3334,  Lot 
151,  Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  F.  Fitzsimons. 

For  Opposition:  James  J.  Hurley  and  Aaron  Halpern. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Fox  . . . . -  1 

Negative:  Chairman  Foley,  Commissioner  Becker,  Com¬ 
missioner  Nolan  . . .  4 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  28,  1963  on  N.B.  Applies.  1579  and  1580  of  1961, 
reads : 

“In  response  to  your  letter  of  April  17,  1963,  please  be 
advised  that  reconsideration  as  granted  by  Commission¬ 
er  Birns  permitted  the  width  of  Union  Turnpike  to  be 
taken  as  the  distance  between  the  building  lines  for 
determining  the  height  of  the  proposed  building  for 
both  multiple  dwelling  and  zoning  requirements. 
Intradepartmental  memorandum  forwarded  by  Bor¬ 
ough  Superintendent  Sigman  to  Commissioner  Birns 
clearly  indicated  that  the  question  of  street  width  ap¬ 
plied  to  both  multiple  dwelling  requirement  under 
Sec.  26,  subd.  2  and  4  Multiple  Dwelling  Law,  and 
Zoning  Resolution  requirements  under  Sec.  8,  subd.  d 
Zoning  Resolution.” 

and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  14,  1963  on  N.B.  Applic.  1579-61,  reads : 

“Please  be  advised  that  the  above  application  has  been 
reviewed  and  found  to  be  in  complete  compliance  with 
the  requirements  of  this  Department. 

The  question  of  clear  ownership  in  fee  of  the  plot  was 
reviewed  by  the  Department  of  Buildings  Counsel,  and 
he  found  that  the  existence  of  the  easement  upon  the 
land  does  not  deprive  the  owner  of  any  right  to  file  the 
aforesaid  application. 

The  question  involving  height,  as  related  to  the  width 
of  Union  Turnpike,  was  also  reviewed  by  the  Commis¬ 
sioner’s  office  and  it  was  decided  that  the  width  of  the 
street  may  be  taken  as  the  distance  between  building 
lines  for  determining  the  height  of  the  proposed  struc¬ 
ture.” 

Resolved,  that  the  decisions  of  the  Borough  Superintend¬ 
ent  dated  May  28,  1963  and  August  14,  1963,  acting  on 
N.  B.  Applic.  1579-61,  and  acting  on  Permit  o.  4346,  issued 
August  2,  1963,  and  Permit  No.  5027,  issued  September  12, 
1963,  be  and  they  hereby  are  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 

Correction:  Under  the  Decision  of  the  Borough  Super¬ 
intendent — the  decision  of  May  28,  1963  shown  in  italics 
above  has  been  added  to  correct. 
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Fire  Drill  Rules,  Adopted  by  the  Board  of  Standards  and  Appeals,  October  5,  1923 


FEMALE  SEARCHER 


(593-23-SR) 

DEFINITION  OF  “FIRE  DRILL” 

The  method  and  practice  of  the  systematic  and  orderly 
vacating  of  a  building  by  its  occupants  in  case  of  emer¬ 
gency,  panic  or  fire  in  the  least  possible  time — by  the 
nearest  safe  means  of  exit — and  the  use  of  fire  appliances 
which  shall  be  provided  for  the  extinguishing  or  retard¬ 
ing  of  fire  and  the  safeguarding  of  human  life. 

Rule  1. 

In  all  buildings  as  defined  in  Article  1,  Section  10  of 
the  Labor  Law  in  which  fire  drills  are  required  pursuant 
to  Section  279  thereof  and  in  any  other  building  in  which 
such  drills  are  required  by  the  Fire  Commissioner  pur¬ 
suant  to  the  power  conferred  in  section  491  of  the  New 
York  City  Charter,  it  shall  be  the  duty  of  the  owners, 
lessees  or  tenants  to  conduct  fire  drills  monthly  and  at 
such  other  times  as  the  Fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the 
owner  or  tenants  shall  appoint  from  among  their  em¬ 
ployees  such  responsible  and  dependable  persons,  male 
or  female,  who  shall  efficiently  perform  the  duties  of 
the  various  positions  of  the  fire  drill  organization  as 
specified  on  the  accompanying  chart. 

It  shall  be  the  duty  of  the  owner  or  tenant  to  enter  in 
the  blank  spaces  provided  for  that  purpose  in  said  chart 
the  names  of  persons  so  selected  and  post  said  chart  and 
copies  of  the  rules  in  a  conspicuous  place. 


FIRE  DRILL  ORGANIZATION 


Premises  . . . . 

Name  of  concern  . 

Building  No . Story, 


FOREMAN  OR  PERSON  IN  CHARGE 
Regular  Substitute 


WATCHMAN 


MALE  SEARCHER 


STREET  ALARM  BOX  RUNNER 

FIRE  BRIGADE 


EXIT  GUARDS 
Exit . 

it 

it 


U 


Squad  Monitors 
..Squad  No.  1... 
..  “  “  2... 

..  “  “  3... 

«  «  4 

..  “  “  5... 

«  «  t- 


Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  enforce 
and  have  full  charge  of  the  “Fire  Drill”  in  every  factory 
on  each  floor.  Each  day  before  work  is  begun  he  shall 
see  that  extinguishers,  fire  hose,  fire  buckets,  etc.,  are  in 
readiness  for  use,  exit  doors  are  unlocked,  aisles  are  free 
from  obstruction,  that  stairways,  halls,  etc.,  are  properly 
lighted,  and  shall  remedy  any  dangerous  condition  found 
to  exist.  Immediately  after  work  is  commenced  he  shall 
check  up  the  Fire  Drill  Organization  list  and  note  if  the 
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regularly  assigned  persons  are  present;  if  any  are  found 
to  be  absent,  he  shall  assign  other  employees  (if  prac¬ 
ticable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc. 

He  shall  be  familiar  with  the  operation  and  location  of 
the  interior  alarm  signal  box  on  his  floor. 

He  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintendent 
or  other  person  in  charge  of  the  building  and  advise  him 
of  the  fact.  The  (Floor  Captain’s)  Foreman’s  orders  are 
final  as  to  the  carrying  out  of  the  fire  drill  on  his  particular 
floor. 


Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windows 
are  closed  so  as  to  prevent  the  spread  of  fire.  The 
WATCHMEN  shall  be  the  only  persons  permitted  to  re¬ 
main  on  the  floor  during  the  progress  of  a  fire  drill  and 
do  so  at  their  own  risk.  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  In  special 
cases,  however,  extra  watchmen  may  be  assigned  by  con¬ 
sent  in  writing  from  Fire  Commissioner. 


Rule  4.  Duties  of  Searchers. 

The  MALE  AND  FEMALE  SEARCHERS  shall  search 
all  toilets,  dressing  rooms  and  emergency  rooms  used  and 
frequented  by  their  sex  and  all  other  portions  of  the  floor 
and  order  all  persons,  except  those  authorized  to  remain,  to 
leave  the  premises.  They  are  to  take  care  of  and  assist 
all  persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediately  aftei 
the  last  squad  leaves. 


Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET-ALARM-BOX-RUNNER  shall  be  famil¬ 
iar  with  the  location  of  the  nearest  city  fire  alarm  box  and 
know  how  it  is  operated. 

In  ordinary  practice  fire  drills  the  STREET-ALARM- 
BOX-RUNNER  shall  report  to  the  Foreman  for  orders, 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  of  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET- 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm  box 
and  send  in  the  fire  alarm. 


Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  arrival 
of  the  Fire  Department,  any  fire  that  may  occur.  When  it 
is  necessary  for  the  fire  brigade  to  respond  to  different 
floors  in  the  building  they  shall  not  use  the  stairways  or 
fire  escapes  while  the  occupants  are  escaping  from  the 
premises. 


Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all  exit 
doors  leading  to  fire  escapes,  stairways,  and  other  means 
of  escape  immediately  upon  the  sounding  of  the  alarm. 
There  shall  be  two  guards  for  each  exit,  if  practicable; 
one  to  stand  in  the  hallway  holding  back  the  door  and  the 
other  directly  inside  on  the  floor.  They  are  to  keep  the 
exit  doors  open  and  direct  the  movements  of  the  persons 
using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  station. 
Then  close  their  doors  and  pass  out  of  the  building.  Upon 
signal  for  the  occupants  to  return,  EXIT  GUARDS  shall 
take  their  designated  stations  and  remain  there  until  all 
persons  have  returned  to  their  respective  floors. 


Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  not 
more  than  thirty  to  each  squad.  They  shall  see  that  all 
aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  respec¬ 
tive  squads  to  the  exit  assigned,  and  then  march  up  or 
down  the  stairs  or  to  other  exits  as  directed  by  the  EXIT 
GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interfer¬ 
ence  with  fire  apparatus.  When  the  proper  signal  is  given 
they  shall  return  to  their  respective  floors  at  head  of  their 
squads. 

MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 
manner. 


Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  mon*h 
at  varied  hours  of  the  day,  and  all  of  the  occupants  shall 
participate  therein  simultaneously.  Such  drills  shall  con¬ 
duct  all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems  are 
installed  as  permitted  under  Rule  10.1  of  the  interior  fire 
alarm  rules  of  the  Board  of  Standards  and  Appeals,  the 
fire  drill  conducted  each  month  shall  include  all  of  the 
persons  on  the  premises  engaged  at  work  for  a  factory, 
and  drills  shall  be  conducted  at  least  twice,  each  year  in 
which  all  of  the  persons  on  the  premises  shall  participate 
simultaneously. 


Rule  10.  Duties  of  Owner. 

It  shall  be  the  duty  of  the,  OWNER,  LESSEE  OR 
TENANT  OF  THE  BUILDING  or  his  authorized  agent 
or  their  representatives  to  personally  observe  that  the 
“Fire  Drill’’  is  held  simultaneously  on  every  floor  of  the 
building  and  the  participation  therein  of  every  occupant  of 
such  building.  Any  FIRE  DRILL  in  which  all  of  the 
occupants  do  not  participate  shall  not  be  considered  as  com¬ 
plying  with  the  LAW,  except  as  otherwise  provided  in 
these  rules. 
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The  person  or  persons  representing  the  OWNERS, 
LESSEE  OR  TENANT,  who  supervises  the  FIRE  DRILL 
at  the  building  shall  submit  to  an  examination  by  the 
Division  of  Fire  Prevention  as  to  their  experience  and 
general  fitness  for  such  duties,  and  shall  be  so  certified  in 
writing  by  the  FIRE  COMMISSIONER. 

It  shall  be  the  duty  of  the  ENGINEER,  SUPERIN¬ 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  build¬ 
ing  having  an  interior  fire  alarm  system  to  test  such  system 
daily,  immedately  after  the  beginning  of  business,  and  to 
see  that  all  apparatus  operated  by  springs,  requiring  wind¬ 
ing  are  rewound  after  each  alarm  and  kept  in  normal  con¬ 
dition  for  operation. 


Rule  11.  Duties  of  Engineer. 

Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs,  etc.,  being 
made,  the  PERSON  IN  CHARGE  OF  BUILDING  will 
first  notify  all  Foremen  of  the  several  floors  of  the  in¬ 
tended  test  and  likewise  notify  them  when  the  repairs,  etc. 
are  completed.  This  precaution  is  taken  to  prevent  con¬ 


fusion  and  excitement,  also  misunderstanding  of  the  alarm 
signals. 

It  shall  also  be  the  duty  of  the  PERSON  IN  CHARGE 
OF  BUILDING  to  sound  the  interior  alarm  system  at 
irregular  intervals,  but  not  less  than  once  each  calendar 
month,  for  the  purpose  of  holding  practice  fire  drills.  He 
shall  keep  on  the  premises  a  record  of  such  drills,  show¬ 
ing  the  date  when  held  and  the  required  time  for  all 
occupants  to  reach  the  street  or  a  point  of  safety  outside 
the  building. 

The  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of  the 
“Fire  Drill”  Organization  and  its  purport. 


Rule  12.  Registration. 

The  name  and  address  of  every  person,  corporation  or 
co-partnership,  that  will  under  professional  service,  carry 
on  the  trade,  business  or  calling  of  establishing,  main¬ 
taining  or  supervising  the  “Fire  Drill”  shall  be  registered 
in  the  Fire  Department,  which  Department  shall,  upon 
evidence  of  fitness,  grant  a  certificate  to  that  effect. 
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The  New  York  City  Housing  and  Redevelopment  Board,  objectant, 
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CALENDAR 


DOCKET 

New  Cases  filed 
Cal.  No.  Dept.  Premises 

982-63-BZ — 139-91  35th  Avenue,  north  side,  150  feet 
west  of  Parsons  Boulevard,  Block  4994,  Lot  68,  Flushing, 
Borough  of  Queens,  Alt.  437-63,  re-  parking  lot,  more 
than  5  motor  vehicles. 


983-63-A — F.D. — 61  East  11th  Street,  north  side,  250 
feet  east  of  University  Place,  Block  563,  Lot  45,  Bor¬ 
ough  of  Manhattan,  F.D.  order  3462-3,  re-  sprinkler  sys¬ 
tem. 


984-63-A — F.D. — 720-730  Washington  Avenue,  west  side, 
32  feet,  6  inches  south  of  Prospect  Place,  Block  1160, 
Lot  37,  Borough  of  Brooklyn,  F.D.  order  211-3,  re¬ 
sprinkler  system. 


985-63-SM — Archer  Personnel  Tower,  manufactured  by 
Archer  Iron  Works,  Material. 


986-63-SM — Porcelain  enamel  panels,  manufactured  by 
Garden  State  Porcelain  Products  Inc.,  Material. 


987-63-SA — Norge  “Fabricolor”  Coin-Operated  Dry  Ma¬ 
chine,  Model  Nos.  ADE-5610,  manufactured  by  Norge 
Sales  Corporation,  Division  Borg-Warner  Corporation, 
Appliance. 


988-63-A — B.M. — 754-758  Park  Avenue,  56-58  East  72nd 
Street,  southwest  corner,  Block  1386,  Lot  37,  Borough 
of  Manhattan,  N.B.  258-63,  re-  zoning  matter. 


989-63-A— B.M.  181-193  East  71st  Street,  1230-1248 
Third  Avenue,  180-190  East  72nd  Street,  West  side,  of 
Third  Avenue,  Northwest  corner  at  East  71st  Street, 
Block  1406,  Lot  41,  Borough  of  Manhattan,  Alt.  1201-63 
re-  permit  transient  parking. 


990-63-SA— Cleveland  Draft  Controller  Systems,  Series 
DCR,  manufactured  by  Cleveland  Controls,  Inc.,  Ap¬ 
pliance. 


lyn.  N.B.  449-62,  decision  of  the  Borough  Superintendent, 
building  encroaches  on  front  yard. 


996-63-SM — Corobuff  Colored  Corrugated  Display 
Paper,  manufactured  by  Bemiss  Jason  Corporation,  Ma¬ 
terial. 


997-63-A — F.D. — 2  Hudson  Street,  North  West  corner  of 
Chambers  Street,  Block  140,  Lot  1,  Borough  of  Man¬ 
hattan,  re-  egress. 


998-63-SM — Ing-Rich  Panel,  manufactured  by  Ingram- 
Richardson  Mfg.  Co.,  Material. 


999-63-BZ — B.Bx. — 112  Bruckner  Boulevard,  southwest 
corner  of  Brown  Place,  Block  2277,  Lot  82,  Borough  of 
The  Bronx,  Alt.  239-63,  re-  floor  area  excessive,  Ml-2 
district. 


1000-63-A — B.M. — 67  Fulton  Street,  north  side,  121.4 
feet  east  of  Gold  Street,  Block  94,  Lot  10,  Borough  of 
Manhattan,  Alt.  659-63,  re-  fire  escape. 


1001-63-A — F.D. — 151-153  East  86th  Street,  north  side, 
62.2  feet  east  of  Lexington  Avenue,  Block  1515,  Lot  23 
and  part  of  24  Borough  of  Manhattan,  F.D.  Order  3838-3, 
re-  sprinkler  system. 


1002-63-SM — Saf  404  Fire  Retardant  Paint,  manufac¬ 
tured  by  Baltimore  Paint  and  Chemical  Corporation, 
Material. 


1003-63-A — F.D. — 145-157  Bowery,  east  side,  60.6  feet 
south  of  Broome  Street,  Block  423,  Lot  9,  Borough  of 
Manhattan,  F.D.  Order  487690,  re-  sprinkler  system. 


1004-63-A — F.D.  443  Glenmore  Avenue,  north  side,  70 
feet  west  of  Wyona  Street,  Block  3706,  Lot  39,  Borough 
of  Brooklyn,  F.D.  Order  2643-3,  re-  sprinkler  system. 


1005-63-A — B.M. — 354  West  20th  Street,  south  side, 
132.8  feet  east  of  9th  Avenue,  Block  743,  Lot  76,  Borough 
of  Manhattan,  Alt.  721-62-  re-  rear  yard. 


991-63-A— F.D.  301-305  East  72nd  Street,  1392-1396 
Second  Avenue,  northeast  corner,  Block  1447  Lot  1 
Borough  of  Manhattan,  F.D.  order  3080-3  re-  sprinkler 
system. 


1006-63-A — B.Q. — 136-19  37th  Avenue,  north  side,  158 
feet  east  of  Main  Street,  Block  4977,  Lot  100,  Borough 
of  Queens,  Alt.  1968-63,  re-  change  of  use  of  frame 
building. 


992-63-A  B.M. — 44-48  East  14th  Street,  south  side,  79 
feet,  9  inches  east  of  University  Place,  45-53  East  13th 
Street,  Block  565,  Lots  11,  13,  and  14,  Borough  of  Man¬ 
hattan,  N.B.  47-63,  re-openings  for  new  escalators. 


F.D. -1552-1608  Ralph  Avenue,  west  side 
of  FarraSut  Road,  Block  7955,  Loti 
^3,  35,  and  43,  Borough  of  Brooklyn 
F.D.  order  5655-2,  re-  sprinkler  system. 


994-63- A— B.  Bx. — 846  Quincy  Avenue,  east  side,  270 
feet  north  of  Lafayette  Avenue,  Block  5545,  Lot  67 
Borough  of  The  Bronx,  Alt.  298-61,  re-  zoning  matter. 


1007-63-A — B.B. — 1242-1244  Prospect  Avenue,  west  side, 
195.11%  feet  south  of  Vanderbilt  Street,  Block  5274,  Lots 
23,  24,  Alt.  2618-63,  re-  egress  and  change  of  occupancy. 


1008-63-BZ — B.Bx. — 2949  Boston  Road,  west  side,  50 
feet  north  of  Paulding  Road,  Block  4555,  Lot  23,  Bor¬ 
ough  of  The  Bronx.  Alt.  746-63,  re-  proposed  automobile 
repair  shop,  C8-1  district. 


1009-63-A — F.D. — 6906-6912  5th  Avenue,  west  side, 
45.3%  feet  south  of  Bay  Ridge  Avenue,  Block  5873,  Lot 
46,  Borough  of  Brooklyn,  F.D.  Order  2602-3,  re-  sprink¬ 
ler  system. 


995-63-BZ — B.B. — 5222  Avenue  T,  Southwest  corner  of 
East  53rd  Street,  Block  8544,  Lot  39,  Borough  of  Brook- 


1010-63-A — Packaging  of  combustible  mixture  known  as 
Armstrong  Rubberized  Caulking  and  Sealer,  manufac¬ 
tured  by  Armstrong  Cork  Company. 
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1011-63-A — Packaging  of  combustible  mixture  known  as 
Armstrong  Drywall  Adhesive,  manufactured  by  Arm¬ 
strong  Cork  Company. 


1012-63-SM — A/C  Acousti-Glaze,  manufactured  by  Glen- 
Gery  Shale  Brick  Corporation,  Material. 


APPLICATIONS  FOR  EXTENSION  OF  TIME 
TO  PERMIT  THE  COMPLETION  OF 
CONSTRUCTION. 

(Filed  Pursuant  to  Sections  11-32  and  11-33) 

161-63-BZX — B.R. — 329  Norway  Avenue,  Block  3252, 
Lot  35,  Alt.  459-61,  Permit  No.  459-61. 


162-63-BZX — B.B. — 960  49th  Street,  Block  5638,  Lot 
31,  Alt.  2086-61,  Permit  No.  2085. 


163-63-BZX — B.B. — 143-45  42nd  Street,  Block  716,  Lot 
56,  Alt.  4643-54,  Permit  No.  5738-57. 


164-63-BZX — B.M. — 43  Avenue  B,  Block  386,  Lot  4, 
Alt.  805-62,  Permit  No.  2647-62. 


165-63-BZX — B.M. — 41  Avenue  B,  Block  386,  Lot  3, 
Alt.  804-60,  Permit  No.  2646-62. 


166-63-BZX — B.M. — 408-422  West  52nd  Street,  Block 
1061,  Lots  23-27,  Alt.  71-59,  Permit  No.  3711-63. 


167-63-BZX— B.Q.— 135-10  89th  Avenue,  Block  9364, 
Lot  18,  Alt,  2965-61,  Permit  No.  3181-63. 


168-63-BZX — B.B. — 8415  Flatlands  Avenue,  Block  8005, 
Lot  3,  Alt.  3078-61,  Permit  No.  983-62. 


169-63-BZX — B.B. — 2290  Atlantic  Avenue,  Block  1435, 
Lot  25,  Alt.  3079-61,  Permit  No.  984-62. 


170-63-BZX — B.M. — 87  Chambers  Street,  Block  149,  Lot 
7,  Alt.  1233-58,  Permit  No.  247-59. 


171-63-BZX — B.M. — 89  Chambers  Street,  Block  149, 
Lot  8,  Alt.  1234-58,  Permit  No.  246-59. 


172-63-BZX — B.M. — 304-306  East  73rd  Street,  Block 
1447,  Lots  47  and  48,  Alt.  2330-61,  Permit  No.  959-63. 


173-63-BZX — B.M. — 308  East  73rd  Street,  Block  1447, 
Lot  46,  Alt.  2324-61,  Permit  No.  4225-63. 


174-63-BZX — B.B. — 56  Fourth  Place,  Block  374,  Lot 
10,  Alt.  1095-60,  Permit  No.  3069-60. 


175-63-BZX — B.M. — 458  West  Broadway,  Block  516,  Lot 
33,  Alt.  218-61,  Permit  No.  218-61. 


176-63-BZX — B.M. — 393-395  Canal  Street,  Block  227, 
Lot  7,  Alt.  661-61,  Permit  No.  2964-61. 


178- 63-BZX — B.Q.  25-63  31st  Street,  Block  620,  Lot 

10,  Alt.  2887-61,  Permit  No.  1512-62. 

179- 63-BZX — B.R. — 1791  Hylan  Boulevard,  Block  3536, 
Lot  99,  Alt.  445-61,  Permit  No.  445-61. 

180- 63-BZX — B.B. — 1679-1703  Bedford  Avenue,  Block 
1304,  Lots  10,  12,  14  and  part  of  Lot  1,  Alt.  2237-60,  Per¬ 
mit  No.  5998-60. 

181- 63-BZX— B.Q.— 109-20  34th  Avenue,  Block  1753,  Lot 

11,  Alt.  788-62. 


APPLICATIONS  FOR  EXTENSION  OF  TIME 
TO  PERMIT  THE  COMPLETION  OF 
CONSTRUCTION 

(Filed  Pursuant  to  Sections  11-322  and/or  11-323) 
391-63-BZY — B.B. — 1416  East  87th  Street,  N.B.  3643/61. 


392-BZY — B.B. — 1418 

East 

87th 

Street, 

N.B. 

3644/61. 

393-BZY — B.B. — 1420 

East 

87th 

Street, 

N.B. 

3645/61. 

394-BZY — B.B. — 1422 

East 

87th 

Street, 

N.B. 

3646/61. 

395-BZY — B.B. — 1424 

East 

87th 

Street, 

N.B. 

3647/61. 

396-BZY — B.B. — 1426 

East 

87th 

Street, 

N.B. 

3648/61. 

397-BZY — B.B. — 1430 

East 

87th 

Streep 

N.B. 

3649/61. 

398-BZY — B.B. — 1432 

East 

87th 

Street, 

N.B. 

3650/61. 

399-BZY — B.B. — 1434 

East 

87th 

Street, 

N.B.— 

-3651/61. 

400-BZY — B.B. — 1436 

East 

87th 

Street, 

N.B. 

3652/61. 

401-BZY — B.B. — 1440 

East 

87th 

Street, 

N.B. 

3653/61. 

402-BZY — B.B. — 1442 

East 

87th 

Street, 

N.B. 

3654/61. 

403-BZY — B.B. — 1444 

East 

87th 

Street, 

N.B. 

3655/61. 

404-BZY — B.B. — 1446 

East 

87th 

Street, 

N.B. 

3656/61. 

405-BZY — B.B. — 1450 

East 

87th 

Street, 

N.B. 

3657/61. 

406-BZY — B.B. — 1452 

East 

87th 

Street, 

N.B. 

3658/61. 

407-BZY — B.B. — 1454 

East 

87th 

Street, 

N.B. 

3659/61. 

408-BZY— B.B. —1456 

East 

87th 

Street, 

N.B. 

3660/61. 

409-BZY — B.B. — 1458 

East 

87  th 

Street, 

N.B. 

3661/61. 

410-BZY — B.B. — 1415 

East 

86th 

Street, 

N.B. 

3662/61. 

411-BZY — B.B. — 1417 


177-63-BZX— B.B.— 798-800  Wythe  Avenue,  Block  2223, 
Lot  23,  Alt.  4201-61. 
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412-BZY — B.B. — 1419 

East 

86th 

Street, 

N.B. 

3664/61. 

442-BZY— B.B. —1470  East  87th  Street,  N.B.  3700-61. 

413-BZY — B.B. — 1421 

East 

86th 

Street, 

N.B.  . 

3665-/61. 

443-BZY — B.B. — 1472  East  87th  Street,  N.B.  3701-61. 

414-BZY — B.B. — 1423 

East 

86th 

Street, 

N.B. 

3666/61. 

444_BZY— B.B. —1474  East  87th  Street,  N.B.  3702-61 

415-BZY — B.B. — 1425 

East 

86th 

Street, 

N.B. 

3667/61. 

445-BZY — B.B. — 1478  East  87th  Street,  N.B.  3703-61. 

416-BZY — B.B. — 1429 

East 

86th 

Street, 

N.B. 

3668/61. 

446-BZY — B.B. — 1480  East  87th  Street,  N.B.  3704-61. 

417-BZY — B.B. — 1431 

East 

86th 

Street, 

N.B. 

3669/61. 

447-BZY — B.B. — 1482  East  87th  Street,  N.N.  3705-61. 

418-BZY — B.B. — 1433 

East 

86th 

Street, 

N.B. 

3670/61. 

448-BZY— B.B.— 1484  East  87th  Street,  N.B.  3706-61. 

419-BZY — B.B. — 1435 

East 

86th 

Street, 

N.B. 

3671/61. 

449-BZY— B.Q.— 111-12  157th  Street,  N.B.  2591-61. 

420-BZY — B.B. — 1439 

East 

86th 

Street, 

N.B. 

3672/61. 

450-BZY— B.Q.— 111-14  157th  Street,  N.B.  2592-61. 

421-BZY — B.B. — 1441 

East 

86th 

Street, 

N.B. 

3673-61. 

451-BZY— B.Q.— 111-35  156th  Street,  N.B.  2593-61. 

422-BZY — B.B. — 1443 

East 

86th 

Street, 

N.B. 

3674-61. 

452-BZY— B.Q.— 111-37  156th  Street,  N.B.  2594-61. 

423-BZY — B.B. — 1445 

East 

86th 

Street, 

N.B. 

3675-61. 

453-BZY— B.Q.— 111-49  156th  Street,  N.B.  2595-61. 

424-BZY — B.B. — 1449 

East 

86th 

Street, 

N.B. 

3676-61. 

454-BZY— B.Q.— 111-50  157th  Street,  N.B.  2596-61. 

425— BZY— B.B.— 1451 

'  East  86th 

Street, 

N.B. 

3677-61. 

455-BZY— B.Q.— 111-38  158th  Street,  N.B.  2597-61. 

426-BZY — B.B. — 1453 

East 

86th 

Street, 

N.B. 

3678-61. 

456-BZY— B.Q.— 111-40  158th  Street,  N.B.  2598-61. 

427-BZY — B.B. — 1455 

East 

86th 

Street, 

N.B. 

3679-61. 

457-BZY— B.Q.— 111-42  158th  Street,  N.B.  2599-61. 

428-BZY — B.B. — 1457 

East 

86th 

Street, 

N.B. 

3680-61. 

458-BZY— B.Q.— 111-44  158th  Street,  N.B.  2600-61. 

429-BZY — B.B. — 1461 

East 

86th 

Street, 

N.B. 

3681-61. 

459-BZY— B.Q.— 111-64  158th  Street.  N.B.  2601-61. 

430-BZY — B.B. — 1463 

East 

86th 

Street, 

N.B. 

3682-61. 

460-BZY— B.Q.— 111-66  158th  Street,  N.B.  2602-61. 

431-BZY — B.B. — 1467 

East 

86th 

Street, 

N.B. 

3683-61. 

461-BZY— B.Q.— 111-37  157th  Street,  N.B.  2603-61. 

432-BZY — B.B. — 1469 

East 

86th 

Street, 

N.B. 

3684-61. 

462-BZY— B.Q.— 111-39  157th  Street,  N.B.  2604-61. 

433-BZY — B.B. — 1471 

East 

86th 

Street, 

N.B. 

3685-61. 

463-BZY— B.Q.— 111-41  157th  Street,  N.B.  2605-61. 

434-BZY— B.B.  1473 

East 

86th 

Street, 

N.B. 

3686-61. 

464-BZY— B.Q.— 111-43  157th  Street,  N.B.  2606-61. 

435-BZY — B.B. — 1477 

East 

86th 

Street, 

N.B. 

3687-61. 

465-BZY— B.Q.— 111-45  157th  Street,  N.B.  2607-61. 

436-BZY — B.B. — 1479 

East 

86th 

Street, 

N.B. 

3688-61. 

466-BZY— B.Q.— 111-47  157th  Street,  N.B.  2608-61. 

437-BZY — B.B. — 1481 

East 

86th 

Street, 

N.B. 

3689-61. 

467-BZY— B.Q.— 111-55  157th  Street,  N.B.  2609-61. 

438-BZY — B.B. — 1483 

East 

86th 

Street, 

N.B. 

3690-61. 

468-BZY— B.Q.— 111-61  157th  Street,  N.B.  2610-61. 

439-BZY — B.B. — 1462 

East 

87th 

Street, 

N.B. 

3697-61. 

469-BZY— B.Q.— 111-63  157th  Street,  N.B.  2611-61. 

440-BZY — B.B. — 1464 

East 

87th 

Street, 

N.B. 

3698-61. 

470-BZY— B.Q.— 110-27  157th  Street,  N.B.  6133-61. 

441-BZY — B.B. — 1468  East  87th  Street,  N.B.  3699-61.  471-BZY— B.Q.— 110-29  157th  Street,  N.B.  6134-61. 
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472-BZY— B.Q.— 110-33  157th  Street,  N.B.  6135-61. 


473-BZY— B.Q.— 110-35  157th  Street,  N.B.  6136-61. 


474-BZY— B.Q.— 110-30  158th  Street,  N.B.  6137-61. 


475-BZY— B.Q.— 110-32  158th  Street,  N.B.  6138-61. 


476-BZY— B.Q.— 110-34  158th  Street,  N.B.  6139-61. 


477-BZY— B.Q.— 110-38  158th  Street,  N.B.  6139-61. 


478-BZY — B.B. — 1321  East  80th  Street,  N.B.  6574-61. 


479-BZY — B.B. — 1323  East  80th  Street,  N.B.  6575-61. 


480-BZY — B.B. — 1325  80th  Street,  N.B.  6576-61. 


481-BZY — B.B. — 1327  East  80th  Street,  N.B.  6577-61. 


482-BZY — B.B. — 1331  East  80th  Street,  N.B.  6578-61. 


483-BZY — B.B. — 1333  East  80th  Street,  N.B.  6579-61. 


484-BZY — B.B. — 1335  East  80th  Street,  N.B.  6580-61. 


485-BZY — B.B. — 1337  East  80th  Street,  N.B.  6581-61. 


486-BZY — B.Bx — 3256  Bruner  Avenue,  N.B.  1111-61. 


487-BZY — B.Bx — 737  Throggs  Neck  Expressway,  N.B. 
435-61. 


488-BZY— B.Q.— 69-44  Eliot  Avenue,  N.B.  6145-61. 


489-BZY— B.Q.— 61-27  69  Street,  N.B.  7270-61. 


490-BZY— B.Q.— 61-29  69  Street,  N.B.  7269-61. 


491-BZY— B.Q.— 61-31  69  Street,  N.B.  7268-61. 


492-BZY— B.Q.— 61-33  69  Street,  N.B.  7267-61. 


493-BZY— B.Q.— 61-35  69  Street,  N.B.  7266-61. 


494-BZY— B.Q.— 61-37  69  69  Street,  N.B.  7265-61. 


495-BZY— B.Q.— 61-39  69  Street,  N.B.  7264-61. 


496-BZY— B.Q.— 61-12  69  PI.,  N.B.  7263-61. 


497-BZY— B.Q.— 61-14  69  Place,  N.B.  7262-61. 


498-BZY— B.Q.— 61-09  69  Place,  N.B.  7220-61. 


499-BZY— B.Q.— 61-07  69  Place,  N.B.  7219-61. 


500-BZY— B.Q.— 61-05  69  Place,  N.B.  7218-61. 


501-BZY— B.Q.— 61-03  69  Place,  N.B.  7217-61. 


502-BZY— B.Q.— 61-01  69  Place,  N.B.  7216-61. 


503-BZY— B.Q.— 61-02  69  Lane,  N.B.  7222-61. 


504-BZY— B.Q.— 61-04  69  Lane,  N.B.  7223-61. 


505-BZY— B.Q.— 61-96  69  Lane,  N.B.  7224-61. 


506-BZY— B.Q.— 61-08  69  Lane,  N.B.  7225-61. 


507-BZY— B.Q.— 61-10  69  Lane,  N.B.  7226-61. 

'  l  !  ,  ~  '  C 


508-BZY— B.Q.— 61-11  69  Street,  N.B.  7240-61. 


509-BZY— B.Q.— 69-60  Eliot  Avenue,  N.B.  7221-61. 


510-BZY— B.Q.— 106-20  157th  Street,  N.B.  5110/61. 


511-BZY— B.Q.— 104-26  90th  Avenue,  N.B.  6435/61. 


512-BZY— B.Q.— 162-09  99th  Street,  N.B.  2069/61. 


513-BZY— B.Q.— 162-05  99th  Street,  N.B.  2068/61. 


514-BZY— B.Q.— 143-11  101  Avenue,  N.B.  4203/61. 


515-BZY— B.Q.— 143-15  101  Avenue,  N.B.  4202/61. 


516-BZY— B.Q.— 143-17  101  Avenue,  N.B.  4201/61. 


517-BZY— B.Q.— 143-19  Avenue,  N.B.  4200/61. 


518-BZY— B.Q.— 133-16  131  Avenue,  N.B.  8708/61. 


519-BZY— B.Q.— 133-12  131  Avenue,  N.B.  8709/61. 


520-BZY— B.B.— 10516  Flatlands  1st  Street,  N.B. 
5238/61. 


521-BZY— B.B.— 10518  Flatlands  1st  Street,  N.B. 

5239/61. 


522-BZY— B.B.— 10520  Flatlands  1st  Street,  N.B. 
5240/61. 


523-BZY — B.B. — 10522  Flatlands  1st  Street,  N.B. 
5241/61. 


524-BZY — B.B. — 10524  Flatlands  1st  Street,  N.B. 
5242/61. 


525-BZY — B.B. — 10526  Flatlands  1st  Street,  N.B. 
5243/61. 


526-BZY — B.B. — 10528  Flatlands  1st  Street,  N.B. 
5244/61. 


527-BZY— B.B.— 10530  Flatlands  1st  Street,  N.B. 
5245/61. 


528-BZY— B.B.— 10532  Flatlands  1st  Street,  N.B. 
5246/61. 
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529-BZY — B.B. — 295  Conklin  Avenue,  N.B.  4542/61. 


530-BZY— B.B.— 293  Conklin  Avenue,  N.B.  4543/61. 


531-BZY— B.Q.— 65-15  Alderton  Street,  N.B.  4753/61. 


532-BZY — B.B. — 932  East  81st  Street,  N.B.  4030/61. 


533-BZY — B.B. — 934  East  81st  Street,  N.B.  4031-61. 


534-BZY — B.B. — 938  East  81st  Street,  N.B.  4032-61. 


535-BZY — B.B. — 940  East  81st  Street,  N.B.  4033-61. 


536-BZY — B.B. — 942  East  81st  Street,  N.B.  4034-61. 


537-BZY — B.B. — 944  East  81st  Street,  N.B.  4035-61. 


538-BZY — B.B. — 948  East  81st  Street,  N.B.  4036-61. 


539-BZY — B.B. — 950  East  81st  Street,  N.B.  4037-61. 


540-BZY — B.B. — 958  East  81st  Street,  N.B.  4040-61. 


541-BZY — B.B. — 960  East  81st  Street,  N.B.  4041-61. 


542-BZY — B.B. — 962  East  81st  Street,  N.B.  4042-61. 


543-BZY — B.B. — 964  East  81st  Street,  N.B.  4043-61. 


544-BZY — B.B. — 970  East  81st  Street,  N.B.  4045-61. 


545-BZY — B.B. — 972  East  81st  Street,  N.B.  4046-61. 


546-BZY — B.B. — 974  81st  Street,  N.B.  4047-61. 


547-BZY — B.B. — 978  East  81st  Street,  N.B.  4048-61. 


548-BZY — B.B. — 980  East  81st  Street,  N.B.  4049-61. 


549-BZY — B.B. — 954  East  81st  Street,  N.B.  4039-61. 


550-BZY — B.B. — 968  East  81st  Street,  N.B.  4044-61. 


551-BZY — B.B. — 952  East  81st  Street,  N.B.  4038-61. 


552-BZY — B.B. — 982  East  81st  Street,  N.B.  4050-61. 


553-BZY— B.Q.— 78-14  Langdale  Street,  N.B.  4581-59. 


554-BZY — B.Q. — 262-15  Hungry  Harbor  Road,  N.B. 

5299-61. 


555-BZY— B.Q.— 111-01  135  Street,  N.B.  2243-60. 


556-BZY— B.Q.— 111-03  135  Street,  N.B.  2244-60. 


557-BZY— B.Q.— 111-09  135  Street,  N.B.  2246-60. 


558-BZY— B.Q.— 111-07  135  Street,  N.B.  2245-60. 


559-BZY— B.Q.— 111-11  135  Street,  N.B.  2247-60. 


560-BZY— B.Q.— 111-15  135  Street,  N.B.  2248-60. 


561-BZY — B.R. — Wooddale  Avenue  500,  N.B.  270-61. 


562-BZY — B.B. — 672  East  87th  Street,  N.B.  6357-61. 


563-BZY — B.B. — 674  East  78th  Street,  N.B.  6356-61. 


564-BZY — B.B. — 676  East  87th  Street,  N.B.  6355-61. 


565-BZY — B.B. — 678  East  87th  Street,  N.B.  6354-61. 


566-BZY — I^B. — 10578  Flatlands  2nd  Street,  N.B. 

4187-61. 


567-BZY — B.B. — 10576  Flatlands  2nd  Street,  N.B. 

4188-61. 


568-BZY— B.B.— 10574  Flatlands  2nd  Street,  N.B. 

4189-61. 


569-BZY— B.B.— 10572  Flatlands  2nd  Street,  N.B. 

4190-61. 


570-BZY — B.B. — 10570  Flatlands  2nd  Street,  N.B. 

4191-61. 


571-BZY— B.B.— 10564  Flatlands  2nd  Street,  N.B. 

4193-61. 


572-BZY— B.B. —10562  Flatlands  2nd  Street,  N.B. 

4194-61. 


573-BZY— B.B.— 10560  Flatlands  2nd  Street,  N.B. 

4195-61. 


574-BZY— B.B.— 10556  Flatlands  2nd  Street,  N.B. 

4196-61. 


575-BZY— B.B.— 10557  Avenue  K,  N.B.  4177-61. 


576-BZY— B.B.— 10559  Avenue  K,  N.B.  4178-61. 


577-BZY— B.B.— 10561  Avenue  K,  N.B.  4179-61. 


578-BZY— B.B.— 10563  Avenue  K,  N.B.  4180-61. 


579-BZY— B.B.— 10567  Avenue  K,  N.B.  4181-61. 


580-BZY— B.B.— 10569  Avenue  K,  N.B.  4182-61. 


581-BZY— B.B.— 10571  Avenue  K,  N.B.  4183-61. 


582-BZY— B.B.— 10573  Avenue  K,  N.B.  4184-61. 


583-BZY— B.B.— 10575  Avenue  K,  N.B.  4185-61. 


584-BZY— B.B.— 10577  Avenue  K,  N.B.  4186-61. 


585-BZY— B.B.— 10556  Avenue  K,  N.B.  4233-61. 
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586-BZY— B.B.— 10560  Avenue  K,  N.B.  4234-61. 


587-BZY— B.B.— 10562  Avenue  K,  N.B.  4235-61. 


588-BZY— B.B.— 10564  Avenue  K,  N.B.  4236-61. 


589-BZY— B.B.— 10568  Avenue  K,  N.B.  4237-61. 


590-BZY— B.B.— 10570  Avenue  K,  N.B.  4238-61. 


591-BZY— B.B.— 10572  Avenue  K,  N.B.  4239-61. 


592-BZY— B.B.— 10574  Avenue  K,  N.B.  4240-61. 


593-BZY — B.B. — 10576  Avenue  K,  N.B.  4241-61. 


594-BZY— B.B.— 10578  Avenue  K,  N.B.  4242-61. 


595-BZY — B.B. — 10568  Flatlands  2nd  Street,  N.B. 
4162-61. 


596-BZY — B.Bx — 2101  Needham  Avenue,  N.B.  868-60. 


597-BZY— B.Q.— 37-02  48th  Street,  N.B.  5669-61. 


598-BZY— B.Q.— 34-10  12th  Street,  N.B.  8880-61. 


599-BZY— B.Q.— 107-16  Astoria  Blvd,  N.B.  6263-61. 


600-BZY— B.Q.— 34-03  Vernon  Blvd,  N.B.  6518-61. 


601-BZY— B.Q.— 48-29  31st  Place,  N.B.  8881-61. 


602-BZY— B.Q.— 136-17  41st  Avenue,  N.B.  8094-61. 


603-BZY — B.B. — 1159  East  81st  Street,  N.B.  3538-61. 


604-BZY — B.B. — 1161  East  81st  Street,  N.B.  3539-61. 


605-BZY — B.B. — 1163  East  81st  Street,  N.B.  3540-61. 


606-BZY — B.B. — 1165  East  81st  Street,  N.B.  3541-61. 


607-BZY — B.B. — 1167  East  81st  Street,  N.B.  3542-61. 


608-BZY — B.B. — 1169  East  81st  Street,  N.B.  3543-61. 


609-BZY — B.B. — 1171  East  81st  Street,  N.B.  3544-61. 


610-BZY— BB..— 1173  East  81st  Street,  N.B.  3545-61. 


611-BZY — B.B. — 1174  East  82nd  Street,  N.B.  3558-61. 


612-BZY — B.B. — 1172  East  82nd  Street,  N.B.  3559-61. 


613-BZY — B.B. — 1170  East  82nd  Street,  N.B.  3560-61. 


614-BZY — B.B. — 1168East  82nd  Street,  N.B.  3561-61. 


615-BZY — B.B. — 1166East  82nd  Street,  N.B.  3562-61.  . 


616- BZY — B.B. — 1164  East  82nd  Street,  N.B.  3563-61. 

617- BZY — B.B. — 1162  East  82nd  Street,  N.B.  3564-61. 

618- BZY — B.B. — 1160  East  82nd  Street,  N.B.  3565-61. 

619- BZY — B.B. — 1154  East  82nd  Street,  N.B.  3566-61. 

620- BZY — B.B. — 1152  East  82nd  Street,  N.B.  3567-61. 

621- BZY — B.B. — 1150  East  82nd  Street,  N.B.  3568-61 

622- BZY — B.B. — 1148  East  82nd  Street,  N.B.  3569-61. 

623- BZY — B.B. — 1146  East  82nd  Street,  N.B.  3570-61. 

624- BZY — B.B. — 1144  East  82nd  Street,  N.B.  3571-61. 

625- BZY — B.B. — 1142  East  82nd  Street,  N.B.  3572-61. 

626- BZY — B.B. — 1140  East  82nd  Street,  N.B.  3573-61. 

627- BZY — B.B. — 1138  East  82nd  Street,  N.B.  3574-61. 

628- BZY — B.B. — 1136  East  82nd  Street,  N.B.  3575-61. 

629- BZ Y — B.B. — 1134  East  82nd  Street,  N.B.  3576-61. 

630- BZY — B.B. — 1130  East  82nd  Street,  N.B.  4404-61. 

631- BZY — B.B. — 1128  East  82nd  Street,  N.B.  4405-61. 

632- BZ Y — B.B. — 1126  East  82nd  Street,  N.B.  3577-61. 

633- BZY — B.B. — 1124  East  82nd  Street,  N.B.  3578-61. 

634- BZY — B.B. — 1151  East  82nd  Street,  N.B.  3603-61. 

635- BZY — B.B. — 1153  East  82nd  Street,  N.B.  3604-61. 

636- BZY — B.B. — 1155  East  82nd  Street,  N.B.  3605-61. 

637- BZY — B.B. — 1157  East  82nd  Street,  N.B.  3606-61. 

638- BZY — B.B. — 1159  East  82nd  Street,  N.B.  3607-61. 

639- BZY — B.B. — 1161  East  82nd  Street,  N.B.  3608-61. 

640- BZY — B.B. — 1163  East  82nd  Street,  N.B.  5642-61. 

641- BZY — B.B. — 1165  East  82nd  Street,  N.B.  3610-61. 

642- BZY — B.B. — 1167  East  82nd  Street,  N.B.  3611-61. 

643- BZY — B.B. — 1169  East  82nd  Street,  N.B.  3612-61. 

644- BZY — B.B. — 1171  East  82nd  Street,  N.B.  3613-61. 

645- BZY — B.B. — 1173  East  82nd  Street,  N.B.  3614-61. 
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646-BZY — B.B. — 1175  East  82nd  Street,  N.B.  3615-61. 


647-BZY — B.B. — 1177  East  82nd  Street,  N.B.  3616-61. 


648-BZY — B.B. — 1179  East  82nd  Street, t  N.B.  3617-61. 


649-BZY — B.B. — 1181  East  82nd  Street,  N.B.  3618-61. 


650-BZY — B.B. — 1183  East  82nd  Street,  N.B.  3619-61. 


651-BZY — B.B. — 1185  East  82  nd  Street,  N.B.  3620-61. 


652-BZY — B.B. — 1187  East  82  nd  Street,  N.B.  3621-61. 


653-BZY — B.B. — 10804  Flatlands  7th  Street,  N.B. 

6107-61. 


654-BZY — B.B. — 10806  Flatlands  7th  Street,  N.B. 

6108-61. 


655-BZY — B.B. — 10810  Flatlands  7th  Street,  N.B. 

6109-61. 


656-BZY — B.B. — 10812  Flatlands  7th  Street,  N.B. 

6110-61. 


657-BZY — B.B. — 10816  Flatlands  7th  Street,  N.B. 

6111-61. 


658-BZY — B.B. — 10808  Flatlands  7th  Street,  N.B. 

6112-61. 


659-BZY— B.B.— 10822  Flatlands  7th  Street,  N.B. 

6113-61. 


660-BZY — B.B. — 10824  Flatlands  7th  Street,  N.B. 

6114-61. 


661-BZY — B.B. — 10828  Flatlands  7th  Street,  N.B. 

6115-61. 


662-BZY — B.B. — 10830  Flatlands  7th  Street,  N.B. 

6116-61. 


663-BZY — B.B. — 10829  Flatlands  7th  Street,  N.B. 

6117-61. 


664-BZY — B.B. — 10827  Flatlands  7th  Street,  N.B. 
6618-61. 


665-BZY — B.B. — 10823  Flatlands  7th  Street,  N.B. 

6119-61. 


666-BZY — B.B. — 10821  Flatlands  7th  Street,  N.B. 

6120-61. 


667-BZY— B.B.— 10817  Flatlands  7th  Street,  N.B. 

6121-61. 


668-BZY — B.B. — 10815  Flatlands  7th  Street,  N.B. 

6122-61. 


670-BZY — B.B. — 10809  Flatlands  7th  Street,  N.B. 

6124-61. 


671-BZY — B.B. — 10805  Flatlands  7th  Street,  N.B. 

6125-61. 


672-BZY — B.B. — 10803  Flatlands  7th  Street,  N.B. 

6126-61. 


673-BZY — B.Q. — 30-05  Brooklyn  Queens  Expressway 
East,  N.B.  637-61. 


674-BZY — B.Q. — 69-08  30th  Avenue,  N.B.  4024-61. 


675-BZY— B.Q.— 69-10  30th  Avenue,  N.B.  4025-61. 


676-BZY— B.Q.— 69-12  30th  Avenue,  N.B.  4026-61. 


677-BZY— B.Q.— 69-14  30th  Avenue,  N.B.  4027-61. 


678-BZY— B.Q.— 69-16  30th  Avenue,  N.B.  4028-61. 


679-BZY— B.Q.— 69-18  30th  Avenue,  N.B.  4029-61. 


680-BZY— B.Q.— 69-20  30th  Avenue,  N.B.  4030-61. 


681-BZY— B.Q.— 32-35  70th  Street,  N.B.  8397-61. 


682-BZY— B.Q.— 32-37  70th  Street,  N.B.  8398-61. 


683-BZY— B.Q.— 32-39  70th  Street,  N.B.  8399-61. 


684-BZY— B.Q.— 32-41  70th  Street,  N.B.  8400-61. 


685-BZY— B.Q.— 32-43  70th  Street,  N.B.  8401-61. 


686-BZY— B.Q.— 32-45  70th  Street,  N.B.  8402-61. 


687-BZY— B.Q.— 32-47  70th  Street,  N.B.  8403-61. 


688-BZY— B.Q.— 32-49  70th  Street,  N.B.  8404-61. 


689-BZY— B.Q.— 32-51  70th  Street,  N.B.  8405-61. 


690-BZY— B.Q.— 32-53  70th  Street,  N.B.  8406-61. 


691-BZY— B.Q.— 32-55  70th  Street,  N.B.  8407-61. 


692-BZY— B.Q.— 32-57  70th  Street,  N.B.  8408-61. 


693-BZY— B.Q.— 32-59  70th  Street,  N.B.  8409-61. 


694-BZY— B.Q.— 32-26  71st  Street,  N.B.  8380-61. 


695-BZY— B.Q.— 32-28  71st  Street,  N.B.  8381-61. 


696-BZY— B.Q.— 32-30  71st  Street,  N.B.  8382-61. 


669-BZY — B.B. — 10811  Flatlands  7th  Street,  N.B. 

6123-61. 
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697-BZY— B.Q.— 32-32  71st  Street,  N.B.  8383-61. 
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698-BZY— B.Q.— 32-34  71st  Street,  N.B.  8384-61. 

728-BZY— B.Q.— 25-19  77th  Street,  N.B.  6417/61. 

699-BZY— B.Q.— 32-36  71st  Street,  N.B.  8385-61. 

729-BZY— B.Q.— 25-21  77th  Street,  N.B.  6418/61. 

700-BZY— B.Q.— 32-38  71st  Street,  N.B.  8386-61. 

730-BZY— B.Q.— 25-12  78th  Street,  N.B.  6419/61. 

701-BZY— B.Q.— 32-40  71st  Street,  N.B.  8387-61. 

731-BZY— B.Q.— 25-14  78th  Street,  N.B.  6420/61. 

702-BZY— B.Q.— 32-42  71st  Street,  N.B.  8388-61. 

732-BZY— B.Q.— 25-16  78th  Street,  N.B.  6421/61. 

703-BZY— B.Q.— 32-44  71st  Street,  N.B.  8389-61. 

733-BZY — B.B. — 1415  East  101st  Street,  N.B.  3269-61. 

704-BZY— B.Q.— 32-46  71st  Street,  N.B.  8390-61. 

734-BZY — B.B. — 1417  East  101st  Street,  N.B.  3270-61. 

705-BZY— B.Q.— 32-48  71st  Street,  N.B.  8381-61. 

735-BZY — B.B. — 1419  East  101st  Street,  N.B.  3271-61. 

706-BZY— B.Q.— 32-50  71st  Street,  N.B.  8392-61. 

736-BZY — B.B. — 1421  East  101st  Street,  N.B.  3272-61. 

707-BZY— B.Q.— 32-52  71st  Street,  N.B.  8393-61. 

737-BZY — B.B. — 1425  East  101st  Street,  N.B.  3273-61. 

708-BZY— B.Q.— 32-54  71st  Street,  N.B.  8394-61. 

738-BZY — B.B. — 1427  East  101st  Street,  N.B.  3274-61. 

709-BZY— B.Q.— 32-56  71st  Street,  N.B.  8395-61. 

739-BZY— B.B. —1429  East  101st  Street,  N.B.  3275-61. 

710-BZY— B.Q.— 32-58  71st  Street,  N.B.  8396-61. 

740-BZY — B.B. — 1431  East  101st  Street,  N.B.  3276-61. 

711-BZY— B.Q.— 32-58  69th  Street,  N.B.  5253-61. 

741-BZY — B.B. — 1435  East  lOlts  Street,  N.B.  3277-61. 

712-BZY— B.Q.— 32-56  69th  Street,  N.B.  5252-61. 

742-BZY — B.B. — 1437  East  101st  Street,  N.B.  3278-61. 

713-BZY— B.Q.— 32-54  69th  Street,  N.B.  5251-61. 

743-BZY — B.B. — 1439  East  101st  Street,  N.B.  3279-61. 

714-BZY— B.Q.— 32-52  69th  Street,  N.B.  5250-61. 

744-BZY — B.B. — 1441  East  101st  Street,  N.B.  3280-61. 

715-BZY— B.Q.— 32-50  69th  Street,  N.B.  5249-61. 

745-BZY — B.B. — 1370  East  101st  Street,  N.B.  3282-61. 

716-BZY— B.Q.— 32-48  69th  Street,  N.B.  5248-61. 

746-BZY — B.B. — 1368  East  101st  Street,  N.B.  3283-61. 

717-BZY— B.Q.— 32-46  69th  Street,  N.B.  5247-61. 

747-BZY — B.B. — 1366  East  101st  Street,  N.B.  3284-61. 

718-BZY— B.Q.— 32-44  69th  Street,  N.B.  5246-61. 

748-BZY — B.B. — 1364  East  101st  Street,  N.B.  3285-61. 

719-BZY— B.Q.— 32-42  69th  Street,  N.B.  5245-61. 

749-BZY— B.B. -78-82  Middagh  Street,  Alt.  4000/61. 

720-BZY— B.Q.— 32-40  69th  Street,  N.B.  5244-61. 

750-BZY— B.Q.— 25-18  78th  Stret,  N.  B.  6422/61. 

721-BZY— B.Q.— 32-38  69th  Street,  N.B.  5243-61. 

751-BZY— B.Q.— 25-20  78th  Street,  N.B.  6423/61. 

722-BZY— B.Q.— 32-36  69th  Street,  N.B.  5242-61. 

752-BZY — B.B. — 714  East  85th  Street,  N.B.  6654/61. 

723-BZY— B.Q.— 25-07  77th  Street,  N.B.  6412/61. 

753-BZY — B.B. — 718  East  85th  Street,  N.B.  6655/61. 

724-BZY— B.Q— .25-09  77th  Street,  N.B.  6413/61. 

754-BZY — B.B. — 716  East  85th  Street,  N.B.  6656/61. 

*•  r-~' ■ 

725-BZY— B.Q.— 25-11  77th  Street,  N.B.  6414/61. 

755-BZY— B.M.— 799-813  10th  Avenue,  501-517  West 
53rd  Street  and  500-524  West  54th  Street,  N.B.  35/60. 

726-BZY—BQ.— 25-15  77th  Street,  N.B.  6415/61. 

756-BZY — B.B. — 5455  Kings  Highway,  N.B.  5368/61. 

727-BZY— B.Q.— 25-17  77th  Street,  N.B.  6416/61. 

757-BZY — B.B. — 12  Kansas  Place,  N.B.  3396/61. 
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758-BZY — B.B. — 7  Kansas  Place,  N.B.  3401/61. 


759- BZY — B.B. — 11  Kansas  Place,  N.B.  3402/61. 

760- BZY — B.B. — 17  Kansas  Place,  N.B.  3403/61. 


761- BZY — B.B. — 23  Kansas  Place,  N.B.  3404/61. 

762- BZY — B.B. — 7  Montana  Place,  N.B.  3413/61. 


763- BZY — B.B. — 11  Montana  Place,  N.B.  3414/61. 

764- BZY — B.B. — 17  Montana  Place,  N.B.  3415/61. 


765-BZY — B.B. — 23  Montana  Place.  N.B.  3416/61. 


766- BZY — B.B. — 29  Montana  Place,  N.B.  3417/61. 

767- BZY — BR. — 168  Hawthorne  Avenue,  N.B.  1337/61. 


768- BZY — B.M. — 485  Lenox  Avenue,  N.B.  127/61. 

769- BZY — B.R. — 961  Victory  Boulevard,  N.B.  2172/61. 


770-BZY — B.R. — 937  Victory  Boulevard,  N.B.  2170/61. 


771- BZY — B.R. — 937  Victory  Boulevard,  N.B.  2171/61. 

772- BZY — B.R. — 4026  Richmond  Avenue,  N.B.  1584/61. 


Borough  of  Manhattan,  F.D.  Order  No.  495305,  re¬ 
sprinkler  system. 


66-48-BZ — B.B. — 1814-1828  54th  Street,  south  side,  100 
feet  east  of  18th  Avenue,  Block  5487,  Lots  11  and  13, 
Borough  of  Brooklyn,  Alt.  4759-47 — reopened  for  con¬ 
sideration  as  to  extension  of  term  of  variance,  re-  park¬ 
ing — residence  use  district. 


151-58-BZ — B.M. — 33  Attorney  Street,  west  side,  125 
feet  north  of  Grand  Street,  Block  346,  Lot  58,  Borough 
of  Manhattan,  Alt.  1667-57,  reopened  for  consideration 
as  to  extension  of  term  of  Variance,  re-  warehouse,  stor¬ 
age — residence  use  district. 


946-57-BZ — B.Bx. — 1029-1031  Ogden  Avenue,  west  side, 
175  feet  south  of  West  165th  Street,  Block  2525,  Lot  30, 
Borough  of  the  Bronx,  Alt.  1052-57 — reopened  for  con¬ 
sideration  as  to  extension  of  term  of  variance, — motor 
vehicle  repair  shop — local  retail  use  district. 


50-41-BZ — Vol.  Ill — B.B. — 310-320  Smith  Street  and  291- 

295  President  Street,  northwest  corner,  Block  435,  Lot 
36  and  part  of  Lot  31,  Borough  of  Brooklyn,  B.N. — 
8-44 — reopened  for  consideration  as  to  extension  term 
of  variance — parking — partly  in  business  and  partly  in 
residence  use  district. 


919-57-BZ — B.B. — 4912  Avenue  K,  south  side,  20.3%  feet 
east  of  Flatlands  Avenue,  Block  7829,  Lot  44,  Borough 
of  Brooklyn,  N.B.  2102-57,  reopened  for  consideration 
as  to  extension  of  time  to  complete  the  work — retail 
store  and  two  family  dwelling — residence  use  district. 


773-BZY — B.R. — 4022  Richmond  Avenue,  N.B.  1583/61. 


RULES 


774-BZY — B.R. — 4018  Richmond  Avenue,  N.B.  1582/61. 


775-BZY — B.R. — 4014  Richmond  Avenue,  N.B.  1581/61, 


Restored  to  Docket 

890-61-A  Vol.  II — F.D. — 81  Beekman  Street,  west  side, 
140  feet  north  of  Cliff  Street,  Block  94,  Lot  27,  Borough 
of  Manhattan,  F.D.  Order  489941,  re-  sprinkler  system. 


597-57-BZ — B.M. — 219  West  146th  Street,  north  side, 
333.4  feet  west  of  7th  Avenue,  Block  2032,  Lots  17  and 
47,  Borough  of  Manhattan,  Alt.  935-57,  reopened  for 
consideration  as  to  extension  of  term  of  variance,  re¬ 
parking — residence  use  district. 


251-58-BZ — B.Bx. — 2446-2450  Beaumont  Avenue,  east 
side,  238.57  feet  south  of  East  189th  Street  and  2445- 
2449  Crotona  Avenue,  Block  3105,  Lot  17,  Borough  of 
the  Bronx,  Alt.  236-58 — reopened  for  consideration  as 
to  extension  of  term  of  variance,  re-  parking — residence 
use  district. 


68-58-BZ — B.Bx. — 3051  Decatur  Avenue,  north  side,  150 
feet  east  of  Mosholu  Parkway  North,  Block  3332,  Lot 
78,  Borough  of  the  Bronx,  Alt.  1069-57, — reopened  for 
consideration  as  to  extension  of  term  of  variance,  re¬ 
parking — residence  use  district. 


782-61-A — Vol.  II — F.D. — 83-85  Wooster  Street,  west 
side,  80  feet  south  of  Spring  Street,  Block  487,  Lot  30, 


Arc  and  Gas  Welding  and  Oxygen 

Cutting  . . . . Nov. 

Cements,  Air  Entraining  Portland, 

Rules  for  Approval  and  Use  of. .  April 
Cements,  Blended,  Rules  for  Test¬ 
ing  and  Use  of .  Mar. 

Certificate  of  Occupancy,  approved 

form  . Dec. 

Concrete  Masonry  Units,  Rules 
for  Manufacture,  Testing  and 

Use  of  . Dec. 

Concrete  Rules  (Hydrated  Lime).  Aug. 
Coin-Operated  Dry  Cleaning  Es¬ 
tablishments,  Rules  Covering  . . .  Oct. 
Dry  Cleaning  Establishments,  Rules 

Covering  .  Oct. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . July 

Exterior  Veneering  Materials, 

Rules  for  . Mar. 

Factory  Exit  Rules  . Feb. 

Fire  Alarm  Rules  (Interior)  . May 

Fire  Drill  Rules  .  Dec. 

Fire  Resistive,  Flameproof  Ma¬ 
terials,  etc.,  Rules  for  Testing  of  Jan. 

Hatchway  Protection  . June 

Hazards,  Medium  and  High  (Sup¬ 
plement  to  Sec.280  of  The  Labor 

Law).  . . May 

Insulating  Fibre  Board  Rules  ....  Mar. 

Oil  Burner  Rules  .  June 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of .  May 

Plumbing  Rules  (Submerged  In¬ 
lets;  Protective  Methods  to  Pre¬ 
vent  Contamination  of  Water 

Supply)  . Mar. 

Procedure,  Rules  of  . Jan. 

Smoking  in  Factories,  Rules  for. .  Dec. 
Spraying  and  Drying  of  Paints, 

Varnishes,  Lacquers,  etc . May 

Sprinkler,  Rules  . June 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  . .  Sept. 


27,  1956. 

12,  1955 

15,  1955— Vol.  40,  No.  11 

28,  1943 — Vol.  28,  No.  52A 

10,  1962. 

3,  1937— Vol.  22,  No.  31 
3,  1963 — Vol.  48  No.  40 
3,  1963 — Vol.  48  No.  40 


20,  1962. 

11,  1652. — Vol.  37,  No.  11A 

22,  1955. 

1963. 

26,  1963— Vol.  48.  No.  62 

31,  1963 — Vol.  48,  No.  5 
5,  1928 — Vol.  13,  No.  23 


25,  1961— Vol.  46,  No.  21 
25,  1952— Vol.  37,  No.  13A 
1.  1962. 

27,  1954. 


20,  1960. 

17,  1963 — Vol.  48,  No.  3 
6,  1963— Vol.  48,  No.  49 

2,  1963— Vol.  48,  No.  18 
29.  1937— Vol.  22,  No.  26 

3,  1946 — Vol.  31,  No.  36 


1471 


CALENDAR 


DESIGNATIONS:  B. — Department  of  Buildings;  B.B.— Depart¬ 
ment  of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings, 
Manhattan:  B.Q. — Department  of  Buildings,  Queens;  B.R. — 
Department  of  Buildings,  Richmond;  B.Bx. — Department  of  Build¬ 
ings,  Bronx;  H.D. — Health  Department;  F.D. — Fire  Department, 


JANUARY  7,  1964,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  7,  1964,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

337-63-BZ — Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Monar  Pro¬ 
perties,  Incorporated  and  Harold  Block,  owner.  Own¬ 
ers  contract,  Texaco,  Incorporated. 

SUBJECT — Application  reopened  November  19,  1963 
as  Volume  II — decision  of  the  Borough  Superintend¬ 
ent,  under  Sections  73-211  &  73-212  of  the  Zoning 
Resolution,  to  permit  in  a  C2-7  district,  the  erection 
and  maintenance  of  an  automotive  service  station 
with  accessory  uses,  business  signs  and  show  windows 
within  75  feet  of  the  residence  district. 

PREMISES  AFFECTED — 670  10th  Avenue,  north  east 
corner  of  West  47th  Street,  Block  1057,  Lot  1,  Bor¬ 
ough  of  Manhattan. 


831-63-BZ 

APPLICANT — T.  R.  Galloway  for  Consolidated  Edi¬ 
son  Company  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  October  28,  1963 — decision  of 
the  Borough  Superintendent,  under  Section  73-14  of 
the  Zoning  Resolution,  to  permit  in  a  R4  district,  the 
maintenance  of  an  outdoor  electric  substation. 

PREMISES  AFFECTED— 109;34  164th  Place,  west 
side,  220-11  feet  north  of  Brinkeroff  Avenue,  Block 
10182,  Lot  22,  South  Jamaica,  Borough  of  Queens. 


837-63-BZ 

APPL  CANT — Lama,  Proskauer  and  Prober  for  Nau¬ 
tilus  Homes  Incorporated,  owner. 

SUBJECT — Application  October  29,  1963  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  and  Section  666  of  New 
York  City  Charter  to  permit  in  a  R4  district,  the  main¬ 
tenance  of  a  parking  lot  for  a  temporary  term  of  years  for 
use  during  the  operation  of  the  World’s  Fair. 

PREMISES  AFFECTED— 56-19  to  56-45  (56-27  of¬ 
ficial)  Rodman  Street,  130-01  to  130-19  57th  Road, 
northeast  corner,  Block  6351,  Lot  1,  Corona,  Borough 
of  Queens. 


838-63-BZ 

APPLICANT — Frederick  Saphier  for  John  Broderick, 
owner. 

SUBJECT — Application  October  29,  1963  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-21  of 
the  Zoning  Resolution,  and  666  of  the  New  York  City 
Charter  to  permit  in  a  R6  district,  the  enlargement 
in  area  of  an  existing  two  family  dwelling  by  erecting 
a  two  story  enclosed  porch  that  encroaches  on  the 
required  side  yard. 

PREMISES  AFFECTED — 3407  Cannon  Place,  south 
side,  75  feet  west  of  Giles  Place,  Block  3258,  Lot  112, 
Borough  of  The  Bronx. 


839-63-A 

APPLICANT — Frederick  Saphier  for  John  Broderick, 
owner. 


SUBJECT — Application  October  29,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
ventilation. 

PREMISES  AFFECTED— 3407  Cannon  Dace,  south 
side,  75  feet  west  of  Giles  Place,  Block  3258,  Lot  112, 
Borough  of  The  Bronx. 


594-50-BZ— Vol.  II 

APPLICANT — Alvin  F.  Golankiewicz  for  Frank  Go- 
lankiwica,  owner. 

SUBJECT — Application  reopened  November  26,  _  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  November  25,  1963 — decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district,  the  parking  and  storage 
of  more  than  5  motor  vehicles  of  the  pleasure  car  type. 

PREMISES  AFFECTED— 649-659  East  225th  Street, 
north  side,  205.02  feet  east  of  Carpenter  Avenue,  Block 
4827,  Lots  29,  34  and  36,  Borough  of  Thj  Bronx. 


223-58-BZ 

APPLICANT— Victor  E.  Block  for  Yette  Git,  owner. 

SUBJECT — Application  reopened  November  26,  _  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  November  5,  1963 — decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district  on  a  plot  occupied  by  a  2 
story  dwelling  and  3  car  garage,  the  use  of  the  un¬ 
built  upon  portion  of  the  premises  for  parking  of  cars. 

PREMISES  AFFECTED— 1785  Walton  Avenue,  west 
side,  109.17  feet  south  of  East  176th  Street,  Block 
2850,  Lot  56,  Borough  of  The  Bronx. 


282-58-BZ 

APPLICANT— Elmer  H.  Robertson  and  Florence  E. 
Robertson,  owners. 

SUBJECT — Application  reopened  November  26,  _  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  November  18,  1963 — decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7e  of  the  Zoning  Resolution, ,  permitting  in 
a  residence  use  district  the  use  of  a  existing  building 
for  manufacturing  as  permitted  in  a  business  use 
district. 

PREMISES  AFFECTED— 93-08  95th  Avenue,  south 
side,  50  feet  east  of  93rd  Street,  Block  9036,  Lot  3, 
Woodhaven,  Borough  of  Queens. 


The  following  cases  were  laid  over  from  previous 
public  hearings  for  reasons  published  in  the  MINUTES 
of  such  hearings. 

1910-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Hold  Rite 
Notions  Company,  owner;  Strauss  Stores,  lessee. 
SUBJECT— Application  December  14,  1961  —  decision 
of  the  Borough  Superintendent,  under  Sections  7e  and 
7 A  of  tre  Zoning  Resolution,  to  permit  in  a  business 
use  district,  the  addition  of  accessory  minor  auto  re¬ 
pairs  and  welding  to  existing  use  of  sales  and  service 
of  auto  accessories  with  entrances  within  75  feet  of  a 
residence  district  for  a  term  of  fifteen  years. 
PREMISES  AFF7CTED— 1756-1766  86th  Street,  south¬ 
east  corner  of  Bay  17th  Street,  Block  6368,  Lot  29, 
Borough  of  Brooklyn. 

Hearing  closed — Laid  over  from  September  24,  1963  to 
December  10,  for  hearing  at  request  of  applicant;  then 
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to  January  7,  1964,  for  decision;  applicant  to  submit 
information  as  to  possible  construction  of  extension. 


791-63-BZ 

APPLICANT — Henry  Nordheim  for  Joseph  Cetrone, 
owner. 

SUBJECT — Application  October  11,  1963 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R4  district,  the 
maintenance  of  a  three  family  dwelling  with  less  than 
the  required  accessory  parking  spaces. 

PREMISES  AFFECTED — 3963  Duryea  Avenue,  west 
side,  175  feet  south  of  Strang  Avenue,  Block  4962, 
Lot  44,  Borough  of  the  Bronx. 

Hearing  closed — Laid  over  from  December  10,  1963  to 

January  7,  1964,  for  inspection  and  decision. 


792-63-A 

APPLICANT — Henry  Nordheim  for  Joseph  Cetrone, 
owner. 

SUBJECT — Application  October  11,  1963 — Filed  pursu¬ 
ant  to  Section  310  of  the  Multiple  Dwelling  Law  for 
variance  of  Section  56  and  193  of  the  Multiple  Dwell¬ 
ing  Law  re-  frame  building,  yard,  etc. 

PREMISES  AFFECTED — 3963  Duryea  Avenue,  west 
side,  175  feet  south  of  Strang  Avenue,  Block  4962,  Lot 
44,  Borough  of  the  Bronx. 


815-63-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Lena  Profita, 
owner;  R  and  A  Superette,  lessee. 

SUBJECT — Application  October  12,  1963 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  and 
73-63  of  the  Zoning  Resolution,  to  permit  in  a  C2-5 
district,  the  erection  of  a  one  story  and  cellar  enlarge¬ 
ment  to  an  existing  five  story  building  occupied  as  a 
store  on  the  first  floor  with  dwellings  above  the  en¬ 
largement  increases  the  degree  of  non-compliance  and 
exceeds  the  permitted  floor  area  ratio. 

PREMISES  AFFECTED — 51  First  Avenue,  west  side, 
48  feet  1  inch  north  of  East  3rd  Street,  Block  445, 
Lot  36,  Borough  of  Manhattan. 

Hearing  closed — Laid  over  from  December  10,  1963  to 
January  7,  1964,  for  inspection  and  decision. 


649-63-BZ 

APPLICANT — Harry  Atkin  and  Associates  for  Estate 
of  Irene  Keough,  owner;  Edward  Smith,  lessee. 

SUBJECT — Application  August  20,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district, 
the  change  in  use  of  an  existing  building  from  a  non 
storage  garage  to  an  automotive  service  station  with 
accessory  uses  including  minor  repairs. 

PREMISES  AFFECTED — 6071  Broadway,  west  side, 
255.26  feet  north  of  246th  Street,  Block  3415,  Lot 
1221,  Borough  of  The  Bronx. 

Hearing  closed — Laid  over  from  November  26,  1963,  to 
December  10,  1963,  for  inspection  and  decision;  appli¬ 
cant  to  submit  statement  and  show  details  on  draw¬ 
ings;  then  to  January  7,  1964,  at  request  of  applicant. 


663-63-BZ 

APPLICANT — James  Whitford,  Jr.  for  New  Dorp 
Baptist  Church,  owner. 

SUBJECT — Application  August  23,  1963  —  decision  of 
the  Borough  Superintendent,  under  Sections  72-21, 
73-452,  73-641,  of  the  Zoning  Resolution,  to  permit, 


the  erection  of  a  two  story  and  basement  enlarge¬ 
ment  to  an  existing  church  that  will  exceed  the  per¬ 
mitted  floor  area  ratio,  encroaches  on  the  required  side 
and  rear  yards,  penetrate  the  sky  exposure  plane  and 
without  the  required  parking. 

PREMISES  AFFECTED — 46  Tenth  Street,  northeast 
corner  of  Rose  Avenue,  Block  4220,  Lot  27,  New 
Dorp,  Borough  of  Richmond. 

Hearing  closed — Laid  over  from  November  19,  1963  to 
December  17,  1963,  for  hearing;  applicant  is  to  send 
out  twenty  day  notices  and)  submit  proof  of  service; 
then  to  January  7,  1964,  for  decision. 


819-63-BZ 

APPLICANT — Berman  and  Lachover  for  350  East  52nd 
Street  Corporation,  owner ;  Beda  Parking  Corporation, 
lessee. 

SUBJECT — Application  October  23,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  a  Cl-5  and  R8  dis¬ 
trict,  the  use  of  transient  parking  for  the  excess  tenants 
spaces  within  an  existing  multiple  dwelling  accessory 
garage. 

PREMISES  AFFECTED— 344-352  East  52nd  Street,  939- 
943  First  Avenue,  southwest  corner,  Block  1344,  Lot  30, 
Borough  of  Manhattan. 

Hearing  closed — Laid  over  from  December  17,  1963  to 

January  7,  1964,  for  decision. 


820-63-A 

APPLICANT — Berman  and  Lachover  for  350  East  52nd 
Street  Corporation  owner ;  Beda  Parking  Corporation, 
lessee. 

SUBJECT — Application  October  23,  1963  —  Filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law,  re-  transient 
parking. 

PREMISES  AFFECTED— 344-352  East  52nd  Street,  939- 
943  First  Avenue,  southwest  corner,  Block  1344,  Lot  30, 
Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman. 


JANUARY  7,  1964,  12  NOON 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday,  January  7,  1964,  at  12  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York  13,  N.  Y.,  on  the  following 
applications  for  extension  of  time  to  permit  the  comple¬ 
tion  of  construction,  filed  pursuant  to  Sections  11-32 
and  11-33. 

107-63-BZX — B.B. — 4217-4229  New  Utrecht  Avenue, 
Block  5596,  Lot  23,  Alt.  2417-60,  Permit  No.  3373-61. 


90-63-BZX — B.B. — 3416-18th  Avenue,  Block  7696,  Lot 
Alt.  1850-61,  1851-61,  Permit  No.  4101-61. 


91-63-BZX — B.M. — 500  West  142nd  Street,  Block  2073, 
Lot  36,  Alt.  1676-54,  Permit  No.  669-63. 


92-63-BZX — B.M. — 215  West  140th  Street,  Block  2026, 
Lot  20,  Alt.  1727-60,  Permit  No.  2099-62. 


93-663-BZX — B.B. — 2415  East  26th  Street,  Block  7422, 
Lot  769,  Alt.  1272-61,  Permit  No.  4363-61. 


94-63-BZX — B.B. — 2624  Pitkin  Avenue,  Block  4228,  Lot 
17,  Alt.  2030-57,  Permit  No.  661-57. 
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95-63-BZX — B.B. — 176  Classon  Avenue,  Block  1895,  Lot 
6,  Alt.  1808-61,  Permit  No.  979-62. 

3-BZY — B.M. — 111  Third  Avenue,  Block  409,  Lots  4 
and  5,  N.B.  231-60, Permit  No.  1569-63. 

96-63-BZX — B.B. — 319-325  Greene  Avenue,  Block  1953, 
Lot  59,  Alt  .2770-51,  Permit  No.  4379-52. 

4-BZY — B.M. — 120-130  Fourth  Avenue,  75  East  12th 
Street,  northwest  corner,  N.B.228-61,  Permit  No.  1930- 
63. 

97-63-BZX — B.B. — 311-317  Greene  Avenue,  Block  1953, 
Lot  64,  Alt.  2769-51,  Permit  No.  4378-52. 

5-BZY — B.M. — 231  East  43rd  Street,  Block  1317,  Lot 
19,  N.B.  362-61,  Permit  No.  2679-63. 

98-63-BZX — B.M. — 740  West  End  Avenue,  Block  1868, 
Lot  1,  Alt.  2447-61,  Permit  No.  3398-62,  541-63. 

6-BZY — B.M. — 1115-1121  Madison  Avenue  and  40-42 

99-63-BZX — B.B. — 1402-1406  Atlantic  Avenue,  Block 
1202,  Lot  22,  Alt.  3848-61,  Permit  No.  1341-662. 

East  84th  Street,  southeast  corner,  Block  1495,  Lots  49, 
50,  51,  52,  150,  151,  N.B.  124-61,  Permit  No.  1494-63. 

100-63-BZX — B.B. — 3810  14th  Avenue,  Block  5299,  Lot 
37,  Alt.  2417-61,  Permit  No.  5859-61. 

7-BZY — B.Bx. — 155  Center  Street,  northside  95.42  feet 
east  of  City  Island  Avenue,  Block  5641,  Sect.  18,  Part 
of  Lot  314,  N.B.  1820-61,  Permit  No.  48-63. 

101-63-BZX — B.M.— 229  East  116th  Street,  Block  1666, 
Lot  13,  Alt.  6-61,  Permit  No.  3426-62. 

8-BZY — B.Bx. — 166  Winters  Street,  south  side,  100  feet 
east  of  City  Island  Avenue,  Block  5641,  Section  18,  Part 
of  Lot  370,  N.B.  1821-61,  Permit  No.  49-63. 

102-63-BZX — B.B. — 153-171  58th  Street,  Block  844,  Lot 
48,  Alt.  3591-55,  Permit  No.  7186-55. 

9-BZY — B.Bx. — 175  Winters  Street,  south  side,  256.25 
feet  east  of  City  Island  Avenue,  N.B.  1823-61,  Permit 

103-63-BZX— B.Q.— 3102-3108  21st  Street,  Block  533, 
Lot  47,  Alt.  2269-61,  Permit  No.  4352-62. 

No.  51-63. 

10-BZY — B.Bx. — 156  Center  Sreet,  south  side,  95.75  feet 

104-63-BZX — B.M. — 267  West  71st  Street,  Block  1163, 
Lot  6,  Alt.  1315-61,  Permit  No.  3348-62. 

east  of  City  Island  Avenue,  N.B.  1822-61,  Permit  No. 
50-63. 

’105-63-BZX — B.Bx. — 1738  East  Gun  Hill  Road,  Block 
4494,  Lot  46,  Alt.  989-55,  Permit  No.  926-63. 

1 1- BZY — B.Bx — 450  East  169th  Street,  N.B.  1359-59. 

12- BZY — B.Bx — 1285  Washington  Avenue,  N.B.  1360-59. 

106-63-BZX — B.M. — 501-507  Lexington  Avenue,  Block 
21,  Lot  1302,  Alt.  340-61,  Permit  No.  87-61. 

13-BZY— B.Bx.— 897  East  233rd  Street,  N.B.  78-60. 

108-63-BZX — B.Bx. — 219-2200  Folin  Street,  Block  3143, 
Lot  43,  Alt.  12-59,  Permit  No.  2937-62. 

14- BZY— B.B.— 2202  East  16th  Street,  N.B.  5806. 

15- BZY— B.B.— 2204  East  16th  Street,  N.B.  5807. 

109-63-BZX — B.B. — 586-600  Livonia  Avenue,  Block  3821, 
Lots  25  ,28,  Alt.  2594-60,  Permit  No.  5205-60. 

16-BZY— B.B.— 2210  East  16th  Street,  N.B.  5808. 

110-63-BZX — B.B. — 836-866  Lefferts  Avenue,  Block  1430, 
Lot  22,  Alt.  820-60,  Permit  No.  664-61,  5249-62. 

17-BZY— B.B.— 2212  East  16th  Street,  N.B.  5809. 

111-63-BZX — B.B. — 235  Glenmore  Avenue,  Block  3697, 
Lot  36,  Alt.  86-61,  Permit  No.  2216-61. 

18- BZY— B.B.— 2216  East  16th  Street,  N.B.  5810. 

19- BZY— B.B.— 2218  East  16th  Street,  N.B.  5811. 

112-63-BZX — B.B. — 851  Gates  Avenue,  Block  1631,  Lot 
62,  Alt.  7-63,  Permit  No.  1948-63. 

20-BZY— B.B. —2224  East  16th  Street,  N.B.  5812. 

MAX  H.  FOLEY,  Chairman 

21-BZY— B.B.— 2226  East  16th  Street,  N.B.  5813. 

The  following  applications  for  extension  of  time  to 
permit  the  completion  of  construction,  filed  pursuant 
to  Sections  11-322  and/or  11-323. 

22- BZY— B.B. —2230  East  16th  Street,  N.B.  5814. 

23- BZY— B.B.— 2232  East  16th  Street,  N.B.  5815. 

1- BZY— B.M.— 92-104  East  14th  Street,  101-103  East 
13th  Street  and  137157  Fourth  Avenue,  Block  559,  Lot 

1,  N.B.  87-61,  Permit  No.  3329-63. 

2- BZY— B.M.— 18  West  73rd  Street  and  15  West 
72nd  Street,  Block  1125,  Lot  24,  N.B.  224-61,  Permit 
No.  3823-62. 

24- BZY— B.B. —2238  East  16th  Street,  N.B.  5816. 

*  1 

25- BZY— B.B. —2240  East  16th  Street,  N.B.  5817. 

26- BZY— B.B.— 2244  East  16th  Street,  N.B.  5818. 

2-BZY — B.M. — 18  West  73rd  Street  and  15  West 
72nd  Street,  Block  1125,  Lot  24,  N.B.  224-61,  Permit 
No.  3823-62. 
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27-BZY— B.B.— 2246  East  16th  Street,  N.B.  5819. 


28-BZY— B.B.— 2252  East  16th  Street,  N.B.  5820. 


29-BZY— BZY— 2254  East  16th  Street,  N.B.  5821. 


30-BZY— B.B.— 2258  East  16th  Street,  N.B.  5822. 


31-BZY— B.M.— 1511-1517  York  Avenue,  and  443-451 
East  80th  Street,  N.B.  11-61. 


32-BZY— B.M.— 1533-1547  York  Avenue  N.B.  10-61. 


33-BZY — B.Bx. — 2100  Eastchester  Road,  N.B.  1099-61. 


34-BZY— B.M.— 201-205  Lexington  Avenue,  N.B.  20-60. 


35-BZY— B.B.— 7202  Avenue  T,  N.B.  3498-61. 


36-BZY— B.B.— 7204  Avenue  T,  N.B.  3479-61. 


37-BZY— B.B.— 7208  Avenue  T,  N.B.  3496-61. 


38-BZY— B.B.— 7210  Avenue  T,  N.B.  3495-61. 


39-BZY— B.B.— 7222  Avenue  T,  N.B.  3494-61. 


40-BZY— B.Q.— 78-40  164th  Street,  N.B.  4398-61. 


41-BZY— B.Bx— 3410  DeReimer  Avenue,  N.B.  917-61. 


42-BZY— B.M.— 1206-1216  Avenue  of  the  Americas,  N.B. 
20-61. 


44-BZY — B.M. — 134-146  West  51st  Street,  N.B.  238-60 


45-BZY— B.M.— 757-765  Third  Avenue,  N.B.  34-61. 


46-BZY — B.Q. — 46-10  61st  Street,  N.B.  2733-59. 


47-BZY — B.R. — 101  Daniel  Low  Terrace,  N.B.  1294-61. 


48-BZY — B.R. — 100  Belmont  Place,  N.B.  1295-61. 


49-BZY — B.R. — 595  Forest  Avenue,  N.B.  3197-61. 


50-BZY— B.M.— 615-625  West  178th  Street,  N.B.  172-60. 


51-BZY— B.M.— 601-611  West  178th  Street,  N.B.  173-60. 


52-BZY — B.M. — 595-599  West  178th  Street,  N.B.  174-60. 


53-BZY— B.M.— 551-561  West  178th  Street,  N.B.  4352. 


54-BZY — B.B. — 225-233  Montgomery  Street,  N.B.  2453- 
60. 


55-BZY — B.B. — 189-223  Montgomery  Street,  N.B.  208-61. 


56-BZY — B.B. — 178-187  Montgomery  Street,  N.B.  209-61. 


57-BZY— B.M.— 343-371  East  63rd  Street,  N.B.  8-61. 


58-BZY— B.M.— 318-332  East  23rd  Street,  N.B.  348-61. 


59-BZY— B.M.— 382-390  Second  Avenue,  N.B.  349-61. 


60-BZY — B.R. — 640  Willowbrook  Road,  N.B.  1408-61. 


61-BZY — B.R. — 950  Clove  Road,  N.B.  3219-61. 


62-BZY — B.R. — 980  Clove  Road,  N.B.  3220-61. 


63-BZY— B.R.— 1020  Clove  Road,  N.B.  3221-61. 


6?-BZY— B.R.— 1050  Clove  Road,  N.B.  3222-61. 


65-BZY— B.R.— 1080  Clove  Road,  N.B.  3223-61. 


66-BZY — B.M. — 20  Seventh  Avenue,  N.B.  78-59. 


67-BZY — B.R. — 20  Cliff  Street,  (swimming  pool),  N.B. 
N.B.  2294-61. 


68-BZY — B.R. — 20  Cliff  Street,  N.B.  2253-61. 


69-BZY— B.R.— 3143  Amboy  Road,  N.B.  3041-61. 


70-BZY— B.R.— 3155  Amboy  Road,  N.B.  3040-61. 


71-BZY— B.R.— 3161  Amboy  Road,  N.B.  3042-61. 


72-BZY — B.B. — 578  East  88th  Street,  N.B.  4442-61. 


73-BZY — B.B. — 580  East  88th  Street,  . B.  4443-61. 


74-BZY — B.B. — 582  East  88th  Street,  N.B.  4444-61. 


75-BZY — B.B. — 584  East  88th  Street,  N.B.  4445-61. 


76-BZY — B.B. — 588  East  88th  Street,  N.B.  4446-61. 


77-BZY — B.B. — 590  East  88th  Street,  N.B.  4447-61. 


78-BZY — B.B. — 594  East  88th  Street,  N.B.  4448-61. 


79-BZY— B.B.— 8714  Bedell  Lane,  N.B.  5433-61. 


80-BZY — B.B. — 653  East  59th  Street,  N.B.  5349-61. 


81-BZY — B.B. — 651  East  59th  Street,  N.B.  5350-61. 


82-BZY — B.B. — 649  East  59th  Streep  N.B.  5351-61. 


83-BZY — B.B. — 620  East  59th  Street,  N.B.  5358-61. 


84-BZY — B.B. — 608  East  59th  Street,  N.B.  5352-61. 


85-BZY — B.B. — 610  East  59th  Street,  N.B.  5353-61. 


86-BZY — B.B. — 612  East  59th  Street,  N.B.  5354-61. 
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87-BZY — B.B. — 614  East  59th  Street,  N.B.  5355-61. 


88-BZY — B.B. — 616  East  59th  Street,  N.B.  5356-61. 


89-BZY — B.B. — 618  East  59th  Street,  N.B.  5357-61. 


90-BZY — B.B. — 622  East  59th  Street,  N.B.  5359-61. 


91-BZY— B.Q.— 68-12  78th  Street,  N.B.  9085-61. 


92-BZY — B.Q. — 54-71  72nd  Street,  N.B.  9055-61. 


93-BZY— B.Q.— 73-01  68th  Road,  N.B.  8784-61. 


94-BZY— B.Q.— 68-49  76th  Street,  N.B.  8785-61. 


95-BZY— B.Q.— 76-07  69th  Road,  N.B.  8786-61. 


96-BZY — B.Q. — 78-17  67th  Drive,  N.B.  8788-61. 


97-BZY— B.Q.— 60-04  59th  Drive,  N.B.  8791-61. 


98-BZY— B.Q.— 73-19  67th  Drive,  N.B.  8793-61. 


99-BZY — B.Q. — 79-36  68th  Avenue,  N.B.  8794-61. 


100-BZY— B.Q.— 78-12  69th  Road,  N.B.  9083. 


101-BZY— B.Q.— 68-14  78th  Street,  N.B.  9084-61. 

MAX  H.  FOLEY,  Chairman. 


JANUARY  7,  1964,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  7,  1964,  at  2  o'clock  at  80 
Lafayette  Street,  9th  floor,  Now  York  13,  N.Y.,  on  the 
following  matters : 

1400-61-A 

APPLICANT — Monaghan  and  Mattingly  for  48-52  Di¬ 
vision  Street  Corp.,  owner. 

SUBJECT — Application  August  4,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 48  Division  Street,  north¬ 
east  corner  of  Chrystie  Street,  Block  289,  Lot  52, 
Borough  of  Manhattan. 


1401-61-A 

APPLICANT — Monaghan  and  Mattingly  for  48-52  Di¬ 
vision  Street  Corporation  owner. 

SUBJECT — Application  August  4,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 50  Division  Street,  north 
side,  20  feet  east  of  Chrystie  Street,  Block  289  Lot 
52,  Borough  of  Manhattan. 


1420-61-A 

APPLICANT — Monaghan  and  Mattingly  for  48-52  Di¬ 
vision  Street  Corporation  owner. 


SUBJECT — Application  filed  August  4,  1961  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  sprinkler  system. 

PREMISES  AFFECTED — 52  Division  Street,  north 
side,  50  feet  east  of  Chrystie  Street,  Block  289,  Lot 
Lot  52  Borough  of  Manhattan. 


1374-61-A 

APPLICANT — Clinton  Brown  for  Zenna  Textile  Cor¬ 
poration,  owner. 

SUBJECT — Application  filed  August  18,  1961.  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  Sprink¬ 
ler  system. 

PREMISES  AFFECTED — 76-78  Leonard  Street,  south 
side,  139  feet  414  inches  east  of  Church  Street,  Block 
173,  Lot  18,  Borough  of  Manhattan. 


1375-61-A 

APPLICANT — Clinton  Brown  for  80  Leonard  Street  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  25,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 80-82  Leonard  Street,  south 
side,  175  feet  11  inches  east  of  Church  Street,  Block  173, 
Lot  20,  Borough  of  Manhattan. 


1419-61-A 

APPLICANT — Arnold  W.  Lederer  for  Ferbush  Realty 
Company,  owner. 

SUBJECT — Application  filed  August  31,  1961 — Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  Sprink¬ 
ler  System. 

PREMISES  AFFECTED — 8-12-14  Forrest  Street, 
south  side,  98  feet  west  of  Bushwick  Avenue,  Block 
3145,  Lot  12,  Borough  of  Brooklyn. 


1455-61-A 

APPLICANT — Goldwater  and  Flynn,  for  Samuel  L. 
Kuhn,  owner. 

SUBJECT — Application  September  8,  1961 — Appeal 

from  an  order  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED — 417  East  East  75th  Street, 
north  side,  277.1  feet  east  of  First  Avenue  Block  1470, 
Lot  11,  Borough  of  Manhattan. 


1473-61-A 

APPLICANT — Joseph  Schecter,  for  Vika  Properties 
Inc.,  owner. 

SUBJECT — Application  September  22,  1961 — Appeal 
from  an  order  and  a  decision  of  the  ire  Commissioner, 
re-  sprinkler  system. 

PREMISES  AFFECTED — 187  Bowery,  east  side,  50 
feet,  4%  inches  north  of  Delancey  Street,  Block  425, 
Lot  3,  Borough  of  Manhattan. 


1475-61-A 

APPLICANT — 20  Catherine  Street,  Inc.,  owner;  Mu¬ 
tual  Kitchen  Equipment  Co.,  Inc.,  lessee. 

SUBJECT — Application  September  14,  1961 — Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  sprinkler  system. 

PREMISES  AFFECTED — 20  Catherine  Street,  west 
side,  75  feet,  8  inches  south  of  East  Broadway,  Block 
279,  Lot  56,  Borough  of  Manhattan. 
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1479-61-A 

APPLICANT — Robert  Teichman,  for  Willmarie  Hold¬ 
ing  Corp.,  owner. 

SUBJECT — Application  September  25,  1961 — Appeal 

from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 109-113  West  Broadway 
and  112  Reade  Street,  southeast  corner,  Block  146, 
Lot  11,  Borough  of  Manhattan. 


1483-61-A 

APPLICANT — Lama,  Proskauer  and  Prober,  for  Louis 
M.  Butler,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
Fire  Commissioner,  re-  sprinkler  system. 
PREMISES  AFFECTED— 2309-2311  Third  Avenue, 
east  side,  49  feet,  11  inches  north  of  East  125th  Street, 
Block  1790,  Lots  3  and  4,  Borough  of  Manhattan. 


1721-61-A 

APPLICANT — Arnold  W.  Lederer  for  Jerome  and 
Jos.  Vitarelli,  owner. 

SUBJECT — Application  November  14,  1961 — Appeal 

from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 444  Water  Street,  north 
side,  126.5  feet  east  of  Market  Slip,  Block  249,  Lot 
50,  Borough  of  Manhattan. 


1722-61- A 

APPLICANT — Arnold  W.  Lederer  for  Jerome  and  Jos. 
Vitarelli,  owners. 

SUBJECT — Application  November  14,  1961 — Appeal 

from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED— 442  Water  Street,  north 
side,  100.5  feet  east  of  Market  Slip,  Block,  249,  Lot 
49,  Borough  of  Manhattan. 


1723-61-A 

APPLICANT — Arnold  W.  Lederer  for  Joseph  and 
Jerome  Vitarelli,  owners. 

SUBJECT — Application  November  14,  1961,  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re-  sprinkler  system. 

PREMISES  AFFECTED — 446  Water  Street,  north 
side,  151.5  feet  east  of  Pike  Street,  Block  249,  Lot  51, 
Borough  of  Manhattan. 


454-63-A 

APPLICANT — Clinton  Brown  for  Jacob  A.  Fine  and 
Nathan  Seril,  owners. 

SUBJECT — Application  May  27,  1963 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  3rd  Class 
construction — use  of  5th  floor. 

PREMISES  AFFECTED— 10  West  46th  Street,  south 
side,  200  feet  west  of  Fifth  Avenue,  Block  1261,  Lot 
46,  Borough  of  Manhattan. 


789-63-A 

APPLICANT — Casale  and  Nowell  for  Anna  Laetitia 
Pecci  Blunt,  owner;  The  Everett  School,  lessee. 
SUBJECT — Application  October  10,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Class  3 
construction-extension  of  school. 


PREMISES  AFFECTED— 41  East  75th  Street,  north 
side,  145  feet  east  of  Madison  Avenue,  Block  1390,  Lot 
27,  Borough  of  Manhattan. 


63 1-23- A — Vol.  II 

APPLICANT — Benjamin  Solovay  for  Chand  Realty 
Corporation,  owner. 

SUBJECT — Application  Reopened  October  29,  1963  as 
Volume  II — Appeal  from  a  decision  of  the  Borough 
Superintendent,  re-  Legal  means  of  egress. 

PREMISES  AFFECTED — 4  West  22nd  Street,  south 
side,  125  feet  south  of  Fifth  Avenue,  Block  823,  Lot 
47,  Borough  of  Manhattan. 


619-24-A— Vol.  II 

APPLICANT — Sandler  &  Sandler  for  H.  W.  Perlman 
Corporation,  owner. 

SUBJECT — Application  reopened  June  19,  1962  as  Vol¬ 
ume  II — Appeal  from  an  order  and  a  decision  of  the 
Fire  Commissioner,  re-  sprinkler  system. 

PREMISES  AFFECTED — 345-347  Grand  Street,  south 
side,  43  feet  10  inches  east  of  Ludlow  Street,  Block 
310,  Lot  15,  Borough  of  Manhattan. 


1541-61-A 

APPLICANT — Richard  Rethy  for  119  Company,  own¬ 
er;  Bluark  Store  Fixtures,  Incorporated,  lessee. 

SUBJECT — Application  filed  October  6,  1961  —  Appeal 
from  an  order  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED — 119  Bowery,  east  side,  100.2 
feet  south  of  Grand  Street,  Block  304,  Lot  13,  Bor¬ 
ough  of  Manhattan. 


1559-61-A 

APPLICANT — Clinton  Brown  for  Rena  Textile  Cor¬ 
poration,  owner. 

SUBJECT — Application  October  4,  1961  —  Appeal 
from  an  order  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED— 12-14  West  18  th  Street, 
south  side,  280  feet  west  of  Fifth  Avenue,  Block  819, 
Lot  53,  Borough  of  Manhattan. 


1561-61-A 

APPLICANT — Daub  &  Daub  for  Begelman  Realty 
Company,  owner. 

SUBJECT — Application  October  5,  1961  —  Appeal  from 
an  order  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED — 5  East  17th  Street,  north 
side,  125  feet  east  of  Fifth  Avenue  and  6  East  18th 
Street,  Block  846,  Lot  6,  Borough  of  Manhattan. 


1572-61-A 

APPLICANT — M.  Lorenzo  for  D.  Lorenzo,  owner. 

SUBJECT — Application  October  13,  1961 — Appeal  from 
an  order  of  the  Fire  Commissioner  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED— 515  West  19th  Street,  north 
side,  206.03  feet  west  of  Tenth  Avenue,  Block  691, 
Lot  26,  Borough  of  Manhattan. 


1573-61-A 

APPLICANT — Globe  Corr.  Container  Corporation, 
owner. 
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SUBJECT — Application  October  16,  1961 — Appeal  from 
an  order  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED — 502  West  Broadway,  south 
side,  200  feet  west  of  Houston  Street,  Block  525,  Lot 
52,  Borough  of  Manhattan. 


136-63-A 

APPLICANT — Hurley,  Kearney  and  Lane  for  The 
Hospital  of  the  Holy  Family,  owner. 

SUBJECT — Application  December  26,  1962  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  re- 
Use  of  Fiberboard,  masonite  and  Celotex  in  public 
hallways. 

PREMISES  AFFECTED — 159  Dean  Street  north  east 
corner  of  Hoyt  Street,  Block  189,  Lot  1,  Borough  of 
Brooklyn. 


193-63-A 

APPLICANT — Tyrus  W.  Peck  for  H.  Clausen  &  Com¬ 
pany,  owner. 

SUBJECT — Application  March  5,  1963 — Packaging  of 
combustible  mixture  known  as  Mek-Peroxide  in  Poly¬ 
ethylene  Containers  (containers  not  in  accordance 
with  Administrative  Code  requirements). 


197-63-A 

APPLICANT — Ivan  Pinsker  for  A  and  S  Fuel  Oil 
Incorporated,  owner. 

SUBJECT — Application  February  13,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  re- 
legal  means  of  egress. 

PREMISES  AFFECTED— 1474  60th  Street  south  side, 
60  feet  west  of  15th  Avenue,  Block  5720,  Lot  38,  Bor¬ 
ough  of  Brooklyn. 


228-63-A 

APPLICANT — Leonard  F.  Rothkrug  for  Carmelo  But- 
ta,  owner. 

SUBJECT — Application  March  18,  1963 — Review  of  a 
decision  of  the  Borough  Superintendent  re-  zoning 
matter. 

PREMISES  AFFECTED — 3648  Bronx  Boulevard,  east 
side,  301.42  feet  south  of  East  216th  Street,  Block  4645, 
Lot  25,  Borough  of  The  Bronx. 


390-63-A 

APPLICANT — Harry  Atkin  and  Associates  for  Sophie 
and  Paul  Pasquier,  owner. 

SUBJECT — Application  May  7,  1963 — Appeal  from  a 
decision  of  the  Borough  Superintendent — re-  marquee. 

PREMISES  AFFECTED— 240-242  East  56th  Street, 
1061  2nd  Avenue,  southwest  corner,  Block  1329,  Lot 
28,  Borough  of  Manhattan. 


761-63-A 

APPLICANT — James  F.  Dealy  for  H.C.  gohack  Com¬ 
pany,  Incorporated,  owner.  Sun  Oil  Company,  lessee. 

SUBJECT — Application  October  1,  1963  —  Filed  pur¬ 
suant  to  Section  35,  Art.  3  of  the  General  City  Law 
re-  construction  in  bed  of  mapped  street. 

PREMISES  AFFECTED— 50-02  to  50-12  (50-02  offi¬ 
cial)  Metropolitan  Avenue,  southwest  corner  of  Flush¬ 
ing  Avenue,  Block  3375,  Lots  52  and  54,  Maspeth, 
Borough  of  Queens. 


858-63-A 

APPLICANT— Hadyn  H.  Craigwell  for  Rose  Asch, 
owner. 

SUBJECT — Application  October  22,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
live  load  and  egress. 

PREMISES  AFFECTED— 1234  Castle  Hill  Ave.,  east 
side,  43.07  feet  north  of  Ellis  Avenue,  Block  3822,  Lot 
3,  Borough  of  The  Bronx. 


883-63-A 

APPLICANT — Halpern  and  Hurley  for  Albert  Green- 
baum,  owner. 

SUBJECT — Application  November  13,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  re- 
Class  3  construction  change  in  use. 

PREMISES  AFFECTED— 298  East  2nd  Street,  north 
side,  193  feet  west  of  Avenue  D,  Block  372,  Lot  52, 
Borough  of  Manhattan. 

MAX  H.  FOLEY,  Chairman. 


JANUARY  14,  1964,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  14,  1964,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.  Y.,  on  the 
following  matters, 

704-6 1-BZ—Vol.  II 

APPLICANT — Lama,  Proskauer  and  Prober  for  John  and 
Helen  Prowse,  owners. 

SUBJECT — Application  reopened  November  29,  1963 
as  Volume  II — decision  of  the  Borough  Superintend¬ 
ent,  under  Sections  73-211  &  73-212  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  erection 
and  maintenance  of  an  automotive  service  station  with 
accessory  uses  and  with  a  property  business  sign. 
PREMISES  AFFECTED— 162-01  to  162-09,  162-05, 
Official  46th  Avenue  and  45-81  to  45-89  162nd  Street, 
north  east  corner,  Block  5441,  Lot  86,  Bayside,  Bor¬ 
ough  of  Queens.  _ 


773-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Ted  S.  Glad¬ 
stone,  owner;  Martin  Paint  Company,  lessee. 

SUBJECT — Application  October  3,  1963 — decision  of 
the  Borough  Superintendent,  under  Sections  72-21 
and  73-50  of  the  Zoning  Resolution,  and  666  of  N.Y.C. 
Charter  to  permit  in  a  Cl-2  district,  the  maintenance 
of  a  non-flashing  illuminated  sign  that  exceeds  the 
permitted  surface  area. 

PREMISES  AFFECTED— 1154  East  Gunhill  Road, 
southeast  corner  of  Hering  Avenue,  and  Boston  Road. 
Block  4616-  Lots  3  6and  39,  Borough  of  The  Bronx. 


822-63-BZ 

APPLICANT — George  Luttinger  for  William  B.  and 
Cora  Baird,  owners. 

SUBJECT — Application  October  14,  1963  — _  decision 
of  the  Borough  Superintendent,  under  Section  .  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R6  district, 
in  an  existing  five  story  building,  the  change  in  occu¬ 
pancy  of  the  first  floor  to  theatre  with  accessory 
dressing  room  on  the  second  floor  and  cellar  storage, 
the  upper  floors  to  retain  their  present  use. 

PREMISES  AFFECTED — 59-61  Barrow  Street,  south 
side,  58  feet,  1%  inches  east  of  Bedford  Street,  25 
Commerce  Street,  Block  587,  Lot  44,  Borough  of 
Manhattan. 
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823-63-A 

APPLICANT — George  Luttinger  for  William  B.  and 
Cora  Baird,  owners. 

SUBJECT — Application  October  14,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re- 
Class  3  construction,  change  in  use  to  theatre,  egress, 
etc. 

PREMISES  AFFECTED — 59-61  Barrow  Street,  south 
side,  58  feet,  1%  inches  east  of  Bedford  Street,  25 
Commerce  Street,  Block  587,  Lot  44,  Borough  of 
Manhattan. 


833-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  John  Cullo 
Marble  and  Tile  Company,  owners. 

SUBJECT — Application  October  24,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R5  district,  the 
enlargement  in  area  of  the  second  floor  for  accessory 
office  to  a  stone  processing  plant  that  encroaches  on 
the  required  front  yard. 

PREMISES  AFFECTED— 1476  East  222nd  Street, 
southwest  corner  of  Edson  Avenue,  Block  4758,  Lot 
9  and  16,  Borough  of  The  Bronx. 


834-63-A 

APPLICANT — Crinnion  and  Crinnion  for  John  Cullo 
Marble  and  Tile  Company,  owner. 

SUBJECT — Applicatio  October  24,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-wood 
frame  extension  Class  3  construction. 

PREMISES  AFFECTED— 1476  East  222nd  Street, 
southwest  corner  of  Edson  Avenue,  Block  4758,  Lots 
9  and  16,  Borough  of  The  Bronx. 


33-53-BZ 

APPLICANT — Lama,  Proskauer  and  Prober  for  John 
R.  Raguson,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance,  which  has  expired  October 
27,  1958 — re  Application,  decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  sections 
7e  and  7 A  of  the  Zoning  Resolution,  to  permit  in  a  resi¬ 
dence  and  business  use  district  for  a  term  of  five  years  the 
use  of  premises  as  an  iron  sho  pand  for  scrap  iron  storage 
in  open,  with  a  business  entranc  enearer  to  residence  uses 
district  than  is  permitted;  and  to  permit  the  existing  uses 
of  stores,  toy  manufacturing  and  two  families  each  in  two 
buildings. 

PREMISES  AFFECTED— 289  22nd  Street  and  700-704 
Sixth  Avenue,  northwest  corner,  Block  897,  Lots  41  and 
45,  Borough  of  Brooklyn. 


657-52-BZ 

APPLICANT — Robert  Gottlieb  for  Rosina  S.  Maute, 
owner. 

SUBJECT — Application  reopened  for  consideration  as  to 
extension  of  term  of  variance,  expired  December  2,  1963 
— decision  ®f  the  Borough  Superintendent,  previously 
granted  on  condition,  under  Section  7  h  of  the  Zoning 
Resolution  permitting  in  a  residence  use  district  the  park- 
and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 282-284  Bonner  Place,  south 
side,  125  feet  east  of  Morris  Avenue,  Block  2423,  Lots  11 
and  12,  Borough  of  The  Bronx. 


448-48-BZ 

APPLICANT — Robert  Gottlieb  for  Rosina  S.  Maute, 
owner. 

SUBJECT — Application  reopened  December  3,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pires  anuary  13,  1964  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7e  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district  a  factory. 

PREMISES  AFFECTED — 290  Bonner  Place,  south 
side,  175  feet  east  of  Morris  Avenue,  Block  2423,  Lot 
13,  Borough  of  The  Bronx. 


109-54-BZ 

APPLICANT — Larry  Meltzer  for  Koster  Bakeries,  Inc., 
owner. 

SUBJECT — Application  reopened  December  3,  1963  for 
der  Section  7e  of  the  Zoning  Resolution,  permitting  in 
consideration  as  to  extension  of  term  of  variance, 
expires  January  20,  1964  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un- 
a  residence  use  district,  otor  vehicle  repair  shop  for 
owners  motor  vehicles  and  permitting  the  mainten¬ 
ance  of  a  gasoline  service  station,  for  use  of  owner 
only,  and  permitting  the  parking  and  storage  of  em¬ 
ployees’  and  owners’  motor  vehicles  on  unbuilt  upon 
portion  of  plot,  no  fee  to  be  charged. 

PREMISES  AFFECTED— 1173-1181  Madison  Street, 
north  side,  250  feet  east  of  Central  Avenue,  Block  3360, 
Lots  46,  47  and  48,  Borough  of  Brooklyn. 


1464-61-BZE 

APPLICANT — Lama,  Proskauer  and  Prober  for  Com¬ 
monwealth  Equities  Incorporated,  owner. 

SUBJECT — Application  September  22,  1961 — decision 
of  the  Borough  Superintendent,  under  Sections  7e,  7f, 
7i  and  7 A  of  the  Zoning  Resolution,  to  permit  in  a 
retail  and  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium,  mi¬ 
nor  auto  repairs,  car  washing,  office  and  sales,  storage 
room,  and  the  parking  and  storage  of  motor  vehicles 
in  the  open  area  with  a  ground  sign  and  curb  cuts 
within  75  feet  of  a  residence  use  district  for  a  tem¬ 
porary  term  of  twenty  years. 

PREMISES  AFFECTED— 1741-1759  (1740  official) 

Westchester  Avenue,  north  side,  from  Rosedale  Ave¬ 
nue  to  Commonwealth  Avenue,  1253-1259  Common¬ 
wealth  Avenue,  1250-1260  Rosedale  Avenue,  Block 
3784,  Lots  1,  2,  3,  4,  6,  8  and  9,  Borough  of  The  Bronx. 

Hearing  closed — Laid  over  without  date  for  applicant  to 
discuss  with  the  City  Planning  Commission,  the  Board 
being  without  jurisdiction  under  the  new  Zoning  Re¬ 
solution  cited  by  applicant;  then  set  for  January  14, 
1964. 


801-63-BZ 

APPLICANT — Albert  Melniker  for  Bartolomeo  Taranto, 

owner. 

SUBJECT — Application  October  2,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R3-2  district,  on  a  plot 
previously  granted  by  the  Board  for  use  as  a  refreshment 
stand,  the  erection  of  a  one  story  building  for  use  as  retail 
stores  with  accessory  open  parking. 

PREMISES  AFFECTED — 2407  Richmond  Avenue,  north¬ 
east  corner  of  Richmond  Hill  Road,  Block  2380,  Lot  1, 
New  Springville,  Borough  of  Richmond. 

Hearing  closed — Laid  over  from  December  17,  1963  to 
January  14,  1964,  for  decision;  applicant  to  submit 
additional  data  for  five  findings  under  Section  72-21. 
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802-63-A 

APPLICANT — Albert  Melniker  for  Bartolomeo  Taranto, 
owner. 

SUBJECT — Application  October  3,  1963  —  Filed  pursuant 
to  Section  35,  Art  3  of  the  General  City  Law  re-  Curb 
Cut  in  bed  of  mapped  street. 

PREMISES  AFFECTED— 2407  Richmond  Avenue,  north¬ 
east  corner  of  Richmond  Hill  Road,  Block  2380,  Lot  1, 
New  Springville,  Borough  of  Richmond. 


813-63-BZ 

APPLICANT — Max  Siegel  Associates  for  711  West  End 
Company,  long  term  lesee.  Harry  Lutz,  garage  lessee. 

SUBJECT — Application  October  15,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law  to  permit  in  a  R  8  and  RIO  dis¬ 
trict  for  a  term  of  fifteen  years,  the  use  of  transient  park¬ 
ing  for  the  unused  and  surplus  tenants  spaces  within  an 
existing  multiple  dwelling  accessory  garage. 

PREMISES  AFFECTED— 699-717  West  End  Avenue, 
west  side,  from  West  94th  Street  to  West  95th  Street, 
Block  1253,  Lot  21,  Borough  of  Manhattan. 

Hearing  closed — Laid  over  from  December  17,  1963  to 
January  14,  1964,  for  inspectio  nand  decision. 


814-63-A 

APPLICANT — Max  Siegel  Associates  for  711  West  End 
Company,  long  term  lessee;  Harry  Lutz  Garage,  Les¬ 
see. 

SUBJECT — Application  October  15,  1963  —  Filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  transient 
parking. 

PREMISES  AFFECTED— 699-717  West  End  Avenue, 
west  side,  from  West  94th  Street  to  West  95th  Street, 
Block  1253,  Lot  21,  Borough  of  Manhattan. 


828-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Consolidated 
Edison  Company  owner;  Hercules  Powder  Company,  les¬ 
see. 

SUBJECT — Application  October  24,  1963  —  decision  of 
the  Commissioner  of  Marine  and  Aviation,  under  Section 
73-29  of  the  Zoning  Resolution,  to  permit  in  a  M3  dis¬ 
trict,  the  storage  of  dynamite  for  use  by  the  construction 
industry. 

PREMISES  AFFECTED— South  side  of  Hunt’s  Point 
Avenue,  2,170  feet  east  of  East  Bay  Avenue,  Block 
2780,  Lot  82,  Borough  of  The  Bronx. 

Hearing  closed — Laid  over  from  December  17,  1963,  to 
January  14,  1964,  for  decision;  applicant  to  submit 
report. 


545-63-A 

APPLICANT — Everett  F.  Diehl  for  Hercules  Powder 
Company  Inc.  lessee. 

OWNER  OF  PREMISES — Consolidated  Edison  Com¬ 
pany  of  New  York,  Inc. 

SUBJECT — Application  July  3,  1963 — Review  of  a  de¬ 
cision  of  the  Commissioner  of  Marine  and  Aviation — 
construct  a  barricade  for  dynamite  magazines. 

PREMISES  AFFECTED — South  side  of  Hunt’s  Point 
Avenue,  2,170  feet  east  of  East  Bay  Avenue,  Block 
2780,  Lot  82,  Borough  of  The  Bronx. 


759-63-BZ 

APPLICANT — Burke  and  Groh  for  Clark  Carpet 
Cleaning  Company,  owner  Greenway  Holding  Cor¬ 
poration,  lessee. 


SUBJECT— Application  September  26,  1963— decision 
of  the  Borough  Superintendent,  under  Sections  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and 
R3-2  district,  the  erection  of  a  ten  story  multiple 
dwelling  that  encroaches  on  the  required  front  yard, 
rear  yard  and  rear  setback,  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio  and  lot  area  per  room,  exceeds  the  permitted 
height  and  width  of  street  walls  with  balconies  in  the 
front  yard  and  less  than  the  required  distance  between 
windows. 

PREMISES  AFFECTED— 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lot  1 
and  11,  Bayside,  Borough  of  Queens. 

Hearing  closed — Laid  over  from  December  3,  1963  to 
December  17,  1963,  for  inspection  and  decision;  appli¬ 
cant  to  submit  data  on  necessary  five  findings  under 
Section  72-21;  then  to  January  14,  1964,  at  request  of 
applicant. 


760-63-A 

APPLICANT— Burke  and  Groh  for  Clark  Carpet 
Cleaning  Company,  owner;  Greenway  Holding  Cor¬ 
poration,  lessee. 

SUBJECT— Application  September  26,  1963  —  Filed 
pursuant  to  Section  310  of  the  Multiple  Dwelling  Law 
for  variation  of  Section  4 (31a)  and  Section  26  (5a) 
of  the  Multiple  Dwelling  Law  re  heights  and  yard 
and  Review  of  Decision  of  the  Borough  Superintend¬ 
ent — Zoning  Matter. 

PREMISES  AFFECTED— 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lot  1 
and  11,  Bayside,  Borough  of  Queens. 

MAX  H.  FOLEY,  Chairman. 


JANUARY  14,  1964,  12  NOON 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday,  January  14,  1964,  at  12  o’clock  at  80  Lafayette 
Srteet,  9th  floor,  New  York  13,  N.  Y.,  on  the  following 
applications  for  extension  of  time  to  permit  the  comple¬ 
tion  of  construction,  filed  pursuat  to  Sections  11-32 
and  11-33. 

6-63-BZX — B.Bx. —  1888-1892  Eastchester  Road.  Block 
4209,  Lots  15,  16,  17  and  63.  Alt.  199-61.  Permit  No. 
1907-63. 


46-63-BZX— B.B.— 601-635  Van  Sinderin  Avenue,  Block 
3833,  Lot  6,  Alt.  2074-49,  Permit  No.  3313-49. 


113-63-BZX — B.M. — 350  West  123rd  Street,  Block  1949, 
Lot  56,  Alt.  1024-61,  Permit  No.  1985-62. 


114-63-BZX — B.M. — 328  East  25th  Street,  Block  930,  Lot 
42,  Alt.  1211-61,  Permit  No.  1494-62. 


115-63-BZX— B.M.— 302-304  Mott  Street,  Block  521,  Lot 
26,  Alt.  1001-60.  Permit  No.  795-63. 


116-63-BZX — B.M. — 15  East  55th  Street,  Block  1291,  Lot 
11,  Alt.  1039-59,  Permit  No.  2675-61. 


117-63-BZX — B.M. — 458  West  126th  Street,  Block  1966, 
Lot  101,  Alt.  976-60,  Permit  No.  2509-60. 


118-63-BZX — B.M. — 360  East  55th  Street,  Block  1347,, 
Lot  30,  Alt.  1982-59,  Permit  No.  758-60. 
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119-63-BZX — B.M. — 178  Suffolk  Street,  Block  350,  Lot 
7,  Alt.  2296-61,  Permit  No.  3026-63. 


121-63-BZX— B.B.— 1479-1481  McDonald  Avenue,  Block 
6537,  Lot  56,  Alt.  3986-61,  Permit  No.  3662-63. 


123-63-BZX — B.Q. — 101-22  Astoria  Boulevard,  Block 
1688,  Lot  37,  Alt.  No.  1579-61,  Permit  No.  219-62. 


124-63-BZX — B.Q. — 48-12  104th  Street,  Block  1983,  Lot 
34,  Alt.  2111-61,  Permit  No.  97-63. 


125-63-BZX— B.Q.— 150-42  11th  Avenue,  Block  4516, 
Lot  22,  Alt.  2109-61,  Permit  No.  1817-62. 


126-63-BZX — B.M. — 208-210  Spring  -Street,  Block  490, 
Lot  21,  Alt.  920-61,  Permit  No.  2975-62. 


127-63-BZX — B.M. — 59  Crosby  Street,  Block  482,  Lot 
10,  Alt.  324-61,  Permit  No.  77-62. 


128-63-BZX — B.M. — 412  East  78th  Street,  Block  1472, 
Lot  42,  Alt.  140-60,  Permit  No.  3540-62. 


129-63-BZX— B.M.— 789-797  West  End  Avenue,  Block 
1888,  Lot  25,  Alt.  1830-61,  Permit  No.  1165-62. 


131-63-BZX — B.M. — 174  Eldridge  Street,  Block  415,  Lot 
11,  Alt.  1233-61,  Permit  No.  2308-61. 


132-63-BZX — B.M. — 307  East  3rd  Street,  Block  373,  Lot 
51,  Alt.  1424-60,  Permit  No.  772-61. 


133-63-BZX— B.M.— 538-540  East  11th  Street,  Block  404, 
Lots  23,  25,  Alt.  1769-61,  Permit  No.  3028-62. 

The  following  applications  for  extension  of  time  to 
permit  the  completion  of  construction,  filed  pursuant  to 
Sections  11-322  and/or  11-1323. 

102-BZY— B.Q.— 20-10  Hazen  Street,  N.B.  5426-61. 


103-BZY— B.Q.— 20-12  Hazen  Street,  N.B.  5425-61. 


104-BZY— B.Q.— 20-14  Hazen  Street,  N.B.  5424-61. 


105-BZY— B.Q.— 20-16  Hazen  Street,  N.B.  5423-61. 


106-BZY— B.Q.— 20-18  Hazen  Street,  N.B.  5422-61. 


107-BZY— B.Q.— 20-20  Hazen  Street,  N.B.  5421-61. 


108-BZY — B.Bx. — 855  East  233rd  Street,  N.B.  1305-61. 


109-BZY — B.B. — 7302  Avenue  T,  N.B.  3492-61. 


110-BZY — B.B. — 7304  Avenue  T,  N.B.  3491-61. 


111-BZY — B.B. — 7308  Avenue  T,  N.B.  3490-61. 


112-BZY — B.B. — 7310  Avenue  T,  N.B.  3489-61. 


113-BZY — B.B. — 7312  Avenue  T,  N.B.  3488-61. 


114-BZY — B.B. — 7314  Avenue  T,  N.B.  3487-61. 


115-BZY — B.B. — 7318  Avenue  T,  N.B.  3486-61. 


116-BZY — B.B. — 7320  Avenue  T,  N.B.  3485-61. 


117-BZY— B.M.— 517-523  East  71st  Street,  N.B.  229-61. 


118-BZY — B.B. — 1759  Hendrickson  Street,  N.B.  1944-61. 


119-BZY— B.M.— 420-422  West  59th  Street,  Alt.  89/59. 


120-BZY— B.M.— 420-422  West  59th  Street,  Alt.  90/59. 


121-BZY— B.M.— 420-422  West  59th  Street,  Alt.  91/59. 


122-BZY— B.M.— 421-423  West  58th  Street,  Alt.  1343/59. 


123-BZY — B.M. — 1101-1119  Amsterdam  Avenue,  N.B. 
114/61. 


124-BZY— B.M.— 417-421  West  114th  Street,  Alt.  2386/61. 


125-BZY— 81-80  Pitkin  Avenue,  N.B.  4935-61. 


126-BZY — B.B. — 2044  East  18th  Street,  N.B.  2946-61. 


127-BZY — B.B. — 611  Banner  Avenue,  N.B.  1467-61. 


128-BZY — B.Q. — 114-03  Queens  Boulevard,  N.B.  318-61. 


129-BZY— B.Q.— 138-70  Elder  Avenue,  N.B.  4709-61. 


130-BZY— B.M.— 401-413  West  16th  Street,  N.B.  193-60. 


131-BZY— BM.— 418  West  17th  Street,  N.B.  164-60. 


132-BZY—B.M.— 400-412  West  17th  Street,  N.B.  195-60. 


133-BZY—B.M.— 430-434  West  17th  Street,  N.B.  196-60. 


134-BZY—B.M.— 427-431  West  17th  Street,  N.B.  197-60. 


135-BZY — B.M. — 419  West  17th  Street,  N.B.  198-60. 


136-BZY— B.M.— 117-121  9th  Avenue,  N.B.  199-60. 


137-BZY— B.M.— 401-411  West  18th  Street,  N.B.  200-61. 


138-BZY — B.M. — 420  West  19th  Street,  N.B.  201-60. 


139-BZY— B.M.— 400-412  West  19th  Street,  N.B.  202-60. 


140-BZY— B.M.— 401-419  West  19th  Street,  N.B.  203-60. 


141-BZY — B.M. — Robert  Fulton  Houses  Garage,  N.B. 
204-63. 


142-BZY— B.M.— 111-117  West  90th  Street,  N.B.  203-61. 
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143-BZY — B.M. — 133  West  90th  Street,  N.B.  204-61. 


144-BZY — B.M. — 141  West  90th  Street,  N.B.  205-61. 


145-BZY — B.Bx. — 1801-1805  Crotona  Avenue,  N.B.  353- 
61. 


146-BZY — B.Bx. — 601-611  Crotona  Park  North,  N.B. 
354-61. 


147-BZY— B.Bx— 338  East  141st  Street,  N.B.  1455-60. 


148-BZY— B.Bx.— 373  &  383  East  141st  Street,  N.B. 
1456-60. 


149-BZY — B.Bx. — 340  Alexander  Avenue,  N.B.  1457-60. 


150-BZY — B.Bx. — 350  &  360  East  143rd  Street,  N.B. 
1458-60. 


151-BZY— B.Bx.— 355  East  143rd  Street,  N.B.  1459-60. 


152-BZY— B.Bx— 385  East  143rd  Street,  N.B.  1460-60. 


153-BZY— B.Bx— East  141st  Street,  N.B.  2335-61. 


154-BZY— B.Bx.— 375  East  143rd  Street,  N.B.  1461-60. 


155-BZY — B.B. — 155  Summer  Avenue,  N.B.  1848-61. 


156-BZY— 919-929  DeKalb  Avenue,  NB.  1849-61. 


157-BZY— 939-955  DeKalb  Avenue,  N.B.  1850-61. 


158-BZY — B.B. — 111  Lewis  Avenue,  N.B.  1851-61. 


159-BZY— 999  DeKalb  Avenue,  N.B.  1852-61. 


160-BZY — B.B. — 130  Lewis  Avenue,  N.B.  1853-61. 


161-BZY — B.Bx. — 2039  Blackrock  Avenue,  N.B.  1686-61. 


162-BZY — B.Bx. — 2865  Kingsbridge  Terrace,  N.B.  1691- 
61. 


163-BZY — B.Bx — 2015  Bruckner  Blvd.  N.B.  1688-61. 


164-BZY — B.B. — 1404  East  85th  Street,  N.B.  5583-61. 


165-BZY — B.B. — 1406  East  85th  Street,  N.B.  5584-61. 


166-BZY — B.B. — 1408  East  85th  Street,  N.B.  5585-61. 


167-BZY — B.B. — 1410  East  85th  Street,  N.B.  5586-61. 


168-BZY — B.B. — 1412  East  85th  Street, . B.  5587-61. 


169-BZY — B.B. — 1416  East  85th  Street,  N.B.  5588-61. 


170-BZY — B.B. — 1418  East  85th  Street,  N.B.  5589-61. 


171- BZY — B.B. — 1422  East  85th  Street,  N.B.  5590-61. 

172- BZY — B.B. — 1424  East  85th  Street,  N.B.  5591-61. 

173- BZY — B.B. — 1426  East  85th  Street,  N.B.  5592-61. 


174-BZY — B.B. — 1428  East  85th  Street,  N.B.  5593-61. 


175- BZY — B.B. — 1430  East  85th  Street,  N.B.  5594-61. 

176- BZY — B.B. — 4432  East  85th  Street,  N.B.  5595-61. 

177- BZY — B.B. — 1436  East  85th  Street,  N.B.  5596-61. 


178-BZY — B.B. — 1438 

East 

85th 

Street, 

N.B. 

5597-61. 

179-BZY — B.B. — 1440 

East 

85th 

Street, 

N.B. 

5598-61. 

180-BZY— B.B. —1442 

East 

85th 

Street, 

N.B. 

5599-61. 

181-BZY — B.B. — 1446 

East 

85th 

Street, 

N.B. 

5600-61. 

182-BZY — B.B. — 1448 

East 

85th 

Street, 

N.B. 

5601-61. 

183-BZY — B.B. — 1450 

East 

85th 

Street, 

N.B. 

5602-61. 

184-BZY — B.B. — 1452 

East 

85th 

Street, 

N.B. 

5603-61. 

185-BZY — B.B. — 1454 

East 

85  th 

Street, 

N.B. 

5604-61. 

186-BZY — B.B. — 1456 

East 

85th 

Street, 

N.B. 

5605-61. 

187-BZY — B.B. — 1458 

East 

85  th 

Street, 

N.B. 

5606-61. 

188-BZY — B.B. — 1460 

East 

85th 

Street, 

N.B. 

5607-61. 

189-BZY — B.B. — 1464 

East 

85th 

Street, 

N.B. 

5608-61. 

190-BZY — B.B. — 1466 

East 

85th 

Street, 

N.B. 

5609-61. 

191-BZY — B.B. — 1468 

East 

85th 

Street, 

N.B. 

5610-61. 

192-BZY — B.B. — 1470 

East 

85th 

Street, 

N.B. 

5611-61. 

193-BZY — B.B. — 1472 

East 

85th 

Street, 

N.B. 

5612-61. 

194-BZY — B.B. — 1474 

East 

85th 

Street, 

N.B. 

5613-61. 

195-BZY — B.B. — 1476 

East 

85th 

Street, 

N.B. 

5614-61. 

196-BZY — B.B. — 1480 

East 

85th 

Street, 

N.B. 

5615-61. 

197-BZY — B.B. — 1403 

East 

84th 

Street, 

N.B. 

5616-61. 

198-BZY — B.B. — 1405 

East 

84th 

Street, 

N.B. 

5617-61. 

199-BZY — B.B. — 1407 

East 

84th 

Street, 

N.B. 

5618-61. 

200-BZY — B.B. — 1409 

East 

84th 

Street, 

N.B. 

5619-61. 
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201- BZY — B.B. —  1411  East  84th  Street,  N.B.  5620-61. 

202- BZY — B.B. — 1415  East  84th  Street,  N.B.  5621-61. 

203- BZY — B.B. — 1417  East  84th  Street.  N.B.  5622-61. 

204- BZY — B.B. — 1421  East  84th  Street,  N.B.  5623-61. 

205- BZY — B.B. — 1423  East  84th  Street,  N.B.  5624-61. 

206- BZY — B.B. — 1425  East  84th  Street,  N.B.  5625-61. 

207- BZY — B.B. — 1427  East  84th  Street,  N.B.  5626-61. 

208- BZY — B.B. — 1429  East  84th  Street,  N.B.  5627-61. 

209- BZY — B.B. — 1431  East  84th  Street,  N.B.  5628-61. 

210- BZY — B.B. — 1435  East  84th  Street,  N.B.  5629-61. 

211- BZY — B.B. — 1437  East  84th  Street,  N.B.  5630-61. 

212- BZY — B.B. — 1439  East  84th  Street,  N.B.  5631-61. 

213- BZY — B.B. — 1441  East  84th  Street,  N.B.  5632-61. 

214- BZY — B.B. — 1445  East  84th  Street,  N.B.  5633-61. 

215- BZY — B.B. — 1447  East  84th  Street,  N.B.  5634-61. 

216- BZY — B.B. — 1449  East  84th  Street,  N.B.  5635-61. 
_  ) 

217- BZY — B.B. — 1451  East  84th  Street,  N.B.  5636-61. 

218- BZY — B.B. — 1435  East  84th  Street, 'N.B.  5637-61. 

219- BZY — B.B. — 1455  East  84th  Street,  N.B.  5638-61. 

220- BZY — B.B. — 1457  East  84th  Street,  N.B.  5639-61. 

221- BZY — B.B. — 1459  East  84th  Street,  N.B.  5640-61. 

222- BZY — B.B. — 1463  East  84th  Street,  N.B.  5641-61. 

223- BZY — B.B. — 1465  East  84th  Street,  N.B.  5642-61. 


224-BZY — B.B. — 1467  East  74th  Street,  N.B.  5643-61. 


225-BZY — B.B. — 1469  East  84th  Street,  N.B.  5644-61. 


226-BZY — B.B. — 1471  East  84th  Street,  N.B.  5645-61. 


227-BZY — B.B. — 1473  East  84th  Street,  N.B.  5646-61. 


228-BZY — B.B. — 1475  East  84th  Street,  N.B.  5647-61. 


229-BZY — B.B. — 1479  East  84th  Street,  N.B.  5648-61. 


230-BZY — B.B. — 530  East  82nd  Street,  N.B.  1685-61. 


231-BZY — B.B. — 536  East  82nd  Street,  N.B.  1687-61. 


232-BZY — B.B. — 538  East  82nd  Street,  N.B.  1688-61. 


233-BZY — B.B. — 540  East  82nd  Street,  N.B.  1689-61. 


234-BZY — B.B. — 542  East  82nd  Street,  N.B.  1690-61. 


235-BZY — B.B. — 548  East  82nd  Street,  N.B.  1692-61. 


236-BZY — B.B. — 529  East  81st  Street,  N.B.  1715-61. 


237- BZY — B.B. — 531,  East  81st  Street,  N.B.  1716-61. 

238- BZY — B.B. — 535  East  81st  Street,  N.B.  1717-61. 

239- BZY — B.B. — 537  East  81st  Street,  N.B.  1718-61. 

240- BZ Y — B.B. — 602  East  82nd  Street,  N.B.  4674-61. 

241- BZY— B.B.— 604  East  82nd  Street,  N.B.  4675-61. 

242- BZY— B.B.— 608  East  82nd  Street,  N.B.  4676-61. 

243- BZY — B.B. — 610  East  82nd  Street,  N.B.  4677-61. 

244- BZY — B.B. — 612  East  82nd  Street,  N.B.  4678-61. 

245- BZY — B.B. — 614  East  82nd  Street,  N.B.  4679-61. 

246- BZY — B.B. — 618  East  82nd  Street,  N.B.  4680-61. 

247- BZY— B.B.— 620  East  82nd  Street,  N.B.  4681-61. 

248- BZY — B.B. — 622  East  82nd  Street,  N.B.  4682-61. 

249- BZ Y — B.B. — 624  East  82nd  Street,  N.B.  4683-61. 

250- BZY— B.B.— 628  East  82nd  Street,  N.B.  4684-61. 

251- BZY — B.B. — 630  East  82nd  Street,  N.B.  4685-61. 

252- BZY — B.B. — 632  East  82nd  Street,  N.B.  4686-61. 

253- BZY — B.B. — 634  East  82nd  Street,  N.B.  4687-61. 

254- BZY— B.B— 638  East  82nd  Street,  N.B.  4688-61. 

255- BZY — B.B. — 640  East  82nd  Street,  N.B.  4689-61. 

256- BZY — B.B . — 642  East  82nd  Street,  N.B.  4690-61. 

257- BZY — B.B. — 644  East  82nd  Street,  N.B.  4691-61. 

258- BZY — B.B. — 648  East  82nd  Street,  N.B.  4692-61. 

259- BZY — B.B. — 668  East  82nd  Street,  N.B.  4700-61. 


260-BZY — B.B. — 670  East  82nd  Street,  N.B.  4701-61. 
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261-BZY — B.B. — 674  East  82nd  Street,  N.B.  4703-61. 


262- BZY — B.B. — 676-  East  82nd  Street,  N.B.  4704-61. 

263- BZY — B.B. — 562  East  87th  Street,  N.B.  4469-61. 

MAX  H.  FOLEY,  Chairman 


JANUARY  14,  1964,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  14,  1964,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

709-63-SM 

APPLICANT — The  Silent  Glow  Burner  Corporation, 
owner. 

SUBJECT — To  supply  temporary  heat  for  construction 
work. 


1859-61-A 

APPLICANT — Fifth  Development  Corporation,  Ad¬ 
joining  property  owner. 

OWNER  OF  PREMISES— Harry  Klein. 

SUBJECT — Application  December  13,  1961  —  Appeal 

from  a  decision  of  the  Borough  Superintendent,  re — 
Revocation  of  Application  1630/158. 

PREMISES  AFFECTED — 1641  First  Avenue,  north¬ 
west  corner  of  East  85th  Street,  Block  1548,  Lot  25, 
Borough  of  Manhattan. 


238-63-A 

APPLICANT — Robert  S.  Hanser  for  American  Grease 
Stick  Company,  owner. 

SUBJECT — Application  March  20,  1963 — Packaging  of 
combustible  Mixture  known  as  Mr.  Zip  Rust  fighter 
in  1.6  oz.  plastic  containers — containers  not  in  conform¬ 
ity  with  Administrative  Code  requirements  of  New  York. 


57-63-A 

APPLICANT — Herman  Kron  for  Merberg  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  6,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
provide  an  approved  uniform  watchman  service  etc. 

PREMISES  A FFE CT E D — 28-30  West  22nd  Street, 

sout  hside,  395.6  feet  west  of  Avenue  of  the  Americas, 
Block  823,  Lot  59,  Borough  of  Manhattan. 


1140-63-A 

APPLICANT — Joseph  Lau  for  National  Board  of 
Young  Men’s  Christian  Association,  owner. 

SUBJECT — Application  July  14,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 56  Reade  Street,  North  side, 
98  feet  10  inches  west  of  Broadway,  Block  150,  Lot  1, 


1524-61- A 

APPLICANT — Lama  Proskauer  and  Prober  for  Louis  M. 
Butler  and  Harry  J.  Butler  owners. 

SUBJECT — Application  October  3,  1961  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 


PREMISES  AFFECTED — 2416  Amsterdam  Avenue,  soutli 
west  corner  of  West  180th  Street,  Block  2152,  Lot  46, 
Borough  of  Manhattan. 


4-63-A 

APPLICANT — Leonard  F.  Rothkrug  for  Louis  Spector, 
owner. 

SUBJECT — Application  January  3,  1963 — Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  variance 
of  Section  56,  subd  5 — increase  of  rooms  and  families  and 
Section  171,  subd  2 — area,  extension  and  Review  of 
Decision  of  the  Borough  Superintendent  re-  Zoning  Mat 
ter. 

PREMISES  AFFECTED — 3821  Nautilus  Avenue,  north 
side,  180  feet  west  of  Sea  Gate  Avenue,  Block  7002,  Lot 
48,  Borough  of  Brooklyn. 


127-63-A 

APPLICANT— Lama,  Proskauer  and  Prober  for  42nd 
Avenue  Bayside  Corporation,  owner. 

SUBJECT — Application  February  13,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  reclassifica¬ 
tion  of  existing  building. 

PREMISES  AFFECTED — 212-01  to  212-25  42nd  Avenue, 
north  side,  42.27  feet  west  of  41st  Road,  Block  6227,  Lot 
330,  Bayside,  Borough  of  Queens. 


1270-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Isaac  and 
Louis  Moinester,  owners. 

SUBJECT  Application  August  2,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 39  Great  Jones  Street,  south 
side,  150  feet  east  of  Lafayette  Street,  Block  530,  Lot 
26,  Borough  of  Manhattan. 


1292-61 -A 

APPLICANT — Michael  D.  Schwartz  for  150  Park  Row 
Corporation,  owners;  Charles  Shear  Incorporated,  lessee. 

SUBJECT— Application  August  8,  1961— Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 150  Park  Row,  west  side,  28 
feet  south  of  Pearl  Street,  Block  159,  Lot  41,  Boroueh 
of  Manhattan. 


1579-61-A 

APPLICANT — Jacob  and  Donald  D.  Fisher,  for  Posnick 
Realty  Co.,  owner. 

SUBJECT — Application  October  18,  1961— Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 149-151  Essex  Street,  west 
side,  75  feet  south  of  Stanton  Street,  Block  411,  Lots  58 
and  59,  Borough  of  Manhattan. 


1583-61-A 

APPLICANT — Max  Siegel  Associates,  for  Don  Ruseau 
Inc.,  owner. 

SUBJECT — Application  October  18,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner. 

P^p^-ISES  AFFECTED — 2157  First  Avenue,  west  side, 
75.11  feet  north  of  West  11th  Street,  Block  1683,  Lot  26, 
Borough  of  Manhattan. 
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1588-61-A 

APPLICANT — Elliot  Saltzman,  for  1125  Myrtle  Corpora¬ 
tion,  owner. 

SUBJECT — Application  October  19,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner. 

PREMISES  AFFECTED  — 1125-1127  Myrtle  Avenue, 
north  side,  277  feet  west  of  Broadway,  Block  1584,  Lot 
37,  Borough  of  Brooklyn. 


1608-61-A 

APPLICANT — Joseph  Mitchell  for  James  S.  Mitchell, 
owner. 

SUBJECT — Application  Ocotber  25,  1961 — Appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re-  Sprink¬ 
ler  System. 

PREMISES  AFFECTED— 246-247  South  Street,  north 
side,  139  9^s  feet  east  of  Pike  Slip,  and  485-487  Water 
Street,  Block  248,  Lot  7,  Borough  pf  Manhattan. 


I609-61-A 

APPLICANT — Joseph  Mitchell  for  James  S.  Mitchell, 
owner. 

SUBJECT — Application  October  25,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED— 248-249  South  Street,  north 
side,  181  feet,  4  inches  East  of  Pike  Slip  and  489-491 
Water  Street,  Block  248,  Lot  7,  Borough  of  Manhattan. 


1099-62-A 

APPLICANT — Arnold  W.  Lederer  for  Fancy  Realty 
Corporation,  owner. 

SUBJECT — Application  December  5,  1962 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  fire  escape. 

PREMISES  AFFECTED— 137-141  Prince  Street,  north 
side,  40  feet  east  of  West  Broadway,  Block  515,  Lot  42, 
Borough  of  Manhattan. 


383-63-A 

APPLICANT — Jack  Rabin  for  520-522  West  51st  Street 
Holding  Corporation,  owner. 

SUBJECT — Application  May  2,  1963 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 520-522  West  51st  Street, 
south  side,  300  feet  west  of  Tenth  Avenue,  Block  1079, 
Lot  44,  Borough  of  Manhattan. 


763-63-A 

APPLICANT — Philip  P.  Augusta  for  Yeshiva  Torah  Vo- 
daath,  owner. 

SUBJECT — Application  September  27,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  frame  build¬ 
ing  change  in  use. 

PREMISES  AFFECTED  — 150  Ocean  Parkway,  west 
side,  280  feet  north  of  Albermarle  Road,  Block  5328, 
Lot  30,  Borough  of  Brooklyn. 


873-63-A 

APPLICANT — Emanuel  Shemin  for  William  Shemin, 
owner. 

SUBJECT — Application  November  8,  1963 — Filed  pursu¬ 
ant  to  Section  35  of  the  General  City  Law  re-  construc¬ 
tion  in  bed  of  mapped  street  and  Review  of  a  decision 
of  the  Borough  Superintendent  re-  Zoning  Matter. 


PREMISES  AFFECTED — House  #4,  bed  of  Needham 
Avenue,  from  Grace  Avenue  to  Schieflin’s  Lane,  Block 
4892,  Lot  34,  Borough  of  the  Bronx. 


874-63-A 

APPLICANT — Emanuel  Shemin  for  William  Shemin, 
owner. 

SUBJECT — Application  November  8,  1963 — Filed  pursu¬ 
ant  to  Section  35  of  the  General  City  Law  re-  construc¬ 
tion  in  bed  of  mapped  street  and  Review  of  a  Decision 
of  the  Borough  Superintendent  re-  Zoning  matter. 

PREMISES  AFFECTED— House  #5,  bed  of  Needham 
Avenue,  from  Grace  Avenue  to  Schieflin’s  Lane,  Block 
4892,  Lot  34,  Borough  of  The  Bronx. 


875-63-A 

APPLICANT — Emanuel  Shemin  for  William  Shemin, 
owner. 

SUBJECT — Application  November  8,  1963 — Filed  pursu¬ 
ant  to  Section  35  of  the  General  City  Law  re-  construc¬ 
tion  in  bed  of  mapped  street  and  Review  of  a  Decision 
of  the  Borough  Superintendent  re-  Zoning  Matter. 

PREMISES  AFFECTED — House  #6,  bed  of  Needham 
Avenue,  from  Grace  Avenue  to  Schieflin’s  Lane,  Block 
4892,  Lot  34,  Borough  of  the  Bronx. 


876-63-A 

APPLICANT — Emanuel  Shemin  for  William  Shemin, 
owner. 

SUBJECT — Application  November  8,  1963 — Filed  pursu- 
and  to  Section  35  of  the  General  City  Law  re-  con¬ 
struction  in  bed  of  mapped  street  and  Review  of  a  De¬ 
cision  of  the  Borough  Superintendent  re-  Zoning  Matter. 

PREMISES  AFFECTED — House  #7,  bed  of  Needham 
Avenue,  from  Grace  Avenue  of  Schieflin’s  Lane,  Block 
4905,  Lot  300,  Borough  of  the  Bronx. 


877-63-A 

APPLICANT — Emanuel  Shemin  for  William  Shemin, 
owner. 

SUBJECT — Application  November  8,  1963 — Filed  pursu¬ 
ant  to  Section  35  of  the  General  City  Law  re-  construc¬ 
tion  in  bed  of  mapped  street  and  Review  of  a  decision 
of  the  Borough  Superintendent  re-  Zoning  Matter. 

PREMISES  AFFECTED — House  #8,  bed  of  Needham 
Avenue,  from  Grace  Avenue  to  Schieflin’s  Lane,  Block 
4905,  Lot  300,  Borough  of  the  Bronx. 

MAX  H.  FOLEY,  Chairman. 


JANUARY  21,  1964,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  21.  1964,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters: 

82-36-BZ — Vol.  II 

APPLICANT — Burke  and  Groh  for  Holze  Realty  Cor¬ 
poration,  owner.  Bayside  Woodworking  Company. 
SUBJECT — Application  reopened  February  17,  1953 — 
re-  decision  of  the  Borough  Superintendent  under  Sec¬ 
tion  7c  of  the  Zoning  Resolution  to  permit  in  a  busi¬ 
ness  and  residence  use  district,  at  an  existing  wood¬ 
working  factory  previously  granted  by  the  Board,  the 
extension  of  the  basement  shop  area  and  the  use  of 
the  vacant  portion  of  the  premises  extending  into  the 
residence  district  for  accessory  parking. 
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PREMISES  AFFECTED— 206-24  .to  206-26  Northern 
Boulevard,  south  side,  117.6  feet  east  of  206th  Street, 
Block  3248,  Lots  9%,  59  and  60,  Bayside,  Borough  of 
Queens. 


848-63-BZ 

APPLICANT — Samuel  Gardstein  and  Son  for  Coastal 
Land  Equities,  owner. 

SUBJECT — Application  October  31,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R5  district,  the 
erection  of  a  one  family  dwelling  that  encroaches  on 
required  side  yards. 

PREMISES  AFFECTED— 1155  East  81st  Street,  east 
side,  240  feet  north  of  Avenue  L,  Block  8047,  Lot  19 
Tentative,  Borough  of  Brooklyn. 


849-63-BZ 

APPLICANT — Samuel  Gardstein  and  Son  for  Coastal 
Land  Equities,  owner. 

SUBJECT — Application,  October  31,  1963  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  R5  district, 
the  erection  of  a  one  family  dwelling  that  encroaches 
on  the  required  side  yards. 

PREMISES  AFFECTED— 1157  East  81st  Street,  east 
side,  220  feet  north  of  Avenue  L,  Block  8047,  Lot  18 
tentative,  Borough  of  Brooklyn. 


850-63-BZ 

APPLICANT — Samuel  Gardstein  and  Son  for  Coastal 
Land  Equities,  owner. 

SUBJECT — Application  October  31,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R5  district,  the 
erection  of  a  one  family  dwelling  that  encroaches  on 
the  required  side  yards. 

PREMISES  AFFECTED— 1156  East  82nd  Street,  west 
side,  240  feet  north  of  Avenue  L,  Block  8047,  Lot  71 
Tentative,  Borough  of  Brooklyn. 


851-63-BZ 

APPLICANT — Samuel  Gardstein  and  Son  for  Coastal 
Land  Equities,  owner. 

SUBJECT — Application  October  31,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R5  district,  the 
erection  of  a  one  family  dwelling  that  encroaches  on 
the  required  side  yards. 

PREMISES  AFFECTED— 1158  East  82nd  Street,  west 
side,  220  feet  north  of  Avenue  L,  Block  8047,  Lot  72 
Tentative,  Borough  of  Brooklyn. 


857-63-BZ 

APPLICANT — Alvin  A.  Simon  for  Loral  Electronics 
Corporation,  owner. 

SUBJECT — Application  November  4,  1963  —  decision 
fo  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Ml-1  district, 
the  erection  of  a  two  story  building  for  use  as  factory 
office  and  electronics  laboratories  that  encroaches  on 
the  required  side  yards. 

PREMISES  AFFECTED— 1430  Story  Avenue,  south 
side,  222  feet  west  of  Colgate  Avenue,  Block  3622,  Lot 
16,  Borough  of  The  Bronx. 


884-63-BZ 

APPLICANT — Charles  N.  Whinston  for  Sutton  Asso¬ 
ciates,  Incorporated,  owner. 

SUBJECT — Application  November  8,  1963  —  decision 
of  the  Borough  Superintendet,  under  Section  72-21  of 
the  Zoning  Resolution,  and  666  of  N.Y.  City  Charter, 
to  permit  in  a  Cl-2  district,  in  an  existing  two  story 
building,  the  change  in  occupancy  of  the  second  floor 
from  lodge  rooms  and  meeting  rooms  and  dining  to 
billiard  parlor. 

PREMISES  AFFECTED— 712-722  Brighton  Beach 
Avenue,  3200  Island  Avenue,  southwest  corner,  Block 
7284  (old),  8692  (new),  Lot  2419  (old),  19  (new), 
Borough  of  Brooklyn. 


885-63-A 

APPLICANT — Charles  N.  Whinston  for  Sutton  As¬ 
sociates,  Incorporated,  owner. 

SUBJECT — Application  November  8,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent,  re¬ 
egress. 

PREMISES  AFFECTED— 712-722  Brighton  Beach 
Avenue,  3200  Coney  Island  Avenue,  southwest  cor¬ 
ner,  Block  7284  (old),  8692  (new),  Lot  2419  (old), 
19  (new),  Borough  of  Brooklyn. 


597-57-BZ 

APPLICANT— Selig  Kaplan  for  Aaron  Bin-Nun. 

SUBJECT — Application  reopened  December  10,  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  April  8,  1963  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district  the  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED— 219  West  146th  Street, 
north  side,  333.4  feet  west  of  7th  Avenue,  Block  2032, 
Lots  17  and  47,  Borough  of  Manhattan. 


251-58-BZ 

APPLICANT— Frank  J.  Cafaro  for  Dino  Ferrari. 

SUBJECT— Application  reopened  for  December  10,  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  December  16,  1963  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  parking  and  storage  of  mo¬ 
tor  vehicles. 

PREMISES  AFFECTED— 2446-2450  Beaumont  Ave¬ 
nue,  east  side,  238.57  feet  south  of  East  189th  Street, 
and  2445-2449  Crotona  Avenue,  Block  3105,  Lot  17, 
Borough  of  The  Bronx. 


68-58-BZ 

APPLICANT — Henry  Nordheim  for  Mihran  Locmajian 

SUBJECT — Application  reopened  December  10,  .  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  December  16,  1963  —  decision  of  the  Bor¬ 
ough  Superintendent,  previously  granted  on  condi- 
tion,  under  Section  7 h  of  the  Zoning  Resolution,  per- 
mitting  in  a  residence  use  district  the  parking  and 
storage  of  motor  vehicles. 

PREMISES  AFFECTED— 3051  Decatur  Avenue, 

north  side,  150  feet  east  of  Mosholu  Parkway  North, 
Block  3332,  Lot  78,  Borough  of  The  Bronx. 
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689-63-BZ 

APPLICANT — Albert  Melniker  for  Alvin  H.  Baron, 
owner. 

SUBJECT — Application  August  26,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R3-1  district, 
the  maintenance  of  an  off  street  loading  area  and  cus¬ 
tomer  and  employee  parking  facility  for  an  existing 
commercial  use  on  the  adjoining  lot. 

PREMIISES  AFFECTED — 1490  Clove  Road,  south¬ 
west  corner  of  Tiogas  Street,  Block  661,  Lot  1,  Sunny- 
side,  Borough  of  Richmond. 

Hiring  closed — Laid  over  from  Nov.  6,  1963  to  Decem¬ 
ber  3,  1963  for  inspection  and  decision;  then  to  Janu¬ 
ary  21,  1964,  at  request  of  applicant. 


1861-61-BZ 

APPLICANT — Albert  Melniker  for  Harbor  View  In¬ 
corporated,  owner. 

SUBJECT — Application  December  12,  1961  —  decision 
of  the  Zoning  Resolution,  to  permit  in  a  residence  use, 
E-2  district,  the  erection  of  a  six  story  multiple 
dwelling. 

PREMISES  AFFECTED— 2  Sherman  Avenue,  1 
Hendrick’s  Avenue,  northwest  corner,  Block  28,  Lot 
157,  New  Brighton,  Borough  of  Richmond. 

Hearing  closed— Laid  over  from  July  2,  1963,  to  Sep. 
tember  24,  1963,  for  determination  as  to  Board’s  juris¬ 
diction  and  possible  decision;  applicant  to  submit 
statement;  then  to  November  19,  1963,  for  decision; 
applicant  to  submit  statements;  then  to  December  17, 
for  inspection  and  decision;  applicant  to  submit  addi¬ 
tional  data;  then  to  January  21,  1964,  at  request  of 
applicant. 

MAX  H.  FOLEY,  Chairman 


JANUARY  21,  1964,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  21,  1964,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  thi 
following  matters: 

355-67-SM 

APPLICANT — Elwin  G.  Smith  and  Company,  Inc., 
owner  —  a  two-hour  fire  resistive  non  load  bearing 
wall. 


909-61-SA 

APPLICANT — Haydon  Corporation,  owner  —  infra 
red  drying  oven  (electric). 


270-62-SM 

APPLICANT — Erico  Products,  Inc.,  owner  —  butt 
slicing  reinforcing  bars. 


366-62-SA 

APPLICANT — Dravo  Corporation,  owner  —  gas-fired 
make-up  air  heaters. 


1130-62-SM 

APPLICANT — International  Pipe  and  Ceramics  Cor¬ 
poration,  owner  —  plastic  pipe  for  use  with  plastic 
fittings  in  acid  and  chemical  drain  systems. 


52-63-SM 

APPLICANT — Skyline  Industries  Sales,  Inc.,  owner — 
plastic  pipe  and  fittings  for  use  in  acid  waste  systems. 


76-63-SM 

APPLICANT — Electric  Furnace-Man,  Inc.  for  General 
Machine  Company,  owner  —  warm  air  furnaces  for 
residence  and  small  commercial  installation. 


170-63-SA 

APPLICANT — Morris  Kweller  for  Washex  Machinery 
Corporation,  owner  —  dry  cleaning  machine  using 
perchlorethylene  as  solvent. 


181-63-SA 

APPLICANT — Orr  and  Sembower,  Inc.,  owner  — 
packaged  boiler,  oil,  gas  or  combination  oil/gas  fired. 


187-63-SM 

APPLICANT — Rector  Mineral  Trading  Corporation  for 
Infal,  Montijo,  Portugal,  owner  —  combustible  in¬ 
sulation  and  wearing  surface. 


210-63-SA 

APPLICANT — Martin  Stamping  and  Stove  Company, 
owner  —  gas-fired  room  heaters  for  domestic  and 
commercial  use. 


281-63-SA 

APPLICANT — Jet-Heet,  Inc.,  owner  —  gas-fired  fur¬ 
nace. 


350-63-SM 

APPLICANT — Joseph  Platzker  for  Delaware  Valley 
Cement  Block  Company,  Inc.,  owner  —  concrete  block. 


351-63-SM 

APPLICANT — Joseph  Platzker  for  Delaware  Valley 
Cement  Block  Company,  Inc.,  owner — cinder  blocks. 


405-63-SM 

APPLICANT — The  William  H.  Hall  Company,  owner 
— insert  to  be  installed  in  stone  concrete. 


464-63-SM 

APPLICANT — Sylgab  Steel  and  Wire  Corporation, 
owner  —  chair  for  support  of  reinforcing  steel. 


590-63-SM 

APPLICANT — Staples  Floorcraft  Company,  Inc.,  own¬ 
er  —  floor  covering  or  wearing  surface. 


719-63-SM 

APPLICANT — W.  E.  Elliott  for  Century  Transit  Mix, 
Inc.,  owner  —  sand,  to  be  used  in  concrete,  mortar, 
block,  etc. 


720-63-SM 

APPLICANT — American  Air  Filter  Company,  owner — 
grease  vapor  collector,  exhaust  fan  and  fire  barrier 
from  range  hoods  for  commercial  kitchens. 
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829-63-SM 

APPLICANT — American  Air  Filter  Company,  owner — 
greast  vapor  collector,  exhaust  fan  and  fire  barrier 
from  range  hoods  for  commercial  kitchens. 


840-63-SM 

APPLICANT — F.  W.  Federici  for  General  Electric 
Company,  owner  —  grease  filter  for  commercial 
kitchen  ventilating  systems. 


880-63-SM 

APPLICANT — Macnaughton-Brooks,  Inc.,  owner  — 
floor  covering  or  wearing  surface. 


1381-61-A 

APPLICANT — Meyer  Weiner,  owner. 

SUBJECT — Application  August  29,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 68  Thomas  Street,  south 
side,  75  feet  east  of  West  Broadway,  Block  147,  Lot 
19,  Borough  of  Manhattan. 


1594-61-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Aaron 
Maze,  owner. 

SUBJECT — Application  October  20,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 425-435  Devoe  Avenue, 
west  side,  110  feet  south  of  East  180th  Street,  Block 
4003,  Lot  10,  Borough  of  The  Bronx. 


1619-61-A 

APPLICANT — Jack  S.  Esformes  for  Esformes  Realty 
Company,  owner. 

SUBJECT — Application  October  26,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 821  Avenue  of  the  Amer¬ 
icas,  west  side,  100  feet  north  of  28th  Street,  Block 
804,  Lot  37,  Borough  of  Manhattan. 


1635-61-A 

APPLICANT — N.  Eisenberg  for  95  Eighth  Avenue 
Corporation,  owner;  N.  Eisenberg,  lessee. 

SUBJECT — Application  October  31,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 95  Eighth  Avenue,  west 
side,  57  feet  south  of  15th  Street,  Block  738,  Lot  40, 
Borough  of  Manhattan. 


1643-61-A 

APPLICANT — A.  L.  Seiden  for  113  Bowery,  Corpora¬ 
tion,  owner. 

SUBJECT — Application  November  1,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 113-11314  Bowery,  east  side 
153  feet,  7  inches  south  of  Grand  Street,  Block  304, 
Lot  10,  Borough  of  Manhattan. 


1653-61-A 

APPLICANT — Barry  Color  Prinkers,  Incorporated  for 
1850  McDonald  Avenue  Corporation,  owner. 


SUBJECT — Application  November  3,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1850  McDonald  Avenue, 
west  side,  197  feet,  7  %  inches  north  of  Quentin  Road, 
Block  6632,  Lots  28  and  32,  Borough  of  Brooklyn. 


1658-61-A 

APPLICANT — Elias  K.  Herzog  for  Danlev  Holding 
Corporation,  owner. 

SUBJECT — Application  November  1,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 12  West  17th  Street,  south 
side,  220  feet  west  of  Fifth  Avenue,  Block  815,  Lot  58, 
Borough  of  Manhattan. 


1665-61-A 

APPLICANT — Juda  Safdeye,  owner. 

SUBJECT — Application  November  8,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISE  SAFFECTED— 242  Fifth  Avenue,  west 
side,  59  feet,  8  inches  south  of  28th  Street,  Block  829, 
Lot  39,  Borough  of  Manhattan. 


1666-61-A 

APPLICANT — Philip  P.  Augusta  for  K.R.S.  Realty 
Corporation,  owner;  Royal-Apex  Mfg.  Company,  les¬ 
see. 

SUBJECT — Application  November  8,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 1389-1397  Atlantic  Avenue, 
north  side,  40  feet  east  of  Brooklyn  Avenue,  Block 
1869,  Lots  32  and  34,  Borough  of  Brooklyn. 


1677-61-A 

APPLICANT — Sam  Loeffler  for  12  Steuben— Realty 
Corporation,  owner. 

SUBJECT — Application  November  13,  1961  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commissioner 
re  sprinkler  system. 

PREMISES  AFFECTED— 14  Steuben  Street,  west 
side,  121.2  feet  south  of  Flushing  Avenue,  Block  1878- 
A,  Lot  33,  Borough  of  Brooklyn. 


1693-61-A 

APPLICANT — Herman  E.  Horwood  for  Gladray  Real¬ 
ty  Corporation,  owner. 

SUBJECT — Application  November  8,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 61  Stanton  Street,  222  Eld- 
ridge  Street,  southeast  corner,  Block  416,  Lot  14,  Bor¬ 
ough  of  Manhattan. 


1701-61-A 

APPLICANT— The  New  York  Institute  for  the  Edu¬ 
cation  of  the  Blind,  owner. 

SUBJECT— Application  November  14,  1962  —  Appeal 
from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner,  re-  Sprinkler  System. 

PREMISES  AFFECTED— 999  Pelham  Parkway,  east 
side,  210  feet,  north  of  Bronxwood  Avenue,  Block 
4355,  Lot  1,  Borough  of  The  Bronx. 
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403-63-A 

APPLICANT — Lama,  Proskauer  and  Prober  for  Hux- 
bert  Realty  Company,  owner. 

SUBJECT — Application  May  10,  1963  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
manufacture  and  mixing  of  paints. 

PREMISES  AFFECTED— 72-76  7th  Avenue,  200  west 
15th  Street,  southwest  corner,  Block  764,  Lot  42,  Bor¬ 
ough  of  Manhattan. 


521-63-A 

APPLICANT — Supreme  Steel  Equipment  Corporation, 
lessee  for  Bush  Herminal  Company,  owner. 

SUBJECT — Application  June  20,  1963  —  Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Air  Paint 
Spray. 

PREMISES  AFFECTED— 150-160  49th  Street,  south 

side,  500  feet  west  of  Second  Avenue,  4902-4924  Second 
Avenue,  Block  780,  Lot  1,  Borough  of  Brooklyn. 

MAX  H.  FOLEY,  Chairman 


JANUARY  28,  1964,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  28,  1964,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York  13,  N.Y.,  on  the 
following  matters, 

793-63-BZ 

APPLICANT — Frederick  A.  Ketcher  for  United  States 
of  America,  owner;  Casino  Service  Corporation,  les¬ 
see. 

SUBJECT — Application  October  14,  1963  —  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  R8  district,  in 
an  existing  two  story  and  cellar  building,  the  change 
in  occupancy  from  garage  to  a  tire  sales  establishment 
and  to  increase  the  size  of  the  curb  cuts  for  a  tem¬ 
porary  term  of  two  years. 

PREMISES  AFFECTED— 139-147  East  31st  Street, 
north  side,  104  feet  east  of  Lexington  Avenue,  Block 
887,  Lot  32,  Borough  of  Manhattan. 


817-63-BZ 

APPLICANT — William  J.  Calise  for  Linneuss  Realty 
Corporation,  owner;  Shell  Oil  Company,  lessee. 

SUBJECT — Application  October  21,  1963 — decision  of 
the  Borough  Superintendent,  under  Sections  73-211, 
73-212  and  73-50  of  the  Zoning  Resolution,  to  permit 
in  a  C2-1  district,  the  reconstruction  of  an  existing 
automotive  service  station  and  accessory  uses,  the 
building  encroaches  on  the  required  yards. 

PREMISES  AFFECTED— 43-53  Main  Street,  137-27 
Elder  Avenue,  northeast  corner,  Block  5140,  Lot  40, 
Flushing,  Borough  of  Queens. 


871-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Harold  As¬ 
sociates,  Incorporated,  owner. 

SUBJECT — Application  November  12,  1963  —  decision 
of  the  Borough  Superintendent,  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C4-4  district, 
in  an  existing  two  story  building,  the  change  in  oc¬ 
cupancy  of  the  second  floor  from  salesroom  to  cloth¬ 
ing  manufacturing,  the  first  floor  to  be  occupied  as  a 
supermarket. 

PREMISES  AFFECTED— 3006  Third  Avenue,  east 
side,  280  feet  north  of  East  153rd  Street,  Block  2363, 
Lot  25,  Borough  of  The  Bronx. 


872-63-A 

APPLICANT — Crinnion  and  Crinnion  for  Harold  As¬ 
sociates,  Incorporated,  owner. 

SUBJECT — Application  November  12,  1963  —  Appeal 
from  a  decision  of  the  Borough  Superintendent  re¬ 
exits,  egress  etc. 

PREMISES  AFFECTED — 3006  Third  Avenue,  east 
side,  280  feet  north  of  East  153rd  Street,  Block  2363, 
Lot  25,  Borough  of  The  Bronx. 


881-63-BZ 

APPLICANT — George  Fuchs  for  Fresh  Meadows 
Jewish  Center,  owner. 

SUBJECT — Application  November  8,  1963  —  decision 
of  the  Borough  Superintendent,  under  Sections  72-21 
and  73-641  of  the  Zoning  Resolution,  to  permit  in  a 
R3-2  district,  the  erection  of  an  enlargement  to  an 
existing  synagogue  and  center  that  encroaches  on  the 
required  front  yard  and  without  the  required  acces¬ 
sory  parking. 

PREMISE  SAFFECTED— 58-45  193rd  Street,  south¬ 
east  corner  of  Peck  Avenue,  Block  5697,  Lots  1  and 
15,  Flushing,  Borough  of  Queens. 


151-58-BZ 

APPLICANT — Joseph  Lau  for  Herald  Contracting 
Company,  owner. 

SUBJECT — Application  reopened  December  17,  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  July  15,  1963  —  decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7e  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district  warehouse  and  storage. 

PREMISES  AFFECTED — 33  Attorney  Street,  west 
side,  125  feet  north  of  Grand  Street,  Block  346,  Lot  58, 
Borough  of  Manhattan. 


946-57-BZ 

APPLICANT — Joseph  Anderson  for  Agnes  B.  Mc¬ 
Laughlin,  owner;  Highbridge  Body  and  Fender  Works, 
lessee. 

SUBJECT — Application  reopened  December  17,  1963 
for  consideration  as  to  extension  of  term  of  variance, 
expired  September  30,  1963 — decision  of  the  Borough 
Superintendent,  previously  granted  on  condition,  un¬ 
der  Section  7e  of  the  Zoning  Resolution,  permitting 
in  a  local  retail  use  district  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 1029-1031  Ogden  Avenue, 
west  side,  175  feet  south  of  West  165th  Street,  Block 
2525,  Lot  30,  Borough  of  The  Bronx. 


50-41-BZ — Vol.  Ill 

APPLICANT — Salvatore  Scala,  owner  and  part  owner 
358  Lexington  Corporation. 

SUBJECT — Application  reopened  December  17,  1963 
as  to  extension  of  term  of  variance,  expired  October 
21,  1963  —  decision  of  the  Borough  Superintendent, 
previously  granted  on  condition,  under  Section  7h  of 
the  Zoning  Resolution,  permitting  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  the  parking 
and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 310-320  Smith  Street  and 
291-295  President  Street,  northwest  corner,  Block  435, 
Lot  36  and  part  of  Lot  31,  Borough  of  Brooklyn. 

MAX  H.  FOLEY,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING  DECEMBER  17,  1963,  10  A.M. 

.  Present :  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker,  Commissioner  Klein  and  Commissioner 
Nolan. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  December  3,  1963,  were 
approved  as  printed  in  the  Bulletin  of  December  12,  1963 
Vol.  48,  No.  SO. 

1861-61-BZ 

APPLICANT — Albert  Melniker  for  Harbor  View  Incor¬ 
porated,  owner. 

SUBJECT  Application  December  12,  1961  —  decision 
of  the  Zoning  Resolution,  to  permit  in  a  residence  use, 
E-2  district,  the  erection  of  a  six  story  multiple  dwelling. 
PREMISES  AFFECTED— 2  Sherman  Avenue,  1  Hen¬ 
drick’s  Avenue,  northwest  corner,  Block  28,  Lot  157, 
New  Brighton,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  21,  1964, 
at  10  A.M.  at  request  of  applicant. 


663-63-BZ 

APPL*PANT — James  Whitford,  Jr.  for  New  Dorp  Bap¬ 
tist  Church,  owner. 

SUBJECT— Application  August  23,  1963— decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-452 
and  73-641  of  the  Zoning  Resolution,  to  permit  the  erec¬ 
tion  of  a  two  story  and  basement  enlargement  to  an 
existing,  church  that  will  exceed  the  permitted  floor 
area  ratio,  encroach  on  the  required  side  and  read  yards, 
penetrate  the  sky  exposure  plane  and  without  the  re¬ 
quired  parking. 

PREMISES  AFFECTED — 46  Tenth  Street,  northeast 
corner  of  Rose  Avenue,  Block  4220,  Lot  27,  New  Dorp 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  James  Whitford,  Jr.,  Donald  Rowe  and 
David  P.  Wambaugh,  Jr. 

For  Opposition:  Armand  J.  Rosenberg,  John  R.  Crowe, 
Marie  Lawless  and  John  J.  Hennessey. 

ACTION  OF  BOARD — Laid  over  to  January  7,  1964, 
at  10  A.M.  for  decision;  hearing  closed. 


759-63-BZ 

APPLICANT— Burke  and  Groh  for  Clarke  Carpet  Clean 
ing  Company,  owner.  Greenway  Holding  Corporation, 
lessee. 

SUBJECT-Application  September  26,  1963— decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C2-1  and  R3-2  dis¬ 
trict,  the  erection  of  a  ten  story  multiple  dwelling  that 
encroaches  on  the  required  front  yard,  rear  yard  and  rear 
setback,  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
exceeds  the.  permitted  height  and  width  of  street  walls 
with  balconies  in  the  front  yard  and  less  than  the  re¬ 
quired  distance  between  windows. 

PREMISES  AFFECTED  —  223-05  Northern  Boulevard 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1  and 
11,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Morsellino. 

For  Opposition:  Samuel  Bodian  for  Park  Dept  and 
Gerard  C.  Fallon. 


ACTION  OF  BOARD — Laid  over  to  January  14,  1964, 
at  10  A.M.  at  request  of  applicant;  hearing  previously 
closed. 


760-63-A 

APPLICANT — Burke  and  Groh  for  Clark  Carpet  Clean¬ 
ing  Company,  owner;  Greenway  Holding  Corpartion, 
lessee. 

SUBJECT — Application  September  26,  1963 — Filed  pursu¬ 
ant  to  Section  310  of  the  Multiple  Dwelling  Law  for 
variation  of  Section  4 (31a)  and  Section  26  (5a)  of  the 
Multiple  Dwelling  Law  re  heights  and  yard  and  Review 
of  Decision  of  the  Borough  Superintendent — Zoning 
Matter. 

PREMISES  AFFECTED — 223-05  Northern  Boulevard, 
northeast  corner  of  223rd  Street,  Block  6329,  Lots  1  and 
11,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Morsellino. 

ACTION  OF  BOARD — Laid  over  to  January  14,  1964, 
at  10  A.M.  at  request  of  applicant;  hearing  previously 
closed. 


S01-63-BZ 

APPLICANT — Albert  Melniker  for  Bartolomeo  Taranto, 
owner. 

SUBJECT— Application  October  2,  1963— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  on  a  plot 
previously  granted  by  the  Board  for  use  as  a  refresh¬ 
ment  stand,  the  erection  of  a  one  story  building  for  use 
as  retail  stores  with  accessory  open  parking. 

PREMISES  AFFECTED  —  2407  Richmond  Avenue 
northeast  corner  of  Richmond  Bill  Road,  Block  2380, 
Lot  1,  New  Springville,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  None. 

For  Administration:  Samuel  Bodian,  Park  Dept. 

ACTION  OF  BOARD — Laid  over  to  January^  14,  1964, 
at  10  A.M.  for  decision;  applicant  to  submit  additional 
data  for  five  findings  under  Section  72-21;  hearing 
closed. 


802-63-A 

APPLICANT — Albert  Melniker  for  Bartolomeo  Taranto, 
owner. 

SUBJECT  Application  October  3,  1963 — filed  pursuant  to 
Section  35,  Art  3  of  the  General  City  Law  re-  Curb 
Cut  in  bed  of  mapped  street. 

PREMISES  AFFECTED  —  2407  Richmond  Avenue 
northeast  corner  of  Richmond  Hill  Road,  Block  2380,  Lot 
1,  New  Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  January  14,  1964, 
at  10  A.M.  for  decision,  hearing  closed. 


813-63-BZ 

APPLICANT — Max  Siegel  Associates  for  711  West  End 
Company,  long  term  lessee;  Harry  Lutz,  garage  lessee. 

SUBJECT— Application  October  15,  1963— decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law  to  permit  in  an  R8  and  RIO 
district,  for  a  term  of  fifteen  years,  the  use  of  transient 
parking  for  the  unused  and  surplus  tenants  spaces  within 
an  existing  multiple  dwelling  accessory  garage. 
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PREMISES  AFFECTED— 699-717  West  End  Avenue, 
west  side,  from  West  94th  Street  to  West  95th  Street, 
Block  1253,  Lot  21,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  January  14,  1964, 
at  10  A.M.  for  inspection  and  decision ;  hearing  closed. 


814-63-A 

APPLICANT— Max  Siegel  Associates  for  711  West  End 
Company,  long  term  lessee;  Harry  Lutz  garage,  lessee. 

SUBJECT— Application  October  15,  1963— filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  transient 
parking. 

PREMISES  AFFECTED— 699-717  West  End  Avenue, 
west  side,  from  West  94th  Street  to  West  95th  Street, 
Block  1253,  Lot  21,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

ACTION  OF  BOARD— Laid  over  to  January  14,  1964, 
at  10  A.M.  for  inspection  and  decision;  hearing  closed. 


819-63BZ 

APPLICANT— Berman  and  Lachover  for  350  East  52nd 
Street  Corporation,  owner;  Beda  Parking  Corporation, 
lessee. 

SUBJECT— Application  October  23,  1963— decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  a  Cl-5  and  R8 
district,  the  use  of  transient  parking  for  the  excess  ten¬ 
ants  spaces  within  an  existing  multiple  dwelling  acces¬ 
sory  garage. 

PREMISES  AFFECTED— 344-352  East  52nd  Street, 
939-943  First  Avenue,  southwest  corner,  Block  1344,  Lot 
30,  Borough  of  Manhattan. 

APPEARNACES— 

For  Applicant:  Irving  Berman  and  Fred  Solmor. 

For  Opposition:  John  M.  Burns,  Mrs.  Jackay  Mather, 
Harry  Edgar  Daecke  and  A.  Charpin. 

ACTION  OF  BOARD — Laid  over  to  January  7,  1964,  at 
10  A.M.  for  decision;  hearing  closed. 


820-63-A 

APPLICANT — Berman  and  Lachover  for  350  East  52nd 
Street  Corporation,  owner;  Beda  Parking  Corporation, 
lessee. 

SUBJECT — Application  October  23,  1963 — filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  transient 
parking. 

PREMISES  AFFECTED— 344-352  East  52nd  Street, 
939-943  First  Avenue,  southwest  corner,  Block  1344,  Lot 
30,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Irving  Berman  and  Fred  Solmor. 
ACTION  OF  BOARD — Laid  over  to  January  7,  1964,  at 
10  A.M.  for  decision;  hearing  closed. 


828-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  Consolidated 
Edison  Company,  owner;  Hercules  Powder  Company, 

lessee. 

SUBJECT — Application  October  24,  1963 — decision  of  the 
Commissioner  of  Marine  and  Aviation  under  Section 
73-29  of  the  Zoning  Resolution,  to  permit  in  an  M3 
district,  the  storage  of  dynamite  for  use  by  the  construc¬ 
tion  industry. 


PREMISES  AFFECTED— South  side  of  Hunt’s  Point 
Avenue,  2,170  feet  east  of  East  Bay  Avenue,  Block  2780, 
Lot  82,  Borough  of  The  Bronx. 

APPEARANCES—  . 

For  Applicant :  Edward  T.  Crinnion,  Joseph  B.  Diamond, 
Everett  F.  Diehl  and  Spenee  W.  Ohlinger. 

For  Opposition:  James  .B.  Connors,  Sr. 

ACTION  OF  BOARD— Laid  over  to  January  14,  1964, 
at  10  A.M.  for  decision;  applicant  to  submit  report;  hear¬ 
ing  closed. 


545-63-A 

APPLICANT— Everett  F.  Diehl  for  Hercules  Powder 
Company  Inc.  lessee. 

OWNER  OF  PREMISES— Consolidated  Edison  Company 
of  New  York,  Inc. 

SUBJECT— Application  July  3,  1963  —  Review  of  a  de¬ 
cision  of  the  Commissioner  of  Marine  and  Aviation  — 
construct  a  barricade  for  dynamite  magazines. 

PREMISES  AFFECTED— South  side  of  Hunt’s  Point 
Avenue,  2,170  feet  east  of  East  Bay  Avenue,  Block 
2780,  Lot  82,  Borough  of  The  Bronx. 

APPEARANCES—  „ 

For  Applicant:  Edward  T.  Crinnion,  Joseph  B.  Diamond, 
Everett  F.  Diehl  and  Spence  W.  Ohlinger. 

For  Owner :  None. 

ACTION  OF  BOARD— Laid  over  to  January  14,  1964, 
at  10  A.M.  for  decision;  in  conjunction  with  Calendar 
Number  828-63-BZ;  hearing  closed. 


457-56-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Jacob  Blei  and 
Kate  Trachtman,  owners. 

SUBJECT — Application  reopened  November  19,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  December  4,  1961— decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition,  under  Sec¬ 
tions  7e  and  7h  of  the  Zoning  Resolution,  permitting  the 
premises  to  be  occupied  for  the  loading  and  unloading  of 
material  manufactured  in  the  adjoining  building  on  Lot 
10  and  for  parking  and  storage  of  motor  vehicles. 
PREMISES  AFFECTED— 152-154  India  Street,  south 
side,  150  feet  east  of  Manhattan  Avenue,  Block  2541,  Lots 
12  and  13,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD— Term  of  variance  extended. 
OHE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox.  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  -  ^ 

THE  RESOLUTION— 

Whereas,  on  December  4,  1956,  this  application  was 
granted  by  the  Board  on  certain  conditions; 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  December  4,  1961 ;  and 
Whereas,  this  application  was  reopened  on  November 
19,  1963  and  set  for  hearing  on  December  17,  1963  at  10 
A.M.,  requiring  a  new  decision  of  the  Borough  Superin¬ 
tendent,  photographs  and  two  publications  in  the  Bulletin ; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  17,  1963  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 


1491 


MINUTES 


dated  September  23,  1963  acting  on  Alt.  Applic.  No.  1433- 
56,  reads : 

1.  Extend  the  term  of  the  Variance  granted  by  the 
B.S.A.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  4,  1956, 
only  as  to  the  term  of  the  variance,  so  that  as  amended 
is  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  on  condition  that  the  weeds  shall 
be  cut  away  and  the  grass  trimmed  along  the  sidewalk; 
.  .  .  ;  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  Certificate  of  Occupancy  shall  be  obtained.” 


463-57-BZ 

APPLICANT — Larry  Meltzer  for  82-01  Rockaway  Boule¬ 
vard  Realty  Co.,  owner. 

SUBJECT — Application  reopened  November  19,  1963  for 
consideration  as  to  extension  of  term  of  variance,  ex¬ 
pired  June  10,  1963 — decision  of  the  Borough  Superin¬ 
tendent,  previously  granted  on  condition,  under  Section 
7h  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  the  parking  and  storage  of  motor  vehicles 
without  any  fees  charged,  limited  to  patrons  and  em¬ 
ployees  of  the  nearby  factory  and  on  Sundays  limited  to 
the  parishioners  of  the  nearby  Church. 

PREMISES  AFFECTED — 94-21  83rd  Street,  east  side, 
100.16  feet  north  of  95th  Avenue  and  94-16  84th  Street, 
Block  9014,  Lot  13,  Ozone  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Term  of  variance  extended. 

THE  VOTE — 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _  5 

Negative :  . . . . 0 


THE  RESOLUTION— 

Whereas,  on  June  10,  1958,  this  application  was  granted 
by  the  Board  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  reopening  of  this  ap¬ 
plication  and  consideration  under  Section  11-411  of  the 
Amended  Zoning  Resolution  as  to  extension  of  the  term 
of  variance,  which  expired  on  June  10,  1963;  and 

Whereas,  this  application  was  reopened  on  November 
19,  1963  and  set  for  hearing  on  December  17,  1963  at  10 
A.M.,  requiring  a  new  decision  of  the  Borough  Superin¬ 
tendent,  photographs  and  two  publications  in  the  Bulletin; 
and 

.  Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  on  December  17,  1963  after  due  notice  by  publication 
in  the  Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  11,  1963,  acting  on  Alt.  Applic.  No.  125- 
57,  reads : 

“1.  Customers  and  Employees  parking  for  more  than 
five  (5)  motor  vehicles  in  conjunction  with  retail 
appliance  store  at  82-11  Rockaway  Blvd.,  Sunday 
parking  for  Churchgoers,  no  fee  to  be  charged, 
previously  granted  by  the  Board  under  Cal.  463- 
57-BZ.  Expired  June  10,  1963.  To  be  referred  back 
to  the  Board  for  any  further  extension  of  term.” 

and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  10,  1958, 
only  as  to  the  term  of  the  variance,  so  that  as  amended 
it  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of 


this  amended  resolution  on  condition  that  a  five  foot 
wide  strip  sidewalk,  curb  and  curb  cuts  shall  be  in¬ 
stalled  to  the  satisfaction  of  the  Commissioner  of 
Highways  on  83rd  and  84th  Streets  in  front  of  this 
property;  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in 
all  respects;  and  that  a  Certificate  of  Occupancy  shall 
be  obtained.” 


1737-61-BZ 

APPLICANT — Albert  Melniker  for  Alfred  Miniaci, 
owner. 

SUBJECT — Application  November  21,  1961— decision  of 
the  Borough  Superintendent,  under  Section  7e  and  21  of 
the  Zoning  Resolution,  to  permit  in  a  local  retail  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station  with  accessory  uses. 

PREMISES  AFFECTED — 6800  Hylan  Boulevard,  670 
Page  Avenue,  southwest  corner,  Block  7780,  Lot  68, 
Totten ville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  Nicholas  Jelicks. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  _ 4 

Negative :  Commissioner  Fox  . . . 1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  2,  1963  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  laid  over  to  September  24,  1963  for  determination  as 
to  Board’s  jurisdiction  and  possible  decision;  hearing 
closed;  then  to  November  19,  1963;  applicant  to  submit 
additional  information;  then  to  December  17,  1963  for  in¬ 
spection  and  decision;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  16,  1961  acting  on  N.  B.  Applic.  No. 
1742-61,  reads: 

“1.  The  proposed  structure  to  be  used  for  a  gasoline 
service  station,  lubritorium,  car  washing  (non¬ 
automatic),  minor  motor  vehicle  repairs  with  hand 
tools,  sale  of  accessories,  parking  for  more  than 
five  (5)  motor  vehicles  and  illuminated  free  stand¬ 
ing  sign  is  contrary  to  Art.  II  Sect.  4,  par.  29  and 
46  of  the  Zoning  Resolution.” 

ahd 

Whereas,  the  premises  and  surrounding  area  where  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions ; 
and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
7,  Subdivision  e  of  the  Zoning  Resolution,  as  to  use,  and 
that  the  applicant  had  substantiated  a  basis  to  warrant 
exercise  of  discretion  to  grant  under  Section  21,  and  is 
therefore  entitled  to  relief,  as  to  area,  on  the  grounds  of 
practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby,  make  a  variation  in  the  application  of  the  use  and 
area  district  regulation  of  the  Zoning  Resolution  and  that 
the  application  be  and  it  hereby  is  granted  under  Sections 
7e  and  21,  to.  permit  in  a  local  retail  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station  with 
accessory  uses,  on  condition  that  the  station  shall  conform 
to  drawings  filed  with  this  application  dated  November  21, 
1961,  2  sheets  and  December  16,  1963,  2  sheets;  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied 
with;  and  that  permit  shall  be  obtained,  work  completed 
and  a  Certificate  of  .  Occupancy  obtained  within  one  year 
from  the  date  of  this  resolution. 
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1864-61-BZ 

APPLICANT — Albert  Melniker  for  Sharove  Developers, 
Incorporated,  owner. 

SUBJECT — Application  December  12,  1961 — decision  of 
the  Borough  Superintendent,  under  Section  21  of  the 
Zoning  Resolution,  to  permit  in  a  business  and  retail 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  minor  motor  repairs  with 
hand  tools,  sale  of  accessories  and  the  the  parking  of 
more  than  five  motor  vehicles. 


PREMISES  AFFECTED  — 2540  Richmond  Terrace,  1 
Winant  Street,  southeast  corner,  Block  1149,  Lot  36, 
Mariners  Harbor,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ 5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  2,  1963  after  due  notice  by  publication  in  the  Bulle¬ 
tin  ;  laid  over  to  September  24,  1963  for  inspection  and 
decision  hearing  closed;  then  to  October  15,  1963;  appli¬ 
cant  to  submit  additional  data ;  then  to  October  29,  1963, 
applicant  to  be  notified  to  be  present ;  then  to  November 
19,  1963;  applicant  to  submit  additional  data;  then  to  De¬ 
cember  17,  1963;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  11,  1961  acting  on  N.  B.  Applic.  No.  2233- 
61,  reads: 


“1.  The.  proposed  structure  to  be  used  for  a  gasoline 
service  station,  lubritorium,  car  washing  (non-auto¬ 
matic),  minor  motor  vehicle  repairs  with  hand 
tools,  sale  of  accessories,  parking  for  more  than 
five  (5)  motor  vehicles  and  illuminated  free  stand¬ 
ing  sign  is  contrary  to  Art.  II  Sect.  4,  par.  29  and 
46  of  the  Zoning  Resolution.” 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
granting  under  certain  conditions;  and 


Whereas,  the.  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  Section  21  of  the  Zoning  Resolution,  and  is 
therefore  entitled  to  relief  as  to  area  on  the  grounds  of 
practical  difficulty  and  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make.  a  variation  in  the  application  of  the  area  dis- 
trict  regulations  of  .  the  Zoning  Resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  Section  21 
the  Zoning  Resolution  and  Section  666  of  the  New 
ork  City  Charter,  for  a  term  of  25  years,  to  permit  in  a 
retail  use  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station,  lubritorium,  non-automatic  car  wash¬ 
ing,  minor  motor,  repairs  with  hand  tools,  sale  of  accessor¬ 
ies  and  the  parking  of.  more  than  five  motor  vehicles  or 
condition  that  the  building  shall  conform  to  drawings  filec 
with  this  application  dated  December  12,  1961,  4  sheets: 
that  all  laws,  rules  and  regulations  applicable  shall  be  com- 
P  led  with;  and  that  permit  shall  be  obtained,  work  com¬ 
pleted  and  a  Certificate  of  Occupancy  obtained  within  on< 
year  from  the  date  of  this  Resolution. 


483-63-BZ 

APPLICANT — Albert  Melniker  for  Anthony  N.  Curro, 
owner. 


SUBJECT — Application  June  7,  1963 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-1  district, 
the  reconstruction  and  rehabilitation  of  an  existing  auto¬ 
motive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 2200  Hylan  Boulevard,  6 
Zwicky  Avenue,  southeast  corner,  Block  3692,  Lot  10, 
Grant  City,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  . . . 5 

THE  RESOLUTION—. 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  3,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  17,  1963  for  decision;  ap¬ 
plicant  to  submit  revised  drawings;  hearing  closed;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  4,  1963  acting  on  N.B.  Applic.  No.  137-63, 
reads : 

“1.  The  rehabilitation  and  rebuilding  of  an  existing 
gasoline  service  station  in  a  C2-1  zone  contrary  to 
the  Zoning  Resolution  and  must  be  referred  to  the 
Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  area  were  inspected  by  a  committee  of  the  Board 
which  recommended  granting  under  certain  conditions ; 
and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Sec¬ 
tions  73-211  and  73-212  of  the  Zoning  Resolution. 

Resolved,  that  the  oard  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  Sections 
73-211  and  73-212,  to  permit  in  a  C2-1  district,  the  recon¬ 
struction  and  rehabilitation  of  an  existing  automotive 
service  station  with  accessory  uses,  on  condition  that  the 
building  shall  conform  to  drawings  filed  with  this  applica¬ 
tion  dated  June  7,  1963,  one  sheet,  October  29,  1963,  4 
sheets  and  December  16,  1963,  one  sheet;  on  further  con¬ 
dition  that  the  owner  may  relocate  the  pumps  to  correspond 
with  the  curb  cut  locations,  if  he  so  desires;  that  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with; 
and  that  permit  shall  be  obtained,  work  completed  and  a 
Certificate  of  Occupancy  obtained  within  one  year  from 
the  date  of  this  Resolution. 


597-63-BZ 

APPLICANT — W.  Fontaine  Jones  for  Doriann  Holding 
Corporation,  owner. 

SUBJECT — Application  July  24,  1963  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  R6  district,  in  an 

existing  6  story  and  cellar  building,  the  change  in  occupancy 
of  the  cellar  and  first  floor  from  storage  and  commer¬ 
cial  studio  to  theatre  with  accessory  uses. 

PREMISES  AFFECTED— 227-229  West  13th  Street, 
north  side,  2645  feet  east  of  Greenwich  Avenue,  Block 
618,  Lots  53  and  54,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  W.  Fontaine  Jones. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 


MINUTES 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan _ 5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  15,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  November  19,  1963  for  applicant  to 
send  out  twenty  day  notices;  then  to  December  3,  1963 
for  inspection  and  decision ;  applicant  to  submit  data  under 
Section  72-21 ;  hearing  closed ;  then  to  December  17,  1963 ; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  23,  1963  acting  on  Alt.  Applic.  No.  2277-61,  reads: 

“1.  Theatre,  Use  Group  8,  in  R-6  District  is  not  in 
accordance  with  Article  II  Section  22-00  of  the 
Amended  Zoning  Resolution — no  further  objections.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions; 
and 

Whereas,  the  Board  has  made  the  findings  required 
under  Section  72-21  of  the  Zoning  Resolution  ;and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Seciton  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
heNreby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  an  dthat  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R-6  district,  in  an  existing  six-story  and 
cellar  building,  the  change  in  occupancy  of  the  cellar  and 
first  floor  from  storage  and  commercial  studios  to  theatre 
with  accessory  uses  on  condition  the  building  conforms  to 
drawings  filed  with  this  application  dated  July  24,  1963,  6 
sheets  and  December  13,  1963,  3  sheets,  revised ;  on  farther 
condition  that  the  front  of  the  building  be  stuccoed  as 
shown  on  the  drawing;  that  an  automatic  sprinkler  system 
shall  be  installed  throughout  the  cellar;  and  that  the  rear 
stair  from  the  stage  down  to  the  cellar  shall  be  enclosed 
with  a  masonry  partition  at  the  cellar  level  and  with  a 
fire-proof  self-closing  door;  that  all  other  laws,  rules  and 
regulations  applicable  shall  be  complied  with,  permit  be 
obtained,  work  done,  Certificate  of  Occupancy  obtained 
within  one  year  from  the  date  of  this  resolution. 


705-63-BZ 

APPLICANT — Crinnion  and  Crinnion  for  John  Spivey 
owner.  ’ 

SUBJECT— Application  September  12,  1963— decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erec¬ 
tion  of  a  two  story,  one  family  dwelling  that  encroaches 
on  the  required  front  yard  and  with  a  covered  porch 
within  the  front  yard. 

PREMISES  AFFECTED — 4348  Barnes  Avenue,  southeast 
corner  of  Boyd  Avenue,  Block  5049,  Lot  50,  Borough 
of  the  Bronx. 

APPEARANCES— 

For  Applicant:  Edward  T.  Crinnion. 

For  Opposition:  Joseph  P.  Delaney  and  Thomas  F. 
Delaney. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Nolan  _  4 

Negative :  Commissioner  Klein  _  1 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  3,  1963  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  17,  1963  for  inspection 
and  decision ;  applicant  to  submit  data  on  necessary  five 
findings  under  Section  72-21 ;  hearing  closed ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  21,  1963  acting  on  N.B.  Applic.  No.  512-63, 
reads : 

“1.  Proposal  to  erect  subject  building  on  a  corner  lot 
in  R-4  district  with  one  ten  feet  front  yard  and  one 
twelve  inches  front  yard  where  two  front  yards, 
one  of  ten  feet  and  one  of  fifteen  feet,  are  required 
violate  Sect.  23-45  of  Am.  Zoning  Resolution. 

2.  Proposal  to  erect  covered  porch  on  required  ten 
feet  front  yard,  on  Barnes  Ave.  side,  where  such 
covered  porch  is  not  a  permitted  obstruction  on 
front  yards,  violates  Sect.  22-44  of  Am.  Zoning  Re¬ 
solution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions, 
and 

Whereas,  the  Board  has  made  the  findings  required 
under  Section  72-21  of  the  Zoning  Resolution,  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is  there¬ 
fore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21,  to  permit  in  an  R-4  district, 
the  erection  of  a  two  story,  one  family  dwelling  that  en¬ 
croaches  on  the  required  front  yard,  on  condition  that  the 
building  shall  conform  to  drawings  filed  with  this  applica¬ 
tion  dated  September  12,  1963,  4  sheets  and  October  24, 
1963,  one  sheet;  on  further  condition  that  there  shall  be  no 
roof  over  the  porch  to  this  building  and  that  the  applicant 
shall  comply  with  item  No.  2  of  the  Borough  Superintend¬ 
ent’s  decision;  that  all  laws,  rules  and  regulations  applic¬ 
able  shall  be  complied  with;  and  that  permit  shall  be  ob¬ 
tained,  work .  completed  and  a  Certificate  of  Occupancy 
obtained  within  one  year  from  the  date  of  this  Resolution. 


722-63-BZ 

APPLICANT — Arthur  I.  Singer  for  123  West  79th  Street 
Realty  Corp.,  owner;  Circle  Manhattan  Medical  Group, 
lessee. 

SUBJECT — Application  September  18,  1963 — decision  of 
the  Borough  Superintendent,  under  Sections  72-21  and 
73-62  of  the  Zoning  Resolution,  to  permit  in  a  RIO  dis¬ 
trict,  in  an  existing  five  story  building,  the  extension  of 
the  medical  center  use  to  include  the  third,  fourth  and 
fifth  floors. 

PREMISES  AFFECTED — 123  West  79th  Street,  north 
side,  200  feet  west  of  Columbus  Avenue,  Block  1210,  Lot 
24,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Arthur  I.  Singer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Nolan  _  4 

Negative :  Commissioner  Klein  . . .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
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on  November  19,  1963  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  December  3,  1963  for  inspection 
and  decision ;  applicant  to  submit  data  under  Section  72-21 ; 
hearing  closed,  then  to  December  17,  1963  for  decision;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  12,  1963  acting  on  Alt.  Applic.  No.  318- 
63,  reads: 

“1.  Proposed  change  of  use  on  the  3rd,  4th  and  5th 
stories  from  one  Doctor’s  Apartment  and  office 
each  floor  to  Doctor’s  office  is  contrary  to  22-14 
of  the  Amended  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  be  granted  under  certain  conditions, 
and 

Whereas,  the  Board  has  made  the  findings  required 
under  Section  72-21  of  the  Zoning  Resolution,  and 

Whereas,  the  Board  found  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  Section  72-21  of  the  Zoning  Resolution,  and  is 
therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Zoning 
Resolution  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  an  R-10  district,  in  an  existing  five  story 
building,  the  extension  of  the  Medical  Center  Use  to  in¬ 
clude  the  third,  fourth  and  fifth  floors  on  condition  that 
the  building  conform  to  drawings  filed  with  this  applica¬ 
tion  dated  September  18,  1963,  7  sheets;  that  all  other 
laws,  rules  and  regulations  applicable  shall  be  complied 
with,  and  that  permit  be  obtained,  work  done,  and  Certi¬ 
ficate  of  Occupancy  obtained,  within  one  year  from  the 
date  of  this  Resolution. 


723-63-A 

APPLICANT — Aruthur  I.  Singer  for  123  West  79th 
Street  Realty  Corp.,  owner;  Circle  Manhattan  Medical 
Group,  lessee. 

SUBJECT — Application  September  18,  1963 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Change  of 
use. 

PREMISES  AFFECTED — 123  West  79th  Street,  north 
side,  200  feet  west  of  Columbus  Avenue,  Block  1210, 
Lot  24,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Arthur  I.  Singer. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker  and  Commissioner  Nolan -  4 

Negative :  Commissioner  Klein  _ _ 1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  12,  1963  on  Alt.  Applic.  318-63,  reads: 

“7.  Proposed  change  of  use  of  5th  floor  to  Doctor’s 
office  is  contrary  to  Section  C26-254.0.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  September  12,  1963,  acting  on  Alt.  Applic.  318- 
63  Objection  No.  7  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that 
all  of  the  requirements  in  the  Resolution  adopted  this  day 
by  the  Board  under  Calendar  Number  722-63-BZ  shall  be 
complied  with. 


764-63-BZ 

APPLICANT — Max  Siegel  Associates  for  Diridge  Incor¬ 
porated,  owner;  Garage  lessee — Harmart  Garage  Incor¬ 
porated. 

SUBJECT — Application  October  1,  1963 — decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  a  C5-2  and  R8 
district,  the  addition  of  transient  parking  limited  to  the 
unused  and  surplus  tenants  spaces  in  an  existing  multiple 
dwelling  accessory  garage  for  a  term  of  fifteen  years. 

PREMISES  AFFECTED — 222  East  58th  Street,  south 
side,  250  feet  east  of  Third  Avenue,  211-225  East  57th 
Street,  Block  1331,  Lot  7,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

For  Opposition:  None. 

ACTION  OF  OARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan _ 5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  3,  1963  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  December  17,  1963  for  inspection 
and  decision ;  hearing  closed ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  17,  1963  actingf  on  Alt.  Applic.  No.  540- 
63,  reads : 

“A-5.  Proposed  transient  parking  within  an  existing  ac¬ 
cessory  garage  in  a  class  “A”  Multiple  Dwelling 
located  in  part  in  a  C5-2  district  is  contrary  to 
Article  III  Chapter  6  Section  36-641  of  the  Zoning 
Resolution. 

“A-6.  Proposed  transient  parking  within  an  existing  ac¬ 
cessory  garage  in  a  Class  “A”  Multiple  Dwelling 
located  in  part  in  an  R-8  district  is  contrary  to 
Article  II  Chapter  5  Section  25-412  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Sec¬ 
tion  60(3)  of  the  Multiple  Dwelling  Law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  Zoning  Resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  Section  60(3) 
of  the  Multiple  Dwelling  Law,  to  permit  in  C5-2  and  R-8 
districts,  the  addition  of  transient  parking  limited  to  the 
unused  and  surplus  tenant  spaces  -in  an  existing  multiple 
dwelling  accessory  garage,  for  a  term  of  fifteen  years,  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  application  dated  October  1,  1963,  2  sheets;  on 
further  condition  that  the  transient  parking  be  limited  to 
26  car  spaces  and  that  the  cars  parked  shall  be  pleasure 
type  cars  only  that  the  tenants  of  this  apartment  house 
may  recapture  any  of  the  space  devoted  to  transient  park¬ 
ing  on  30  days’  notice  to  the  owner  in  accordance  with 
Section  60(lb)  of  the  Multiple  Dwelling  Law;  that  the 
present  two  signs  on  the  front  of  the  building  shall  be 
removed  and  that  the  garage  sign  shall  be  limited  to  metal 
letters  on  the  masonry;  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with;  and  that  a  partial  Certi¬ 
ficate  of  Occupancy  shall  be  obtained  within  one  year  for 
the  garage  portion  of  the  building. 
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765-63-A 

APPLICANT — Max  Siegel  Associates  for  Diridge  Incor¬ 
porated,  owner ;  Garage  lessee :  Harmart  Garage  Incor¬ 
porated. 

SUBJECT — Application  October  1,  1963 — filed  pursuant 
to  Section  60  of  the  Multiple  Dwelling  Law  re-  transient 
parking. 

PREMISES  AFFECTED — 222  East  58th  Street,  south 
side,  250  feet  east  of  Third  Avenue,  211-225  East  57th 
Street,  Block  1331,  Lot  7,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _  5 

Negative:  _  p 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  17,  1963  on  Alt.  Applic.  540-63,  reads: 

“A-4.  Proposed  transient  parking  within  an  existing  ac¬ 
cessory  garage  in  a  Class  “A”  Multiple  Dwelling 
is  contrary  to  Section  60  M.D.Law.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend- 
ent,  dated  September  17,  1963,  acting  on  Alt.  Applic.  540- 
63  Objection  No.  A4  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  all 
of  the  requirements  of  the  Resolution  adopted  this  day 
under  Calendar  Number  764-63-BZ  shall  be  complied  with 
Adjourned  12:15  P.M. 

James  P.  Mulroy,  Secretary 


ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox, 
Commissioner  Klein  and  Commissioner  Nolan  ....  4 


Negative:  .  o 

Absent:  Commissioner  Becker  _  1 


5-63-BZX — B.B. — 260-268  Bond  Street,  Block  416,  Lots 
40  and  41.  Alt.  3933-61.  Permit  No.  327-63. 


16-63-BZX — B.M. — 18-20  Wooster  Street,  Block  229 
Lots  15  and  16.  Alt.  1676-61.  Permit  No.  1489-62. 


24-63-BZX — B.M. — 521  East  119th  Street.  Block  1816, 
Lot  13.  Alt.  302-61.  Permit  No.  1866-62. 


71-63-BZX — B.B. — 235  Bay  35th  Street, 
16,  Alt.  1809.  Permit  No.  2832-62. 


Block  6890,  Lot 


72-63-BZX — B.B. — 338-352  Meserole  Street,  Block  3056 
Lot  35.  Alt.  2239-61,  Permit  No.  1962-63. 


73-63-BZX — B.M. — 290  12th  Street,  Block  624, 
Alt.  1708-61,  Permit  No.  2812-62. 


Lot  44, 


75-63-BZX — B.M. — 44  West  56th  Street,  Block  1271,  Lot 
62,  Alt.  1640-60,  Permit  No.  1486-61. 


76-63-BZX — B.Bx. — 1134  College  Avenue, 
Lot  12,  Alt.  717-61,  Permit  No.  1053-63. 


Block  2434, 


77-63-BZX — B.M. — 344  West  72nd  Street, 
Lot  53,  Ait.  1254-59,  Permit  No.  1477-63. 


Block  1183, 


REGULAR  MEETING 

TUESDAY  DECEMBER  17,  1963,  12  NOON 

Present:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commissioner 
Nolan. 


78-63-BZX — B.B. — 200  Tillary  Street,  Block  2050,  Lot 
104,  Alt.  2856-59,  Permit  No.  4499-60. 


79-63-BZX — B.B. — 202  Tillary  Street, 
100,  Alt.  2857-59,  Permit  No.  4500-60. 


Block  2050,  Lot 


74-63-BZX— B.M.— 450-452  West  58th  Street,  Block  1067 
Lots  52,  53,  54,  Alt.  1849-61,  Permit  No.  1143-63. 
APPEARANCES — David  Kraus  and  Hyman  I.  Luster. 
ACTION  OF  BOARD — Application  to  extend  the  time 
within  which  to  complete  construction  denied. 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  _ _ _ q 

Negative:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker,  Commissioner  Klein  and  Commissioner 
Nolan  . . . . . .  5 

THE  RESOLUTION— 

Whereas,  this  application  for  extension  of  time  to  permit 
the  completion  of  construction  was  duly  filed  under  the 
provisions  of  Section  11-32  of  the  Zoning  Resolution;  and 

Whereas,  the  Board  found  that,  on  the  date  the  building 
permit  lapsed,  construction  had  not  been  started. 

Resolved,  that  the  application  to  extend  the  time  within 
which  to  complete  construction  be  and  it  hereby  is  denied. 


80-63-BZX — B.B. — 11  Schermerhorn  Street,  Block  268 
Lot  15,  Alt.  1433-61,  Permit  No.  32-63. 


82-63-BZX — B.B. — 2360-2420  Bedford  Avenue,  Block 
5133,  Lot  14,  Alt.  3237-61,  Permit  No.  2789-63,  2790-63. 


84-63-BZX — B.B. — 405-409  East  53rd  Street,  Block  4725, 
Lot  63,  Alt.  3627-60,  Permit  No.  4555-63. 


85-63-BZX — B.M. — 430  East  89th  Street,  Block  1568 
Lot  35,  Alt.  1901-61,  Permit  No.  3581-62. 


86-63-BZX — B.Q. — 18-13  Flushing  Avenue,  Block  3410, 
Lot  190,  Alt.  807-61,  Permit  No.  3581-62. 


87-63-BZX — B.M. — 58 
Lot  63,  Alts.  1927-60, 


West  128th  Street,  Block  1725, 
Permit  No.  3579. 


26-63-BZX — B.M. — 538  Yest  47th  Street.  Block  1075 
Lot  51,  Alt.  884-60.  Permit  No.  2372-62. 


88-63-BZX — B.M. — 409  West  148th  Street,  Block  2063 
Lot  26,  Alt.  2158-61,  Permit  No.  3580. 


81-63-BZX— B.B.— 1000-1002  Flatbush  Avenue 
5125,  Lot  18,  Alt.  1544-47,  Permit  No.  1890-61. 


Block 


89-63-BZX — B.M. — 1986  Lexington  Avenue 
Lot  17,  Alt.  1581-61,  Permit  No.  2766-62. 


Block  1770, 
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ACTION  OF  BOARD — Time  to  complete  construction 

extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _  5 

Negative:  _ 0 

THE  RESOLUTION— 

Whereas,  the  above  applications  for  extension  of  time 
to  permit  the  completion  of  construction  were  duly  filed 
under  the  provisions  of  Section  11-32  of  the  Zoning  Resolu¬ 
tion;  and 

Whereas,  in  each  of  these  cases  the  Board  found  that, 
on  the  date  the  building  permit  lapsed,  a  substantial  por¬ 
tion  of  construction  had  been  completed  and  substantial 
expenditures  in  connection  with  such  construction  had  been 
made. 

Resolved,  that  the  time  withi  which  to  complete  construc¬ 
tion  be  and  it  hereby  is  extended  for  a  term  of  three  months 
from  the  date  of  this  resolution. 


988-62-A 

APPLICANT — Julian  Roth  of  Emery  Roth  and  Sons  for 
First  Lexington  Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  Appeal  from  a  decision  of 
the  Borough  Superintendent  re-  prop.  Aluminum  sash 
windows  glazed  with  %"  glass,  previously  granted  on  con¬ 
dition. 

PREMISES  AFFECTED — 639-641  Lexington  Avenue, 
141-159  East  54th  Street,  northeast  corner,  Block  1309, 
Lots  22,  23,  24,  28,  29,  30  and  31,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Julian  Roth  and  Jack  Rudin. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commission¬ 


er  Nolan _ 5 

Negative:  -  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  14,  1963,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  14,  1963,  by 
adding  thereto : 

“that  the  construction  shown  on  drawing  marked  ‘Re¬ 
ceived  December  2,  1963’,  one  sheet,  shall  be  permitted 
as  an  effective  substitute  for  the  fir  estop  heretofore 
required,  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (N.B.  310/61) 


782-61-A — Vol.  II 

APPLICANT — Noah  N.  Sherman  for  Suefred  Company, 
owner. 

SUBJECT — Application  for  consideration  —  reopening  as 
Vol.  II  subject  to  regular  procedure  —  Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system ;  previously  denied. 

PREMISES  AFFECTED— 83-85  Wooster  Street,  west 
side,  80  feet  south  of  Spring  Street,  Block  487,  Lot  30, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Noah  N.  Sherman. 


ACTION  OF  BOARD — Application  reopened  as  Vol  II 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _  5 

Negative:  - - - - - 0 


253-59-A 

APPLICANT — Joshua  Brown  for  Laurinda  Holding  Cor¬ 
poration,  Meyer  Garber,  President,  owner. 

SUBJECT — Application  April  21,  1959 — filed  pursuant  to 
Section  35,  General  City  Law  re-  curb  cuts  in  bed  of  a 
mapped  street. 

PREMISES  AFFECTED— 1215  Forest  Hill  Road,  east 
side,  385.50  feet  north  of  Rockland  Avenue,  Block  1965, 
Lot  1,  Willowbrook,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 


THE  VOTE- 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _  5 


1218-61-A 

APPLICANT — Edwin  F.  Taylor  for  Gemma  Marino, 
owner. 

SUBJECT — Application  July  20,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 127  Greene  Street,  west  side, 
170  feet  north  of  Prince  Street,  Block  514,  Lot  31,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ _  5 

Negative:  . . .  0 


1793-61-A 

APPLICANT — Jacob  Fisher  and  Donald  D.  Fisher  for 
Benjamin  W.  Mermelstein,  owner. 

SUBJECT — Application  December  1,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 30  West  39th  Street,  south 
side,  413  feet  west  of  5th  Avenue,  Block  840,  Lot  65, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ 5 

Negative:  .  0 


1996-61-A 

APPLICANT — Martin  Supplies,  Incorporated,  owner. 
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SUBJECT — Application  December  27,  1961  —  Appeal  from 
on  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 153-22-153-24  Jamaica  Avenue, 
south  side,  350  feet  east  of  152nd  Street,  Block  8423,  Lot 
19,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ _ _  5 

Negative:  .  0 


92-37-BZ — Vol.  IV 

APPLICANT — George  H.  Colin  for  Cities  Service  Oil 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  September 
18,  1963  —  decision  of  the  Borough  Superintendent ;  pre¬ 
viously  granted  on  condition,  under  Sections  7a  and  7i  of 
the  Zoning  Resolution,  permitting  in  a  business  use  dis¬ 
trict,  the  costruction  of  a  permanently  established  gaso¬ 
line  service  station  and  extend  the  use  to  include  lubri- 
torium,  accessory  sales,  car  wash,  minor  motor  repairs 
with  hand  tools  only  and  parking  and  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1509-1519  Southern  Boulevard 
and  910-916  East  172nd  Street,  southwest  corner.  Block 
2977,  Lot  103,  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  George  H.  Colin. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan _ _ _ _ 5 

Negative  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  IV,  on  July  25,  1961,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  September  18,  1962;  and 
Whereas,  the  applicant  requested  an  extension  of  further 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  25,  1961,  as 
amended  on  September  18,  1962,  only  as  to  the  time  to 
obtain  permits  and  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion  ;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (N.B.  1445/60) 


788-59-BZ 

APPLICANT — Irwin  Emerman  for  Humble  Oil  and  Re¬ 
fining  Company,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition,  under 
Sections  7f  and  7i  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station  with  accessory  minor  motor 
vehicle  repairs,  non-automatic  car  washing,  office,  sales, 
signs  and  parking  of  cars  awaiting  service. 


PREMISES  AFFECTED — 540-546  6th  Avenue,  southwest 
corner  of  15th  Street,  Block  1048,  Lot  34,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Irwin  Emerman. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com- 
mmissioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ _ _  5 

Negative:  _ _ _ 0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  26,  1960,  on  certain  conditions ;  and 

Whereas,  the  resolution  was  last  amended  on  March  5, 
1963;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  June  18,  1963 ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  26,  1960, 
as  amended  through  June  18,  1963,  by  adding  thereto: 

“that  the  gasoline  service  station  may  be  redesigned, 
rearranged  and  constructed  substantially  as  shown  on 
revised  drawing  of  proposed  conditions  marked  ‘Re¬ 
ceived  October  28,  1963,’  1  sheet,  except  that  the  doors 
to  the  toilets  shall  not  be  adjacent  to  each  other;  that 
a  steel  guide  rail  of  the  type  shown  on  drawing  marked 
‘Received  December  3,  1963’,  1  sheet,  may  be  substituted 
for  the  woven  wire  fence  along  the  interior  line  of  the 
landscaped  area,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (N.B.  2751/59) 


1015-61-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Rayco  Manufac¬ 
turing  Company,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution  —  decision  of  the  /Borough 
Superintendent ;  previously  granted  on  condition,  under 
Sections  7c  and  7i  of  the  Zoning  Resolution,  permitting 
in  a  retail  and  residence  use  district,  the  erection  of  a 
one  story  building  for  the  sale,  storage  and  installation  of 
auto  seat  covers,  batteries  and  tires,  with  minor  motor 
vehicle  repairs  using  an  oxyacetylene  torch  limited  to 
the  service  and  installation  of  mufflers,  shock  absorbers, 
brakes  and  wheel  alignment,  with  patron  parking  extend¬ 
ing  into  the  residence  portion  of  the  premises. 

PREMISES  AFFECTED — 1515  Bruckner  Boulevard  and 
1015  Elder  Avenue,  northwest  corner,  Block  3713,  Lot 
1,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commission¬ 


er  Nolan  _  5 

Negative:  _  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  21,  1961,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  January  8,  1963;  and 
Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 
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Resolved,  that  the  Board  of  Standards  and  Appeales  does 
hereby  amend  the  resolution  adopted  on  November  21,  1961, 
by  adding  thereto : 

“that  an  illuminated  non-flashing  ground  sign  shall  be 
permitted  at  the  Bruckner  Boulevard  side  of  the  prem¬ 
ises,  substantially  as  shown  on  drawings  marked  ‘Re¬ 
ceived  November  7,  1963’,  two  sheets,  on  condition  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects”.  (N.B.  1016/61) 


1025-61-BZ 

APPLICANT — Samuel  Garnett  for  Sindel  Holding  Cor¬ 
poration,  owner;  Blue  Bell  Lumber  and  Moulding  Com¬ 
pany,  lessee. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  November 
14,  1962  —  decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  7e  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  business  use  district,  for 
stated  term  of  years,  the  maintenance  of  a  lumber  yard 
and  cabinet  shop  in  an  existing  two  story  building. 

PREMIS9S  AFFECTED — 2360-2364  Amsterdam  Avenue, 
501  West  177th  Street,  northwest  corner,  Block  2132, 
Lot  44,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Florence  Garnett. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  wor  kextended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  14,  1961,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  14,  1961, 
only  as  to  the  time  to  complete  the  work  and  obtain  a 
Certificate  of  Occupancy,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  nearly  complete,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution.”  (Alt.  862/61) 


1924-61-BZ 

APPLICANT — George  H.  Colin  for  Cities  Service  Oil 
Company,  owner.  . 

SUBJ7CT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  December  11, 
1963  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Sections  7a  and  21  of 
the  Zoning  Resolution,  permitting  in  a  business  use  dis¬ 
trict,  the  reconstruction  of  an  existing  gasoline  service 
station,  lubritorium,  retail  sales,  car  washing,  minor  auto 
repairs  and  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 610  Pelham  Parkway  South, 
southeast  corner  of  Boston  Post  Road,  Block  4317,  Lots 
32  and  33,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  George  H.  Colin. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com- 
mmissioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _  5 

Negative: _ 0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  11,  1962,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  11,  1962, 
only  as  to  the  time  to  obtain  permits  and  complete  the 
work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion  ;  and  that  a  Certificate  of  Occupancy  shall  be 
obtained.”  (N.B.  2414/61) 


607-62-BZ 

APPLICANT — Albert  B.  Bauer  for  City  of  New  York, 
owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  October  16, 
1963  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  73-481  of  the 
Zoning  Resolution,  permitting  in  an  R8  district,  the  erec¬ 
tion  of  an  accessory  parking  garage  for  an  existing  hospi¬ 
tal. 

PREMISES  AFFECTED— 446-514  First  Avenue,  east 
side,  237.1  feet  south  of  Thirtieth  Street,  Block  958,  part 
of  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  S.  H.  Greenhill. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  _  4 

Negative:  Commissioner  Fox . . . . .  1 

THE  RESOLUTION—  > 

Whereas,  this  application  was  granted  by  the  Board  on 
October  16,  1962,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  16,  1962 
only  as  to  the  time  to  complete  the  work  and  obtain  a  Cer¬ 
tificate  of  Occupancy,  so  that  as  amended  this  portiion  of 
the  resolution  shall  read: 

“that  in  view  of  statement  by  the  applicant  that  permit 
has  been  obtained  and  work  is  in  progress,  all  work 
shall  be  completed  and  a  Certificate  of  Occupancy  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution.”  (N.B.  132/61) 


863-62-BZ 

APPLICANT — Burke  and  Groh  for  Andrew  J.  Presto, 
owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  December 
11,  1963 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  73-66  of  the 
Zoning  Resolution,  permitting  in  a  Class  1  height  dis¬ 
trict,  the  erection  of  a  six  story  Multiple  Dwelling  that 
exceeds  the  permitted  height  within  2  miles  of  a  desig¬ 
nated  airport  (La  Guardia). 
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PREMISES  AFFECTED — 25-34  Crescent  Street,  west 
side,  262.78  feet  south  of  Hoyt  Avenue  South  (25th  Ave¬ 
nue),  Block  872,  Lot  68,  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Robert  Groh. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _  5 

Negative:  _ 0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  11,  1962,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
i  to  obtain  permits  and  complete  the  work. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  11,  1962, 
only  as  to  the  time  to  obtain  permits  and  complete  the  work, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  permit  shall  be  obtained  and  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion;  and  that  a  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (N.B.  8124/61) 


:50-41-BZ — Vol.  Ill 

APPLICANT — Salvatore  Scala  and  new  part  owner  358 
Lexington  Corporation,  owners. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  October  21, 
1963  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7h  of  the  Zon¬ 
ing  Resolution  for  term  of  years,  permitting  partly  in  a 
business  use  and  partly  in  a  residence  use  district,  the 
parking  and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 310-320  Smith  Street  and  291- 
295  President  Street,  northwest  corner,  Block  435,  Lot 
36  and  part  of  Lot  31,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Salvatore  Scala. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  January  28,  1964  at  10  A.M.,  to  consider  ex¬ 
tension  of  the  term  of  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 

1THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _  5 

Negative:  .  0 


66-48-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  54-18  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  November 
18,  1963  —  decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Sections  7c,  7e  and 
7h  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district,  the  change  of  occupancy  from  automobile 
service  station  to  motor  vehicle  repair  shop,  and  permit¬ 
ting  parking  of  motor  vehicles  (no  fee  to  be  charged  on 
the  unbuilt  upon  portion  of  plot  for  patrons’  and  em¬ 
ployees’  cars. 

PREMISES  AFFECTED— 1814-1828  54th  Street,  south 
side,  100  feet  east  of  18th  Avenue,  Block  5487,  Lots  11 
and  13,  Borough  of  Brooklyn. 


APPEARACES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  February  18,  1964  at  10  A.M.,  to  consider  ex¬ 
tension  of  the  ter  mof  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan _  5 

Negative:  .  0 


919-57-BZ 


APPLICANT — Leonard  F.  Rothkrug  for  Jo-Max  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  March  17, 
1960  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7e  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
erection  of  a  two  story  building  to  be  occupied  by  a 
retail  store  on  the  first  floor  and  a  two  family  dwelling 
on  the  second  floor. 


PREMISES  AFFECTED — 4912  Avenue  K,  south  side,  20 
feet  3V2  inches  east  of  Flatlands  Avenue,  Block  7829, 
Lot  44,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant  :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  February  18,  1964,  at  10  A.M.,  to  consider 
extension  of  time  to  obtain  permits  and  complete  the  work, 
which  had  expired  by  limitation,  requiring  a  new  decision 
of  the  Borough  Superintendent,  which  has  been  filed,  and 
two  publications  in  the  Bulletin  as  notice. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _  5 

Negative:  _ _ _  0 


946-57-BZ 

APPLICANT — Joseph  C.  Anderson  for  Agnes  B.  Mc¬ 
Laughlin,  owner ;  Highbridge  Body  and  Fender  Works, 
lessee. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  September 
30,  1963  —  decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  7e  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  local  retail  use  district, 
for  a  term  of  five  (5)  years,  the  use  of  the  building  on 
the  rear  north  side  of  the  lot,  which  was  erected  as  a 
five  (5)  car  garage,  to  be  used  for  motor  vehicle  repair 
shop  specializing  in  body  and  fender  work. 

PREMISES  AFFECTED— 1029-1031  Ogden  Avenue,  west 
side,  175  feet  south  of  West  165th  Street,  Block  2525, 
Lot  30,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Anderson. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  January  28,  1964  at  10  A.M.,  to  consider  ex¬ 
tension  of  the  term  of  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _  5 

Negative  .  0 
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151-58-BZ 

APPLICANT — Joseph  Lau  for  Herald  Contracting  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  July  15,  1963 
decision  of  the  Borough  Superintendent;  previously  gran¬ 
ted  on  condition,  under  Section  7e  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  residence  use  district,  the  change 
in  occupancy  of  an  existing  building  from  power  house 
to  warehouse,  storage  and  contractor’s  office. 

PREMISES  AFFECTED — 33  Attorney  Street,  west  side, 
125  feet  north  of  Grand  Street,  Block  346,  Lot  58,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Joseph  H.  Lombardi. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  January  28,  1964  at  10  A.M.,  to  consider  ex¬ 
tension  of  the  term  of  variance,  requiring  a  new  decision 
of  the  Borough  Superintendent  and  photographs,  which 
have  been  filed,  and  two  publications  in  the  Bulletin  as 
notice. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _  5 

Negative:  _  0 


Adjourned  12:45  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON  DECEMBER  17,  1963,  2  P.M. 

Present:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker,  Commissioner  Klein  and  Commissioner 
Nolan. 

709-51-SM 

APPLICANT — Bestwall  Certain-teed  Sales  Corporation, 
owner. 

APPEARANCES— 

For  Applicant:  Chester  E.  Abbey  and  V.  J.  Lipnicki. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ _ 5 

Negative :  . . . .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
709-51-SM — Amendment  to  resolution  as  to  use  of  approved 
gypsum  on  approved  partiitons  and  additional  trade  name. 
Bestwall  Certain-teed,  Ardmore,  Penna.,  requested  that  the 
resolution  adopted  March  24,  1953  and  amended  through 
July  17,  1962,  under  Cal.  No.  709-51-SM  be  reopened  and 
amended  so  as  to  permit  the  use  of  Dens-Cote  plaster  on 
the  approved  partitions. 

USE:  A  one,  two  and  three  hour  fire  resistive,  load  bear¬ 
ing  partition  and  non-load  bearing  partition. 

DESCRIPTION :  There  has  been  no  change  in  the  basic 
construction  of  the  partitions.  The  addition  is  the  use  of 
Dens-Cote,  a  finishing  plaster,  approved  by  the  Board, 
November  19,  1963,  under  Cal.  No.  685-56-SM,  applied  to 
the  face  of  the  lath  to  a  maximum  thickness  of  3/32".  The 


use  of  this  plaster  does  not  increase  the  fire  resistive  rat¬ 
ing  of  the  partitions. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  24,  1953  and 
amended  through  July  17’  1962,  under  Cal.  No.  709-51-SM 
be  reopened  and  amended  so  as  to  permit  the  use  of  Dens- 
Cote  Plaster  as  a  finish  coat  on  the  partitions  approved 
under  this  resolution  on  condition  that  no  additional  fire 
resistive  rating  will  be  attached  to  the  partition  and  further 
that  all  requirements  of  the  resolution  adopted  March  24, 
1953  and  amended  through  July  17,  1962  under  Cal.  No.  709- 
51-SM  be  complied  with.  The  Committee  further  recom¬ 
mends  that  the  partitions  may  be  marketed  by  the  Barrett 
Division  of  Allied  Chemical  Corp.  under  the  trade  name 
of  Firewall. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


710-51-SM 

APPLICANT — Bestwall  Certain-teed  Sales  Corporation, 
owner. 

APPEARANCES— 

For  Applicant :  Chester  E.  Abbey  and  V.  J.  Lipnicki. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commission- 

Negative  :  _ _ _ _ _ _ _ _ 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
710-51-SM — Amendment  to  resolution  as  to  use  of  approved 
gypsum  plaster  on  approved  floor  and/or  ceiling  construc¬ 
tion. 

Bestwall  Certain-teed,  Ardmore,  Penna.,  requested  that  the 
resolution  adopted  March  24,  1953  and  amended  through 
July  24,  1962,  under  Cal.  No.  710-51-SM  be  reopened  and 
amended  so  as  to  permit  the  use  of  Dens-Cote  on  the  ap¬ 
proved  floor  and/or  ceiling  construction. 

USE:  A  one  and  two  hour  fire  resistive  floor  and/or 
ceiling  construction. 

DESCRIPTION :  There  has  been  no  change  in  the  basic 
construction  of  the  floor  and/or  ceiling  construction.  The 
addition  is  the  use  of  Dens-Cote,  a  finishing  plaster,  ap¬ 
proved  by  the  Board,  November  19,  1963,  under  Cal.  No. 
685-56-SM,  applied  to  the  face  of  the  lath  to  a  maximum 
thickness  of  3/32".  The  use  of  the  plaster  does  not  increas 
the  fire  resistive  rating  of  the  floor  and/or  ceiling. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  24,  1953,  and 
amended  through  July  24,  1962,  under  Cal.  No.  710-51-SM 
be  reopene  dand  amended  so  as  to  permit  the  use  of  Dens- 
Cote  Plaster  as  a  finish  coat  on  the  floor  and/or  ceiling 
construction  approved  under  this  resolution  on  condition 
that  no  additional  fire  resistive  rating  shall  be  attached  to 
the  construction  and  further  that  all  requirements  of  the 
resolution  adopted  March  24,  1953  and  amended  through 
July  24,  1962  under  Cal.  No.  710-51-SM  be  complied  with. 
The  Committee  further  recommends  that  the  floor  and/or 
ceiling  constructions  may  be  marketed  by  the  Barrett  Divi- 
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sion  of  Allied  Chemical  Corp.  under  the  trade  name  of 
Firewall. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


615-54-SA 

APPLICANT — Warren-Connolly  Company,  Inc.,  for 

Norge  Sales  Corp.,  Div.  of  Borg-Warner  Corporation, 
owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commission¬ 


er  Nolan _ 5 

Negative : _ 0 


THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 
615-54-SA — Amendment  to  resolution  as  to  additional  mod¬ 
els  of  clothes  dryers. 

Warran-Connolly  Co.  Inc.  for  Norge  Sales  Corp.,  Division 
of  Borg-Warner  Corp.,  Chicago,  Illinois,  requested  that  the 
resolution  adopted  May  17,  1955,  and  amended  through 
December  6,  1960  under  Cal.  No.  615-54-SA  be  reopened 
and  amended  so  as  to  include  additional  models  of  gas  fired 
clothes  dryers. 

USE:  Gas  fired  clothes  dryer. 

DESCRIPTION :  There  has  been  no  changes  in  the  in¬ 
ternal  construction  of  the  dryers,  the  only  change  being 
in  the  styling. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  17,  1955  and 
amended  through  December  6,  1960,  under  Cal.  No.  615- 
54-SA  be  reopened  and  amended  so  as  to  include  additional 
models  of  gas  fired  dryers  namely  Models  321-450,  331-461, 

331- 470,  331-471,  331-480,  331-481,  332-480,  332-484,  332-684, 

332- 490  and  334-480  on  condition  that  the  requirements  of 
the  resolution  adopted  May  17,  1955  and  amended  through 
December  6,  1960  under  Cal.  No.  615-54-SA  be  complied 
with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


616-54-SA 

APPLICANT — Warren-Connolly  Company,  Inc.  for  Norge 
Sales  Corporation,  Div.  of  Borg-Warner  Corporation, 
owner. 

APPEARANCES— 

For  Applicant:  None. 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis- 
sipner  Nolan _ 5 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
616-54-SA — Amendment  to  resolution  as  to  additional  mod¬ 
els  of  automatic  washers. 

Warren-Connolly  Co.  Inc.  for  Norge  Sales  Corp.,  Division 
of  Borg-Warner  Corp.,  Chicago,  Illinois,  requested  that  the 
resolution  adopted  February  23,  1955,  and  amended  through 
December  6,  1960  under  Cal.  No.  616-54-SA,  be  reopened 
and  amended  so  as  to  include  additional  models  of  clothes 
washing  machines. 

USE:  Automatic  clothes  washers. 

DESCRIPTION :  The  requested  models  are  similar  to  the 
presently  approved  washers  differing  only  as  to  styling. 
There  has  been  no  change  in  the  water  inlet  supply  features 
of  the  equipment. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  23,  1955  and 
amended  through  December  6,  1960,  under  Cal.  No.  616-54- 
SA  be  reonened  and  amended  so  as  to  include  the  additional 
Models  221-180,  221-170,  221-370,  231-151,  231-161,  231-181, 
231-261,  231-271,  231-280,  231-281,  231-361,  231-371,  231-380, 
231-381,  232-390,  234-380  and  231-180  on  condition  that  the 
requirements  of  the  resolution  adopted  February  23,  1955 
and  amended  through  December  6,  1960  under  Cal.  No.  616- 
54-SA  is  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director. 
John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


596-55-SA 

APPLICANT — Aldrich  Company,  owner. 
APPEARANCES— 

For  Applicant:  James  F.  McEntee. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ _ _ _ 5 

Negative:  _  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
596-55-SA — Amendment  to  resolution  as  to  additional  trade 
name. 

Aldrich  Company,  Wyoming,  Illinois,  requested  that  the 
resolution,  adopted  May  28,  1957,  and  amended  November 
13,  1957,  under  Cal.  No.  596-55-SA,  be  reopened  so  as  to 
permit  the  approved  oil  burner  Model  E-10  to  be  marketed 
under  an  additional  trade  name. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  28,  1957,  and 
amended  so  as  to  permit  the  approved  Aldrich  Oil  Burner 
Model  E-10  to  be  marketed  by  American  Oil  Co.  under  the 
model  designation  of  AM-E-10  Oil  Burner  on  condition 
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that  the  requirements  of  the  resolution  adopted  May  28, 
1957  and  amended  November  13,  1957  under  Cal.  No.  596- 
55-SA  be  complied  with. 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doea 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


485-56-SA 

APPLICANT — Red  Jacket  Manufacturing  Company,  owner. 

APPEARANCES— 

For  Applicant :  Henry  D.  Fairlie. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ 5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
485-56-SA — Amendment  to  resolution  as  to  additional  mod¬ 
els  of  Booster  Pump. 

Red  Jacket  Manufacturing  Co.,  Davenport,  Iowa,  requested 
that  the  resolution  adopted  October  29,  1957,  and  amended 
March  18,  1958,  under  Cal.  No.  485-56-SA,  be  reopened 
and  amended  so  as  to  include  additional  models  of  gasoline 
pumps. 

USE:  Submerged  pump  for  installation  in  underground 
storage  tanks  at  service  stations. 

DESCRIPTION :  The  requested  Models  P33R1  and  P75S1 
are  basically  the  same  as  the  models  approved  March  18, 
1958  under  Calendar  Number  485-56-SA  and  differ  only  as 
to  styling.  The  models  have  been  approved  by  the  Under¬ 
writers  Laboratories. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  29,  1957,  and 
amended  March  18,  1958,  under  Cal.  No.  485-56-SA  be  re¬ 
opened  and  amended  so  as  to  include  the  additional  Model 
pumps,  P33R1  and  P75S1  as  manufactured  by  Red  Jacket 
Manufacturing  Co.  on  condition  that  the  requirements  of  the 
resolution  adopted  October  29,  1957  and  amended  March 
18,  1958  under  Cal.  No.  485-56-SA  be  complied  with. 

William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 
George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


805-62-SA 

APPLICANT — Roberts-Gordon  Appliance  Corporation, 
owner;  J.D.  Connors,  Incorporated,  agent. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan _ 5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
805-62-SA— Roberts-Gordon  Appliance  Corp.,  Buffalo,  New 
York,  filed  for  approval  of  the  appliance  known  as  Co-Ray- 
Vac  CRV2-40  under  the  provisions  of  Article  12,  Chapter 
26,  Administrative  Building  Code. 

USE:  Infrared  gas  fired  space  heater. 

DESCRIPTION :  The  heater  is  part  of  a  system  of  an 
overhead  network  of  radiant  pipes  and  this  network  is  a 
series  of  combustion  chambers  connected  by  standard  black 
steel  pipe.  A  power  exhauster  maintains  a  vacuum  in  the 
piping  system.  A  gas  burner  is  installed  in  each  combus¬ 
tion  chamber  which  is  a  casting.  The  firing  device  is  a 
pneumatic  electric  mechanism  which  utilizes  the  vacuum 
in  the  system  to  operate  the  pilot  and  combustion  air  valves. 
In  operation,  the  gas  passes  through  the  pressure  regula¬ 
tor  and  then  through  the  pilot  gas  valve  and  then  through 
the  pilot  regulator  where  it  mixes  with  the  pilot  air.  This 
mixture  is  delivered  to  the  pilot  burner  parts  where  it  is 
ignited  by  the  spark.  The  main  gas  valve  is  then  opened 
and  combustion  air  and  the  gas  is  then  mixed  in  the  igni¬ 
tion  chamber  where  it  is  ignited  by  the  pilot  flame. 
INSPECTION  AND  TEST :  An  installation  was  inspec¬ 
ted  by  Asst.  Engineer  J.  A.  Darts,  and  it  was  noted  that  the 
controls  functioned  as  required  including  a  prepurge  period 
of  IV2  minutes  before  ignition.  The  appliance  has  been  ap¬ 
proved  by  the  American  Gas  Association  and  each  unit  is 
rated  at  40,000  BTU/hr. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Co-Ray -Vac 
CRV2-40  for  voluntary  use  in  New  York  City  on  condition 
that  all  installations  comply  with  the  requirements  of  Arti¬ 
cle  12,  Chapter  26,  Administrative  Building  Code;  that  the 
minimum  clearance  of  combustible  material  from  the  bottom 
of  the  heater  shall  be  at  least  4'-0";  that  the  unit  shall  not 
be  installed  in  garages  or  places  of  explosive  atmosphere  and 
each  unit  shall  bear  a  label,  permanently  affixed,  reading’. 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Cal.  No.  805-62-SA.” 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 

Committee  on  Test 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


947-62-SM 

APPLICANT — The  Cornelius  Company,  owner. 
APPEARANCES— 

For  Applicant:  A.  E.  MacNamara. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commission¬ 


er  Nolan _ 5 

Negative: _ 0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
947-62-SM — The  Cornelius  Company,  owner-manufacturer, 
Anoka,  Minnesota,  filed  for  approval  of  the  material  known 
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as  Cornelius  Stainless  Steel  Pre-Mix  Tank,  Spartan  Mod¬ 
el  1899  and  New  Champion,  Model  1889,  under  the  provi¬ 
sions  of  Article  17,  Chapter  19,  Administrative  Code  and 
C26-191.0,  Administrative  Building  Code. 

USE:  For  bulk  packaging  of  carbonated  soft  drinks. 
DESCRIPTION :  The  Spartan  Model  1899  is  a  five  gallon 
premix  container,  8V2"  O.D.,  25"  overall  length,  made  of 
type  304  stainless  steel  with  a  minimum  burst  pressure  of 
700  psi.  Each  tank  is  equipped  with  two  self-sealing  quick 
disconnect  type  fittings.  At  bottom  of  tank  is  bonded  vinyl 
base  covering  feet.  One-piece  self-sealing  oval  cover,  spring 
tension  on  cover  handle  provides  pressure  to  insure  leak 
tight  seal.  The  cover  has  a  built  in  relief  valve  which  auto¬ 
matically  vents  if  tank  pressure  rises  above  130  psi.  Each 
tank  has  one  plastic  carrying  handle. 

The  tanks  are  welded  by  the  heli-arc  process  and  are  pick- 
led  and  passivated  after  welding. 

The  normal  pressure  in  the  bank,  created  by  the  CO2  gas  in 
the  beverage,  is  approximately  50  psi.  The  maximum  tank 
pressure  would  be  110  psi. 

The  New  Champion  Model  1889  is  basically  the  same  as  the 
Spartan  Model  1899  except  for  special -hardness  rubber  top 
skirt  with  gripping  space  and  bottom  rubber  skirt. 
INSPECTION  AND  TEST :  Details  of  construction  were 
examined  by  Asst.  Architect  T.  W.  Farricker. 

The  Spartan  Model  1899  was  tested  and  approved  by  the 
National  Sanitation  Foundation  Testing  Laboratory,  Inc., 
Ann  Arbor,  Michigan. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  for  voluntary  use  of  the  material  known 
as  Cornelius  Stainless  Steel  Pre-mix  Tank,  Sparton  Model 
1899,  as  herein  described,  under  the  provisions  of  Article  17, 
Chapter  19,  Administrative  Code  and  C26-191.0  Administra¬ 
tive  Building  Code,  on  condition  that  the  container  bear  a 
label,  permanently  affixed,  reading  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  No.  947-62-SM.” 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

Thomas  W.  Farricker, 
Assistant  Engineer. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1133-62-SM 

APPLICANT — New  Castle  Products,  Incorporated,  owner; 

R.  E.  Styles,  agent. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan _  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1133-62-SM — New  Castle  Products  Inc.,  New  Castle,  Indi¬ 
ana,  filed  for  approval  of  the  material  known  as  Acousti- 
Seal  under  the  provisions  of  C26-667.0.5  Administrative 
Building  Code. 

USE:  Subdividing  Partition. 

DESCRIPTION :  The  basic  unit  consists  of  two  panels 
individually  supported  and  hinged  together  as  a  pair;  and 


the  required  number  of  pairs  constitutes  the  partition.  Pi¬ 
vots  are  designed  into  the  top  and  bottom  corner  trim  blocks 
and  are  located  at  the  extreme  top  and  bottom  of  each 
panel.  At  one  of  the  partitions  is  a  fixed  jamb  and  at  the 
other,  a  narrow  operable  panel  enclosed  in  a  wood  housing. 
This  operable  panel  is  a  lever  cam  operated  to  provide 
pressure  to  lock  all  vertical  joints. 

The  panel  units  have  a  minimum  thickness  of  2 The 
faces  are  made  of  18  gauge  steel  and  are  reinforced  hori¬ 
zontally  for  structural  stiffness.  Internally,  the  panel  is  in¬ 
sulated  with  rock  wool.  Each  vertical  edge  and  the  hori¬ 
zontal  bottom  edge  of  the  panel  has  a  vinyl  gasket  with 
six  fingers.  The  horizontal  top  edge  of  the  panel  is  finished 
with  an  aluminum  extrusion  to  serve  as  a  smooth  contact 
surface  for  the  vinyl  seal  attached  to  the  header. 

The  top  track  assembly  is  factory  fabricated  and  includes 
all  hardware  and  gasketing.  There  are  mounted  on  the 
underside  of  the  vinyl  soffit  gasketing  comprising  of  eight 
fingers.  The  supporting  track  is  an  inverted  “T”  of  hot 
rolled  steel.  Each  trolley  wheel  is  3-%"  diameter  and  each 
panel  is  suspended  from  a  trolley  assembly  with  a  V2"  dia¬ 
meter  hex-head  bolt  riding  on  a  thrust  bearing. 

The  entire  suspension  system  is  enclosed  in  %"  plywood 
panels  on  each  side  and  a  1"  finished  pine  board  on  the 
underside  of  the  soffit.  The  floor  track  has  a  recess  width 
of  3/16". 

INSPECTION  AND  TEST :  Details  of  construction  were 
examined  by  Asst.  Engr.  J.  A.  Darts. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  pf  the  material  known  as  Acousti-Seal 
for  voluntary  use  in  New  York  City  as  a  subdividing  par¬ 
tition  under  the  provisions  of  C26-667.0.5  Administrative 
Building  Code  on  condition  that  the  partition  shall  not  be 
installed  in  Class  I  buildings  exceeding  150'  in  height  and 
further  that  all  cartons  in  which  the  material  is  marketed 
shall  be  labeled,  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  No.  1133-62- 
SM  ”,  that  all  wood  used  in  the  panel  be  fireproof  wood  in 
Class  I  or  II  Construction. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


3-63-SA 

APPLICANT — Brinkmann  Instruments,  Incorporated,  agent 
for  Carl  Zeiss,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan _ _ _ 5 

Negative : _ 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
3-63-SA — Brinkman  Instruments  Inc.  for  Carl  Zeiss  Inc., 
New  York,  N.Y.  filed  for  approval  of  the  appliance  known 
as  Carl  Zeiss  Flame  Equipment  for  the  Spectro-photometer 
PMQ  II  under  the  provisions  of  Article  17,  Chapter  19, 
Administrative  Code. 

USE:  To  perform  spectroscopic  analyses. 
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DESCRIPTION:  The  Zeiss  flame  equipment  is  a  small 
burner  designed  to  burn  oxygen  and  either  hydrogen  or 
acetylene  gas  olong  with  a  solution  sample  of  the  material 
to  be  analyzed.  A  fine  steel  cannula  or  tube  passes  upward 
through  the  center  of  the  oxygen  burner  tube  and  is  cen¬ 
tered  by  means  of  a  guide  piece.  The  opening  of  the  lower 
end  of  the  tube  is  immersed  into  the  solution  to  be  exam¬ 
ined  which  is  then  drawn  up  to  the  burner  orifice  by  the 
rapid  flow  of  oxygen  at  the  nozzle.  Fuel  gas  is  supplied 
through  a  tube  arranged  concentrically  to  the  oxygen  tube. 
The  burner  flame  does  not  for  mitself  directly  on  the  bur¬ 
ner  orifice  because  the  gases  are  not  mixed  until  they  have 
left  the  two  burner  nozzles. 

The  gases  are  supplied  from  I.C.C.  specification  cylinders. 
Cylinder  pressure  is  reduced  to  IV2  atmospheres  by  means 
of  a  single  stage  pressure  regulator.  By  means  of  additional 
regulators  and  a  throttling  device  in  the  fuel  gas  line,  gas 
pressures  are  adjusted  to  the  conditions  for  optimum  sensi¬ 
tivity  which  vary  for  the  different  chemical  elements.  This 
flame  device  is  used  in  conjunction  with  a  monchromator 
with  amplifier  and  indicator  to  complete  the  Spectrophoto¬ 
meter  PMQ  II  assembly. 

INSPECTION  AND  TEST:  The  data  submitted  on  the 
construction  of  the  device  was  examined  by  Asst.  Engineer 
George  F.  Sklenarik. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Carl  Zeiss 
Flame  Equipment  for  the  Spectrophotometer  PMQ  II  for 
use  in  New  York  City  in  accordance  with  this  report  and 
Article  17,  Chapter  19,  Administrative  Code,  provided  that 
all  containers  for  oxygen  and  hydrogen  or  acetylene  when 
used  shall  be  stored  and  maintained  in  places  approved  by 
the  Fire  Commissioner  and  that  connections  from  the  con¬ 
tainers  to  the  device  shall  be  satisfactory  to  the  Fire  Com¬ 
missioner  and  further  that  each  flame  device  shall  bear  a 
label,  permanently  affixed,  reading,  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 


Cal.  No.  3-63-SA”. 


(Sgd.)  William  A.  Nolan, 

Director, 


John  A.  Darts, 

Assistant  Engineer, 


George  F.  Sklenarik, 

Assistant  Engineer. 
Committee  on  Test. 


Resolved  .that  the  Board  of  Standards  and  Appeals  does 
liereby  approve  this  appliance  in  accordance  with  the  above 

report. 


177-63-SA 

APPLICANT— International  Oil  Burner  Company,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Committee 
on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan - 5 

Negative:  _ _ — .  0 

THE  RESOLUTION 

Whereas,  the  report  of  a  Committee  on  Test  reads. 
177-63-SA. — International  Oil  Burner  Company,  owner- 
manufacturer,  St.  Louis,  Mo.,  filed  for  approval  of  the  ap¬ 
pliance  known  as  International  Oil  Burner  Company  Gas- 
fired  Trailer  Furnace,  Model  MAC-1155  for  use  in  New 
York  City  under  the  provisions  of  Article  12,  Chap.  26, 
Administrative  Building  Code  and  Multiple  Dwelling  Code. 
USE:  As  a  space  heater.  Not  to  be  used  in  garages  or 
places  of  explosive  atmosphere. 


DESCRIPTION:  The  model  MAC-1155  gas-fired  furnace 
is  of  the  counter  flow  sealed  combustion  type  incorporating 
an  impingement  target  burner.  The  furnace  firing  rate  is 
55,000  BTU’s  per  hour  input;  for  use  with  natural  or 
liquified  petroleum  gas. 

The  outer  casing  wrapper,  frame  top  and  sides,  jacket  top 
and  rear,  air  casing,  and  control  panel  are  of  24  gauge 
cold  rolled  steel.  The  flue  assembly  is  of  24  gauge  alumin¬ 
ized  steel.  The  heat  exchanger  assembly,  heat  exchanger 
baffle,  radiator  assembly,  right  side  blower  housing  plate, 
and  base  assembly  are  of  20  gauge  cold  rolled  steel.  The 
left  side  blower  housing  plate  is  18  gauge  cold  rolled 
steel.  The  flue  shield  is  28  gauge,  galvanized.  The  flue 
connector  is  30  gauge  stainless  steel.  The  blower  housing 
wrapper  is  22  gauge  cold  rolled  steel.  The  louvred  door  is 
22  gauge  cold  rolled  steel.  The  target  impingement  is  3% 
chrome  alloy  cast  iron.  The  Rod  Target— main  burner  is 
1/4"  diameter  type  446  stainless  steel. 

The  heat  exchanger  parts  are  assembled  by  spot  welds, 
arch  welding  of  seams,  and  an  acme  lock  joint  to  join  the 
wrapper.  All  heat  exchangers  are  tested  for  leaks  on  the 
production  line.  The  radiator  is  seam  welded  and  it  too  is 
tested  for  leaks  with  air  pressure.  All  the  gas  furnaces 
are  tested  on  the  production  line.  The  cabinet,  cold-rolled 
steel  parts  are  painted  with  a  high  temperature  baked  on 
aluminum  paint.  The  controls  and  electrical  components 
are  as  follows;  the  Motor  Air  Circulator,  shaded  pole 
type-Universal  Electric  Co.;  the  fan  control  setting,  110° 
fixed-Therm-O-Disc;  the  limit  control,  setting  130°F.  fixed- 
Therm-O-Disc;  the  Receptacle,  Circle  F;  the  Switch, 
Circle  F ;  the  transformer,  150  volt  primary,  24  volt  second¬ 
ary-  Carson  Mfg.  Co.;  the  gas  valve-  Minneapolis  Honey¬ 
well  Co. ;  the  gas  valve  alternate)  -Robert  Shaw ;  the  pilot 
burner-  Minneapolis  Honeywell;  the  thermo-couple-Minn- 
eapolis  Honeywell;  the  wiring  control  panel-  18  ga.  stranded 
thermo-plastic  105°C)-Radex  Wire  Co.;  No.  27  drill;  main 
burner  orifice-natural  gas;  No.  N-18  pilot  orifice  . (natural 
gas)  ;  blower  wheel  9"  dia.  x  5"  in  width,  single  inlet. 

The  electrical  rating  of  the  furnace  is  115  volts,  4.5  amps., 
60  cycles.  Provisions  are  made  in  the  control  panel  to  .ac¬ 
cept  permanent  wiring  and  to  comply  with  NEC  require¬ 
ments. 

The  operation  cycles  of  the  appliance  is  as  follows :  When 
the  thermostat  calls  for  heat  (closed  contacts),  the  gas 
valve  will  respond  to  the  open  position  after  approximately 
20  seconds  (time  delay).  As  the  temperature  of  the  heat 
exchanger  rises,  the  fan  switch-sensing  this  change-turns 
the  circulator  on.  When  the  controlling  thermostat  is  satis¬ 
fied  (contacts  open),  the  gas  valve  will  close  and  the  heat 
exchanger  will  cool  and  the  fan  will  shut  down.  The  only 
time  the  limit  would  respond,  is  when  an  excessive  re¬ 
striction  would  occur  either  on  the  inlet  or  outlet  or 
possibly  a  blower  failure  might  exist. 

The  model  MAC-1155  has  a  designed  maximum  outlet  air 
temperature  of  165°F.  The  heater  was  tested  at  ^Under¬ 
writer’s  Laboratories  with  %"  air  filters  and  .20"  water 
column  static  pressure.  The  clearance  to  combustible  sur¬ 
faces  are  as  follows:  Front  24",  sides  1%",  flue  pipe  5%", 
back  of  furnace  1/4";  from  sides  and  top  of  frame,  roof 
jack  assembly,  and  outlet  air  duct-o  clearance.  The  model 
MAC-1155,  for  installation  only  with  flue  pipe  shields  and 
roof  jacks. 

INSPECTION.  AND  TESTS:  All  details  of  construct- 
tion  were  examined  by  Asst.  Architect  T.  W.  Farricker. 
The  model  MAC-1155  Gas  fired  Trailer  Furnace  was  tested 
and  approved  by  the  Underwriter’s  Laboratories  under 
Guide  No.  160  E  60.7,  MH  6098. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  International 
Oil  Burner  Company  Gas-fired  Trailer  Furnace,  Model 
MAC-1155  for  voluntary  use  in  New  York  City  under  the 
provisions  of  Article  12,  Chap.  26  Administrative  Building 
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Code  and  Multiple  Dwelling  Code,  with  reduced  clearances 
as  recommended  by  Underwriter’s  Laboratories. 

The  Committee  also  recommends  that  the  units  shall  not 
be  installed  in  garages  or  places  of  explosive  atmosphere 
and  further  that  the  appliance  bear  a  label  or  plate,  per¬ 
manently  affixed,  reading,  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  177-63-SA.”  And  on  further  condition 
that  liquified  petroleum  gas  is  used,  the  installation  shall 
be  to  the  satisfaction  of  the  Fire  Commissioner. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  lingineer. 

Thomas  W.  Farricker, 
Asst.  Architect. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


213-63-SM 

APPLICANT — The  Celotex  Corporation,  owner;  John 
H.  Walsh,  agent. 

APPEARANCES— 

For  Applicant:  John  H.  Walsh. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com- 
mmissioner  Becker,  Commissioner  Klein  and  Commis- 

Negative:  _ 0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
213-63-SM — The  Celotex  Corp.,  New  York,  filed  for  ap¬ 
proval  of  the  material  known  as  Acoustic-Celotex  Acousti¬ 
form  and  Protectone  Acoustiform  Mineral  Fiber  Acoustical 
Units  under  the  provisions  of  C26-88.0,  C26-588.0  through 
C26-590.0  Administrative  Building  Code. 

USE:  Incombustible  acoustical  tile  used  as  a  component 
part  of  a  fire  resistive  floor  and/or  ceiling  construction. 
DESCRIPTION :  The  material  Acoustiform  is  a  mineral 
wool  fiber  tile  with  a  textured  and/or  perforated  surface. 
The  tile  is  available  in  two  thicknesses — %"  and 
The  material  known  as  Protectone  is  the  same  tile  except 
that  the  thickness  has  been  increased  to  1". 

The  construction  of  the  fire  resistive  construction  is  as 
follows;  Steel  joists,  spaced  on  24"  centers  and  bridged  by 
means  of  %"  diameter  steel  bars  welded  to  the  top  and 
bottom  chords  of  the  joists,  are  first  installed.  Metal  lath 
is  then  placed  on  top  of  the  joists  and  wire  tied  to  the 
joists.  Concrete  is  then  poured  to  a  depth  of  2%"  over 
the  lath.  Air  duct  hanger  straps  formed  of  8%"  long  x  1" 
wide  x  No.  10  galvanized  steel  straps  are  then  bent  to  hang 
over  the  lower  chord  of  the  joists.  Supporting  angles,  1" 
x  1"  No.  10  gauge  steel  are  then  bolted  to  the  hanger 
straps,  and  the  air  duct  is  supported  in  this  cradle. 

A  grillage  constructed  in  accordance  with  the  requirements 
of  C26-461.0  is  then  hung  from  the  lower  flanges  of  the 
joists  and  the  main  runners  for  the  carrying  of  the  tile 
ceiling  are  attached  to  the  grillage  system,  spaced  2'0"  on 
centers  and  parallel  to  the  joists.  The  cross  tees,  2'0"  long, 
are  then  installed,  perpendicular  to  the  main  beams.  Light 
fixtures  are  then  installed  and  are  supported  on  the  flanges 
of  the  main  runners  and  cross  tees  and  a  protector  box  is 
placed  over  each  fixture. 

The  acoustical  tile  are  then  installed  so  as  to  rest  oil  the 
flanges  of  the  main  runners  and  cross  tees. 


INSPECTION  AND  TEST:  A  floor  and  ceiling  con¬ 
struction  was  tested  at  the  Underwriters  Laboratories  in 
accordance  with  the  requirements  of  C26-588.0  through 
C26-590.0  and  successfully  met  the  requirements  of  a  two 
hour  fire  resistive  floor  and/or  ceiling  construction.  The 
complete  report  is  on  file  and  is  part  of  the  record. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Protectone 
Acoustiform  1"  thick  as  a  component  part  of  a  two  hour 
fire  resistive  floor  and/or  ceiling  construction  on  condition 
that  the  construction  shall  be  as  herein  described  and  in 
accordance  with  Dwg.  R  4349-12  which  is  on  file  and  is 
part  of  the  record,  except  that  the  main  runners  supporting 
the  ceiling  system  shall  be  hung  from  a  grillage  installed 
in  accordance  with  C26-461.0  Administrative  Building  Code 
except  that  the  straps  may  be  attached  to  the  lower  flanges 
of  the  joists  and  further  that  the  air  duct  opening  shall  not 
exceed  47  sq.  inches  per  100  sq.  ft.  of  ceiling  area;  the 
outside  face  of  the  duct  throat  to  be  protected  with  1/16" 
asbestos  paper;  the  damper,  11  inches  square,  protected 
with  1/16"  asbestos  paper  on  both  sides;  the  light  fixture 
shall  not  exceed  25  sq.  ft.  per  100  sq.  ft.  of  ceiling  area 
and  further  that  all  plans  filed  with  the  Department  of 
Buildings  showing  the  proposed  use  of  this  construction 
shall  be  labeled,  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  No.  213- 
63-SM.” 

The  Committee  further  recommends  that  the  tile  known 
as  Acoustiform  shall  not  be  used  in  this  construction  but 
may  be  used  as  an  incombustible  tile  on  condition  that  all 
cartons  of  this  tile  shall  be  labeled  Approved  by  the  Board 
of  Standards  and  Appeals  for  use  of  in  New  York  City 
under  Cal.  213-63-SM. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the_above 
report. 


214-63-SM 

APPLICANT — S.  A.  Winklepleck  for  Mirawal  Company, 
owner. 

APPEARANCES— 

For  Applicant:  R.  F.  La  Cour  and  C.  R.  Lipscomb. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ _ _  5 

Negative:  _ _ _  0 

THE  RESOLUTION— 

214-63-SM — S.  A.  Winklepleck  for  Mirawal  Co.,  Port 
Carbon,  Penna.  filed  for  approval  of  the  material  known 
as  Mirawal-Dampa  Ceiling  System  under  the  provisions 
of  C26-461.0  Administrative  Building  Code. 

USE:  Incombustible  acoustical  ceiling. 

DESCRIPTION :  The  panels  are  formed  from  strip  alu¬ 
minum;  alloy  designation  3105-H  14,  0.019  inches  thick 
and  4  inches  wide  so  that  the  finished  panel  is  2'0"  long 
and  3  17/32"  wide.  The  panel  is  held  in  place  by  means 
of  clamping  to  a  “U”  channel. 

Adjustable  hanger  brackets  are  attached  to  the  “U”  chan¬ 
nel  for  leveling  purposes. 
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Incombustible  pads  are  placed  into  the  pan  section  of  the 
panels  for  accoustical  treatment. 

INSPECTION  AND  TEST :  Samples  of  the  material  and 
a  mock-up  of  the  ceiling  construction  were  examined  by 
Asst.  Engr.  J.  A.  Darts,  and  it  was  noted  that  all  com¬ 
ponent  parts  were  incombustible  under  the  requirements 
of  C26-88.00  Administrative  Building  Code. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Mirawal- 
Dampa  Ceiling  System  for  voluntary  use  in  New  York 
City  as  an  incombustible  acoustical  ceiling  on  condition 
that  the  ceiling  be  suspended  from  a  grillage  installed  in 
accordance  with  the  requirements  of  C26-461.0  Adminis¬ 
trative  Building  Code  and  further  that  all  cartons  in  which 
the  material  is  marketed  shall  be  labeled  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  No.  214-63-SM.” 

(Sgd.)  William  A.  Nolan. 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


215-63-SM 

APPLICANT — S.  A.  Winklepleck  for  Mirawal  Co.,  owner. 
APPEARANCES— 

For  Applicant:  R.  F.  La  Cour  and  C.  R.  Lipscomb. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _  5 

Negative:  _  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
215-63-SM — S.  A.  Winklepleck  for  Mirawal  Co.,  Port  Car¬ 
bon,  Penna.,  filed  for  approval  of  the  material  known  as 
Mira  Partition,  under  the  provisions  of  C26-667.0  Adminis¬ 
trative  Code. 

USE:  Subdividing  Partition. 

DESCRIPTION :  The  panel  is  made  of  extruded  framing 
members  produced  from  6063T-5  aluminum  alloy.  The 
thickness  of  the  extrusions  is  0.125"  for  all  exposed  sections 
and  in  all  sections  where  mechanical  fasteners  are  used  to 
join  the  panels.  In  certain  areas  where  additional  rein¬ 
forcement  is  needed,  such  as  door  jambs,  the  thickness  is 
0.187".  The  core  of  the  panels  is  a  paper  honeycomb  faced 
on  both  sides  with  24  gauge  porcelain  enamel  steel  or  the 
panel  may  be  faced  with  simulated  wood  grain  laminates. 
The  panels  may  also  have  a  core  of  Perma-Kore,  an  in¬ 
combustible  faced  on  both  sides  with  cement  asbestos  skins 
and  further  faced  with  24  gauge  porcelain  enamel  steel. 
This  panel  has  been  approved  by  the  Board  .in  a  thickness 
of  1  9/16". 

INSPECTION  AND  TEST :  Samples  of  the  component 
parts  and  a  sample  of  a  section  of  a  partition  were  exa¬ 
mined  by  Asst.  Engr.  J.  A.  Darts. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Mira  Parti¬ 
tion  for  voluntary  use  in  New  York  City  as  a  subdividing 
partition  under  the  provisions  of  C26-667.0.5  Administra¬ 
tive  Building  Code  on  condition  that  when  the  panels  of 
the  partition  are  constructed  of  combustible  material,  the 


partition  shall  not  be  installed  in  buildings  exceeding 
150'-0"  in  height  and  when  the  panel  is  of  an  incombustible 
material,  the  panel  may  be  installed  in  buildings  exceeding 
150'-O"  in  height  and  further  all  plans  submitted  to  the 
Department  of  Buildings  showing  the  proposed  use  of  this 
partition  shall  be  marked  “Approved  by  the  Board  by 
Standards  and.  Appeals  for  use  in  New  York  City  under 
Cal  No.  215-63-SM  and  all  cartons  in  which  the  material 
is  marketed  shall  be  similarly  marked. 

(Sgd.)  William  A.  Nolan, 

Director. 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


342-63-SM 

APPLICANT — Barrett  Division,  Allied  Chem.  Corpora¬ 
tion,  owner;  H.  J.  Kandiner,  agent. 

APPEARANCES— 

For  Applicant:  G.  E.  Balch. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ _ _ 5 

Negative:  _  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
342-63-SM — Barrett  Division,  Allied  Chemical  Corp.,  New 
York,  filed  for  approval  of  the  material  known  as  Partition 
Systems,  using  Barrett  Firewall  Gypsum  Wallboard  under 
the  provisions  of  C26-239.0,  C26-591,  C26-592,  C26-609.0, 
C26-635  and  C26-636.0  Administrative  Building  Code. 
USE:  A  one  and  two  hour  fire  resistive  non-load  bearing 
partition. 

DESCRIPTION:  The  wallboard  used  in  conjunction  with 
the  partition  is  known  as  Barrett  Firewall  Gypsum  Wall- 
board  Type  “X” — %"  thick  which  is  Underwriters  labeled 
No.  H-556. 

The  construction  of  the  partition  using  this  wall  board  for 
a  one  hour  fire  resistive  partition  is  as  follows ;  Metal  Ceil¬ 
ing  and  floor  runners  are  installed.  The  studs,  manufactured 
of  25  gauge  steel  and  3%"  deep  are  then  positioned  in  the 
track  on  24"  centers.  The  wall  board  is  then  attached  to 
the  studs  by  means  of  screws  spaced  12"  centers  over  the 
intermediate  studs  and  staggered  8"  on  centers  at  the  ver¬ 
tical  joints.  The  top  and  bottom  edges  of  the  board  are 
fastened  with  screws  on  12"  centers  to  the  runners.  The 
overall  thickness  of  the  partition  is  4%".  The  construction 
is  in  accordance  with  Dwg.  T-2664  which  is  on  file  and 
part  of  the  record. 

The  construction  of  the  partition  using  this  wallboard  for 
a  two  hour  fire  resistive  partition  is  as  follows ;  The  parti¬ 
tion  is  erected  in  a  similar  manner  as  the  one  hour  parti¬ 
tion  but  in  addition,  there  is  an  extra  layer  of  the  wall- 
board  laminated  to  each  of  the  first  layers  so  that  the 
overall  thickness  of  the  partition  is  6%".  The  construction 
is  in  accordance  with  Dwg.  T-2665  which  is  on  file  and 
part  of  the  record. 

INSPECTION  AND  TEST :  Both  partitions  were  tested 
at  Ohio  State  University  and  the  partition  described  as 
complying  with  Dwg.  T-2664  successfully  met  the  require¬ 
ments  of  a  one  hour  fire  resistive  non-load  bearing  parti- 
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tion  and  the  partition  described  as  complying  with  Dwg. 
T-2665  successfully  met  the  the  requirements  of  a  two 
hour  fire  resistive  non-load  bearing  partition.  The  com¬ 
plete  reports  are  on  file  and  are  part  of  the  record. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Barrett 
Firewall  Gypsum  Wallboard  for  use  in  New  York  City  as 
a  component  part  of  non-load  bearing  fire  resistive  parti¬ 
tions  on  condition  that  the  one  hour  rated  partition  shall 
be  constructed  in  accordance  with  Dwg.  T-2664  and  the 
two  hour  rated  partition  shall  be  constructed  in  accordance 
with  Dwg.  T-2665  and  further  that  all  plans  submitted  to 
Dept,  of  Buildings  showing  the  proposed  use  of  the  parti¬ 
tions  shall  be  labeled,  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Cal. 
No.  342-63-SM  “and  all  packages  in  which  the  board  is 
marketed  shall  be  similarly  marked.” 

(Sgd.)  William  A.  Nolan, 

Director, 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


645-63-SM 

APPLICANT — Tinicum  Metals  Company,  Inc.,  owner. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _  5 

Negative :  _  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
645-63-SM — Tinicum  Metals  Co.  Inc.,  Yeadon,  Penna.,  filed 
for  approval  of  the  material  known  as  Tinicum  Fiberglas 
Laundry  Trays  under  the  provisions  of  C26-1240.  Admin¬ 
istrative  Building  Code. 

USE:  Tray  for  use  in  home  laundry  room. 
DESCRIPTION :  The  tray  is  made  of  fiberglass  and  rein¬ 
forced  plastic,  molded  as  one  unit  with  the  various  colors 
impregnated  throughout.  Three  basic  elements  make  up 
the  material  of  which  it  is  molded;  Resin — a  solution  of 
unsaturated  polyesters  in  styrene  mononer. 

Inert  fillers — china  clay. 

Reinforcing  fibers — fiberglas. 

The  resin  is  the  bonding  agent,  the  fillers  give  smoothness 
and  the  glass  gives  the  strength. 

The  wall  thickness  is  0.1"  for  the  tub  section  and  0.2"  for 
the  flange  section. 

The  stand  ,  that  the  tray  rests  on  is  made  of  1"  x  1"  x  Vs" 
angle  iron.  Four  legs  of  17  gauge  steel  are  fastened  to 
the  frame. 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
copies  of  tests  conducted  by  City  Testing  and  Research 
Laboratories  Inc.  The  tests  showed  that  there  was  no  ap¬ 
parent  effect  due  to  thermal  shock,  that  a  load  of  200 
lbs.  showed  no  cracking.  The  tub  was  also  subjected  to 
stain  tests  of  various  materials.  It  was  also  noted  that 
there  was  no  burning  when  a  lighted  match  was  placed 
on  the  tray,  but  if  the  edges  were  subjected  to  the  same 
test,  the  edges  would  ignite.  In  this  respect,  it  should  be 


noted  however  that  the  edges  are  always  covered  with  a 
moulding. 

The  complete  reports  are  on  file  with  and  are  part  of  the 
record. 

RECOMMENDATION :  On  the  basis  of  the  data  filed 
by  the  applicant,  the  Committee  on  Test  recommends  the 
approval  of  the  material  known  as  Tinicum  Fiberglas 
Laundry  Trays  under  the  provisions  of  C26-1240.0  Admin¬ 
istrative  Building  Code  on  condition  that  all  installations 
comply  with  the  requirements  of  Article  15,  Chapter  26, 
Administrative  Building  Code  and  further  that  each  tray 
bear  a  label,  permanently  affixed,  reading,  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  No.  645-63-SM.” 

(Sgd.)  William  A.  Nolan, 

Director 

John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


966-63-SM 

APPLICANT — Bestwall  Gypsum  Company,  owner. 
APPEARANCES— 

For  Applictant :  Chester  E.  Abbey  and  V.  J.  Lipnicki. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ _ _ 5 

Negative:  _ _  0 

APPEARANCES— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
966-63-SM — C.  E.  Abbey  for  Bestwall  Gypsum  Co^~  Ard¬ 
more,  Penna.  filed  for  approval  of  the  material  known  as 
Bestwall  Hummer  Double  Solid  Partition  under  the  pro¬ 
visions  of  C26-591.0  and  C26-592.0  Administrative  Building 
Code. 

USE:  A  two  hours  fire  resistive  non-load  bearing  parti¬ 
tion. 

DESCRIPTION:  The  wallboard  has  been  approved  by 
the  Board  under  Cal.  No.  682-56-SM. 

The  construction  of  the  partition  is  as  follows :  Wood  floor 
and  ceiling  runners,  1%"  x  3"  are  first  installed  and  the 
gypsum  core  board,  1"  thick,  is  fastened  to  the  runners  by 
means  of  6d  cement  coated  box  nails  on  24"  centers.  A 
laminating  compound  is  then  applied  to  the  face  of  the 
core  boards  and  the  facing  board,  Vs"  thick,  is  then  lamin¬ 
ated  to  the  core  boards.  Cement  coated  8d  nails  are  then 
used  to  secure  the  facing  board  the  core  board  to  the  run¬ 
ners.  Finally  all  joints  are  taped  and  spackled.  The  over¬ 
all  thickness  of  the  partition  is  6". 

The  construction  conforms  to  Dwg.  T-2575  which  is  on 
file  and  is  part  of  the  record. 

INSPECTION  AND  TEST :  A  partition  constructed  as 
herein  described  was  tested  at  Ohio  State  University  in 
accordance  with  the  requirements  of  C26-591.0  and  C26- 
592.0  Administratie  Building  Code  and  successfully  met 
the  requirements  of  a  two  hour  fire  resistive  non-load 
bearing  partition.  The  complete  report  is  on  file  and  is 
part  of  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Bestwall 
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Hummer  Double  Solid  Partition  for  voluntary  use  in  New 
York  City  as  a  two  hour  fire  resistive  non-load  bearing 
partition  on  condition  that  when  the  partition  is  used  in 
locations  requiring  a  two  hour  fire  resistive  incombustible 
partiton,  the  runners  shall  be  of  metal  and  further  that 
when  metal  runners  are  used,  the  width  of  the  runners 
shall  be  3"  and  further  that  all  plans  submitted  to  the  De¬ 
partment  of  Buildings  showing  the  proposed  use  of  this 
partition  shall  be  labeled  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Cal. 
No.  966-63-SM.”  and  all  packages  in  which  the  board  is 
marketed  shall  be  similarly  marked, 
the  above  report. 

(Sgd.)  William  A.  Nolan, 

Director, 
John  A.  Darts, 

Assistant  Engineer. 

George  F.  Sklenarik, 
Assistant  Engineer. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1203-61-A 

APPLICANT — Hodges  Reavis,  McGrath  and  Downey  for 
Country  Leasing  Corp.,  owner. 

SUBJECT— Application  July  25,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 3849  (3797-3849)  Nostrand 

Avenue,  east  side,  from  Avenue  Y  to  Avenue  Z,  Block 
7446,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan _  5 

Negative :  _  0 


THE  RESOLUTION— 

Whereas,  the  odor  and  decision  of  the  Fire  Commission¬ 
er,  dated  May  29,  1961  and  June  30,  1961  on  Order  No. 
2731-1,  reads: 

“1.  Install  an  approved,  wet  automatic  sprinkler  sys¬ 
tem  throughout  the  building  having  at  least  one 
source  of  water  supply,  arranged  and  equipped  as 
per  Chapt.  6 — 1336.0  Administrative  Code,  C19- 
161.0a  Administrative  Code.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  May  29,  1961  and  June  30,  1961,  acting  on  Order 
No.  2731-1  Objection  No.  1  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condi¬ 
tion  the  building  conforms  to  drawings  filed  with  this  ap¬ 
plication  dated  February  20,  1962,  1  sheet  and  July  23, 
1963,  1  sheet ;  on  further  condition  that  an  automatic 
sprinkler  system  be  installed  throughout  the  cellar. 


1338-61-A 

APPLICANT — Thomas  Zarras,  lessee  for  226  Washing¬ 
ton  Street  Realty  Corporation,  owner. 

SUBJECT — Application  August  15,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 


PREMISES  AFFECTED— 226  Washington  Street,  west 
side,  25  feet  north  of  Barclay  Streets,  Block  128,  Lot 
50-4,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  - - -  5 

Negative:  - - -  0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  17,  1961  and  July  28,  1961  on  Violation 
Order  No.  493390,  reads: 

“1.  Provide  an  approved  sprinkler  system  throughout 
entire  bldg. 

Chap.  19-161.0  Adm.  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  March  17,  1961  and  July  28,  1961,  acting  on  Viola¬ 
tion  Order  No.  493390  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  the  building  conforms  to  drawings  filed  with  this 
application  dated  August  15,  1961,  4  sheets ;  on  further 
condition  that  the  area  at  the  third  floor  front  where  fry¬ 
ing  of  nuts  is  done  is  to  be  enclosed  with  a  one-hour  par¬ 
tition  and  a  fire-proof  self-closing  door,  and  that  sprinkler 
heads  are  to  be  supplied  in  this  area  off  the  domestic  water 
supply;  on  further  condition  that  an  automatic  fire  alarm 
system  with  central  office  connection  be  provided  through¬ 
out  the  building. 


1346-61A 

APPLICANT — Longman  and  Martinez,  lessee  for  Hazel- 
tine,  Mabell  and  Alice  Longman,  owners. 

SUBJECT — Application  August  16,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  sprink¬ 
ler  system. 

PREMISES  AFFECTED — 46  Roebling  Street,  northwest 
corner  of  North  9th  Street,  Block  2306,  Lot  18,  Borough 

of  Brooklyn.  _ 

APPEARANCES— 

For  Applicant :  Francis  F.  Welsh  and  Edward  B.  Duffy. 
For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan _  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  August  3,  1961  on  Order  No.  3858-1,  reads: 
“1.  Install  an  approved,  wet  automatic  sprinkler  sys¬ 
tem  throughout  the  building  (including  cellar)  hav¬ 
ing  at  least  one  source  of  water  supply,  arranged 
and  equipped  as  per  Chap.  26 — 1336.0  Adm.  Code, 
Section  280  Labor  Law,  C19-161.0b  Admin.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  August  3,  1961,  acting  on  Order  No.  3858-1  Ob¬ 
jection  No.  1  be  and  it  hereby  is  modified  and  that  the 
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appeal  be  and  it  hereby  is  granted  on  condition  the  building 
conforms  to  drawings  filed  with  this  application  dated 
August  12,  1963,  4  sheets,  December  9,  1963,  1  sheet;  on 
further  condition  that  an  automatic  sprinkler  system  be 
installed  throughout  the  northeast  half  of  the  building ; 
that  the  new  stair  enclosure  in  the  northeast  corner  of  the 
building  be  enclosed  with  masonry  and  with  fireproof  self¬ 
closing  doors;  that  a  one-hour  enclosure  be  provided  for 
the  stairs  in  the  southeast  corner  of  building;  that  the 
stair  in  the  middle  of  the  building  be  floored-over  or  pro¬ 
vided  with  trap  doors  which  are  normally  kept  closed. 


1356-61-A 

APPLICANT — Levy,  Murphy  and  Stolz  for  Towers 
Stores,  Incorporated,  owner. 

SUBJECT — Application  August  17,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED— 542-546  West  22nd  Street, 
south  side,  200  feet  east  of  11th  Avenue,  Block  693,  Lot 
56,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  B.  I.  Weinstein. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  -  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  orrder  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  April  11,  1961  and  July  18,  1961  on  Violation 
Order  No.  505514,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  the  entire  building.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  April  11,  1961  and  July  18,  1961,  acting  on  Viola¬ 
tion  Order  No.  505514  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  the  building  conforms  to  drawings  filed  with 
this  application  dated  August  17,  1961,  6  sheets;  on  further 
condition  that  an  automatic  fire  alarm  system  with  cen¬ 
tral  office  connection  be  installed  throughout  the  building. 


1389-61-A 

APPLICANT — Samuel  Rosenblum  for  Brookside  Realty 
Company,  owner. 

SUBJECT — Application  filed  August  31,  1961  —  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED — 326  Seventh  Avenue,  west  side, 
49  feet,  2  inches  north  of  West  28th  Street,  Block  778, 
Lot  38,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum  and  Jesse  Kupfer- 
berg. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _  5 

Negative:  _  0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  August  21,  1961  on  Violation  Order  No.  541- 
957,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  system 
thru  out  bldg. 

Section  280  Labor  Law.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  August  21,  1961,  acting  on  Violation  Order  No.  541- 
957  Objection  No.  1  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  the  build¬ 
ing  conforms  to  the  drawing  filed  with  this  application 
dated  August  31,  1961,  1  sheet;  on  further  condition  that  a 
non-automatic  sprinkler  system  be  installed  in  the  cellar  of 
the  building,  and  that  an  automatic  fire  alarm  system  with 
central  office  connection  be  installed  throughout  the  build¬ 
ing. 


1399-61-A 

APPLICANT — Monaghan  and  Mattingly  for  Helen  J. 
Young,  owner. 

SUBJECT — Application  filed  August  18,  1961  —  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED— 42  White  Street,  north  side, 
50  feet  west  of  Sixth  Avenue,  Block  193,  Lot  13,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _ _ _  5 

Negative:  - - - -  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
March  3,  1961  and  August  1,  1961  on  Violation  Order  No. 
494225,  reads : 

“1.  Provide  an  automatic  sprinkler  system  throughout 
building. 

C19-161.0  Adm.  Code.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  March  3,  1961  and  August  1,  1961,  acting  on  Viola¬ 
tion  Order  No.  494225  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  the  building  a  conforms  to  drawings  filed  with 
this  application  dated  August  16,  1961,  2  sheets;  on  further 
condition  that  a  non-automatic  sprinkler  system  be  in¬ 
stalled  in  the  cellar  of  the  building  and  that  an  automatic 
fire  alarm  system  with  central  office  connection  be  in¬ 
stalled  throughout  the  building. 


1412-61-A 

APPLICANT — Samuel  Rosenblum  for  Times  Square 
Realty  Corporation,  owner. 

SUBJECT — Application  filed  September  7,  1961 — Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  sprinkler 
system. 
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PREMISES  AFFECTED— ISO  West  36th  Street,  south 
side,  200  feet  east  of  Seventh  Avenue  Block  811,  Lot  60, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum  and  John  F.  Block. 
For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  - 0 

Negative:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker,  Commissioner  Klein  and  Commissioner 

Nolan - 5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  29,  1961  on  Violation  Order  No.  535489,  reads : 
“1.  Provide  an  approved  automatic  wet-pipe  sprinkler 
system  on  4th  and  5th  floors.) 

In  compliance  with  Sec.  280  of  Labor  Law.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  use  and  occupancy 
of  the  fourth  and  fifth  floors. 

Resolved,  that  the  decision  of  the  Fire  Commissioner 
dated  August  29,  1961,  acting  on  Viol.  Order  No.  535489, 
Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


1417-61-A 

APPLICANT — Mario  La  Rossa  for  Jacob  Palgon,  owner. 
SUBJECT — Application  filed  September  11,  1961  • —  Appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED — 2252  Newbold  Avenue,  south 
side,  240  feet  west  of  Havemeyer  Street,  Block  3822,  Lot 
31,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  _ _ _ ... _  0 

Negative:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker,  Commissioner  Klein  and  Commissioner 

Nolan  - -  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
December  29,  1960  and  August  15,  1961  on  Order  No.  5847- 
0,  reads: 

“1.  Provide  an  automatic  wet  sprinkler  system  in  halls 
and  stairways  as  per  Section  187  of  the  Multiple 
Dwelling  Law. 

Ch.  19.161.0  Adm.  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  the  type  of  occupancy 
of  the  building. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  December  29,  1960  and  August  15,  1961,  acting  on 
Order  No.  5847-0,  Objection  No.  1,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


1470-61-A  Vol.  II 

APPLICANT — Harry  Atkin  for  Beredan  Corporation, 
owner. 


SUBJECT — Application  reopened  October  15,  1963  as 
Volume  II — Appeal  from  an  order  and  a  decision  of  the 
Fire  Commissioner,  re-  Sprinkler  System. 

PREMISES  AFFECTED — 45  Lispenard  Street,  north 
side,  175.2  feet  east  of  Church  Street,  Block  210,  Lot 
26,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Becker, 

Commissioner  Klein  and  Commissioner  Nolan - 4 

Negative :  Commissioner  Fox  _  1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  15,  1961  and  August  26,  1963  on 
Violation  Order  No.  493456,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  system 
throughout  building. 

Chapter  C19-161.0  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  15,  1961  and  August  26,  1963, 
acting  on  Viol.  Order  No.  493456,  Objection  No.  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  September  17,  1963, 
21  sheets ;  on  further  condition  that  an  automatic  sprinkler 
system  shall  be  installed  throughout  the  cellar;  that  a  ther¬ 
mostatic  fire  alarm  system  with  central  office  connection 
shall  be  installed  throughout  the  building;  and  that  the 
occupancy  shall  be  limited  to  not  more  than  25  persons  on 
any  one  floor. 


1504-61-A 

APPLICANT — H.  E.  Horwood  for  Harry  Noren,  owner. 
SUBJECT — Application  September  28,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED— 1151  3rd  Avenue  and  201  East 
67th  Street,  north  east  corner,  Block  1422,  Lot  1,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  E.  Horwood. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ _  5 

Negative:  _ _ _ 0 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  July  10,  1961  and  September  7,  1961  on  Vio¬ 
lation  Order  No.  511931,  reads: 

“1.  Provide  an  approved  automatic  wet  type  sprinkler 
system  on  all  floors  of  building  (cellar,  1st,  2nd, 
3rd,  4th  and  5th  floors). 

In  compliance  with  Section  280  of  the  Labor  Law, 
State  of  N.Y.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
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hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  July  10,  1961  and  September  7,  1961,  act¬ 
ing  on  Viol.  Order  No.  511931,  Objection  No.  1,  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  filed  with  this  appeal 
dated  September  28,  1961,  one  sheet  and  September  26, 
1963,  one  sheet;  on  further  condition  that  a  non-automatic 
sprinkler  system  shall  be  installed  in  the  cellar;  that  a 
thermostatic  fire  alarm  system  with  central  office  connec¬ 
tion  shall  be  installed  throughout  the  building;  and  that 
two  sprinkler  heads  shall  be  installed  in  the  kitchen  of 
the  restaurant  off  the  domestic  water  supply. 


1511-61-A 

APPLICANT — Jacob  Jancourtz,  Reuben  Jancourtz,  Na¬ 
than  Goldman  and  Rose  Blacksin,  owners;  Hercules 
Rack  Company,  Incorporated,  lessee. 

SUBJECT — Application  September  29,  1961 — Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner,  re- 
Sprinkler  System. 

PREMISES  AFFECTED — 538  West  29th  Street,  south 
side,  249.6  feet  east  of  11th  Avenue,  Block  700,  Lot  55, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jacob  Jancourtz. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan _ 5 

Negative : _ 0 


THE  RESOLUTION— 

Whereas,  the  order  and  deceision  of  the  Fire  Commis¬ 
sioner,  dated  April  21,  1961  and  September  13,  1961  on  Vio¬ 
lation  Order  No.  507881,  reads : 

“1.  Provide  approved  automatic  sprinkler  system 
throughout  entire  building.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  April  21,  1961  and  September  13,  1961, 
acting  on  Viol.  Order  No.  507881,  Objection  No.  1,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  con¬ 
form  to  drawings  filed  with  this  appeal  dated  September 
29,  1961,  8  sheets ;  on  further  condition  that  a  non-automa¬ 
tic  sprinkler  system  shall  be  installed  in  the  cellar;  and 
that  a  thermostatic  fire  alarm  system  with  central  office 
connection  shall  be  installed  throughout  the  building. 


289-62-A 

APPLICANT — Elliot  Saltzman  for  Trump  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  March  27,  1962 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 291-293  7th  Avenue,  east  side, 
68  feet  1  inch  south  of  West  27th  Street,  Block  802,  Lot 
5,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Elliot  Saltzman. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Becker, 


Commissioner  Klein  and  Commissioner  Nolan _ 4 

Negative:  Commissioner  Fox  .  1 

THE  RESOLUTION— 


Whereas,  the  ordrer  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  6,  1961  and  March  6,  1962  on  Viola¬ 
tion  Order  No.  547835,  reads : 

“1.  Provide  an  automatic  wet  approved  sprinkler  sys¬ 
tem  throughout  the  building. 

Sec.  280  of  the  Labor  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  October  6,  1961  and  March  6,  1962  acting  on  Viola¬ 
tion  Order  No.  547835  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  conforms  to  drawings  filed 
with  this  application  dated  March  27,  1962,  3  sheets ;  on  fur¬ 
ther  condition  that  a  non-automatic  sprinkler  system  be  in¬ 
stalled  throughout  the  cellar;  that  a  thermostatic  fire  alarm 
system  with  central  office  connection  be  installed  through¬ 
out  the  building;  and  that  both  stairs  from  the  cellar  to 
the  first  floor  be  enclosed  in  masonry  partitions  with  fire¬ 
proof  self-closing  doors  at  the  cellar  level. 


759-62-A  Vol.  II 

APPLICANT — Abraham  Grossman  for  Gussie  Weingar- 
ten  and  Sol  Berkowitz,  owners. 

SUBJECT — Application  reopened  September  17,  1963  as 
Volume  II — Appeal  from  a  decision  of  the  Borough 
Superintendent,  re-  Cellar  Apartment. 

PREMISES  AFFECTED — 327  West  22nd  Street,  north 
side,  345  feet  west  of  Eight  Avenue,  Block  746,  Lot  22, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  _ _ _  5 

Negative:  _ _ _ q 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  14,  1963  on  Alt.  Applic.  946-61,  reads: 

“A2.  Proposed  cellar,  apartment  is  contrary  to  Sec.  34 
Sub.  6  of  Multiple  Dwelling  Law  in  that  the  apart¬ 
ment  opens  on  to  an  outer  court  and  not  directly 
to  the  yard.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  June  14,  1963,  acting  on  Alt.  Applic.  946-61, 
Objection  No.  A2,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  34,  of  the  Multiple 
Dwelling  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  filed  with  this  appeal  dated  July  10,  1963,  6 
sheets ;  and  that  a  sprinkler  head  with  supply  taken  off  the 
domestic  water  supply  shall  be  located  in  the  kitchen  of 
cellar  apartment. 


239-63-A 

APPLICANT — Albert  Melniker  for  Joseph  Darconte, 
owner. 


MINUTES 


SUBJECT — Application  March  21,  1963  —  Filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  building  not 
facing  legal  street. 

PREMISES  AFFECTED— 114  Hillcrest  Terrace,  north 
side,  362.76  feet  east  of  Clove  Road,  Block  3065,  Lot  18, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 


sioner  Nolan  - 5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  20,  1963  on  N.B.  Applic.  897-62,  reads : 

“1.  Street  giving  access  is  not  included  on  the  official 
map  of  the  City  of  New  York  in  violation  of  Sect. 
36  of  the  General  City  Law. 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  20,  1963  acting  on  N.B.  Applic.  897-62,  Objec¬ 
tion  No.  1  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  the  building  con¬ 
forms  to  drawings  filed  with  this  application  dated  March 
21,  1963,  1  sheet;  and  April  5,  1963,  1  sheet;  on  further  con¬ 
dition  that  paving  to  the  center  of  the  street,  the  sidewalk, 
curb  and  curbcut  in  front  of  the  house  be  put  in  condition 
to  meet  the  requirements  of  the  Highway  Department ; 
that  a  Certificate  of  Occupancy  shall  be  obtained,  and  that 
the  wording  of  this  Resolution  shall  appear  on  the  face  of 
that  Certificate. 

;  - 

240-63-A 

APPLICANT — Albert  Melniker  for  Joseph  Darconte, 
owner. 

SUBJECT — Application  March  21,  1963  —  Filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  building  not 
facing  legal  street. 

PREMISES  AFFECTED — 118  Hillcrest  Terrace,  north 
side,  322.76  feet  east  of  Clove  Road,  Block  3065,  Lot  17, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan _  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  20,  1963  on  N.B.  Applic.  898-62,  reads : 

“1.  Street  giving  access  is  not  included  on  the  Official 
Map  of  the  City  of  New  York  in  violation  of  Sect. 
36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  20,  1963,  acting  on  N.B.  Applic.  898-62,  Objec¬ 
tion.  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  the  building  con¬ 
forms  to  drawings  filed  with  this  application  dated  March 


21,  1963,  1  sheet,  and  April  5,  1963,  1  sheet;  on  further  con¬ 
dition  that  paving  to  the  middle  of  the  street,  the  sidewalk, 
curb  and  curbcut  in  front  of  the  house  be  put  in  condition 
to  meet  he  requirements  of  the  Highway  Department;  that 
a  Certificate  of  Occupancy  shall  be  obtained,  and  that  the 
wording  of  this  Resolution  shall  appear  on  the  face  of  that 
Certificate. 


460-63-A 

APPLICANT — Henry  Nordheim  for  2830  Concourse  Cor¬ 
poration,  owner. 

SUBJECT — Application  May  31,  1963  —  Filed  pursuant 
to  Section  310  of  the  Multiple  Dwelling  Law  for  variance 
of  Section  34,  sub  IB  (6)  of  the  Multiple  Dwelling  Law 
— cellar  apartment. 

PREMISES  AFFECTED — 2830  Grand  Concourse,  north¬ 
east  corner  of  East  197th  Street,  Block  3304,  Lot  146, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . . 0 

Negative:  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker,  Commissioner  Klein  and  Commissioner 

Nolan  . . 5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  23,  1963  and  Alt.  Applic.  186-63,  reads : 

“A1 — Proposal  to  created  a  2nd  cellar  apt.  is  contrary  to 
Sec.  34  sub.  IB  &  sub.  6  of  the  Multiple  Dwelling 
Law.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied  because  of  conditions  found  at  the 
building. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  23,  1963,  acting  on  Alt.  Applic.  186-63,  Objec¬ 
tion  No.  Al,  be  and  it  hereby  is  affirmed  and  that  the  ap¬ 
peal  be  and  it  hereby  is  denied. 


741-63-A 

APPLICANT — Max  M.  Lome,  in  behalf  of  2nd  Beach 
Hills  Corporation,  and  Miriam  K.  Steier. 

OWNER  OF  RECORD — Banner  Holding  Corporation 
c/o  Dreyer  and  Taub. 

SUBJECT — Application  September  24,  1963  —  Revocation 
of  Permit  re-  N.B.  9049  Permit  4662/63 
PREMISES  AFFECTED — 242-02  61st  Avenue,  southeast 
corner  of  241st  Street,  Block  8291,  Lot  100,  Douglaston, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Max  M.  Lome. 

For  Opposition :  Max  Siegel  and  Murray  B.  Felton. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . . . . . .  0 

Negative :  Chairman  Foley,  Commissioner  Fox,  Commis¬ 
sioner  Becker,  Commissioner  Klein  and  Commissioner 

Nolan  _  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  18,  1963  on  Correspondence  #1598-63, 
reads : 

“Application  No.  N.B.  9049/61  was  approved  and  per¬ 
mit  4662/63  was  issued  for  a  retail  shopping  area  at 
242-02  61st  Avenue,  Douglaston,  after  the  application 
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was  found  by  this  Department  to  conform  with  all  ap¬ 
plicable  provisions  of  law.  The  answer  to  the  specific 
items  enumerated  in  your  letter  is  as  follows : 

Item  No.  1 — All  the  uses  as  approved  are  permitted  in 
a  retail  use  district  which  was  established  on  the  lot 
by  the  City  Planning  Commission  under  CP  16608, 
effective  Oct.  17,  1961. 

Item  No.  2 — The  application  was  filed  on  December  14, 
1961  and  was  therefore  approved  under  the  terms  of 
the  1916  Zoning  Resolution  which  was  in  effect  at  the 
time  of  filing. 

Item  No.  3 — The  application  has  never  expired  as  it 
not  been  inactive  for  over  a  year  from  the  date  of  par¬ 
tial  disapprovad,  as  provided  by  the  New  York  City 
Administrative  Code. 

Item  No.  4 — The  approval  was  granted  on  the  basis  of 
modified  plans.  Modification  of  original  plans  is  per¬ 
mitted  by  Section  11-31  subdivision  b  of  the  1961  Zon¬ 
ing  Resolution.  The  restrictions  imposed  by  the  above 
section  upon  the  modification  of  plans  have  been  com¬ 
plied  with. 

Item  No.  5 — The  approval  was  granted  on  the  basis  of 
modified  plans  as  stated  in  Item  No.  4.  The  modified 
plans  resulted  in  complete  compliance  with  the  1961 
Zoning  Resolution  and  they  did  not  increase  the  degree 
of  non-conformity  with  said  Resolution. 

Section  71-00  of  the  1961  Zoning  Resolution  entrusts 
the  enforcement  and  administration  of  the  Zoning  Re¬ 
solution  to  the  Department  of  Buildings.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board,  and 
Whereas,  the  Board  has  considered  this  application  and 
studied  the  statements  made  by  the  applicant  and  the  owner, 
and 

Whereas,  the  Board  finds  that  the  actions  of  the  Bor¬ 
ough  Superintendent  in  approving  New  Building  Applica¬ 
tion  9049-1  and  issuing  a  building  permit  was  correct, 
Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  18,  1963  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


847-63-A 

APPLICANT — Harry  A.  Yarish  for  Emily  Conant,  owner. 
SUBJECT — Application  October  30,  1963  —  Appeal  from 
a  decision  of  the  Borough  Superintendent  re  -live  loads. 
PREMISES  AFFECTED— 1120-1122  Flatbush  Avenue, 
west  side,  287  feet,  11  inches  south  of  Cortelyou  Road, 
Block  5064,  Lot  22,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Harry  A.  Yarish. 

ACTIO  NOF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commis¬ 
sioner  Nolan  _  5 

Negative  :  _ 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  25,  1963  on  Alt.  Applic.  3106-60,  reads : 

“1.  Provide  100#  Live  Load  for  reposing  rooms  on  2nd 
floor  as  per  sect.  7.3.2.2.5  Bldg.  Code. 

2.  Provide  75#  Live  Load  for  showrooms  on  3rd  floor 
as  per  sect.  7.3.2.3  Bldg.  Code.” 
and 

Whereas,  the  premises  have  been  inspected  by  a  com¬ 
mittee  of  the  Board  and  the  application  has  been  discussed 
by  the  Board. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  25,  1963,  acting  on  Alt.  Applic.  3106-60,  Ob¬ 


jection  Nos.  1  and  2  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  the 
building  conforms  to  drawings  filed  with  this  application 
dated  October  30,  1963,  4  sheets ;  on  further  condition  that 
the  second  and  third  floors  shall  be  posted  to  show  an 
allowable  load  of  55  pounds. 


1405-61-A 

APPLICANT — William  Silver  for  International  Leather 
Company,  Incorporated,  owner. 

SUBJECT — Application  September  6,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 57  Beekman  Street,  south  side, 
50  ft.  east  of  Gold  St.,  87  Ann  Street,  Block  93,  Lot  34, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  Silver. 

For  Administration :  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Foley,  Commissioner  Fox,  Com¬ 
missioner  Becker,  Commissioner  Klein  and  Commission¬ 


er  Nolan  _ 5 

Negative:  _  0 


682-61-A  Vol.  II 

APPLICANT — Peter  H.  Brandt  for  Michael  I.  Schaffer, 
owner. 

SUBJECT — Application  reopened  October  22,  1963  as  Vol¬ 
ume  II — Appeal  from  an  order  and  a  decision  of  the  Fire 
Commissioner,  re-  Elevator  readiness. 

PR. . MISES  AFFECTED — 110  Fulton  Street,  south  east 

corner  of  Dutch  Street,  Block  78,  Lot  19,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Peter  H.  Brandt. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  January  28,  4964, 
at  2  P.M.  for  decision;  applicant  to  submit  statement; 
hearing  closed. 


1140-61-A 

APPLICANT — Joseph  Lau  for  National  Board  of  Young 
Men’s  Christian  Association,  owner. 

SUBJECT — Application  July  14,  1961 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 56  Reade  Street,  north  side, 
98  feet  10  inches  west  of  Broadway,  Block  150,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Martin  J.  Hyman. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  January  14,  1964, 
at  2  P.M.  at  request  of  applicant. 


1524-61-A 

APPLICANT — Lama  Proskauer  and  Prober  for  Louis  M. 
Butler  and  Harry  J.  Butler,  owners. 

SUBJECT — Application  October  3,  1961  —  Appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 2416  Amsterdam  Avenue,  south 
west  corner  of  180th  Street,  Block  2152,  Lot  46,  Borough 
of  Manhattan. 
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APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Administration:  Lieut.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  January  14,  1964,  at 
2  P.M.  for  inspection  and  decision;  hearing  closed. 


29-63-A 

APPLICANT — Benjamin  Saltzman,  Borough  Superintend¬ 
ent. 

OWNER— Adele  T.  Becker. 

SUBJECT — Application  January  9,  1963  — -  Revocation  of 
Certificate  of  Occupancy  No.  32906-1962. 


PREMISES  AFFECTED — 5230  Blackstone  Avenue,  east 
side,  152  feet  north  of  West  252nd  Street,  Block  3424, 
Lot  165,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Louis  Kovarsky,  Bldg.  Dept.  Bronx. 

For  Opposition:  Mr.  Michael  P.  Direnzo  and  Christian 
F.  Becker. 

ACTION  OF  BOARD — Laid  over  to  February  18,  1964, 
at  2  P.M.  for  hearing  at  the  request  of  the  owner. 


Adjourned:  3:45  P.M. 

James  P.  Mulroy,  Secretary 
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Fire  Drill  Rules,  Adopted  by  the  Board  of  Standards  and  Appeals,  October  5,  1923 


(593-23-SR) 

DEFINITION  OF  “FIRE  DRILL” 

The  method  and  practice  of  the  systematic  and  orderly 
vacating  of  a  building  by  its  occupants  in  case  of  emer¬ 
gency,  panic  or  fire  in  the  least  possible  time — by  the 
nearest  safe  means  of  exit — and  the  use  of  fire  appliances 
which  shall  be  provided  for  the  extinguishing  or  retard¬ 
ing  of  fire  and  the  safeguarding  of  human  life. 

Rule  1. 

In  all  buildings  as  defined  in  Article  1,  Section  10  of 
the  Labor  Law  in  which  fire  drills  are  required  pursuant 
to  Section  279  thereof  and  in  any  other  building  in  which 
such  drills  are  required  by  the  Fire  Commissioner  pur¬ 
suant  to  the  power  conferred  in  section  491  of  the  New 
York  City  Charter,  it  shall  be  the  duty  of  the  owners, 
lessees  or  tenants  to  conduct  fire  drills  monthly  and  at 
such  other  times  as  the  Fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the 
owner  or  tenants  shall  appoint  from  among  their  em¬ 
ployees  such  responsible  and  dependable  persons,  male 
or  female,  who  shall  efficiently  perform  the  duties  of 
the  various  positions  of  the  fire  drill  organization  as 
specified  on  the  accompanying  chart. 

It  shall  be  the  duty  of  the  owner  or  tenant  to  enter  in 
the  blank  spaces  provided  for  that  purpose  in  said  chart 
the  names  of  persons  so  selected  and  post  said  chart  and 
copies  of  the  rules  in  a  conspicuous  place. 


WATCHMAN 


MALE  SEARCHER 


FEMALE  SEARCHER 


STREET  ALARM  BOX  RUNNER 


FIRE  BRIGADE 


FIRE  DRILL  ORGANIZATION 
Premises  . 

Name  of  concern  .  EXIT  GUARDS 

Building  No . Story .  .  Exit . 


FOREMAN  OR  PERSON  IN  CHARGE 


Regular  Substitute  .  « 

a 


1515 


RULES 


Squad  Monitors 
..Squad  No.  1... 

44  44 


44  44 


44  44 


44  44 


44  44 


Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  enforce 
and  have  full  charge  of  the  “Fire  Drill”  in  every  factory 
on  each  floor.  Each  day  before  work  is  begun  he  shall 
see  that  extinguishers,  fire  hose,  fire  buckets,  etc.,  are  in 
readiness  for  use,  exit  doors  are  unlocked,  aisles  are  free 
from  obstruction,  that  stairways,  halls,  etc.,  are  properly 
lighted,  and  shall  remedy  any  dangerous  condition  found 
to  exist.  Immediately  after  work  is  commenced  he  shall 
check  up  the  Fire  Drill  Organization  list  and  note  if  the 
regularly  assigned  persons  are  present;  if  any  are  found 
to  be  absent,  he  shall  assign  other  employees  (if  prac¬ 
ticable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc. 

He  shall  be  familiar  with  the  operation  and  location  of 
the  interior  alarm  signal  box  on  his  floor. 

He  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintendent 
or  other  person  in  charge  of  the  building  and  advise  him 
of  the  fact.  The  (Floor  Captain’s)  Foreman’s  orders  are 
final  as  to  the  carrying  out  of  the  fire  drill  on  his  particular 
floor. 


Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windows 
are  closed  so  as  to  prevent  the  spread  of  fire.  The 
WATCHMEN  shall  be  the  only  persons  permitted  to  re¬ 
main  on  the  floor  during  the  progress  of  a  fire  drill  and 
do  so  at  their  own  risk.  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  In  special 
cases,  however,  extra  watchmen  may  be  assigned  by  con¬ 
sent  in  writing  from  Fire  Commissioner. 


Rule  4.  Duties  of  Searchers. 

The  MALE  AND  FEMALE  SEARCHERS  shall  search 
all  toilets,  dressing  rooms  and  emergency  rooms  used  and 
frequented  by  their  sex  and  all  other  portions  of  the  floor 
and  order  all  persons,  except  those  authorized  to  remain,  to 
leave  the  premises.  They  are  to  take  care  of  and  assist 
all  persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediately  after 
the  last  squad  leaves. 


Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET-ALARM-BOX-RUNNER  shall  be  famil¬ 
iar  with  the  location  of  the  nearest  city  fire  alarm  box  and 
know  how  it  is  operated. 

In  ordinary  practice  fire  drills  the  STREET-ALARM- 
BOX-RUNNER  shall  report  to  the  Foreman  for  orders, 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  of  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET - 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm  box 
and  send  in  the  fire  alarm. 


Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  arrival 
of  the  Fire  Department,  any  fire  that  may  occur.  When  it 
is  necessary  for  the  fire  brigade  to  respond  to  different 
floors  in  the  building  they  shall  not  use  the  stairways  or 
fire  escapes  while  the  occupants  are  escaping  from  the 
premises. 


Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all  exit 
doors  leading  to  fire  escapes,  stairways,  and  other  means 
of  escape  immediately  upon  the  sounding  of  the  alarm. 
There  shall  be  two  guards  for  each  exit,  if  practicable; 
one  to  stand  in  the  hallway  holding  back  the  door  and  the 
other  directly  inside  on  the  floor.  They  are  to  keep  the 
exit  doors  open  and  direct  the  movements  of  the  persons 
using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  station. 
Then  close  their  doors  and  pass  out  of  the  building.  Upon 
signal  for  the  occupants  to  return,  EXIT  GUARDS  shall 
take  their  designated  stations  and  remain  there  until  all 
persons  have  returned  to  their  respective  floors. 


Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  not 
more  than  thirty  to  each  squad.  They  shall  see  that  all 
aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  respec¬ 
tive  squads  to  the  exit  assigned,  and  then  march  up  or 
down  the  stairs  or  to  other  exits  as  directed  by  the  EXIT 
GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interfer¬ 
ence  with  fire  apparatus.  When  the  proper  signal  is  given 
they  shall  return  to  their  respective  floors  at  head  of  their 
squads. 

MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 
manner. 
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Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  mon*b 
at  varied  hours  of  the  day,  and  all  of  the  occupants  shall 
participate  therein  simultaneously.  Such  drills  shall  con¬ 
duct  all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems  are 
installed  as  permitted  under  Rule  10.1  of  the  interior  fire 
alarm  rules  of  the  Board  of  Standards  and  Appeals,  the 
fire  drill  conducted  each  month  shall  include  all  of  the 
persons  on  the  premises  engaged  at  work  for  a  factory, 
and  drills  shall  be  conducted  at  least  twice,  each  year  in 
which  all  of  the  persons  on  the  premises  shall  participate 
simultaneously. 


Rule  10.  Duties  of  Owner. 

It  shall  be  the  duty  of  the,  OWNER,  LESSEE  OR 
TENANT  OF  THE  BUILDING  or  his  authorized  agent 
or  their  representatives  to  personally  observe  that  the 
“Fire  Drill”  is  held  simultaneously  on  every  floor  of  the 
building  and  the  participation  therein  of  every  occupant  of 
such  building.  Any  FIRE  DRILL  in  which  all  of  the 
occupants  do  not  participate  shall  not  be  considered  as  com¬ 
plying  with  the  LAW,  except  as  otherwise  provided  in 
these  rules. 

The  person  or  persons  representing  the  OWNERS, 
LESSEE  OR  TENANT,  who  supervises  the  FIRE  DRILL 
at  the  building  shall  submit  to  an  examination  by  the 
Division  of  Fire  Prevention  as  to  their  experience  and 
general  fitness  for  such  duties,  and  shall  be  so  certified  in 
writing  by  the  FIRE  COMMISSIONER. 

It  shall  be  the  duty  of  the  ENGINEER,  SUPERIN¬ 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  build¬ 
ing  having  an  interior  fire  alarm  system  to  test  such  system 
daily,  immedately  after  the  beginning  of  business,  and  to 


see  that  all  apparatus  operated  by  springs,  requiring  wind¬ 
ing  are  rewound  after  each  alarm  and  kept  in  normal  con¬ 
dition  for  operation. 


Rule  11.  Duties  of  Engineer. 

Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs,  etc.,  being 
made,  the  PERSON  IN  CHARGE  OF  BUILDING  will 
first  notify  all  Foremen  of  the  several  floors  of  the  in¬ 
tended  test  and  likewise  notify  them  when  the  repairs,  etc. 
are  completed.  This  precaution  is  taken  to  prevent  con¬ 
fusion  and  excitement,  also  misunderstanding  of  the  alarm 
signals. 

It  shall  also  be  the  duty  of  the  PERSON  IN  CHARGE 
OF  BUILDING  to  sound  the  interior  alarm  system  at 
irregular  intervals,  but  not  less  than  once  each  calendar 
month,  for  the  purpose  of  holding  practice  fire  drills.  He 
shall  keep  on  the  premises  a  record  of  such  drills,  show¬ 
ing  the  date  when  held  and  the  required  time  for  all 
occupants  to  reach  the  street  or  a  point  of  safety  outside 
the  building. 

The  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of  the 
“Fire  Drill”  Organization  and  its  purport. 


Rule  12.  Registration. 

The  name  and  address  of  every  person,  corporation  or 
co-partnership,  that  will  under  professional  service,  carry 
on  the  trade,  business  or  calling  of  establishing,  main¬ 
taining  or  supervising  the  “Fire  Drill”  shall  be  registered 
in  the  Fire  Department,  which  Department  shall,  upon 
evidence  of  fitness,  grant  a  certificate  to  that  effect. 
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